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WSR 91-24-001 
RULES COORDINATOR 
LOWER COLUMBIA COLLEGE 
[Filed November 21, 1991, 3:36 р.т.) 


Pursuant to RCW 34.05.310, Virginia M. Koken is re- 

designated as the rules coordinator for Lower Columbia 

College. The office and mailing address for the rules co- 

ordinator are: Office of the President, 1600 Maple 
Street, P.O. Box 3010, Longview, WA 98632. 

Vernon R. Pickett 

President 


WSR 91-24-002 
PROPOSED RULES 
GAMBLING COMMISSION 
[Filed November 21, 1991, 3:45 p.m.] 


Original Notice. 

Title of Rule: WAC 230-20-685 Commercial amuse- 
ment games—Wager and prize limitations. 

Purpose: To provide for limitations for commercial 
amusement games in locations authorized by a revision 
of RCW 9.46.0331. 

Statutory Authority for Adoption: RCW 9.46.070 
(3)(11)(14). 

Statute Being Implemented: RCW 9.46.0331. 

Summary: Provides limitations at newly authorized 
locations catering to school-aged minors for redemption 
amusement games. 

Name of Agency Personnel Responsible for Drafting: 
Sharon M. Tolton, Rules Coordinator, Lacey, (206) 
438—7685; Implementation: Frank L. Miller, Acting Di- 
rector, Lacey, (206) 438-7640; and Enforcement: Neal 
Nunamaker, Assistant Director, Lacey, (206) 438—7690. 

Name of Proponent: Washington State Gambling 
Commission, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Provides limitations at amusement game author- 
ized locations catering to children. Prize limitations shall 
not exceed a cost of one hundred dollars. The maximum 
wager per play may not exceed fifty cents. 

Proposal Changes the Following Existing Rules: The 
proposed change clarifies an existing rule. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The agency has considered whether this rule change 
would create an adverse economic impact on small busi- 
nesses as defined by chapter 19.85 RCW. It has deter- 
mined that there is no economic impact to small business 
as a result of this proposal. 

Hearing Location: Quality Hotel, Tacoma Dome, 
2611 E Street, Tacoma, WA 98421, on February 14, 
1992, at 10:00 a.m. 

Submit Written Comments to: Washington State 
Gambling Commission, 4511 Woodview Drive S.E., 
Olympia, WA 98504—2400, by February 12, 1992. 
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Date of Intended Adoption: February 14, 1992. 
November 21, 1991 
Sharon M. Tolton 
Rules Coordinator 


NEW SECTION 


WAC 230-20-685 COMMERCIAL AMUSEMENT GAMES- 
WAGER AND PRIZE LIMITATIONS. For locations authorized 
under WAC 230-04-138 (1)(g), (i) or (j), where school-aged minors 
are allowed to play, the following limitations shall apply. 

(a) Prize limitations. No prize offered shall exceed a cost to the op- 
erator of one hundred dollars. 

(b) Consideration. The maximum wager for play shall not exceed 
fifty cents. 


WSR 91-24-003 
PROPOSED RULES 
WASHINGTON STATE PATROL 
[Order 91-010—Fiłed November 22, 1991, 9:10 a.m.] 


Original Notice. 

Title of Rule: WAC 204-74А-060 Standards for 
school bus warning lights. 

Purpose: Amend WAC for clarification. 

Statutory Authority for Adoption: RCW 46.37.290. 

Statute Being Implemented: RCW 46.37.320. 

Summary: Clarifies when hazard strobe lights for 
buses may be used. 

Reasons Supporting Proposal: Need to improve visi- 
bility of stopping school buses. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Lt. Lonnie R. 
Brackins, 515 15th Avenue, Olympia, 753-0347. 

Name of Proponent: Washington State Patrol, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Describes when hazard strobe lights may be used 
on school buses. Will permit buses to operate with strobe 
lights when there is limited visibility. 

Proposal Changes the Following Existing Rules: Clar- 
ifies when hazard strobe lights are permitted and will 
improve visibility when buses are stopping, standing, or 
starting on highways. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: General Administration Building, 
Room G-130, Olympia, Washington 98504, on January 
27, 1992, at 2:00 p.m. 

Submit Written Comments to: Washington State Pa- 
trol, Research and Development Section, АХ-12, 
Olympia, Washington 98504, by January 27, 1992. 

Date of Intended Adoption: February 7, 1992. 

November 22, 1991 
George B. Tellevik 
Chief 


AMENDATORY SECTION (Amending WSR 90-18-047, filed 
8/30/90, effective 9/30/90) 


WAC 204-74A-060 ADDITIONAL HAZARD STROBE 
LAMP. (1) In addition to the cight lamp warning system, each bus 
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may be equipped with a single additional hazard strobe lamp. Such 
lamps must meet the Class I requirements of SAE Standard J1318, 
360 degree gaseous discharge warning lamp. 

(2) A clear lens strobe lamp, less than eight inches in height, may be 
mounted on the centerline of the roof in the rear one-half of the bus. 
At no time shall the lamp be mounted any closer than six feet from the 
rear of the bus measured from a vertical plane tangent to the rearmost 
point of the bus body. 

(3) The hazard strobe lamp will be activated by a switch indepen- 
dent of all other lamp switches. The hazard strobe lamp switch shall be 
plainly labeled and have a pilot lamp that shall indicate when the lamp 
is in operation. 

(4) The use of a hazard strobe lamp is permitted only when the bus 


is occupied with school children and one or more of the following con- 
ditions exist: 

(a) ((#t)) The bus is in motion in inclement, sight obscuring condi- 
tions, including but not limited to rain, fog, snow, and smoke; ((and7 
or)) 


(b) There is a need to improve the visibility of the bus when stop- 
ping, standing, or starting onto a highway ((m-arcasrof)); 


(c) There is limited visibility caused by geographic hazards such as 
winding roadways, hills, trees, buildings, etc. 
The strobe lamp shall not be activated solely because of darkness. 


WSR 91-24-004 
PROPOSED RULES 


WASHINGTON STATE PATROL 
[Order 91-009—Filed November 22, 1991, 9:12 a.m.] 


Original Notice. 

Title of Rule: Amending WAC 204-24-030, 204-24- 
040, 204-24-050, and 204-24-070. 

Purpose: То change (һе wording "snow" tires to "ар- 
proved traction" tires. To replace "commission on 
equipment" with "state patrol." Exempts Department of 
Transportation snow removal vehicles. 

Statutory Authority for Adoption: RCW 46.37.420. 

Summary: The wording “approved traction tires" will 
encompass the alternatives to snow tires as perceived by 
the public. The "commission on equipment" no longer 
exists. Vehicles operated by the Department of Trans- 
portation will be exempt. 

Name of Agency Personnel Responsible for Drafting: 
L. Klewin, Olympia, 753-6554; Implementation and 
Enforcement: Chief George В. Tellevik, Olympia, 586- 
2355. 

Name of Proponent: 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This amendment will change the wording from 
"snow" tires to "approved traction" tires. This will en- 
compass the alternatives to snow tires as perceived by 
the public. It will replace “commission on equipment" 
with "state patrol." It will also exempt vehicles operated 
by the Department of Transportation for the purpose of 
snow removal. 

Proposal Changes the Following Existing Rules: 
Changes "snow" tires to "approved traction” tires. Re- 
places "commission on equipment" with "state patrol." 
Exempts Department of Transportation snow removal 
vehicles. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 


Washington State Patrol, 
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Hearing Location: General Administration Building, 
Room G-130, Olympia, Washington 98504, on January 
27, 1992, at 1:30 p.m. 

Submit Written Comments to: Washington State Pa- 
trol, Research and Development Section, AX-12, 
Olympia, Washington 98504, by January 27, 1992. 

Date of Intended Adoption: February 7, 1992. 

November 22, 1991 
George B. Tellevik 
Chief 


AMENDATORY SECTION (Amending Order 83-10-01, filed, 
10/19/83) | 


WAC 204-24-030 STANDARDS FOR STUDDED TIRES. 
Studded tires shall meet the following specifications: 

(1) Studs shall be metal, tipped with tungsten carbide. 

(2) Metal studs shall be inserted only in a new tire or a newly-re- 
capped tire which has molded in the tread the "pin-holes" into which 
metal studs are to be inserted. Studs shall not be inserted in any new 
tire or newly-recapped tire after it has been driven on a vehicle. 

(3) Metal studs may be installed only by the tire manufacturer, or 
by a tire dealer or tire jobber who shall install the metal studs in con- 
formance with the manufacturer's specifications. 

(4) When a tire is sold or offered for sale as a studded tire or when 
studs are installed in a new tire or a newly-recapped tire, there shall 
be a minimum of seventy metal studs evenly spaced around the tread 
of the tire. 

(5) A tire shall contain a minimum of fifty-six metal studs at all 
times in order to qualify as a "studded tire" or as an approved traction 
device where traffic control signs marked "chains" or "((smow)) ap- 
proved traction tires required" are posted. 

(6) Metal studs shall not be installed in any tire of a vehicle which 
has a gross vehicle weight of ten thousand pounds or over. 

(7) School buses and fire department equipment tires are exempt 
from ((Нетп)) subsection (6) of this ((regułatton)) section. 


AMENDATORY SECTION (Amending Order 83-10-01, filed 
10/19/83) 


WAC 204-24-040 TRACTION DEVICES. The following equip- 
ment items are approved by the ((commissron-on-equipment)) state 
patrol for use as traction devices wherever traction devices are required 
by the department of transportation: 

(1) Tire chains meeting the standards in chapter 204-22 WAC. 

(2) Studded tires meeting the standards in WAC 204-24-030. 

(3) ((Snew)) Approved traction tires. An approved ((smow)) traction 
tire shall have the following tread characteristics: 

(a) A minimum of 4/32 inch tread, measured in the center portion 
of the tire at three locations equally spaced around the circumference 
of the tire. 

(b) A relatively aggressive tread pattern designed primarily to pro- 
vide additional starting, stopping, and driving traction on snow or ice. 
The tread shall have ribs, lugs, blocks or buttons the edges of which 
are at an angle greater than thirty degrees to the tire circumferential 
centerline. 

(c) On at least one side of the tread design, the shoulder lugs pro- 
trude at least 1/2-inch in a direction generally perpendicular to the 
direction of travel. 

(d) Tires manufactured to meet these specifications shall be perma- 
nently labeled on at least one sidewall with the words "mud and snow" 
or any contraction using the letters "М" and "5" (e.g. М5, M/S, М- 
S, M & S,etc.). 

(4) Special tires specifically designed to improve stopping, traction, 
and cornering abilities of the tire on ice or snow may be approved by 


the ((commrssion-or-equipment)) state patrol as an approved traction 


device. 


AMENDATORY SECTION (Amending Order 91-003, 
6/21/91, effective 7/22/91) 


WAC 204-24-050 USE OF TIRE CHAINS OR OTHER 
TRACTION DEVICES. (1) Vehicles under 10,000 pounds gross ve- 
hicle weight. 

(a) When traffic control signs marked "((smow)) approved traction 
tires required" are posted by the department of transportation it shall 
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be unlawful for any vehicle to enter the controlled area without having 
mounted on its drive wheels at least one of the traction devices meeting 
the requirements of WAC 204-24-040. 

(b) When traffic control signs marked "chains required" are posted 
by the department of transportation it shall be unlawful for any vehicle 
to enter the controlled area without having mounted on its drive wheels 
tire chains meeting the standards in chapter 204-22 WAC. 

(i) Exception for all wheel drive vehicles. When "chains required” 
signs are posted, all-wheel drive vehicles shall be exempt from the 
chain requirement when all wheels are in gear and are equipped with 
approved traction devices as specified in WAC 204-24-040 provided 
that tire chains for at least one set of drive wheels are carried in the 
vehicle. 

(2) Vehicles or combinations of vehicles over 10,000 pounds gross 
vehicle weight. 

(a) When traffic control signs marked "((smow)) approved traction 
tires required" or "chains required" are posted by the department of 
transportation it shall be unlawful for any vehicle or combination of 
vehicles to enter the controlled area without having mounted on its 
wheels tire chains as follows: PROVIDED, That highway maintenance 
vehicles operated by the department of transportation for the purpose 
of snow removal and its ancillary functions are exempt from this re- 
quirement if such vehicle has sanding capability in front of the drive 
wheels. 

(i) Single vehicles, including but not limited to trucks, truck-trac- 
tors, buses and school buses: А minimum of two drive tires chained, 
one on each side of the vehicle, both on the same axle: PROVIDED, 


That highway maintenance vehicles operated by the department of 
transportation for the purpose of snow removal and its ancillary func- 
tions are exempt from this requirement if such vehicle has sanding ca- 
pability in front of the drive wheels. 


(ii) Two vehicle combinations, including but not limited to truck and 
trailer, or truck tractor and semi-trailer: А minimum of two drive 
wheels chained, one on each side of the vehicle and both on the same 
axle, and one trailer wheel chained on the last axle of the trailer. If the 
trailer or semitrailer has tandem rear axles, the chained wheel may be 
on either of the last two axles. 

(iti) Three-vehicle combinations, including but not limited to truck 
tractor, semi-trailer and full trailer: A minimum of four drive wheels 
chained and two trailer wheels chained. The trailer wheel chains shall 
be on the last trailer in the combination and at least one such chain 
shall be on a tire on the last axle, or if the trailer has tandem rear ax- 
les, the chained wheel may be on either of the last two axles. 

(iv) Combinations of vehicles specially permitted to carry over 
80,000 pounds gross vehicle weight: A minimum of four drive wheels 
chained, and one trailer wheel chained. The trailer wheel chain shall 
be on the last axle of the trailer. Except in three vehicle combinations, 
the requirements of ((204—-24—050-(2))) (a)(iii) of this subsection shall 
prevail. 

(b) All vehicles over 10,000 pounds gross vehicle weight shall carry 
a minimum of two extra chains for use in the event that road condi- 
tions require the use of more chains than the minimums stated in 
((subsectton (2)))(a) of this ((seettom)) subsection or in the event that 
Chains in use are broken or otherwise made useless: PROVIDED, That 
highway maintenance vehicles operated by the department of trans- 
portation for the purpose of snow removal and its ancillary functions 
are exempt from this requirement. 

(c) Approved chains for vehicles over 10,000 pounds gross vehicle 
weight shall have at least two side chains to which are attached suffi- 
cient cross chains of hardened metal so that at least one cross chain is 
in contact with the road surface at all times. Plastic chains shall not be 
allowed. The ((commitsston-on-equipment)) state patrol may approve 
other devices as chains if the devices are equivalent to regular chains in 
performance. 

(d) On the following routes all vehicles and combinations of vehicles 
over 10,000 pounds shall carry sufficient tire chains to meet the re- 
quirements of this chapter from November 1 to April 1 of each year or 
at other times when chains are required for such vehicles: 

(i) 1-90 - from North Bend to Cle Elum. 

(ii) SR-97 – from SR-2 to I-90. 

(iii) SR-2 - from Index to Leavenworth. 

(іу) SR-12 — from Packwood to Naches. 

(v) SR-97 — from the Columbia River to Toppenish. 

(vi) SR-410 - from Enumclaw to Naches. 

Vehicles making local deliveries as indicated on bills of lading and 
not crossing the mountain pass are exempt from this requirement if 
operating outside of a chain required area. 
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(3) The Washington state department of transportation or 
Washington state patrol may prohibit any vehicle from entering a 
chain/((smow)) approved traction tire control area when it is deter- 
mined that the vehicle will experience difficulty in safely traveling the 
area. 


AMENDATORY SECTION (Amending Order 83-10-01, filed 
10/19/83) 


WAC 204-24-070 APPROVAL OF TIRE CHAINS OR 
TRACTION DEVICES. Any tire chain, wheel chains, studded tires, 
ог other traction devices meeting the standards in chapter 204-22 
WAC, WAC 204-24-030, and 204-24-040 shall be considered as an 
approved type chain, studded tire, or other traction device by the 


((commisstor-or-equipment)) state patrol. 


WSR 91-24-005 
PROPOSED RULES 
HIGHER EDUCATION 
COORDINATING BOARD 
[Filed November 22, 1991, 9:15 a.m.] 


Original Notice. 

Title of Rule: State need grant program. 

Purpose: To detail the definition of state need grant 
cost-of-attendance. 

Statutory Authority for Adoption: RCW 28B.10.800 
through 28B.10.822. 

Statute Being Implemented: RCW 28В.10.800 
through 28В.10.822. 

Summary: The proposed rule explains how the state 
need grant cost-of-attendance is calculated for each 
sector of higher education and how the "statutory ceil- 
ing" is established. 

Reasons Supporting Proposal: The rule is submitted to 
clarify public misconceptions about the calculations. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: John Klacik, 917 Lakeridge Way, 
Olympia, WA, 586-1405; and Enforcement: Shirley Ort, 
917 Lakeridge Way, Olympia, WA, 586—6404. 

Name of Proponent: Higher Education Coordinating 
Board, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: See Purpose above. 

Proposal Changes the Following Existing Rules: Тһе 
proposed rule adds considerable detail to the process by 
which sector costs—of—attendance are calculated and also 
defines the manner in which the statutory ceiling is cal- 
culated. The sector costs—of—attendance affect the maxi- 
mum grant awarded to individual students. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Conference Room, Community 
Center, South 500 Stone Street, Spokane, WA, on Fri- 
day, February 14, 1992, at 9:00 a.m. to 12:00 noon; at 
the Seattle Public Library, 1000 4th Avenue, Seattle, 
WA, on Thursday, February 20, 1992, at 9:00 a.m. to 
12:00 noon; and at the Conference Room, Third Floor, 
Higher Education Coordinating Board, 917 Lakeridge 
Way, Olympia, WA, on Friday, February 28, 1992, at 
1:30 p.m. to 4:30 p.m. 
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Submit Written Comments to: John Klacik, Higher 
Education Coordinating Board, 917 Lakeridge Way, 
Р.О. Box 43430, Olympia, WA 98504-3430, by Febru- 
ary 28, 1992. 

Date of Intended Adoption: March 25, 1992. 

November 15, 1991 
Ann Daley 
Executive Director 


AMENDATORY SECTION (Amending WSR 90-04-067, filed 
2/5/90, effective 7/1/90) 


WAC 250-20-021 PROGRAM DEFINITIONS. (1) The term 
"needy student" shall mean a post-high school student of an institution 
of postsecondary education who demonstrates to the Higher Education 
Coordinating Board the financial inability, either parental, familial, or 
personal, to bear the total cost of education for any semester or quar- 
ter. The determination of need shall be made in accordance with fed- 
eral needs analysis formulas and provisions as recognized and modified 
by the Board. 

(2) The term "disadvantaged student" shall mean a post-high school 
student who by reasons of adverse cultural, educational, environmen- 
tal, experiential or familial circumstance is unable to qualify for en- 
rollment as a full-time student in a postsecondary institution, and who 
otherwise qualifies as a needy student and who is attending a postsec- 
ondary educational institution under an established program designed 
to qualify him or her for enrollment as a full-time student. 

(3) The term "postsecondary institution" shall mean any public uni- 
versity, college, community college, or vocational-technical institute 
operated by the state of Washington political subdivision thereof, or 
any other university, college, school or institute in the state of 
Washington offering instruction beyond the high school level which is a 
member institution of one of the following accrediting associations: the 
Northwest Association of Schools and Colleges, the Association of In- 
dependent Colleges and Schools, the Cosmetology Accrediting Com- 
mission, or the Nationa! Association of Trade and Technical Schools, 
and if such institution agrees to participate in the program in accord- 
ance with all applicable rules and regulations. Any institution, branch, 
extension or facility operating within the state of Washington which is 
affiliated with an institution operating in another state must be a sepa- 
rately accredited member institution of one of the above named ac- 
crediting associations. 

(4) "Washington resident" shall be defined as an individual who 
satisfies the requirements of RCW 28B.15.011 through RCW 28B.15- 
.013 and Board-adopted rules and regulations pertaining to the deter- 
mination of residency. 

(5) "Dependent student" shall mean any post-high school student 
who does not qualify as an independent student in accordance with 
WAC 250-20-021(6). 

(6) "Independent student" shall mean any student who qualifies as 
an independent student for the receipt of federal aid. These qualifica- 
tions include a student who has either: 

(a) reached his or her twenty-fourth birthday before January Ist of 
the aid year; or, 

(b) is a veteran of the U.S. Armed Forces; or, 

(c) is an orphan or ward of the court; or, 

(d) has legal dependents other than a spouse; or, 

(e) is a married student or a graduate/professional student and will 
not be claimed by parents as a U.S. income tax exemption in the aid 
year; or, 

(f) was not claimed by parents as a U.S. income tax exemption in 
either of the two calendar years prior to the academic year for which 
aid is being considered and had a total income and benefits for those 
two years sufficient to support his or herself; or, 

(g) Is determined to be independent for the receipt of federal aid on 
the basis of the professional judgment of the aid administrator. 

(7) Definitions of "undergraduate students" will be in accord with 
definitions adopted for institutional use by the Board. 

(8) "Student budgets" shall consist of that amount required to sup- 
port an individual as a student for nine months and may take into 
consideration cost factors for maintaining the student's dependents. 
This should be the amount used to calculate the student's total need 
for all state and federal funds. 

(9) "State Need Grant cost-of-attendance" is the standard ((aver- 
age)) student cost per sector, developed by the Board, to determine the 
eligible students' exact award. 
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(a) The costs for each sector are calculated by adding together a 
standard allowance for books, room, board, transportation and person- 
al items, for all undergraduate students statewide, and the sector's 
regular tuition and fees for full-time, resident, undergraduate students. 

(b) In no case may the costs-of-attendance exceed the statutory 
ceiling established by RCW 28B.10.808(4). The ceiling is calculated 
by adding together the actual maximum student expense budget rec- 
ognized for any one category of students at a public institution, in- 
cluding the regular tuition and fees charged for a full-time resident 
undergraduate student at a public university, plus the current average 
state appropriation per student for operating expenses in all public 


institutions. 

The Higher Education Coordinating Board will consult with appro- 
priate advisory committees and the representative association of stu- 
dent financial aid administrators, to annually review and adjust the 
costs-of-attendance. The ((adopted-budgets)) costs-of-attendance for 
each sector will be published concurrent with annual guidelines for 
program administration. 

(10) "State Need Grant family contribution" for students with de- 
pendents shall mean the sum of the assumed parents' contribution, 
contribution from student assets, and all income including student's 
earnings. For students without dependents, the State Need Grant 
"family contribution" shall mean the sum of contributions from all the 
student's (and spouse's) assets and income, excluding student earnings. 

(11) "Parents' contribution" shall mean the contribution toward 
college expenses expected from the student's parent(s) as related to the 
total financial strength of the parents. 

(12) Funds administered by the institution such as Pell grants, BIA 
grants, those portions of agency funds designated for tuition and fees, 
as well as funds available to the student because of his or her student 
status are to be used in calculating the student's overall need, but are 
not counted as part of the State Need Grant family contribution. 

(13) "Maximum base grant" is a percentage of the State Need 
Grant costs-of-attendance. The percentage will be no less than fifteen 
percent and no more than twenty percent, dependent each year upon 
available funding. 

(14) "Dependent care allowance" is a flat grant amount, to be de- 
termined by the Board, which is in addition to the student's eligibility 
for the base grant. The allowance is awarded to those students who 
have dependents in need of care. The dependent must be someone 
(other than a spouse) living with the student. Care must be that as- 
sistance provided to the dependent which is paid to and provided by 
someone outside of the student's household. 

(15) "State Need Grant award" is the difference between the maxi- 
mum base grant and the student's total State Need Grant family con- 
tribution, plus a dependent care allowance, if applicable. 

(16) "Academic year" is that period of time between July 1 and the 
following June 30 during which a full-time student would normally be 
expected to complete the equivalent of two semesters or three quarters 
of instruction. 

(17) "Clock hours" means a period of time which is the equivalent 
of either: 

(a) A 50 to 60 minute class, lecture, or recitation, or 

(b) A 50 to 60 minute period of faculty-supervised laboratory shop 
training or internship. 

(18) "Gift equity packaging policy" is the institution's policy for as- 
signing gift aid to all needy, eligible students. 

(19) "Satisfactory progress" is the student's successful completion of 
a minimum number of credits for each term in which the grant was 
received. Each school's policy for measuring progress of State Need 
Grant recipients must define satisfactory as the student's completion of 
the minimum number of credits for which the aid was disbursed. 

(a) The minimum satisfactory progress standard for full-time stu- 
dents is twelve credits per term or 300 clock hours per term. Satisfac- 
tory progress for three-quarter time students is nine credits per term 
or 225 clock hours per term. Satisfactory progress for half-time stu- 
dent is six credits per term or 150 clock hours per term. 

(b) Each school's policy must deny further disbursements of the 
Need Grant at the conclusion of any term in which he or she fails to 
complete at least one-half (5095) of the minimum number of credits 
for which the aid was disbursed or otherwise fails to fulfill the condi- 
tions of the institution's satisfactory progress policy. 

(c) The school may make disbursements to a student who is in a 
probationary status. "Probation" is defined as completion of at least 
one-half (5095), but less than all (100%) of the minimum number of 
credits for which the aid was calculated and disbursed. The school 
must have a probation policy, approved by the Board, which limits the 
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number of terms in which a student may receive the Need Grant while 
in a probationary status. 

(d) The school's aid administrator may at any time, using profes- 
sional judgment exercised on a case-by-case basis, reinstate a student 
back into a satisfactory progress status, in response to an individual 
student's extenuating circumstances. 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 


WSR 91-24-006 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF AGRICULTURE 
(Asparagus Commission) 
[Memorandum—November 14, 1991] 


The Washington Asparagus Commission, wishes to file 
for publication in the Washington state register, the fol- 
lowing schedule of regular meetings: 


March 17, 1992 1:00 a.m. [p.m.] 
June 16, 1992 1:00 a.m. [p.m.] 
September 15, 1992 1:00 a.m. [p.m.] 
December 15, 1992 1:00 a.m. [p.m.] 


АП meetings will be held at: 


Washington Asparagus Commission Office 
2810 West Clearwater, Suite 202 
Kennewick, WA 99336 


WSR 91-24-007 
NOTICE OF PUBLIC MEETINGS 
PIERCE COLLEGE 
[Memorandum— November 20, 1991] 


The board of trustees of Community College District 
Number Eleven (Pierce College) would like to make the 
following change to the December 199] regular board 
meeting: December 11, 1991, 12:30 p.m., meeting has 
been canceled. А special board meeting has been sched- 
uled for December 4, 1991, 12:30 p.m. in Room 325H at 
the Ft. Steilacoom Campus. 


WSR 91-24-008 
PROPOSED RULES 
UTILITIES AND TRANSPORTATION 
COMMISSION 
[Filed November 22, 1991, 2:33 p.m.] 


Original Notice. 

Title of Rule: WAC 480—70—350 relating to a uniform 
system of accounts and annual reports for solid waste 
collection companies. The proposed amendatory section 
is shown below as Appendix A, Docket No. TG—911200. 
Written and/or oral submissions may also contain data, 
views, and arguments concerning the effect of the pro- 
posed amendatory section on economic values, pursuant 
to chapter 43.21H RCW. 
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Purpose: The purpose of this rule is to recognize the 
increased costs to solid waste haulers of disposal fees and 
to disclose recycling activity in annual reports. 

Statutory Authority for Adoption: RCW 80.01.040. 

Summary: See Purpose above. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Paul Curl, Secretary, 
and Transportation Staff, 1300 South Evergreen Park 
Drive S.W., Olympia, WA, (206) 753-6451. 

Name of Proponent: Washington Utilities and Trans- 
portation Commission, governmental. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and 
Fiscal Matters: There are no comments or recommenda- 
tions being submitted inasmuch as the proposal is pur- 
suant to legislative authorization as reflected in RCW 
80.01.040. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposed changes to this rule will change the 
breaking point between Class A and Class B solid waste 
haulers and create a new Class C for specialized carriers 
hauling specific waste products from specific customers, 
which class will be required to file a less complicated 
annual report. 

Proposal Changes the Following Existing Rules: See 
Explanation of Rule above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Commission Hearing Room, Sec- 
ond Floor, Chandler Plaza Building, 1300 South Ever- 
green Park Drive S.W., Olympia, WA, on January 8, 
1992, at 9:00 a.m. 

Submit Written Comments to: Paul Curl, Secretary, 
1300 South Evergreen Park Drive S.W., FY-11, P.O. 
Box 47250, Olympia, WA 98504-7250, by December 
30, 1991. 

Date of Intended Adoption: January 8, 1992. 

November 21, 1991 
Paul Curl 
Secretary 


APPENDIX "A" 


AMENDATORY SECTION (Amending Order R-335, Docket No. 
TG-900718, filed 1/14/91, effective 2/14/91) 


WAC 480-70-350 ACCOUNTS—UNIFORM SYSTEM 
ADOPTED—REPORTS. (1) Effective January 1, 1989, a "uniform 
system of accounts” is hereby prescribed for use of solid waste collec- 
tion companies in the state of Washington operating under chapter 
295, Laws of 1961 (chapter 81.77 RCW). 

(2) The various carriers shall be divided into ((two)) three classes as 
per ((average)) yearly gross revenue according to the following 
schedule: 


Class A - Those carriers having an annual yearly gross revenue 
of ((®5ӨӨ;ӨӨӨ)) $1,000,000 or over per year. 
Class В - Those carriers having an annual yearly gross revenue 


of less than ((5588-868)) $1,000,000 per year. 


Class С - Specialized carriers, generally hauling specific_waste 
products for specific customers. This class of carrier is 


not involved in traditional residential or commercial 


solid waste operations. 
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As set forth in the above classification, any carrier may, at its ор- 
tion, place itself in a group higher than the one in which it falls on the 
basis of its annual gross operating revenue. 

(3) Each solid waste collection company must secure from the com- 
mission a copy of the "uniform system of accounts" applicable to its 
business and keep its accounts and other records in conformity there- 
with to the end that its records may be kept and the annual report re- 
quired to be filed by it may be compiled in accordance therewith. 

(4) For purposes of rendering annual reports, solid waste collection 
companies shall secure from the commission the proper forms and 
make and file annual reports as soon after the close of the calendar 
year as possible, but in no event later than May Ist of the succeeding 
year. Failure to file such reports will be sufficient cause for the com- 
mission, in its discretion, to revoke a certificate. 

(5) In the event that a certificate is transferred, or is canceled for 
any cause, the annual report required by this rule must be filed imme- 
diately covering the period from the first of the year to the date on 
which the solid waste collection company ceased operations. Where 
operations are discontinued prior to the close of the calendar year, or 
where operations are started during the calendar year, an annual re- 
port shall be rendered covering that portion of the calendar year dur- 
ing which the solid waste collection company operated and shall show 
on the face thereof the exact period covered thereby. 

(6) Each solid waste collection company must maintain complete 
records of the collection service provided to each customer, showing for 
each and every customer served the amount billed, the categories and 
quantity of service provided, the amounts collected, and the balance 
due. Such customer records must also be maintained in such manner 
so that the service provided and the rates and charges assessed are 
easily identifiable in tariff terms contained in the applicable tariff of 
each carrier. These records must be kept on file in the general office of 
each company, in alphabetical, address or route order, for a period of 
three years subject to inspection by the commission so that the com- 
mission may ascertain at any time the number of customers served, the 
amounts being billed and collected, and the balance due from each and 
every customer. Customers requesting either by letter, telephone or 
office visit an itemized statement of all charges shall be furnished 
same. 


WSR 91-24-009 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Dental Disciplinary Board) 
[Filed November 22, 1991, 2:39 p.m.] 


This is notice that the proposed amalgam restoration 
practice standards rule, WSR 91-18-035, filed with the 
code reviser's office on August 29, 1991, is being with- 
drawn and has been referred back to the Dental Disci- 
plinary Board's subcommittee for further review and/or 
revisions. The rule being withdrawn is WAC 246-816- 
160 Amalgam restoration practice standards. 
Linda McCue 
Program Manager 


WSR 91-24-010 
PROPOSED RULES 


PUBLIC DISCLOSURE COMMISSION 
[Filed November 22, 1991, 2:50 p.m.] 


Original Notice. 

Title of Rule: WAC 390-24-202 Report of compen- 
sation from sales commissions; and 390-05-215 Receipt 
of a campaign contribution. 
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Purpose: WAC 390-24-202, reporting required of of- 
ficials who receive compensation through sales commis- 
sions; and WAC 390-05-215, defines when a campaign 
contribution is "received." 

Statutory Authority for Adoption: RCW 42.17.370. 

Summary: WAC 390-24-202, officials receiving com- 
pensation in the form of sales commissions must identify 
on the statement of financial affairs additional informa- 
tion regarding the source; and WAC 390-05~215, "re- 
ceipt" is defined concerning when campaign contribu- 
tions are actually received. 

Name of Agency Personnel Responsible for Drafting: 
Roselyn Marcus, Attorney General, Olympia, 586-1913; 
Implementation and Enforcement: Graham Johnson, 
Public Disclosure Commission, Olympia, 753-1111. 

Name of Proponent: [Public Disclosure Commission], 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
Гесів: WAC 390-24-202, listing only the company, 
agency, etc. through which a sales commission is paid as 
the source of compensation does not provide the public 
with sufficient information about potential conflicts of 
interest. The information made available through this 
added requirement will fill that information void; and 
WAC 390-05-215, certain reports required by the dis- 
closure law are due a specified numbers of days after a 
contribution is received. Specifying when a contribution 
is considered received will permit candidates and politi- 
cal committee treasurers to better comply with the letter 
as well as the spirit of the act. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Second Floor Conference Room, 
Evergreen Plaza, 711 Capitol Way, Olympia, WA 
98501, on January 28, 1992, at 9 a.m. 

Submit Written Comments to: Public Disclosure 
Commission, P.O. Box 40908, Olympia, WA 98504- 
0908, by January 15, 1992. 

Date of Intended Adoption: January 28, 1992. 

November 20, 1991 
Graham E. Johnson 
Executive Director 


NEW SECTION 


WAC 390-24-202 REPORT OF COMPENSATION FROM 
SALES COMMISSIONS. (1) When a person receives compensation 
in the form of a commission on sales, the reporting of the compensa- 
tion, required in RCW 42.17.241, shall include: 

(a) the listing of the person through which the commission was paid, 
and 

(b) the name of each person (other than the individual) for whom a 
service was rendered or to whom a product was sold, which resulted in 
a commission of $1,000 or more. 


NEW SECTION 


WAC 390-05-215 RECEIPT OF A CAMPAIGN CONTRIBU- 
TION. "Receipt" of a campaign contribution, as that term is used in 
chapter 42.17 RCW, shall be deemed to occur at the earliest of the 
following: 

(1) the date that the candidate, treasurer, deputy treasurer, cam- 
paign manager, campaign chairperson or similarly situated campaign 
official obtains possession of the contribution, or 
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(2) the date that the candidate, treasurer, deputy treasurer, cam- 
paign manager, campaign chairperson or similarly situated campaign 
official is informed of the contribution, or becomes aware that the 
campaign, or in the case of an earmarked contribution, the intermedi- 
ary, has possession of the contribution, or 

(3) the date that the contribution becomes available for use by the 
candidate or committee. 


WSR 91-24-011 
PERMANENT RULES 
PUBLIC DISCLOSURE COMMISSION 
[Filed November 22, 1991, 2:53 p.m.] 


Date of Adoption: November 19, 1991. 

Purpose: WAC 390-12-040 Description of central 
and field organization; 390-24-010 Forms for statement 
of financial affairs; 390-24-020 Forms for amending 
statement of financial affairs; and 390-20-020 Forms 
for lobbyist report of expenditures. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 390-12-040, 390-24-010, 390-24- 
020, and 390-20-020. 

Statutory Authority for Adoption: RCW 42.17.370. 

Pursuant to notice filed as WSR 91-20-154 on Octo- 
ber 2, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

| November 21, 1991 
Graham E. Johnson 
Executive Director 


AMENDATORY SECTION (Amending Order 85- 
03,filed 7/9/85) 


WAC 390-12-040 PUBLIC DISCLOSURE 
COMMISSION—DESCRIPTION OF CENTRAL 
AND FIELD ORGANIZATION. (1) The public dis- 
closure commission is a five member commission ap- 
pointed by the governor with the consent of the senate. 
The commission is assisted by a staff consisting of an 
executive director and such other employees as are 
necessary. 

(2) The administrative office of the commission is lo- 
cated at Public Disclosure Commission, Room 403, Ev- 
ergreen Plaza Building, Olympia, Washington. 


(3) Mailings to the commission should be addressed 
as follows: Public Disclosure Commission, 711 Capitol 
Way, Rm 403, PO Box 40908, Olympia, WA 98504- 
0908. 


Reviser's note: Тһе typographical error іп the above section oc- 
curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


AMENDATOR Y SECTION (Amending Order 88-04, 
filed 9/29/88) 


WAC 390-24-010 FORMS FOR STATEMENT 
OF FINANCIAL AFFAIRS. The official form for 
statements of financial affairs as required by RCW 42- 
.17.240 is designated "F-1", revised ((8788)) 10/91. 
Copies of this form are available at the commission of- 
fice, Room 403, Evergreen Plaza Building, Olympia, 
Washington 98504. Any attachments must be on 8-1/2" 
x 11" white paper. 
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(( 


PUBLIC ma DISCLOSURE COMMISSION PDC FORM FINANCIAL AFFAIRS REPORT PDC OFFICE. USE 
Wed - PM 
: 403 EVEROREEN PLAZA, заа Е- 1 elected officials, candidates OA 
Telephone (206) 753-1111 8-88 and state appointed officials 4 А 
Refefo instruction booklet for detailed assistance and examples. DOLLAR pum R 
Deadlin&s: Incumbent elected and appointed officials—by April 15. A $110$1,999 . с 
à Candidates and others—within two weeks of becoming B $2,000 to $9,999 E 
а candidate or being newly appointed to a vacancy. с $10,000 to $19, 999 ү 
D $20,000 to $49,999 
E l ү Е 
SEND REPORT TO QUBLIC DISCLOSURE COMMISSION E $50,000 or more D 


LAST NAME FIRST NAME MIDDLE INITIAL NAMES OF SPOUSE AND DEPENDENTS POLITICAL PARTY 
3 H partisan office or 
pertinent to appointment 
ADDRESS 
СІТҮ COUNTY ZIP 


CHECK YOUR FILING STATUS (ma OFFICE YOU HOLD OR ARE A CANDIDATE FOR: 


An elected or state appołąted official filing annual r t 
sau PE а anna repor Office title 


LJ Final report as an elected oXicial. Term expired County, city, district or agency of the office, 


LJ Candidate running in an electio name and number: 


LJ. Newly appointed to an elective ofthe Position number 


LJ Nowy appointed to a state appointive Term Ьеділз:___________ ends: 


iN қ A jo INCOME: List each employer, OÑ other source “ot: income (pension, social security, legal judgment) from which you or a family 
L : : ‘member received $1,00&or more during the period. (Report interest and dividends in Item 3- on reverse) 


NAME AND ADDRESS OF EMPLOYER OR SOURCE OF COMPENSATION OCCUPATION OR HOW COMPENSATION AMOUNT: 


WAS EARNED (USE CODE) 


Ў legal description AND байлу for each Батса! 
М. which you or a family member held a person 
apany, etc. real estate on F-1 supplement.) 


NATURE AND AMOUNT (USE CODE) OF PAYMENT OR СО! 
SIDERATION RECEIVED 


| * List street address, assessor's ares number, 
| REAL ESTATE: Washin ton real-estate with value of over -$5,000 


PROPERTY SOLD OR INTEREST DIVESTED 


CREDITOR'S NAME / ADDRESS PAYMENT TERMS 


MORTGAGE AMOUNT—(USE COD! 
CURRENT 


PNOPENTY PURCHASED OR INTEREST ACQUIRED 
ORIGINAL 


ALL OTHER PROPERTY ENTIRELY OR PARTIALLY OWNED 


CHECK HERE D) IF CONTINUED ON ATTACHED| SHEET 


PDC FORM F-1 (REV. 8/88) -РОС-1417. е з CONTINUE ON REVERSE Ñ 3 
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“ASSETS /INVESTMENTS—INTEREST/DIVIDENDS: ‘List bank and savings accounts, insürance policies, stock, bonds and . 
other intangible property held during the reporting period. 


TYPE OF ACCOUNT OR DESCRIPTION OF ASSET ASSET VALUE: 
(USE CODE) 


INCOME AMOUNT: 
(USE CODE) 


4 Namo and address -of each bank or financial institution in which 
Wyou or a family member had an account over $10,000 any time 
Quring the report period. 


^ 


B. Name and dress о! each insurance company where you or a 
family membé had a policy with a cash or loan value over 
$10,000 durin he poriod. 


С. Name and address of each\company, association, government 
agency, etc. in which you ога family member owned or had a 
financial interest worth over $000. Include stocks, bonds, 
ownership, retirement plan, IRA, Xotes, and other intangible 
property. % 


Check here O if continued on attached sheet 


20/36 CODE) 
ORIGINAL PRESENT 


, CREDITORS: "List each creditor you ‘or a family тет owed: 81,000 or ‘more any: tim 
include retail. charge accounts, credit саг, or: mortgages or real estate reporied' ‘in: ре 
CREDITOR'S МАМЕ AND ADORESS N TERMS OF PAYMENT SECURITY GIVEN 


Check here LI if continued on attached sheet 
5 “ANSWER EACH QUESTION BELOW. If you’ answer YES. 10 "any 0: these’ 'quastionsN you must. also mej the ` ирет X 


page to. this report. The supplement is not required. it; all answers are. NC 


A. Wore you, your spouse or dependents an olficer, diroctor, general partner or trustee of any corporation, company union, asaociatlon, joint venture or other entity 
at any timo during the reporting period?. И yes, complete supplement, Part A * 


В. Did you, your spouse or depondents have ап ownorship о! 10% or more іп any company, corporation, partnership, joik venture or other business at any time 
during the reporting period?. И yes, compiote supplement, Рап A. 


9 
И yes, comple supplement, Part А. 
M 


C. Did you, your spouse or dependents own your own business at any time during the reporting period? 


D. Did you, your spouse or dependents prepare, promote or oppose atate legislation, rules, rates or standards for current or de тед compensation (other than pay 
yee, complete supplement, Part В. 


for your currently-held public office) at any time during the reporting period?. 


. DOLLAR CODE: "AMOUNT Ж Certification: ! hereby certify under PRalty of perjury that the 
wa AN КАК x HAVE YOU ? ? ? ? information contained in this report is true % d correct to the best 

БЕРГІН Answered each item? опту каомеодэ; 

8 7%2,0001059,099--< | Put your name on 

С... $10,000t0$19,999 each attached page? Signature 

- D." ' $20,00010$49,999.: 

x Qoae t for 
E $60,000 or more “<>: :. Kept a copy 


your records? Telephone 


SN NUI URINE E | REPORT NOT ACCEPTABLE WITHOUT YOUR SIGNATORE 


[n] 
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POC FORM 


STATEMENT OF FINANCIAL AFFAIRS 
SUPPLEMENT PAGE 


403 EVERGREEN PLAZA, FJ-42 
OLYMPIA, WASHINGTON 98504-3342 
Telephone (206) 753-1111 


SUPPLEMENT 
(0/88) 


l^ 
LAST NAME 4 FIRST NAME : M.I. DATE 


OFFICES HERO For each corporation, non-profit organization, association, uiuon, partnership, joint venture 
A KRESTS: © other entity in which you are an officer, director, general partner, trustee, or 10 рег. 
` cent or more owner—provide the following information: 
Sport name used on legal documents establishing the entity. 


Trade ог OperatingName: Report name used for business purposes if different from the legal name. 
Position or Ownership No: The office, title and/or percent of ownership held. 
Brief Description of the 


siness/Organization: Report the purpose, product(s), and/or the service(s) rendered. 


Payments from Business Customers and Other Government Agencies: List each corporation, partnership, joint venture, sole pro- 
prietorship, union, associatlda, business or other commercial entity and each government agency (other than the one you seek /hold 
office) which paid compensatign of $5,000 or more during the period to the entity. 


Š 
Purpose of Payment: Briefly #e 
compensation. 


what property, goods, services or other consideration was given or performed for the 


ENTITY NO. 1 Reporting for: Sell | | | Spouse. ____ Dependent 
LEGAL NAME: POSITION OR OWNERSHIP 95: 

TRADE OR OPERATING NAME: 

ADDRESS: 


BRIEF DESCRIPTION OF THE BUSINESS / ORGANIZATI 


k. 
PAYMENTS ENTITY RECEIVED FROM GOVERNMENTAL UNIT 


WHICH YOU SEEK/HOLD OFFICE: 
Purpose of payments Ń 


Amount (actual dollars) 


PAYMENTS ENTITY RECEIVED FROM BUSINESS CUSTOMERS AND OTHER GOVER MENT AGENCIES OVER $5,000: 
Customer name: Purpose of payment (amount not required) 
v 


WASHINGTON REAL ESTATE IN WHICH ENTITY HELD A DIRECT FINANCIAL INTEREST (Complete only if ownership! la the ENTITY 
is 10% or more and assessed value of property is over $10,000. List street address, assessor parcel number, or lega description 
апа county for each parcel): E EN 


Check here О И continued on attached sheet 


POC FORM F-1 SUPPLEMENT (REVISED 8/88) -С-1417- CONTINUE PARTS B ON REVERSE J 


(121 
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Reporting for: Self Spouse. . .. Dependent 
POSITION OR OWNERSHIP 96: 


ENTITY NO. 2 


c OR OPERATING NAME: 
D 


BRIEF DESGRIPTION OF THE BUSINESS/ ORGANIZATION: 
EN 


N 


PAYMENTS ENTI RECEIVED FROM GOVERNMENTAL UNIT IN WHICH YOU SEEK/HOLD OFFICE: 


Purpose of payments Amount (actual dollars) 
%, 
BN 
% 
`x 
М, 
“ы 
N 
` 
% 
PAYMENTS ENTITY RECEIVED FROM BUSINESS CUSTOMERS АМО OTHER GOVERNMENT AGENCIES OVER $5,000: 
Customer name: X. Purpose of payment (amount not required) 


WASHINGTON REAL ESTATE IN WHICH ENTITY HELD A DIRECT FINANCIAL INTEREST (Complete only if ownership in the ENTITY 


is 10% or more and assessed value oi property is over $10,000. List street address, assessor parcel ;iurnber, or legal description 
and and county for each parcel): i 


Check here O M continued on attached sheet 


List persons for whom you or any immediate family member lobbied or prepared, state legislation or 
statę. rules, rates or standards for current or deferred compensation. Do not list pay from government 
body in which you are an elected or appointed official or professional staff member. *. 

PERSON TO WHOM SERVICES RENOCRED DESCRIPTION OF LEGISLATION, RULES, £TC. COMPENSATION (USE CODE) 


B LOBBYING: 


PDC FORM Ғ-1 SUPPLEMENT (REVISED 8/88) -С-1417- 
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PUBLIC ga DISCLOSURE COMMISSION 


PDC FORM 
711 CAPITOL WAY RM 403 FJ42 
PO BOX 40908 F л PERSONAL FINANCIAL |5 м РОСОРНСЕ 05 
M OLYMPIA WA 98504-0908 SR 
рота A AFFAIRS STATEMENT |58 
Refer to instruction manual for detailed assistance and examples. Ë 
с 
Deadlines: Incumbent elected and appointed officials—by April 15. E 
Candidates and others—wilhin two weeks of becoming І, 
а candidate ог being newly appointed to a position. Е 
o 


SEND REPORT TO PUBLIC DISCLOSURE COMMISSION. 


Political Parly 
II partisan office or 
pertinent to appointmont 


Last Name First Middle Initial Names of Spouse and Dependents 


е 


Mailing Address 


City š County m Zip + 4 
Filing Status (Check only one box.) Office Held or Sought 
О Ап elected or stato appointed official filing annual report Office title 


(0 Final report as an elected official. Term expired County, city, district or agency of the office, 


(0 Candidate running in an election: month year. namo and number: 
[0 Newly appointed to an elective office Position number 
[7] Newly appointed to a state appointive office Term begins: ends: — onn 


Namo and Address of Employer or Source of Compensation ` Occupation or How Compensation Amount: 
fe) Was Earned (Use Codo) 


Chock here [_] if continued on attachod sheet 


Proporty Sold or Interest Divested Assessed | Name and Address of Purchaser Nature and Amount (Use Code) of 


Payment or Consideration Received 


Й 


Proporty Purchased or Interest Acquired Creditor's Name/Address Payment Terms | Security Given | Mortgage Amount—{Use Code) 


Original Current 


All Other Property Entirely or Partially Owned 


Check here ГИ continued on attached sheet 


PDC FORM F-1 (REV. 10/⁄91)—f 


CONTINUE ON REVERSE 


[14] 


Check here [ ] if continued on attached sheet 


Check here [ ] if continued on attached sheet 


| gum ТАП filers answer .questlons;A thru, D below. .If the answer, Is YES to anyjetthese'questlons, ‘the Et; ‘Supplement тив; ың 
m also: ‘be completed, as! [this report. ‘if, „all; ‘answers | are, МО, and. you, jare a a non-incumbent candidate: or a state” КЫ 
Шү Е- = ed. ` : 
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RITET 
wACH MEI 


ури 


T € WC UA 


^ List bank. апа ‘savings, ‘accounts, insurance policies, stock, 
«other. intangible’ property hald during the. reporting period. 2:5 


Name and address of each bank or financial institution in which Туре of Account or Description of Asset | Asset Value income Amount: 


you or a family member had an account over $10,000 any time | (Use Code) (Use Code) 
during the repor period. 


Name and address of each insurance company where you or a 
family member had a policy with a cash or loan value over $10,000 
during the period. 


Name and address of each company, association; government 
agency, etc. in which you or a family member owned or had a 
financial interest worth over $1,000. Include stocks, bonds, owner- 
ship, retirement plan, IRA, notes, and other intangible property. 


* List each creditor: you’ ог, ‘a family. member owed. $T “000. or. тоге апу. time "during" the ЗІ ‘Don't 
А Include, retall charge’ accounts, credit cards,’ or ‘mortgages. ог Teal estate reported, in, Item 2 


Creditor’ s Name and Address Terms of Payment Security Given Original Present 


Were you, your spouse or dependents an officer, director, general partner or trusteo of any corporation, company, union, association, joint venture or other entily at 
any time during the reporting period? If yes, complete supplement, Part A. 


Did you, your spouse or dependents have an ownership of 1096 or more in апу company, corporation, partnership, joint venture or other business at any time during 
the reporting period? If yes, complete supplement, Part A. 


Did you, your spouse or depondents own your own business at any time during the reporting poriod? If yes, complete supplement, Part A. 


Did you, your spouse or dependonts prepare, promote or oppose state legislation, rules, rates or standards for current or deferred compensation (other than pay for 
your currently-held public office) at any time during the reporting period? — ` If yes, complete supplement, Part B. 


(Incumbent officeholders only.) Did you, your spouse or dependents receive during the previous calendar year any gift valued at over $50 that may have been 


, intended to gain or maintain influence with you or the governmental entity you serve? (See F-1 manual for definition of “gift.”) If yes, complete Part C. 


HAVE YOU???? 


Answered each item? 


Certification: 1 hereby certify under penalty of perjury that 
the information contained in this report is true and correct to the 
best of my knowledge. 


š 00 to 59,99 
QM 100 DH ч 


Put your name оп 
each attached page? 


Signature 
Kept a copy for 


i hone _( ) 
your records? Daytime Telephone 


——ÀÁ—ÀM MÀ _ 


PDC FORM F-1 (REV. 10/91)—I 
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PUBLIC pa DISCLOSURE COMMISSION | POC FORM 
) 711 CAPITOL WAY RM403 FJ42 ` F -1 SUPPLEMENT PAGE 
PO BOX 40905 ' SUPPLEMENT | PERSONAL FINANCIAL AFFAIRS STATEMENT 


OLYMPIA WA 98504-0908 je 
YMPIA WA 9 (1091) 


PROVIDE INFORMATION FOR YOURSELF, SPOUSE, DEPENDENT CHILDREN AND OTHER DEPENDENTS ІМ YOUR HOUSEHOLD 
LAST NAME FIAST MIDDLE INITIAL DATE 


OFFICES HELD For each corporation, non-profit organization, association, union, partnership, joint venture or other entity in 
A : . which you, your spouse or dependents are an officer, director, general partner, trustee, or 10 percent or more 
BUSINESS INTERESTS: 
owner—provide the following information: 


* Legal Name: Report name used on legal documents establishing the entity. 
* Trade or Operating Name: Report name used for business purposes il different from the legal name. 
* Position or Percent of Ownership: Tho office, Ше and/or percent of ownership held. 


° Brief Description of the Business/Organization: Report the purpose, produci(s), and/or the service(s) rendcred. " 
* Payments from Governmental Unit: !f the governmental unit in which you hold or seek office made payments to the business entity concern- 
ing which you're reporting, show the purpose of each payment and the actual amount received. 


š Payments from Business Customers and Other Government Agencies: ` List each corporation, partnership, joint venture, sole proprietorship, 
union, association, business or other commercial entity and each government agency (other than the опо you seek/hold office) which paid 
compensation of $5,000 or more during the period to the entity. Briefly say what property, goods, services or other consideration was given or 
performed for the compensation. 


* Washington Real Estate: Identify real estate owned by tho business entity if the qualifications referenced below are met. 


ENTITY NO. 1 Reporting for: Self Spouse. Dependent 
LEGAL NAME: | А POSITION OR PERCENT ОЕ OWNERSHIP 
TRADE OR OPERATING NAME: 

ADDRESS: 


BRIEF DESCRIPTION OF THE BUSINESS/ORGANIZATION: 


PAYMENTS ENTITY RECEIVED FROM GOVERNMENTAL UNIT IN WHICH YOU SEEK/HOLD OFFICE: 
Purpose of payments Amount (actual dollars) 


PAYMENTS ENTITY RECEIVED FROM BUSINESS CUSTOMERS AND OTHER GOVERNMENT AGENCIES OVER $5,000: 
Customer name: Purpose of payment (amount not required) 


WASHINGTON REAL ESTATE IN WHICH ENTITY HELD A DIRECT FINANCIAL INTEREST (Complete only if ownership in the ENTITY is 10% or moro 
and assessed value of properly is over $10,000. List street address, assessor parcel number, or legal description and county for each parcel): 


Check hero g if continued on attached sheet 


PDC FORM F-1 SUPPLEMENT (REVISED 10/91)—1 


CONTINUE PARTS B AND C ON REVERSE 
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ENTITY МО. 2 | Reporting for: . Self Spouse. Dependent 
LEGAL NAME: . Е POSITION OR PERCENT OF OWNERSHIP 
TRADE OR OPERATING NAME: ` Š 4 
ADDRESS: 
BRIEF DESCRIPTION OF THE BUSINESS/ORGANIZATION: 
PAYMENTS ENTITY RECEIVED FROM GOVERNMENTAL UNIT IN WHICH YOU SEEK/HOLD OFFICE: ; 
Purpose of payments Amount (actual dollars) 
PAYMENTS ENTITY RECEIVED FROM BUSINESS CUSTOMERS AND OTHER GOVERNMENT AGENCIES OVER %5,000: 
Customer name: Purpose of payment (amount not required) 


WASHINGTON REAL ESTATE IN WHICH ENTITY HELD A DIRECT FINANCIAL INTEREST (Complete only if ownership in the ENTITY is 10% 
or more and assessed value of property is over $10,000. List street address, assessor parcel number, or legal cescription and county for each parcel): 


Check horo C] if continued on attached sheet 


List persons for whom you or any immediate family member lobbied or prepared state legislation or 
B LOBBYING: state rules, rates or standards for current or deferred compensation. Do not list pay from government 
body in which you are an elected official or professional staff member. 


Person to Whom Services Rendered Description of Legislation, Rules, Etc. Compensation (Use Code) 


1 
4 


Check horo g il continued on attached sheet 


List the date, source, brief description, and value of each gift of entertainment, travel, goods, services economic 
G GIFTS: advantage, etc. valued at more than $50 (entertainment at receptions where pro-rata share exceeds $100). Exclude 
` gifts that, without doubt, were clearly not intended to gain or maintain influence with respect to your governmental 
entity (e.g., most intra-family and private sector business related gifts). See Gift section of F-1 manual for details. 


Date Donor's Name, City and State Brief Description Approx. Dollar 
Received š Value 


Check hero Ü) if continued on attached sheet 


PDC FORM F-1 SUPPLEMENT (REVISED 10/91)—1 


анир eee Г ч 


WSR 91-24-011 


Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 
published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


AMENDATORY SECTION (Amending Order 86-06, 
filed 9/12/86) 


WAC 390-24-020 FORMS FOR AMENDING 
STATEMENT OF FINANCIAL AFFAIRS. (1) The 
official form for amending statements of financial affairs 
as required by RCW 42.17.240 for all persons who have 
previously filed the form F-1 is designated form 


"F-1A," revised ((42786)) 10/91. 


[18] 
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(2) No more than three F-1A forms may be filed to 
amend a previously submitted statement of financial af- 
fairs (form F-1). The form сап be used only to update 
information required on ап F-1. 

(3) The commission reserves the right to reject amen- 
datory forms and require a new statement of financial 
affairs (form F-1) at any time the amendments are con- 
fusing or create misunderstandings. Authority is dele- 
gated to the commission's executive director to make this 
determination. 

(4) Copies of form F-1A are available at the com- 
mission office, Room 403, Evergreen Plaza Building, 
Olympia, Washington 98504. Any attachments must be 
on 8 1/2" x 11" white paper. 
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PDC OFFICE USE 


STATEMENT OF FINANCIAL AFFAIRS 


es ORY. etc TIR RA elected officials, candidates PM 

Telephone (206) 763-1111 and state appointed officials os 

INSTRUCTIONS à TK 
Please refer to the instruction book when completing this report. DOLLAR CODE R 
WHO ST REPORT: All elected officials, persons appointed to elective тае Е 

candidat ‚ designated state appointed officials. (Federal officials, precinct commit- DOLLAR AMOUNT с Ж 

teeman alg candidates for those offices are exempt from reporting.) 0 Е 
WHEN TO RĘPORT: Ву April 15, oach year you hold office. Officials whose terma ex- A $1 to $1,099 1 
pire Decemb& 31, or in January are etlll obligated to report the following year. Can- B $2,000 to $9,999 V 
didates or persos appointed to office report within two weeks of becoming a candidate c 510,000 to $ 19,999 Е 
or belng appolnte $20,000 to $49,999 D 


SEND PORT TO: PUBLIC DISCLOSURE COMMISSION 


$50,000 or more 


POLITICAL PARTY > 


Last name First name Middle initial 
If partisan office or 
pertinent to appointment 
Address 
City 


CHECK YOUR FILING STATUS (mark only one box) SE OFFICE YOU HOLD OR ARE A CANDIDATE FOR 


Office title 


C] An elected or state appoifed official filing annual report 


‘County, city, district o. f ice, 
[| Final report as an elected official. Term expired чуке "eser agency ot thë office 


name and number: 


O Candidate running in the election month. /- year ——— 


Position number 


Term begins: 22 ends: 


The F- 1А report is designed primarily to simplifjXeporting by persons who have no changes or only minor changes to an F- 1 report previously 


filed. 

Altor filing a complete F-1 report, you may use the\€-1A for no more than the next three reports. A complete F-1 must bo filed at least 
evory four years. \ 

Тһе Commission reserves the right to require that aNomplete F-1 report be filed if it believes amendments shown on one or more F-1A 
reports could cause confusion or misunda standing to póęsons reviewing the reports. 

Complete the Statements below, sign your report and sagd it to the Public Disclosure Commission. 

Keep a copy for your own records. б: 


andF-1A 
. There have been no changes 


ІШ No change report. | have reviowed my last complete F report dated: 
reports (if any) dated MNĄ 2). 


to that information during the preceding calendar year. 


[EJ Minor change report. | have reviewed my last complete F-1 герігі dated | 
The changes listed below have occurred during the preceding calendar year. 


F-1itemNo._.. Ада ——. Delete... Change k (Provide all information required by F-1 report.) 


PUBLIC OFFICE FUND: If you have received contributions or used surplus campaign funds lo detra y non-reimbaysed public office related 
exponses, you must file a report (PDC F-2) or include those expenses in campaign reports (PDC С-4.) Instructionhand forms are available 
from PDC. F-2 is due Jan 31. х 


SIGNATURE 


CERTIFICATION: I certify under penalty of 
perjury that the information contained in this "DAYTIME TELEPHONE .- DATE 
report is true and correct to the best of my . : к 
knowledge. 
PDC FORM F-1A (12/86) -FIA-717- т REPORT NOT ACCEPTABLE WITHOUT YOUR SIGNATURE 
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| 
З : | 
BE ga ӘСӘ ЗЕ COMMISSION | SSCEOHM 
\ E SA 711 CAPITOL WAY RM 403 Fu42 | PERSONAL FINANCIAL jpm pocorFice use 
PO BOX 40908 | F -1A AFFAIRS STATEMENT |2 ^ 
OLYMPIA WA 98504-0908 
! ARN 206) 753-1111 (10/91) | Short Form TK 
The F-1A form is designed to simplify reporting for persons who have no fir zi P 
changes or only minor changes to an F-1 report previously filed. Pu 0 a E с 
А complete Ғ-1 form must be filed at least every four years; ал F-1A form Ds pu dun n kj R 
may be used for no more than three consecutive reports. (йш, to 750,099:% Jai v 
Deadlines: Incumbent elected and appointed officials—by April 15. £$10,000'to, $19; d z E : 


Candidates and others—within two weeks of becoming 450, 000; 10:949,99 


a candidate or being newly appointed to a position. 


LastName ` First Middle tnitial “Names of Spouse and Dependents Political Party 


И partisan office or 
pertinent to appointmont 


Mailing Address 


City County Zip + 4 

Filing Status (Check only one box.) Office Held or Sought 

LL] An elected or state appointed official filing annual report Office title. 

(0 Final report as an elected official. Term expired County, city, district or agency of the office, 

(0 Candidate running in an election: month year. name and number; - 

(О Newly appointed to an elective office Position number 

[ Newly appointed to a state appointive office Term begins: > ends: 

Select either “Мо Change Report” or “Minor Change Report,” whichever reflects your situation. Supply all the requested information. 

[J NO CHANGE REPCAT. I have reviewed my last complete F-1 report dated 2 | __and F-1A reports 
(if any) dated (1) and (2) . The information disclosed on 
those reports is accurate for the current reporting period. | ; 

C] MINOR CHANGE REPORT. | have reviewed my last complete F-1 report dated . The changes 
listed below have occurred during the reporting period. Specify F-1 Form Item numbers when describing changes. Provide all information required 
on F-1 report. 


GIFTS: (This information required of incumbent elected and appointed officials only.) List the date, source, brief description and value of each gift 
of entertainment, travel, goods, services, economic advantage, etc. valued at more than $50 (entertainment receptions where pro-rata share 
exceeds $100). Exclude gifts that, without doubt, were clearly not intended to gain or maintain influence with respect to bod governmental entity 
(e.g., most intra-family and private sector business related gifts). See Gift section of F-1 manual for details. 


Date Approx. Dollar 
Received Donor's Name, City and State Brief Description Value 


Chock horo Г] И continuod on attached shoot. 
Signature SE Date 

CERTIFICATION: | certify under penalty of perjury that the = zę 

information contained in this report is true anc correct to the 

best of my knowledge. 


Daytime Telephone: ( 


RS a PY RTE ТЫРЫЗ АСКЕ, 


[20] 


Washington State Register, Issue 91-24 WSR 91-24-011 


Reviser's note: RCW 34.05.395 requires the use of underlining lobbyist report of expenditures is designated "L—2", re- 
and deletion marks to indicate amendments to existing rules. The rule ; 9490 : : кү 
published above varies from its predecessor іп certain respects not іп- vised (( )) 10 91. Copies of this form are available 
dicated by the use of these markings. at the commission office, Room 403, Evergreen Plaza 

Building, Olympia, Washington 98504. 
AMENDATORY SECTION (Amending WSR 90-20- 
028 [90—20—088], filed 9/28/90) 


WAC 390-20-020 FORMS FOR LOBBYIST RE- 
PORT OF EXPENDITURES. The official form for the 
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SARI ; PUBLIC pa DISCLOSURE COMMISSION Form | РОС OFFICE USE 


ib d | Uus ig eer 
š ША 403 EYENOREEM PLAIA, FJ42 š А с 2 І 
5 р OLYMPIA, WAEHIMQTON 90504-3342 > 
Telephone (206) T63-1111 
1/91 
a LOSBYIST MONTHLY EXPENSE REPORT 
1. LobbyistName Ҹ@ 
Mailing Address 
- Pa O 
City : Ç Slate Zip 
2. This report is This report corrects or Business Telephone 
for the period A amends the report for ( 
(Month) < (Year) (Month) (Year) ) 
ALL COMPLETE THIS PART i COMPLETE IF YOU HAVE MORE THAN ONE EMPLOYER 
Include all expenditures by lobbyist RA lobbyisUs employer for or on behalf of the 7 
lobbyist incurred dU the reporting period Amount attributed to cach employer. 
% TOTAL AMOUNT Amounts paid trom lob- 
Э HIS NTH bylst's own funds, not 
All employers plus own relmbursed or Bttributod Employer No. Employer No. — . Employer No. _ 
( expense (Cones. oe to an employer. 
ез, с оп 
EXPENSE CATEGORY 5 attached Pages) Соштп A Column В Column С Column D 
3. COMPENSATION earned trom employer (ог 
lobbying this period (salary, wages. retainer) 
` 4. PERSONAL EXPENSES for travel, food and 
reireshments I 
5. ENTERTAINMENT, GIFTS, TRAVEL tor legislators, 
state officials, their families (Петіге on reverse—# 13) 
6. CONTRIBUTIONS to elected olficials, candidates 
and political committees (Ilernize on reverse—#14) 
7. ADVERTISING, PRINTING, INFORMATIONAL 
LITERATURE 
==. = 
8. OTHER EXPENSES AND SERVICES (iiemize on 
reverse—# 15) 
9. TOTAL COMPENSATION AND EXPENSES 
INCURRED THIS MONTH 
А š | (Altach additional раде(5)% gpu lobby for more than three employers.) 
10. EMPLOYERS’ No. (8) % 
МАМЕ5 ° da " 
No. (C) e 
No. (D) қ 


. Subject matter of proposed legislation ог other legislative activity or rulemaking the lobbyist was supporting or opposing. 


Subject Matter, Issue ог Bill No. Legislative Committee of State Agency Considering Matter Employer Represer 


2] information continued on attached pages 


^ 


State Agencies %. Q 
12. TERMINATION: (COMPLETE THIS ITEM ONLY IF YOU WISH TO TERMINATE YOUR REGISTRATION) 


zstimate the percentage of your time or lobbying effort devoted to: the Legislature 96 


Date registration ends: Employer's name: 


А 


I understand that an 1-2 report is required for any month or portion thereof in which 1 am a registered lobbyist. | also understand that once | have terminated my registralion, I must 
а new registralion report prior to lobbying (ог that employer in the future. All registrations lerminale automatically on the second Monday in January о! each odd numbered ye. 


CERTIFICATION 
LOBBYIST 


I certify that this report is a true and complete account of all information attributable 
directly or indirectly to lobbying activitics for the period specilied. 


CONTINUE ON REVERSE SIDE 
22 FORM L-2990—1 —.— SZ: SOSEN 


әле ORAZ E ee eee s. AK - 
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Expenditures for entertainment (including lobbyist's expense exceedin 
and фе! expenses (including meals, lodging and related expenses) 
familié 

Date % Names of all persons entertained or provided gifts 


9 $25 per occasion paid by lobbyist or employer) and for gilts, tickets, passes, transportation 
provided to legislators, state officials, state employees and members of their immediate 


Place (name and city) Sponsoring employer Amount 


Г] Continued on attached pages. 


14. Monetary or in-kind contributions exceeding $25 to % deral, state or local office candida 
caucus fund, an elected official's public office lund, a [X 
lobbying campaign. 


tes, committees supporting or opposing these candidates, a legislative 
Nitical party, a political committee supporting or opposing a candidate or ballot measure, or any grass roots 


Date Name of individual or committee receiŃ hg benefit. Employer tor whom contribution was made Amount 


II contributions were made by a political action committee associated, affiliated or sponsored by your етріо) 


jr. show name of the PAC below. (Information reported by PAC on 
C-4 report need not be again included in this L-2 report.) Š 


О Continued pn attached pages. PAC name: N 


— s A 
15. 


Payments by the lobbyist for other lobbying expenses and services, including payments to subcontract loUfpists, expert witnesses and others retained lo provide 
lobbying services or assistance in lobbying and payments for grass roots lobbying campaigns (except adveRging/printings costs listed in Item 7). 


Recipient's name and address Employer for whom expense was іп гес or lobbying done. Amount 


2 Conlinued on айасһад page. 
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PO BOx 40008 . 


PUBLIC ggDISCLOSURE COMMISSION Form РОС OFFICE USE 
б 711 CAPITOL WAY RM 403 FJ42 I 2 
Š OLYMPIA WA 98504-0908 : Tm 


LOBBYIST MONTHLY EXPENSE REPORT 


1. Lobbyist Name 


Mailing Address 


City State Zip + 4 
2. This report is This report corrects or Business Telephone 
for the period amends the report for ( 
(Month) (Year) (Month) (Yaar) ) 
ALL COMPLETE THIS PART COMPLETE IF YOU HAVE MORE THAN ONE EMPLOYER 
include all expenditures by lobbyist and tobbyist's employer for or on behalf of the 
lobbyist Incurred during the reporting period Amount attributed to each employer. 
TOTAL WU Amoums pald trom lob- 
t's own funde, not 
All employers plus own ratusza or attributed Employer No. Employer No. — Employer No. 
expense (Columns ar to an employer. 
+С + дап 
EXPENSE CATEGORY attached pages) Column A Column B Column С Column D 


e 


. COMPENSATION earned trom employer for 
lobbying this period (salary, wages, retainer) 


pe. 


a 


. PERSONAL EXPENSES for travel, food and 
refreshments 


. ENTERTAINMENT, GIFTS, TRAVEL for legislators, 
state officials, their families (itemize on reverse—#13) 


о 


o 


. CONTRIBUTIONS to elected officials, candidates 
and political committees (Itemize on reverse—# 14) 


ч 


. ADVERTISING, PRINTING, INFORMATIONAL 
LITERATURE 


. OTHER EXPENSES AND SERVICES (ltemize on 
reverse—#15) 


. TOTAL COMPENSATION AND EXPENSES 
INCURRED THIS MONTH 


о 


о 


{Attach additional page(s) if you lobby tor more than three employers.) 


10. EMPLOYERS’ No. (B) 
МАМЕ5 

No. (С) 

No. (D) 


11. Subject matter of proposed legislation or other legislative activity or rulemaking the lobbyist was supporting or opposing. 
Subject Matter, Issue or Bill No. Legislative Committee or State Agency Considering Matter Етріоуег Represented 


L] information continued on attached pages 


Estimate the percentage of your time or lobbying effort devoted to: the Legislature. % State Agencies. %. 


TERMINATION: (COMPLETE THIS ITEM ONLY IF YOU WISH TO TERMINATE YOUR REGISTRATION) 


Date registration ends: Employer's name: 


I understand that ап L-2 report is required for any month or portion thereof in which I am a registered tobbyist. | also understand that once i have terminated my registration, | must file 
а new registration report prior to lobbying for that employer in the future. All registrations terminate automatically on the second Monday in January of each odd numbered year. 


CERTIFICATION 
LOBBYIST DATE 


I certity that this report is a true and complete account of all information attributable 
directly or indirectly to lobbying activities for the period specified. 


CONTINUE ON REVERSE SIDE 


POC FORM L-2 8/90--і 


SS м == нн = 
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13. Show all of the following expenditures that were incurred by lobbyist or lobbyist employer(s): ; 
і і i ion (including lobbyist's expense) for meals, beverages, tickets, passes, transportation and any travel- 


related expenses or for other forms of entertainment provided to legislators, state officials, state employees and members of their immediate families. 
* Beceptions: If a reception cost more than $100 per participant, show the Pro rata cost of the reception as a gift to state elected officials and state executive 
officers who attended in space below or on Memo Repon. 


* Entertainment Gifts (except receptions): If more than $50 per occasion was spent on a state elected official (including family) or a st ; . 


(including family), itemize the gift, including the amount attributable to the official and family, below or on a Memo Report. 
* Qther expenditures exceeding $50 for gifts benefiting state elected officials, state executive officers and/or members of their immediate families. 


Date Names of all Persons Entertained or Provided Gifts Description, Place, Etc. Sponsoring Employer Amount 


М/А Total gift expense itemized on attached 
Memo Reports 


D Continued on attached pages. 
14. Monetary or in-kind contributions exceeding $25 to federal, state or local office candidates, committees supporting or opposing these candidates, a legislative 
caucus fund, an elected official's public office fund, a political party, a political committee supporting or opposing a candidate or ballot measure, or any grass roots 


lobbying campaign. . 
Date Name of Individual or Committee Receiving Benefit Employer for Whom Contribution was Made Amount 


M contributions were made by a political action committee associated, affiliated or sponsored by your employer, show name of the PAC below. (Information reported by PAC on 
С-4 report need not be again included in this L-2 report.) 


О Continued on attached pages. PAC Name: i 


15. Payments by the lobbyist for other lobbying expenses and services, including payments to subcontract lobbyists, expert witnesses and others retained to provide 
lobbying services or assistance in lobbying and payments for grass roots lobbying campaigns (except advertising/printing costs listed in Item 7). 


Recipient's Name and Address Employer for Whom Expense was Incurred or Lobbying Done Amount 


e Continued on attached page. 
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MEMO REPORT 


PUBLIC DISCLOSURE COMMISSION 


AE e RM403. ғи? (for Lobbyists Reporting Gifts to State Elected Oficials 
OLYMPIA WA 98504-0908 and Officials’ Immediate Family Membe!s) 


Instructions: This Memo Report may be used by a lobbyist to report gifts given to a state elected official or that 
official's immediate family members instead of itemizing such gifts in Item 13 of the L-2 Report. Complete a Memo 
Report for each official to whom one or more gifts were given during the reporting period. Include gifts given to an 
official's family members on the official's Memo Report. 


Attach the original of each completed Memo Report to the L-2. Provide a copy of the Memo Report to the state 
i official ee tamil | тесе if 


Do not use this Memo Report to disclose campaign contributions, including the purchase of fund raiser tickets. 


TO: 
(State Elected Official) 


FROM: 
(Lobbyist Name) 


o mL — 


(Address) 


_ —————— 


іп accordance with RCW 42.17.170(3), please accept this memo as notification that the following gifts were 
provided to you and/or your immediate fa:nily members: 


Date Name of Ofticial/ Family Member | Description of Gift Sponsoring Employer Value 


Date 


Lobbyist's Signature 
This report is This report corrects or Business Telephone 
for the period amends the report for 
(Month) (Year) (Month) (Year) 


Distribution of Memo Report: Original - to PDC with 1-2; Copy - Elected Official Copy - Your Files 


т 222-222 PRN EE En YN RÓ 
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Reviser's note: Тһе bracketed material preceding the section above 
was supplied by the code reviser's office. 


Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 
published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


WSR 91-24-012 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 


{Order 91-143—Filed November 22, 1991, 3:25 p.m., effective 
November 22, 1991, 4:00 p.m.] 


Date of Adoption: November 22, 1991. 

Purpose: Commercial fishing regulations. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 220-47-722. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: The openings in Areas 7B, 
8, and 8A provide opportunity to harvest the nontreaty 
shares of chum salmon originating from the Nooksack- 
Samish, Skagit and Stillaguamish-Snohomish regions. 
The opening in Area 12C provides opportunity to har- 
vest the nontreaty share of hatchery surplus chum salm- 
on in the Hood Canal region, accounting for the oppor- 
tunity-share provided for the recreational fishery; com- 
mercial fishery is restricted to gillnets in order to ensure 
a continuing supply of fish to the recreational fishery. 
The Area 8 in-season restriction provides recreational/ 

: commercial fleet separation. All other Puget Sound ar- 
eas are closed to prevent overharvest of local salmon 
stocks. 

Effective Date of Rule: 4:00 p.m., November 22, 
1991. 

November 22, 1991 
Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-47-723 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY. Not- 
withstanding the provisions of Chapter 220-47 WAC, 
effective 4:00 PM Friday November 22, 1991, until fur- 
ther notice, it is unlawful to take, fish for, or possess 
salmon or Atlantic salmon for commercial purposes 
taken from the following Puget Sound Salmon Manage- 
ment and Catch Reporting Areas except in accordance 
with the following open periods and mesh and area 
restrictions: 

*Area 7B — Gillnets using 6-іпсһ minimum mesh, and 
purse seines, may fish continuously from 4:00 PM Fri- 
day November 22 until 11:59 PM Saturday November 
30. 
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*Area 8 — Purse seines using the 5-inch strip may fish 
from 5:00 AM to 8:00 PM daily, Monday and Tuesday 
November 25 апа 26. Gillnets using 6-inch minimum 
mesh may fish from 3:00 PM to 9:00 AM nightly, Mon- 
day and Tuesday nights November 25 and 26. In addi- 
tion to the exclusion zones described іп ҰУАС-220-47- 
307, the following area 8 in-season restriction applies: 
closed south of a line projected true west from Onamac 
Point on Camano Island to the landfall on the eastern 
shore of Whidbey Island. 

*Area 8A - Purse seines using the 5-іпсһ strip may 
fish from 5:00 AM to 8:00 PM daily, Monday and 
Tuesday November 25 and 26. Gillnets using 6-inch 
minimum mesh may fish from 3:00 PM to 9:00 AM 
nightly, Monday and Tuesday nights November 25 and 
26. 

*Area 12C - Gillnets using 6-inch minimum mesh 
may fish from 6:00 PM Monday November 25 to 6:00 
AM Tuesday November 26. 

*Areas 4B, 5, 6, 6A, 6B, 6C, 6D, 7, 7A, 7C, 7D, 7E, 
8D, 9, 9A, 10, 10А, 10C, 10D, 10E, 10F, 106, 11, ПА, 
12, 12A, 12B, 12D, 13, 13A, 13C, 13D, ІЗЕ, ІЗЕ 13G, 
13H, ІЗІ, 13/7 and 13K, all freshwater areas, and ex- 
clusion zones provided for in WAC 220-47-307 except 
as modified herein — Closed. ` 

Reviser's note: Тһе typographical error in the above section oc- 


curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed effective 4:00 PM Friday 
November 22, 1991: 


WAC 220-47-722 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY (91-140) 


WSR 91-24-013 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Order 91--142—Filed November 22, 1991, 3:27 р.т.) 


Date of Adoption: November 22, 1991. 

Purpose: Commercial fishing rules. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 220-44-04000A. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: A harvestable surplus of 
whiting exists in coastal waters. This repealer allows at- 
sea processing to resume until the recommended quota 
of the Secretary of Commerce is taken. 
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Effective Date of Rule: Immediately. 
November 22, 1991 
Joseph R. Blum 
Director 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 220-44-04000A COASTAL BOTTOMFISH 
SEASONS. (91-82) 


WSR 91-24-014 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF WILDLIFE 
[Filed November 22, 1991, 3:29 p.m.] 


The proposed rules adopting WAC 232-12-037, Shoot- 
ing preserves—Licensing—Permits—Operations, filed on 
August 14, 1991, WSR 91-17-023; and WAC 232-12- 
044, Use of game birds for training dogs, field trials— 
Marking requirements, filed on August 14, 1991, WSR 
91-17-024 are hereby withdrawn. 
Pamela K. Madson 
Administrative Rules Officer 


WSR 91-24-015 
PERMANENT RULES 
WILDLIFE COMMISSION 
[Order 521—Filed November 22, 1991, 3:30 p.m.] 


Date of Adoption: October 5, 1991. 

Purpose: The purpose of this amendment is to reduce 
unnecessary requirements for release of specific game 
birds. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 232-12-271. 

Statutory Authority for Adoption: RCW 77.04.055, 
77.12.040, and 77.16.150. 

Pursuant to notice filed as WSR 91-17-022 on Au- 
gust 14, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: The Wildlife Commission added the follow- 
ing language to subsection (1)(f), "Game birds released 
for these purposes must be purchased from facilities that 
have been inspected by a certified veterinarian within the 
past twelve months." The first time the word "of" ap- 
pears in the second sentence of subsection (2) was 
changed by the Wildlife Commission to "or." 

Effective Date of Rule: Thirty-one days after filing. 

November 20, 1991 
Curt Smitch 
Director 

for Dean A. Lydig 
Chair 

Wildlife Commission 
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AMENDATORY SECTION (Amending Order 397, 
filed 6/2/89) 


WAC 232-12-271 CRITERIA FOR PLANTING 
AQUATIC PLANTS AND RELEASING WILDLIFE. 
(1) Release by persons other than the director. It is un- 
lawful for persons other than the director to plant 
aquatic plants or release any species, subspecies, or hy- 
brids of animals which do not already exist in the wild in 
Washington. If such species, subspecies, or hybrid does 
already exist in the wild in Washington, it may be re- 
leased within its established range by persons other than 
the director, but only after obtaining a permit from the 
director. 

(a) Application for a permit must be made on a form 
provided by the department. It must be submitted at 
least thirty days prior to acquisition of the wildlife or 
aquatic plants intended for release or planting, and must 
provide all information indicated. 

(b) Permits will only be issued if the director deter- 
mines there will be no adverse impact on the wildlife or 
wildlife habitat of the state. 

(c) Each permit shall require that at least thirty days 
prior to planting or release of wildlife or aquatic plants 
they must be made available for inspection by the direc- 
tor. It shall be the responsibility of the applicant to show 
that the wildlife will not pose a disease threat. If the di- 
rector is not satisfied that the wildlife or aquatic plants 
do not pose a disease threat, they shall not be released or 
planted in the state. Director approval for release or 
planting may be withdrawn for cause. 

(d) Each permit shall require that an applicant in- 
tending to release wildlife in the state shall report im- 
mediately to the director the outbreak of any disease 
among the wildlife intended to be released. If the direc- 
tor determines that such outbreak presents a threat to 
the wildlife of the state, the director may immediately 
order such action as necessary including quarantine or 
destruction of stock, sterilization of enclosures and facil- 
ities, cessation of activities, and disposal of wildlife in a 
manner satisfactory to the director. 

(e) Each permit shall require that wildlife to be re- 
leased shall not be branded, tattooed, tagged, fin clipped 
or otherwise marked for identification without approval 


of the director or as required in WAC 232-12-044. 

(f) Legally acquired pheasant of the genus Phasianus; 
gray partridge of the genus Perdix; chukar partridge of 
the genus Alectoris; quail of the genus Lophorthyx, Cal- 
lipepla, and Colinus; and mallard ducks of the species 
Anas platyrhynchos may be released without a permit 
for purposes of dog training, and hunting pursuant to 
WAC 232-12-044. Game birds released for these pur- 
poses must be purchased from facilities that have been 


inspected by a certified veterinarian within the past 
twelve months. 


(2) Release by the director. The director may plant 
aquatic plants or release animal species, subspecies, 
((of)) or hybrids which have been planted or released 
previously in Washington if they do not pose a disease 
threat and if planting or release will not cause adverse 
impact on the wildlife or wildlife habitat of the state. 
Before releasing any species, subspecies, or hybrid of 
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animal not already existing in the wild in Washington, 
the director shall report to the commission on the 
planned release, stating the basis for determining that 
the planned release fulfills the criteria set forth herein. 
The director may release nonnative species, subspecies, 
or hybrids not previously released in Washington only if 
the director in his or her sole discretion has determined 
that: 

(a) There is no reasonable expectation of adverse im- 
pact on the wildlife or wildlife habitat of the state and 
there is an adequate plan for evaluating such impact 
following the release; 

(b) The commission has classified the species, subspe- 
cies, or hybrids to be released pursuant to RCW 
77.12.020; 

(с) Suitable habitat is available; 

(d) The nonnative species, subspecies, or hybrids to be 
released are free of exotic pathogens; 

(e) The release serves the public interest. 


WSR 91-24-016 
PERMANENT RULES 
WILDLIFE COMMISSION 
[Order 520—Filed November 22, 1991, 3:31 p.m.] 


Date of Adoption: October 5, 1991. 

Purpose: To identify species of wildlife to be eligible 
under a game farm license and to simplify the license 
process. This includes removing nonnative wildlife spe- 
cies that predate native wildlife, removing species no 
longer classified as wildlife, and adding new species in 
response to public requests. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 232-12-027. 

Statutory Authority for Adoption: RCW 77.04.055, 
77.12.040, and 77.12.570. 

Pursuant to notice filed as WSR 91-17-021 оп Au- 
gust 14, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: The Wildlife Commission changed subsec- 
tion (2)(a) by removing the new section that would have 
added several grouse species to those that may be sold or 
transferred by licensed game farms. Subsection (2)(a) 
will now read "Game birds — pheasant, of the genus 
Phasianus; gray partridge of the genus Perdix; chukar 
partridge of the genus Alectoris; quail of the genus 
Lophorthyx, Colinus, Callipepla, and Oreortyx; water- 
fowl of the family Anatidae"; subsection (4)(a) of the 
original language will remain in the rule. The proposed 
subsection (a) will revert back to (b); subsection (4)(c) 
of the original language will remain in the rule. Pro- 
posed subsections (b) and (c) will revert back to (d) and 
(e) respectively; and subsection (6) was changed to read 
as follows: "A licensed game farm must be inspected 
annually. All costs will be paid by the licensee. The in- 
spection must occur during the months of June, July, or 
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August. An inspection form will be provided by the de- 

partment and must be completed and signed by a li- 

censed veterinarian or an agent authorized by the de- 

partment. The inspection form must accompany the an- 

nual report and be submitted to the director no later 
than the 15th day of January." 

Effective Date of Rule: Thirty-one days after filing. 

November 20, 1991 

Curt Smitch 

. Director 

for Dean A. Lydig 

Chair 

Wildlife Commission 


AMENDATORY SECTION (Amending Order 258, 
filed 10/2/85) 


WAC 232-12-027 GAME FARM LICENSE 
PROVISIONS. It is unlawful to operate a game farm 
((except-under-the-followrng-provisions:)) without a cur- 
rent, valid Washington State game farm license. 

(1) Game farms licensed prior to ((łuły-+ —+98+)) 
January 1, 1992, may continue to possess, propagate, sell 
and transfer wildlife they lawfully possess on ((Әшіу-Қ 
+98+)) January 1, 1992, by virtue of their license ((or 
permit)) issued by the department. Transfers of wildlife 
other than those species listed under 2(((2)-(b),-or-(c))) 
are restricted to licensed game farms authorized by 
written ((permit)) license to possess said wildlife. 

(2) vids farms licensed on or after ((Fuły-1498+)) 


January 1, 1992, may purchase, possess, propagate, sell 
or transfer the following wildlife: 


((fa)-Game animats=bulłfrog, Rara-catesberara ) ) 
. (((b)—Fur-bearing "animals — muskrat, Ondatra 


)) 
((&с))) (а) Game birds - Дию of the genus Phas- 
ianus (( 


)); gray partridge of 
the genus Perdix; chukar partridge of the genus Alector- 


is; quail((;)) of the genus Lophorthyx, Colinus, Callip- 
epla, and Oreortyx; waterfowl of the family Anatidae((; 


(3) Application for a game farm license shall be made 
on a form provided by the department. 


(4) The director or designee of the director may issue, 


with conditions or restrictions, a game farm license, if 
((after-investigation,)) the applicant meets the require- 
ments of subsection (1) or (2) above and complies with 
the following criteria: 

(a) The applicant is the owner or tenant of or has a 
possessory interest in the lands, waters, and riparian 
rights shown in the application. 

(b) The rearing and holding facilities are adequate 
and structurally sound to prevent the egress of game 
farm wildlife. 

(c) Operating conditions are clean and humane. 

(d) No hazards to state wildlife exist from the 
operation. 

(e) The license covers only the immediate premises 
and areas described on the application where ((game 


birds-or-game-animats)) wildlife will be held. 
Шыда дар анын 


require-) ) 
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(5) Holders of a game farm license must make annual 
reports ((om)) no later than the ((tast-day)) 15th of Jan- 
uary to the director on forms to be furnished by the 
department. 


(6) A licensed game farm must be inspected annually. 
All costs will be paid by the licensee. The inspection 
must occur during the months of June, July, or August. 
An inspection form will be provided by the department 
and must be completed and signed by a licensed veteri- 
narian or an agent authorized by the department. The 
inspection form must accompany the annual report and 
be submitted to the director no later than the 15th day 


of January. 
((€6)) (7) A game farm license is not required for 


captive-bred mink, Mustela vison, and captive-bred sil- 
ver fox, Vulpes fulva, lawfully acquired from a licensed 
breeder or fur farm and held for fur farming purposes. 
Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 


published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


WSR 91-24-017 
PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 


[Order 91-07—Filed November 22, 1991, 3:45 p.m., effective 
December 24, 1991] 


Date of Adoption: November 22, 1991. 

Purpose: Chapter 296-24 WAC, General safety and 
health standards. The purposes of the state-initiated 
amendments for this chapter are: Amendment for clari- 
fication. A section has been rewritten to clarify the vari- 
ance procedures; amendment to define management's re- 
sponsibility for posting of notices and the WISHA poster 
(Form Е416-081-000). The amendment to this section 
is an existing requirement in chapter 296-350 WAC, 
Reassumption of jurisdiction. Amendment is to clarify 
the intent of the standard; it clarifies the responsibility to 
enforce, in a manner which is effective in practice; 
amendments to revise the "scope" to meet recommenda- 
tions from OSHA that the section apply to wood work- 
ing machinery only. These changes are comparable to 29 
CFR 1910.213; and housekeeping amendments to 
change or add a reference to Part L of chapter 296-24 
WAC, General safety and health standards. This 
amendment is the result of the federal--initiated adoption 
of new sections in Part L which will make the state 
standard at-least-as-effective-as the federal final rule 
published in Federal Register, Volume 55, Number 151, 
dated August 6, 1990, and corrections published in Fed- 
eral Register, Volume 55, Number 212, dated November 
1, 1990. The purpose of the federal-initiated amend- 
ments for this chapter is: Amendments to make the state 
standards at-least-as effective-as the federal final rule 
published in Federal Register, Volume 55, Number 151, 
dated August 6, 1990, and corrections published in Fed- 
eral Register, Volume 55, Number 212, dated November 
1, 1990. 
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Chapter 296-27 WAC, Record keeping and reporting. 
The purposes of the state-initiated amendments for this 
chapter are: Amendment to this section is made to add 
the definition of "wisha poster" for clarification; and 
amendment is made to include definitions of violation 
types, relocate a definition previously codified in WAC 
296-350-300 and amend terminology to reflect current 
usage, and a amendment to add information relating to 
repeat violations. This information is currently codified 
in WAC 296-350-300, which is being repealed. 

Chapter 296-45 WAC, Electrical work safety rules. 
The purpose of the state-initiated amendments for this 
chapter is: The amendment deletes the Figure C drawing 
in response to notification by industry of the existence of 
a hazard to workers which could occur from a literal in- 
terpretation of the drawing. 

Chapter 296-56 WAC, Longshore, stevedore and re- 
lated waterfront operations. The purposes of the state— 
initiated amendments for this chapter are: Housekeeping 
amendments are made to change or add a reference to 
Part L of chapter 296-24 WAC, General safety and 
health standards. This amendment is the result of the 
federal-initiated adoption of new sections in Part L 
which will make the state standard at-least-as-effec- 
tive-as the federal final rule published in Federal Regis- 
ter, Volume 55, Number 151, dated August 6, 1990, and 
corrections published in Federal Register, Volume 55, 
Number 212, dated November 1, 1990. The purpose of 
the federal-initiated amendments for this chapter is: 
Amendments are made to make the state standards at- 
least-as-effective-as the federal final rule published in 
Federal Register, Volume 55, Number 151, dated Au- 
gust 6, 1990, and corrections published in Federal Reg- 
ister, Volume 55, Number 212, dated November 1, 
1990. 

Chapter 296-62 WAC, General occupational health 
standards. The purposes of the state-initiated amend- 
ments for this chapter are: Amendment is made to cor- 
rect oxygen deficiency from 18 percent to 19.5 percent to 
be consistent with the requirements of WAC 296-62- 
07511 which was effective on August 7, 1989; house- 
keeping amendments are made to change a reference 
from a specific section to the applicable part in chapter 
2964 WAC, General safety and health standards, cor- 
rect a typographical error in reference to ethylene oxide, 
corrections to reflect generic references, and to make the 
state standard at-least-as-effective-as the federal rule 
and correct references and typographical errors; house- 
keeping amendments are made to change or add a refer- 
ence to Part L of chapter 296-24 WAC, General safety 
and health standards. This amendment is the result of 
the federal-initiated adoption of new sections in Part L 
which will make the state standard at-least-as-effec- 
tive-as the federal final rule published in Federal Regis- 
ter, Volume 55, Number 151, dated August 6, 1990, and 
corrections published in Federal Register, Volume 55, 
Number 212, dated November 1, 1990; and housekeep- 
ing amendment is made to renumber several subsections 
and incorporates the appendices A, B, C, and D into the 
standard. Federal-initiated amendment to comply with 
Federal Register, Volume 56, Number 105, dated May 
31, 1991, affecting appendices A, B, C, and D. Primarily 
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removing references to a court imposed stay. These 
amendments make the state standard at-least-as-effec- 
tive-as the federal rule. The purpose of the federal--ini- 
tiated amendments for this chapter is: Amendments are 
made to make the existing state standard "identical" to 
the federal rule as amended in Federal Register, Volume 
56, Number 75, dated April 18, 1991. The amendments 
are clarifications and revise the definition of "uncon- 
trolled hazardous waste site," and "certificate of equiva- 
lent training"; and amendments are made to make the 
state standards at~least—as—effective—as the federal final 
rule published in Federal Register, Volume 55, Number 
151, dated August 6, 1990, and corrections published in 
Federal Register, Volume 55, Number 212, dated 
November 1, 1990. 

Chapter 296-63 WAC, Right to know fee assess- 
ments. The purpose of the state-initiated amendments 
for this chapter is: Amendments are made to be uniform 
and consistent with RCW 49.17.180 which was amended 
by HB 1355. The change increased the maximum pen- 
alty amount from 50,000 dollars to 70,000 dollars. 

Chapter 296-78 WAC, Safety standards for sawmills 
and woodworking operations. The purpose of the state— 
initiated amendments for this chapter is: Amendment is 
made to clarify the intent of the standard. The amend- 
ment clarifies the responsibility to enforce, in a manner 
which is effective in practice. The purpose of the feder- 
al-initiated amendments for this chapter is: Amend- 
ments are made to make the state standards at—least—as— 
effective-as the federal final rule published in Federal 
Register, Volume 55, Number 151, dated August 6, 
1990, and corrections published in Federal Register, 
Volume 55, Number 212, dated November 1, 1990. 

Chapter 296-79 WAC, Safety standards for pulp, pa- 
per, paperboard mills, finishing and converters. The pur- 
pose of the state-initiated amendments for this chapter 
is: Housekeeping amendments are made to change or 
add a reference to Part L of chapter 296-24 WAC, 
General safety and health standards. This amendment is 
the result of the federal-initiated adoption of new sec- 
tions in Part L which will make the state standard at- 
least-as-effective-as the federal final rule published in 
Federal Register, Volume 55, Number 151, dated Au- 
gust 6, 1990, and corrections published in Federal Reg- 
ister, Volume 55, Number 212, dated November 1, 
1990. The purpose of the federal-initiated amendments 
for this chapter is: Amendments are made to make the 
state standards at-least-as-effective—as the federal final 
rule published in Federal Register, Volume 55, Number 
151, dated August 6, 1990, and corrections published in 
Federal Register, Volume 55, Number 212, dated 
November 1, 1990. 

Chapter 296-115 WAC, Safety standards for passen- 
ger vessels. The purposes of the state-initiated amend- 
ments for this chapter are: Housekeeping amendment is 
made to change the title of the chapter to "Safety re- 
quirements for charter boats" to more closely mirror the 
intent of chapter 88.04 RCW, the Charter Boat Safety 
Act; and amendments are made to be "identical" to SB 
5311 which amended chapter 88.04 RCW. 

Chapter 296-155 WAC, Safety standards for con- 
struction work. The purposes of the state-initiated 
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amendments for this chapter are: Amendment to clarify 
the intent of the standard. The amendment clarifies the 
responsibility to enforce, in a manner which is effective 
in practice. Additional state-initiated amendment is to 
define management's responsibility for posting of notices 
and the WISHA poster (Form Е416-081-000). The 
amendment to this section is an existing requirement in 
chapter 296-350 WAC, Reassumption of jurisdiction; 
amendment is made to correct oxygen deficiency from 
18 percent to 19.5 percent to be consistent with the re- 
quirements of WAC 296-62-07511 which was effective 
on August 7, 1989; amendment is made to allow the use 
of more than one double locking type snap-hooks to 
connect to any one D-ring, and add the requirement re- 
lating to new nets. This requirement is made to make 
this section at-least-as-effective-as 29 CFR 1926.105; 
amendments are made to the scope of the section to de- 
lete the term "ground to eave height" and replace with 
"potential fall hazard;" and housekeeping changes to 
correct typographical errors; and housekeeping amend- 
ment is made to correct a reference, and to correct a ty- 
pographical error in the table that relates to standard 6 
x 37 wire rope. The purpose of the federal-initiated 
amendments for this chapter is: Amendments to the ex- 
isting state regulations relating to scaffolds and ladders 
(chapter 296-155 УУАС, Part J) and floor openings, wall 
openings, and stairways (chapter 296-155 WAC, Part 
K) and a new Part J-1 to chapter 296-155 WAC. The 
new and amended regulations are to be at—least—as—ef- 
fective-as the federal final rule published in Federal 
Register, Volume 55, Number 220, dated November 14, 
1990, corrections published in Federal Register, Volume 
56, Number 15, dated January 23, 1991, Federal Regis- 
ter, Volume 56, Number 26, dated February 7, 1991, 
and corrections received on July 9, 1991, in advance of 
publication in the federal register. 

Chapter 296-305 WAC, Safety standards for 
firefighters. The purposes of the state-initiated amend- 
ments for this chapter are: Amendment is made to define 
management's responsibility for posting of notices and 
the WISHA poster (Form Ғ416-081-000). The amend- 
ment to this section is an existing requirement in chapter 
296-350 WAC, Reassumption of jurisdiction. Additional 
state-initiated amendment is made to clarify the intent 
of the standard. The amendment clarifies the responsi- 
bility to enforce, in a manner which is effective in prac- 
tice; and amendment is made to correct a reference to 
chapter 296-62 WAC, General occupational health 
standards. 

Chapter 296-306 WAC, Safety standards for agricul- 
ture code. The purposes of the state-initiated amend- 
ments for this chapter are: Amendment is made to define 
management's responsibility for posting of notices and 
the WISHA poster (Form F416-081—000). The amend- 
ment to this section is an existing requirement in chapter 
296—350 WAC, Reassumption of jurisdiction. Additional 
state-initiated amendment is made to clarify the intent 
of the standard. The amendment clarifies the responsi- 
bility to enforce, in a manner which is effective in prac- 
tice; amendment is made to remove "potatoes" from the 
listing of labor-intensive crops where pesticide treatment 
of crops requires posting; and amendments are made to 
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delete Table 1 for lack of documentation that the horse- 
power minimum wheel span requirement provides added 
safety to employees and additional housekeeping changes 
to be identical to OSHA. 

Chapter 296-350 WAC, Reassumption of jurisdiction. 
The purposes of the state-initiated amendments and re- 
peal of a section in this chapter are: Amendment is 
made to relocate the regulations to sections in chapter 
296-27 WAC and delete unnecessary portions of the 
regulation; and amendment is made to define manage- 
ment's responsibility for posting of notices and the 
WISHA poster (Form Е416-081-000). The amendment 
to this section is an existing requirement in chapter 296— 
350 WAC, Reassumption of jurisdiction. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 296-350-300; and amending WAC 
296—24—010, 296-24-020, 296-24-165, 296-24-19003, 
296-24-20700, 296-24-23007, 296-24-23513, 296-24- 
24019, 296-24-24519, 296-24-31503, 296-24-31505, 
296-24-32003, 296-24-33009, 296-24-33011, 296-24- 
33013, 296-24-33015, 296—24-33017, 296-24-37005, 
296-24-37019, 296-24-37023, 296-24-40509, 296-24- 
47505, 296-24-51009, 296-24-65501, 296-24-67509, 
296-24-68211, 296—24—68503, 296-24-68505, 296-24- 
69001, 296-24-79507, 296-24-87011, 296-24-88503, 
296—24—90003, 296-24-90005, 296-24-95601, 296-24- 
95603, 296-24-95607, 296-24-95617, 296-24-960, 
296-27-020, 296-27-16001, 296-27-16007, 296-45- 
65026, 296-56-60001, 296-56-60237, 296-62-07105, 
296-62-07113, 296-62-07344, 296-62-07355, 296-62- 
07385, 296-62-07521, 296-62-100, 296-62-11015, 
296-62-11021, 296-62-14501, 296-62-14511, 296-62- 
14515, 296-62-14519, 296-62-14525, 296-62-300, 


296—62—3040, 296-62-3140, 296-62-3160, 296-63-011,. 


296-78-515, 296-78-730, 296-79-090, 296-79-250, 
296-79-300, 296-115-005, 296-115-015, 296-155-100, 
296-155-20301, 296-155-24510, 296-155-24515, 296- 
155-24520, 296-155-475, 296-155-480, 296-155- 
48090, 296-155-485, 296-155-500, 296-155-505, 296— 
155-510, 296-155-50505, 296-155-59904, 296-305- 
025, 296-305-063, 296-306-025, 296-306-040, 296- 
306-165, 296-306-400, and 296-350-400. 

Statutory Authority for Adoption: Chapter 49.17 
RCW. 

Pursuant to notice filed as WSR 91-20-069 on Sep- 
tember 26, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: WAC 296-27-16001, Definitions, as a result 
of written comment received, this section is being adopt- 
ed with the following revisions: A proposed note in sub- 
section (10) reading "When management has knowledge 
that resistance to a specific WAC rule, or rules exists 
within its workforce, and management fails to institute 
efforts to overcome that resistance, which is effective in 
practice, that failure shall constitute a voluntary action" 
has been revised. The revised note reads "When man- 
agement has knowledge that resistance to a specific 
WAC rule, or rules exists within its workforce, which 
results in a serious or imminent danger violation and 
management fails to institute efforts to overcome that 
resistance, which are effective in practice, there shall be 
a rebuttable presumption that such failure constitutes a 
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voluntary action. This presumption may be rebutted by 
the employer's demonstration of good faith efforts to 
overcome resistance to the specific WAC rule or rules."; 
and WAC 296-155-480, Ladders, revision to this sec- 
tion is made to be identical to chapter 296-24 WAC, 
specifically WAC 296-24-78009 (2)(gg). Proposed sub- 
division (2)(w) reading "No type of work shall be per- 
formed on a ladder over ten feet from the ground or 
floor that requires the use of both hands to perform the 
work, unless a safety belt is worn and the safety lanyard 
is secured to the ladder" is revised. The revised subdivi- 
sion reads "No type of work shall be performed on a 
ladder over twenty-five feet from the ground or floor 
that requires the use of both hands to perform the work, 
unless a safety belt is worn and the safety lanyard is se- 
cured to the ladder" which is identical to WAC 296-24- 
78009 (2)(gg). f 
Effective Date of Rule: December 24, 1991. 
November 22, 1991 
Joseph A. Dear 
Director 


AMENDATORY SECTION (Amending Order 74-27, 
filed 5/7/74) 


WAC 296-24-010 VARIANCE AND PROCE- 
DURE. ((Reatizing-that-conditions-may-exist-in-opera= 
> i hici . lardswil 


quest:)) Conditions may exist in operations that a state 
standard will not have practical use. The director may 
issue a variance from the requirements of the standard 
when another means of providing equal protection is 
provided. 

Applications for variances will be reviewed and inves- 
tigated by the department. Variances granted shall be 
limited to the specific case or cases covered in the appli- 
cation and may be revoked for cause. The variance shall 
remain prominently posted on the premises while in 
effect. 

Variance application forms may be obtained from the 
department upon request. Requests for variances from 
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safety and health standards shall be made in writing to 


the director or the assistant director, Division of Indus- 


trial Safety and Health, Department of Labor and In- 
dustries, Olympia, Washington. (Reference RCW 49- 


.17.080 and 49.17.090.) 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-24-020 MANAGEMENT'S RESPON- 
SIBILITY. (1) It shall be the responsibility of manage- 
ment to establish ((amd)), supervise, and enforce, in a 
manner which is effective in practice: 

(a) A safe and healthful working environment. 

(b) An accident prevention program as required by 
these standards. 

(c) Training programs to improve the skill and com- 
petency of all employees in the field of occupational 
safety and health. Such training shall include the оп- 
the-job instructions on the safe use of powered materials 
handling equipment, machine tool operations, use of 
toxic materials and operation of utility systems prior to 
assignments to jobs involving such exposures. 

(2) After the emergency actions following accidents 
that cause serious injuries that have immediate symp- 
toms, a preliminary investigation of the cause of the ac- 
cident shall be conducted. The investigation shall be 
conducted by a person designated by the employer, the 
immediate supervisor of the injured employee, witnesses, 
employee representative, and any other person with the 
special expertise required to evaluate the facts relating 
to the cause of the accident. The findings of the investi- 
gation shall be documented by the employer for refer- 
ence at any following formal investigation. If the em- 
ployee representative is the business agent of the em- 
ployee bargaining unit that is unavailable to participate 
without delaying the investigation group, the employer 
may proceed, and satisfy the requirements of subsection 
(2) of this section by using one of the following 
alternatives: 

(a) The shop steward acts as the employee 
representative. 

(b) An employee representative member of the safety 
committee acts as the employee representative. 

(c) The employees select a person to represent them. 

(3) Reporting of fatality or multiple hospitalization 
accidents. 

(a) Within 24 hours after the occurrence of an em- 
ployment accident which results in an immediate or 
probable fatality to one or more employees, or which re- 
sults in hospitalization of two or more employees, the 
employer of any employee so injured or killed shall re- 
port the accident either orally or in writing to the near- 
est office of the department. The reporting may be by 
telephone or telegraph. The reporting shall relate the 
circumstances of the accident, the number of fatalities, 
and the extent of any injuries. The director may require 
such additional reports, in writing or otherwise, as 
deemed necessary, concerning the accident. 

(b) Equipment involved in an accident resulting in an 
immediate or probable fatality, shall not be moved, until 
a representative of the division of industrial safety and 
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health investigates the accident and releases such equip- 
ment, except where removal is essential to prevent fur- 
ther accident. Where necessary to remove the victim, 
such equipment may be moved only to the extent of 
making possible such removal. 

(с) Upon. arrival of division of industrial safety and 
health investigator, employer shal! assign to assist the 
investigator, the immediate supervisor and all employees 
who were witnesses to the accident, or whoever the in- 
vestigator deems necessary to complete the investigation. 

(4) Each employer shall maintain in each establish- 
ment a system for maintaining records of occupational 
injuries and illnesses as prescribed by WAC 296-27- 
030. 


Note: Recordable cases include: 


1. Every occupational death. 
2. Every industrial illness. 
3. Every occupational injury that involves one of the following: 
a. Unconsciousness. 
b. Inability to perform all phases of regular job. 
c. Inability to work full time on regular job. 
d. Temporary assignment to another job. 
e. Medical treatment beyond first-aid. 


(5) All employers with eleven or more employees shall 
record occupational injury and illness information on 
forms OSHA 101 - Supplementary Record Occupation- 
al Injuries and Illnesses and OSHA 200 — Log and 
Summary. Forms other than OSHA 101 may be substi- 
tuted for the Supplementary Record of Occupational 
Injuries and Illnesses if they contain the same items. 

(6) Machinery, tools, materials or equipment, whether 
owned by the employer or under control of another firm 
or individual, which does not meet the compliance re- 
quirements of this chapter, or any other applicable ver- 
tical standard of a specific industry, shall not be utilized 
by employees. 

7) Each employer shall post and keep posted a notice 
or notices (the WISHA Poster, Job safety and health 


protection; form Е416-081-000) to be furnished by the 
division of industrial safety and health, department_of 
labor and industries, informing employees of the protec- 
tions and obligations provided for in the act. For assist- 
ance and information, including copies of the act, and of 
specific safety and health standards, employees should 
contact the employer or the nearest office of the depart- 
ment of labor and industries. Such notice or notices shall 
be posted by the employer at each establishment in a 
conspicuous place or places where notices to employees 
are customarily posted. Each employer shall take steps 
to assure that such notices are not altered, defaced, or 


covered by other material. 


AMENDATORY SECTION (Amending Order 83-19, 
filed 7/13/83, effective 9/12/83) 


WAC 296-24-165 FIXED AND PORTABLE 
POWER TOOL REQUIREMENTS. Scope and appli- 
cation. All sections which include WAC 296-24-165 іп 
the section number shall apply to the use of fixed and 
portable power tools for processing ((at-matertats їп= 


other—naturat-and-synthetie—mrateriat)) materials that 
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generate chips ог dust from wood, reconstituted wood 
products, or plastics in the processing of a wood piece. 


AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-19003 GENERAL REQUIRE- 
MENTS. (1) New installations. All new installations 
after August 27, 1971, shall be in conformity with WAC 
296-24-190 through 296-24-19015. 

(2) Existing installations. АП existing plant installa- 
tions or equipment contracted for prior to the effective 
date of these standards, shall comply with WAC 296- 
24-190 through 296-24-19015. 

(3) Auxiliary equipment. Mechanical and electrical 
equipment and auxiliaries shall be installed ((tm-aceord= 
ance—with)) according to this section and the state of 
Washington safety standards for installing electric wires 
and equipment, (( 

960)) chapter 296-24 WAC Part ] L. 

(4) Mill roll heights. All new mill installations shall 
be installed so that the top of the operating rolls is not 
less than 50 inches above the level on which the operator 
stands, irrespective of the size of the mill. This distance 
shall apply to the actual working level, whether it be at 
the general floor level, in a pit, or on a platform. 


AMENDATORY SECTION (Amending Order 90-01, 
filed 4/10/90, effective 5/25/90) 


WAC 296-24-20700 APPENDIX А ТО WAC 
296-24-195. Mandatory requirements for certification/ 
validation of safety systems for presence sensing device 
initiation of mechanical power presses. 

(1) Purpose. The purpose of the certification/valida- 
tion of safety systems for presence sensing device initia- 
tion (PSDI) of mechanical power presses is to ensure 
that the safety systems are designed, installed, and 
maintained in accordance with all applicable require- 
ments of WAC 296-24-19503 through 296-24-19517 
and this Appendix A. 

(2) General. 

(a) The certification /validation process shall utilize an 
independent third-party validation organization recog- 
nized by OSHA in accordance with the requirements 
specified in WAC 296-24-20720 Appendix С. 

(b) While the employer is responsible for assuring 
that the certification/validation requirements in WAC 
296-24-19517(11) are fulfilled, the design certification 
of PSDI safety systems may be initiated by manufactur- 
ers, employers, and/or their representatives. The term 
"manufacturers" refers to the manufacturer of any of 
the components of the safety system. An employer who 
assembles a PSDI safety system would be a manufac- 
turer as well as employer for purposes of this standard 
and Appendix. 

(c) The certification/validation process includes two 
stages. For design certification, in the first stage, the 
manufacturer (which can be an employer) certifies that 
the PSDI safety system meets the requirements of WAC 
296-24-19503 through 296-24-19517 and this Appen- 
dix A, based on appropriate design criteria and tests. In 
the second stage, the OSHA-recognized third-party 
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validation organization validates that the PSDI safety 
system meets the requirements of WAC 296-24-19503 
through 296-24-19517 and this Appendix A and the 
manufacturer's certification by reviewing the manufac- 
turer's design and test data and performing any addi- 
tional reviews required by this standard or which it be- 
lieves appropriate. 

(d) For installation certification/validation and annual 
recertification/revalidation, in the first stage the em- 
ployer certifies or recertifies that the employer is install- 
ing or utilizing a PSDI safety system validated as meet- 
ing the design requirements of WAC 296-24-19503 
through 296-24-19517 and this Appendix А by an 
OSHA-recognized third-party validation organization 
and that the installation, operation and maintenance 
meet the requirements of WAC 296-24-19503 through 
296-24-19517 and this Appendix A. In the second 
stage, the OSHA-recognized third-party validation or- 
ganization validates or revalidates that the PSDI safety 
system installation meets the requirements of WAC 
296-24-19503 through 296-24-19517 and this Appen- 
dix A and the employer's certification, by reviewing that 
the PSDI safety system has been certified; the employ- 
er's certification, designs and tests, if any; the installa- 
tion, operation, maintenance and training; and by per- 
forming any additional tests and reviews which the vali- 
dation organization believes is necessary. 

(3) Summary. The certification/validation of safety 
systems of PSDI shall consider the press, controls, safe- 
guards, operator, and environment as an integrated sys- 
tem which shall comply with all of the requirements in 
WAC 296-24-19503 through 296-24-19517 and this 
Appendix A. The certification/validation process shall 
verify that the safety system complies with the OSHA 
safety requirements as follows: 

(a) Design certification/validation. 

(i) The major parts, components, and subsystems used 
shall be defined by part number or serial number, as ap- 
propriate, and by manufacturer to establish the configu- 
ration of the system. 

(ii) The identified parts, components, and subsystems 
shall be certified by the manufacturer to be able to 
withstand the functional and operational environments 
of the PSDI safety system. 

(iii) The total system design shall be certified by the 
manufacturer as complying with all requirements in 
WAC 296-24-19503 through 296-24-19517 and this 
Appendix A. 

(iv) The third-party validation organization shall val- 
idate the manufacturer's certification under (a)(i) and 
(ii) of this subsection. 

(b) Installation certification/validation. 

(i) The employer shall certify that the PSDI safety 
system has been design certified and validated, that the 
installation meets the operational and environmental re- 
quirements specified by the manufacturer, that the in- 
stallation drawings are accurate, and that the installa- 
tion meets the requirements of WAC 296-24-19503 
through 296-24-19517 and this Appendix A. (The op- 
erational and installation requirements of the PSDI 
safety system may vary for different applications.) 
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(ii) The third-party validation organization shall vali- 
date the employer's certifications that the PSDI safety 
system is design certified and validated, that the instal- 
lation meets the installation and environmental require- 
ments specified by the manufacturer, and that the in- 
stallation meets the requirements of WAC 296-24- 
19503 through 296-24-19517 and this Appendix А. 

(c) Recertification/revalidation. 

(i) The PSDI safety system shall remain under certi- 
fication/validation for the shorter of one year or until 
the system hardware is changed, modified or refur- 
bished, or operating conditions are changed (including 
environmental, application or facility changes), or a fail- 
ure of a critical component has occurred. 

(ii) Annually, or after a change specified in (c)(i) of 
this subsection, the employer shall inspect and recertify 
the installation as meeting the requirements set forth 
under subsection (3)(b) of this section, Installation cer- 
tification/validation. 

(ш) The third-party validation organization, annually 
or after a change specified in (c)(i) of this subsection, 
shall validate the employer's certification that the re- 
quirements of subsection (b) of this section, Installation 
certification/validation have been met. 

Such changes in operational conditions as die changes of press 


relocations not involving disassembly or revision to the safety 
system would not require recertification/revalidation. 


Note: 


(4) Certification/validation requirements. 

(a) General design  certification/validation 
requirements. 

(i) Certification/validation program requirements. 
The manufacturer shall certify and the OSHA-recog- 
nized third-party validation organization shall validate 
that: 

(A) The design of components, subsystems, software, 
and assemblies meets OSHA performance requirements 
and are ready for the intended use; and 

(B) The performance of combined subsystems meets 
OSHA's operational requirements. 

(ii) Certification/validation program level of risk 
evaluation requirements. The manufacturer shall evalu- 
ate and certify, and the OSHA-recognized third-party 
validation organization shall validate, the design and op- 
eration of the safety system by determining conformance 
with the following: 

(A) The safety system shall have the ability to sustain 
a single failure or a single operating error and not cause 
injury to personnel from point of operation hazards. Ac- 
ceptable design features shall demonstrate, in the fol- 
lowing order or precedence, that: 

(1) No single failure points may cause injury; or 

(II) Redundancy, and comparison and/or diagnostic 
checking, exist for the critical items that may cause in- 
jury, and the electrical, electronic, electromechanical 
and mechanical parts and components are selected so 
that they can withstand operational and external envi- 
ronments. The safety factor and/or derated percentage 
shall be specifically noted and complied with. 

(B) The manufacturer shall design, evaluate, test and 
certify, and the third-party validation organization shall 
evaluate and validate, that the PSDI safety system meets 
appropriate requirements in the following areas. 
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(1) Environmental limits 

— Temperature 

— Relative humidity 

— Vibration 

— Fluid compatibility with other materials 

(IT) Design limits 

— Power requirements 

— Power transient tolerances 

— Compatibility of materials used 

— Material stress tolerances and limits 

— Stability to long term power fluctuations 

— Sensitivity to signal acquisition 

— Repeatability of measured parameter without inad- 
vertent initiation of a press stroke 

- Operational life of components in cycles, hours, or 
both 

— Electromagnetic tolerance to: 

e Specific operational wave lengths; and 

e Externally generated wave lengths 

e New design certification/validation. Design certifi- 
cation/validation for a new safety system, i.e., a new de- 
sign or new integration of specifically identified compo- 
nents and subsystems, would entail a single certification/ 
validation which would be applicable to all identical 
safety systems. It would not be necessary to repeat the 
tests on individual safety systems of the same manufac- 
ture or design. Nor would it be necessary to repeat these 
tests in the case of modifications where determined by 
the manufacturer and validated by the third-party vali- 
dation organization to be equivalent by similarity analy- 
sis. Minor modifications not affecting the safety of the 
system may be made by the manufacturer without 
revalidation. 

(III) Substantial modifications would require testing 
as a new safety system, as deemed necessary by the val- 
idation organization. 

(b) Additional detailed design certification/validation 
requirements. 

(i) General. The manufacturer or the manufacturer's 
representative shall certify to and submit to an О5НА- 
recognized third—party validation organization the docu- 
mentation necessary to demonstrate that the PSDI safe- 
ty system design is in full compliance with the require- 
ments of WAC 296-24-19503 through 296-24-19517 
and this Appendix A, as applicable, by means of analy- 
sis, tests, or combination of both, establishing that the 
following additional certification/validation require- 
ments are fulfilled. 

(ii) Reaction times. For the purpose of demonstrating 
compliance with the reaction time required by WAC 
296-24-19517, the tests shall use the following defini- 
tions and requirements: 

(A) "Reaction time" means the time, in seconds, it 
takes the signal, required to activate/deactivate the sys- 
tem, to travel through the system, measured from the 
time of signal initiation to the time the function being 
measured is completed. 

(B) "Full stop" or "no movement of the slide or ram" 
means when the crankshaft rotation has slowed to two or 
less revolutions per minute, just before stopping 
completely. 
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(С) "Function completion" means for, electrical, elec- 
tromechanical and electronic devices, when the circuit 
produces a change of state in the output element of the 
device. 

(D) When the change of state is motion, die meas- 
urement shall be made at the completion of the motion. 

(E) The generation of the test signal introduced into 
the system for measuring reaction time shall be such 
that the initiation time can be established with an error 
of less than 0.5 percent of the reaction time measured. 

(F) The instrument used to measure reaction time 
shall be calibrated to be accurate to within 0.001 second. 

(iii) Compliance with WAC 296-24-19517 (2)(b). 

(A) For compliance with these requirements, the av- 
erage value of the stopping time, Ts, shall be the arith- 
metic mean of at least twenty-five stops for each stop 
angle initiation measured with the brake and/or clutch 
unused, fifty percent worn, and ninety percent worn. The 
recommendations of the brake system manufacturer 
shall be used to simulate or estimate the brake wear. 
The manufacturer's recommended minimum lining 
depth shall be identified and documented, and an evalu- 
ation made that the minimum depth will not be exceed- 
ed before the next (annual) recertification/revalidation. 
A correlation of the brake and/or clutch degradation 
based on the above tests and/or estimates shall be made 
and documented. The results shall document the condi- 
tions under which the brake and/or clutch will and will 
not comply with the requirement. Based upon this deter- 
mination, a scale shall be developed to indicate the al- 
lowable ten percent of the stopping time at the top of the 
stroke for slide or ram overtravel due to brake wear. The 
scale shall be marked to indicate that brake adjustment 
and/or replacement is required. The explanation and use 
of the scale shall be documented. 

(B) The test specification and procedure shall be sub- 
mitted to the validation organization for review and val- 
idation prior to the test. The validation organization 
representative shall witness at least one set of tests. 

(iv) Compliance with WAC 296-24-19517 (5)(с) and 
(9)(f). Each reaction time required to calculate the 
safety distance, including the brake monitor setting, 
shall be documented in separate reaction time tests. 
These tests shall specify the acceptable tolerance band 
sufficient to assure that tolerance build-up will not 
render the safety distance unsafe. 

((ӨБ)) (A) Integrated test of the press fully equipped 
to operate in the PSDI mode shall be conducted to es- 
tablish the total system reaction time. 

((ӨН)) (B) Brakes which are the adjustable type shall 
be adjusted properly before the test. 

(v) Compliance with WAC 296-24-19517 (2)(c). 

(A) Prior to conducting the brake system test required 
by WAC 296-24-19517 (2)(b), a visual check shall be 
made of the springs. The visual check shall include a 
determination that the spring housing or rod does not 
show damage sufficient to degrade the structural integri- 
ty of the unit, and the spring does not show any tenden- 
cy to interleave. 

(B) Any detected broken or unserviceable springs 
shall be replaced before the test is conducted. The test 
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shall be considered successful if the stopping time re- 
mains within that which is determined by WAC 296- 
24-19517 (9)(f) for the safety distance setting. If the 
increase in press stopping time exceeds the brake moni- 
tor setting limit defined in WAC 296-24-19517 (5)(c), 
the test shall be considered unsuccessful, and the cause 
of the excessive stopping time shall be investigated. It 
shall be ascertained that the springs have not been bro- 
ken and that they are functioning properly. 

(vi) Compliance with WAC 296-24-19517(7). 

(A) Tests which are conducted by the manufacturers 
of electrical components to establish stress, life, temper- 
ature and loading limits must be tests which are in com- 
pliance with the provisions of (бе NRB 
€ode)) chapter 296-24 WAC Part L. 

(B) Electrical and/or electronic cards or boards as- 

sembled with discreet components shall be considered a 
subsystem and shall require separate testing that the 
subsystems do not degrade in any of the following 
conditions: 

(D Ambient temperature variation from —20?C to 
+50°C. 

(П) Ambient relative humidity of ninety-nine percent. 

(III) Vibration of 45G for one millisecond per stroke 
when the item is to be mounted on the press frame. 

(IV) Electromagnetic interference at the same 
wavelengths used for the radiation sensing field, at the 
power line frequency fundamental and harmonics, and 
also from autogenous radiation due to system switching. 

(V) Electrical power supply variations of +15 percent. 

(C) The manufacturer shall specify the test require- 
ments and procedures from existing consensus tests in 
compliance with the provisions of ((the-Nationał Ełec= 
tricat €Code)) chapter 296-24 WAC Part L. 

(D) Tests designed by the manufacturer shall be made 
available upon request to the validation organization. 
The validation organization representative shall witness 
at least one set of each of these tests. 

(vii) Compliance with WAC 296-24-19517 (9)(d). 

(A) The manufacturer shall design a test to demon- 
strate that the prescribed minimum object sensitivity of 
the presence sensing device is met. 

(B) The test specifications and procedures shall be 
made available upon request to the validation 
organization. 

(viii) Compliance with WAC 296-24-19517 (9)(k). 

(A) The manufacturer shall design a test(s) to estab- 
lish the hand tool extension diameter allowed for varia- 
tions in minimum object sensitivity response. 

(B) The test(s) shall document the range of object di- 
ameter sizes which will produce both single and double 
break conditions. 

(C) The test(s) specifications and procedures shall be 
made available upon request to the validation 
organization. 

(ix) Integrated tests certification/validation. 

(A) The manufacturer shall design a set of integrated 
tests to demonstrate compliance with the following 
requirements: 

WAC 296-24-19517 (6)(b), (с), (d), (e), (f), (g), (h), 
(1), G), (k), (1), (т), (n), and (о). 
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(B) The integrated test specifications and procedures 
shall be made available to the validation organization. 

(x) Analysis: The manufacturer shall submit to the 
validation organization the technical analysis such as 
hazard analysis, failure mode and effect analysis, stress 
analysis, component and material selection analysis, fluid 
compatibility, and/or other analyses which may be nec- 
essary to demonstrate compliance with the following 
requirements: 

WAC 296-24-19517 (8)(а) and (b); (2)(b) and (с); 
(3)(a)(i) and (iv) and (b); (5)(a), (b) and (с); (6)(a), 
(с), (d), (f), (в), (b), (i), G), (k), (D, (m), (n), (о), and 
(p); (7)(а) and (b); (9)(4), (f), (i), G) and (k); (10)(a) 
and (b). 

(xi) Types of tests acceptable for certification/ 
validation. 

(A) Test results obtained from development testing 
тау be used to certify/validate the design. 

(B) The test results shall provide the engineering data 
necessary to establish confidence that the hardware and 
software will meet specifications, the manufacturing 
process has adequate quality control and the data ac- 
quired was used to establish processes, procedures, and 
test levels supporting subsequent hardware design, pro- 
duction, installation and maintenance. 

(xii) Validation for design certification/validation. If, 
after review of all documentation, tests, analyses, manu- 
facturer's certifications, and any additional tests which 
the third—party validation organization believes are nec- 
essary, the third-party validation organization deter- 
mines that the PSDI safety system is in full compliance 
with the applicable requirements of WAC 296-24- 
19503 through 296—24-19517 and this Appendix A, it 
shall validate the manufacturer's certification that it so 
meets the stated requirements. 

(c) Installation certification/validation requirements. 

(i) The employer shall evaluate and test the PSDI 
system installation, shall submit to the OSHA-recog- 
nized third-party validation organization the necessary 
supporting documentation, and shall certify that the re- 
quirements of WAC 296-24-19503 through 296-24- 
19517 and this Appendix A have been met and that the 
installation is proper. 

(ii) The OSHA-recognized third—party validation or- 
ganization shall conduct tests, and/or review and evalu- 
ate the employer's installation tests, documentation and 
representations. If it so determines, it shall validate the 
employer's certification that the PSDI safety system is in 
full conformance with all requirements of WAC 296- 
24-19503 through 296-24-19517 and this Appendix А. 

(d) Recertification/revalidation requirements. 

(i) A PSDI safety system which has received installa- 
tion certification/validation shall undergo recertifica- 
tion/revalidation the earlier of: 

(A) Each time the systems hardware is significantly 
changed, modified, or refurbished; 

(B) Each time the operational conditions are signifi- 
cantly changed (including environmental, application or 
facility changes, but excluding such changes as die 
changes or press relocations not involving revision to the 
safety system); 
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(C) When a failure of a significant component has 
occurred or a change has been made which may affect 
safety; or 

(D) When one year has elapsed since the installation 
certification/validation or the last recertification/ 
revalidation. 

(ii) Conduct or recertification/revalidation. The em- 
ployer shall evaluate and test the PSDI safety system 
installation, shall submit to the OSHA-recognized 
third-party validation organization the necessary sup- 
porting documentation, and shall recertify that the re- 
quirements of WAC 296-24-19503 through 296-24- 
19517 and this Appendix A are being met. The docu- 
mentation shall include, but not be limited to, the fol- 
lowing items: 

(A) Demonstration of a thorough inspection of the 
entire press and PSDI safety system to ascertain that the 
installation, components and safeguarding have not been 
changed, modified or tampered with since the installa- 
tion certification/validation or last recertification/reval- 
idation was made. 

(B) Demonstrations that such adjustments as may be 
needed (such as to the brake monitor setting) have been 
accomplished with proper changes made in the records 
and on such notices as are located on the press and 
safety system. 

(C) Demonstration that review has been made of the 
reports covering the design certification/validation, the 
installation certification/validation, and all recertifica- 
tion/revalidation, in order to detect any degradation to 
an unsafe condition, and that necessary changes have 
been made to restore the safety system to previous certi- 
fication /validation levels. 

(iii) The OSHA-recognized third—party validation or- 
ganization shall conduct tests, and/or review and evalu- 
ate the employer's installation, tests, documentation and 
representations. If it so determines, it shall revalidate the 
employer's recertification that the PSDI system is in full 
conformance with all requirements of WAC 296-24- 
19503 through 296-24-19517 and this Appendix А. 


AMENDATORY SECTION (Amending Order 73-S, 
filed 5/9/73) 


WAC 296-24-23007 DESIGNATED LOCA- : 
TIONS. (1) The industrial trucks specified under (2) of 
this section are the minimum types required but indus- 
trial trucks having greater safeguards may be used if 
desired. 

(2) For specific areas of use see Table N-1 following 
this section which tabulates the information contained in 


this section. References ((in-parentheses)) are to the 
corresponding classification as used in ((the—Natronat 
Etectricat Code -NFPA—No-—70=1974+--ANSFE Standard 


, 


€T-9H-(Rev—of-1968)-for-the-converiencce-of- persons 
famittar—with—those—clesstfications)) chapter 296-24 
WAC Part L. 

(a) Power—operated industrial trucks shall not be used 
in atmospheres containing hazardous concentration of 
acetylene, butadiene, ethylene oxide, hydrogen (or gases 
or vapors equivalent in hazard to hydrogen, such as 
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manufactured gas), propylene oxide, acetaldehyde, су- 
clopropane, diethyl ether, ethylene, isoprene, or 
unsymmetrical dimenthyl hydrazine (UDMH). 

(i) Power-operated industrial trucks shall not be used 
in atmospheres containing hazardous concentrations of 
metal dust, including aluminum, magnesium, and their 
commercial alloys, other metals of similarly hazardous 
characteristics, or in atmospheres containing carbon 
black, coal or coke dust except approved power-operated 
industrial trucks designated as EX may be used in such 
atmospheres. 

(ii) In atmospheres where dust of magnesium, alumi- 
num or aluminum bronze may be present, fuses, switch- 
es, motor controllers, and circuit breakers of trucks shall 
have enclosures specifically approved for such locations. 

(b) Only approved power-operated industrial trucks 
designated as EX may be used in atmospheres contain- 
ing acetone, acrylonitrile, alcohol, ammonia, benzine, 
bensol, butane, ethylene dichloride, gasoline, hexane, 
lacquer solvent vapors, naphtha, natural gas, propane, 
propylene, styrene, vinyl acetate, vinyl chloride, or 
xylenes in quantities sufficient to produce explosive or 
ignitable mixtures and where such concentrations of 
these gases or vapors exist continuously, intermittently 
or periodically under normal operating conditions or 
may exist frequently because of repair, maintenance op- 
erations, leakage, breakdown or faulty operation of 
equipment. 

(c) Power-operated industrial trucks designated as 
DY, EE, or EX may be used in locations where volatile 
flammable liquids or flammable gases are handled, pro- 
cessed or used, but in which the hazardous liquids, va- 
pors or gases will normally be confined within closed 
containers or closed systems from which they can escape 
only in case of accidental rupture or breakdown of such 
containers or systems, or in the case of abnormal opera- 
tion of equipment; also in locations in which hazardous 
concentrations of gases or vapors are normally prevented 
by positive mechanical ventilation but which might be- 
come hazardous through failure or abnormal operation 
of the ventilating equipment; or in locations which are 
adjacent to Class 1, Division 1 locations, and to which 
hazardous concentrations of gases or vapors might occa- 
sionally be communicated unless such communication is 
prevented by adequate positive-pressure ventilation from 
a source of clear air, and effective safeguards against 
ventilation failure are provided. 

(d) In locations used for the storage of hazardous liq- 
uids in sealed containers or liquefied or compressed gases 
in containers, approved power-operated industrial trucks 
designated as DS, ES, GS, or LPS may be used. This 
classification includes locations where volatile flammable 
liquids or flammable gases or vapors are used, but 
which, would become hazardous only in case of an acci- 
dent or of some unusual operation condition. The quan- 
tity of hazardous material that might escape in case of 
accident, the adequacy of ventilating equipment, the to- 
tal area involved, and the record of the industry or busi- 
ness with respect to explosions or fires are all factors 
that should receive consideration in determining whether 
or not the DS or DY, ES, EE, GS, LPS designated truck 
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possesses sufficient safeguards for the location. Piping 
without valves, checks, meters and similar devices would 
not ordinarily be deemed to introduce a hazardous con- 
dition even though used for hazardous liquids or gases. 
Locations used for the storage of hazardous liquids or of 
liquefied or compressed gases in sealed containers would 
not normally be considered hazardous unless subject to 
other hazardous conditions also. 

(1) Only approved power-operated industrial trucks 
designated as EX shall be used in atmospheres in which 
combustible dust is or may be in suspension continuous- 
ly, intermittently, or periodically under normal operating 
conditions, in quantities sufficient to produce explosive or 
ignitable mixtures, or where mechanical failure or ab- 
normal operation of machinery or equipment might 
cause such mixtures to be produced. 

(ii) The EX classification usually includes the working 
areas of grain handling and storage plants, room con- 
taining grinders or pulverizers, cleaners, graders, 
scalpers, open conveyors or spouts, open bins or hoppers, 
mixers, or blenders, automatic or hopper scales, packing 
machinery, elevator heads and boots, stock distributors, 
dust and stock collectors (except all-metal collectors 
vented to the outside), and all similar dust producing 
machinery and equipment in grain processing plants, 
starch plants, sugar pulverizing plants, malting plants, 
hay grinding plants, and other occupancies of similar 
nature; coal pulverizing plants (except where the pulver- 
izing equipment is essentially dust tight); all working 
areas where metal dusts and powders are produced, pro- 
cessed, handled, packed, or stored (except in tight con- 
tainers); and other similar locations where combustible 
dust may, under normal operating conditions, be present 
in the air in quantities sufficient to produce explosive or 
ignitable mixtures. 

(e) Only approved power-operated industrial trucks 
designated as DY, EE, or EX shall be used in atmos- 
pheres in which combustible dust will not normally be in 
suspension in the air or will not be likely to be thrown 
into suspension by the normal operation of equipment or 
apparatus in quantities sufficient to produce explosive or 
ignitable mixtures but where deposits or accumulations 
of such dust may be ignited by arcs or sparks originating 
in the truck. 

(f) Only approved power-operated industrial trucks 
designated as DY, EE, or EX shall be used in locations 
which are hazardous because of the presence of easily 
ignitible fibers or flyings but in which such fibers or 
flyings are not likely to be in suspension in the air in 
quantities sufficient to produce ignitible mixtures. 

(g) Only approved power-operated industrial trucks 
designated as DS, DY, ES, EE, EX, GS, or LPS shall be 
used in locations where easily ignitible fibers are stored 
or handled including outside storage, but are not being 
processed or manufactured. Industrial trucks designated 
as E, which have been previously used in these locations 
may be continued in use. 

(h) On piers and wharves handling general cargo, any 
approved power-operated industrial truck designated as 
Type D, E, G, or LP may be used, or trucks which con- 
form to the requirements for these types may be used. 
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(i) If storage warehouses and outside storage locations 
are hazardous only the approved power-operated indus- 
trial truck specified for such locations in WAC.296-24— 
23007(2) shall be used. If not classified as hazardous, 
any approved power-operated industrial truck designat- 
ed as Type D, E, G, or LP may be used, or trucks which 
conform to the requirements for these types may be 
used. 

(j) If general industrial or commercial properties are 
hazardous, only approved power-operated industrial 
trucks specified for such locations in this WAC 296-24- 
23007 shall be used. If not classified as hazardous, any 
approved power-operated industrial truck designated as 
Type D, E, G, or LP may be used, or trucks which con- 
form to the requirements of these types may be used. 


TABLE N-I 


SUMMARY TABLE ON USE OF INDUSTRIAL 
TRUCKS IN VARIOUS LOCATIONS 


(TABLE N-I: Part |—Unclassified & Class I) 
Classes Unclassified Class I locations 
Locations not Locations in which flammable 
Descrip- | possessing gases or vapors are, or may 
tion atmospheres as be, present in the air in 
of described in other quantities sufficient to 
classes columns. produce explosive or ignitible 
mixtures. 
Groups in None A B С р 
classes 
Examples of Piers and wharves Acety- Hydro- Ethyl Gasoline 
locations or inside and outside lene gen ether Naphtha 
atmospheres — generał storage Alcohols 
in classes general industrial or Acetone 
and groups commercial properties Lacquer 
solvent 
Benzene 
1 2 
Above condi- Above condition 
tion exists may occur 
Divisions continuously, accidentally as 
(nature of intermit- due toa 
hazardous None tently, or puncture of a 
conditions) periodically storage drum. 
under normal 
operating 
conditions. 
(TABLE N-1: Part 2—Class II & ІШ) 
Classes Class II locations Class III locations 
Locations which are Locations where easily 
Descrip- ^ hazardous because of ignitible fibers or flyings 
tion the presence of are present but not likely 
of combustible dust. to be in suspension in 
classes quantities sufficient to 
produce ignitible mixtures. 
Groups in E F G None 
classes 
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(TABLE N-1: Part 2—Class II & III) 

Classes Class [I locations Class ІП locations 
Examples of Metal Carbon Grain dust — Baled waste, cocoa fiber, 
locations dust black Flour dust | cotton, excelsior, hemp, 
or atmos- Coal = Starch istle, jute, kapok, oakum, 
pheres in dust dust sisal, Spanish moss, 
classes and Coke Organic synthetic fibers, tow. 
groups dust dust 

1 2 1 2 

Explosive Explosive Locations in Locations in 

mixture may mixture not which easily which easily 
Divisions be present normally ignitible ignitible 
(nature of | under present, fibers or fibers are 
hazardous normal but where materials stored or 

conditions) operating, deposits of producing handled (ех- 

conditions, dust may combustible cept in the 

or where cause heat flyings are process of 

failure of rise in handled, manufacture). 

equipment electrical manufactured, 

may cause equipment, or used. 

the condi- or where 

tion to ех- such de- 

ist simul- posits may 

taneously be ignited 

with arcing Бу arcs or 

or sparking sparks from 

of electri- electrical 

са! equip- equipment. 

ment, or 

where dusts 

of an elec— 

trically 

conducting 

nature may 

be present. 


Authorized uses of trucks by types in groups of classes 
and divisions 


(TABLE N-i: Part 3— 
Groups in classes, None—A, B, C, and D) 


Groups in 
classes None А B CDA В С р 
Types of trucks 
authorized: 

Diesel: 

Type D —— D** 

Type DS DS 

Type DY DY 
Electric: 

Type E E** 

Type ES ES 

Type EE EE 

Type EX EX ЕХ 
Gasoline: 

Туре G ———— G** 

Type GS GS 
LP-Gas: 

Type LP LP** 

Type LPS LPS 
Paragraph Ref. 

in No. 505 210.211 201(a) 203 209(а) 204 

(а) (а), (b) 


**Trucks conforming to these types may also be used—see WAC 
296-24--23007 (2)(h) and (j). 
References in parentheses are to the corresponding classification 
as used in the National Electrical Code (NFPA No. 70, ANSI 
Standard CI-1968) for the convenience of persons familiar with 
those classifications. 
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(TABLE N-I: Part 4— 
Groups in class—E, F, G, and None) 


Groups in 

classes E Е С Е Е С Мопе Моле 
Types of trucks 

authorized: 
Diesel: 

Type D 

Type DS DS DS 

Type DY DY — DY — DY 
Electric: 

Type E E 

Type ES ES ————— ES 

Type EE EE—— EE—— ЕЕ 

Type EX EX- EX EX—— EX — EX 
Gasoline: 

Type G 

Type GS GS GS 
LP-Gas: 

Type LP 

Type LPS LPS LPS 
Paragraph Ref. 

in No. 505 202(a) 205(а) 209(a) 206 207(а) 208(a) 

(a), (b) 


**Trucks conforming to these types may also be used — see WAC 
296-24-23007 (2)(h) and (j). 
References in parentheses are to the corresponding classification 
as used in the National Electrical Code (NFPA No. 70, ANSI 
Standard CI--1968) for the convenience of persons familiar with 
those classifications. 


AMENDATORY SECTION (Amending Order 73-5, 
filed 5/9/73) 


WAC 296-24-23513 ELECTRIC EQUIPMENT. 
(1) General. 

(a) Wiring and equipment shall comply with chapter 
((296-45)) 296-24 WAC ((amd-the-state-of-Washington 
eteetrica construction code) ) Part L. 

(b) The control circuit voltage shall not exceed 600 
volts for a.c. or d.c. current. 

(c) The voltage at pendant pushbuttons shall not ex- 
ceed 150 volts for a.c. and 300 volts for d.c. 

(d) Where multiple conductor cable is used with a 
suspended pushbutton station, the station shall be sup- 
ported in a manner that will protect the electrical con- 
ductors against strain. 

(e) Pendant control boxes shall be constructed to pre- 
vent electrical shock and shall be clearly marked for 
identification of functions. 

(2) Equipment. 

(a) Electrical equipment shall be so located or en- 
closed that live parts will not be exposed to accidental 
contact under normal operating conditions. 

(b) Electric equipment shall be protected from dirt, 
grease, oil, and moisture. 

(c) Guards for live parts shall be substantial and so 
located that they cannot be accidentally deformed so as 
to make contact with the live parts. 

(3) Controllers. 

(a) Cranes not equipped with spring-return control- 
lers or momentary contact pushbuttons shall be provided 
with a device which will disconnect all motors from the 
line on failure of power and will not permit any motor to 
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be restarted until the controller handle is brought to the 
"off" position, or a reset switch or button is operated. 

(b) Lever operated controllers shall be provided with a 
notch or latch which in the "off" position prevents the 
handle from being inadvertently moved to the "on" posi- 
tion. An "off" detent or spring return arrangement is 
acceptable. 

(c) The controller operating handle shall be located 
within convenient reach of the operator. 

(d) As far as practicable, the movement of each con- 
troller handle shall be in the same general directions as 
the resultant movements of the load. 

(e) The control for the bridge and trolley travel shall 
be so located that the operator can readily face the di- 
rection of travel. 

(f) For floor-operated cranes, the controller or con- 
trollers if rope operated, shall automatically return to 
the "off" position when released by the operator. 

(g) Pushbuttons in pendant stations shall return to the 
off position when pressure is released by the crane 
operator. 

(h) Automatic cranes shall be so designed that all 
motions shall fail-safe if any malfunction of operation 
occurs. 

(i) Remote-operated cranes shall function so that if 
the control signal for any crane motion becomes ineffec- 
tive the crane motion shall stop. 

(4) Resistors. 

(a) Enclosures for resistors shall have openings to 
provide adequate ventilation, and shall be installed to 
prevent the accumulation of combustible matter near hot 
parts. 

(b) Resistor units shall be supported so as to be free 
as possible from vibration. 

(c) Provision shall be made to prevent broken parts or 
molten metal falling upon the operator or from the 
crane. 

(5) Switches. 

(a) The power supply to the runway conductors shall 
be controlled by a switch or circuit breaker located on a 
fixed structure, accessible from the floor, and arranged 
to be locked in the open position. 

(b) On cab-operated cranes a switch or circuit break- 
er of the enclosed type, with provision for locking in the 
open position shall be provided in the leads from the 
runway conductors. А means of opening this switch or 
circuit breaker shall be located within easy reach of the 
operator. 

(c) On floor-operated cranes, a switch or circuit 
breaker of the enclosed type, with provision for locking 
in the open position, shall be provided in the leads from 
the runway conductors. This disconnect shall be mount- 
ed on the bridge or footwalk near the runway collectors. 
One of the following types of floor operated disconnects 
shall be provided: 

(i) Nonconductive rope attached to the main discon- 
nect switch. 

(ii) An undervoltage trip for the main circuit breaker 
operated by an emergency stop button in the pendant 
pushbutton station. 

(iii) A main line contactor operated by a switch or 
pushbutton in the pendant pushbutton station. 
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(d) The hoisting motion of all electric traveling cranes 
shall be provided with an overtravel limit switch in the 
hoisting direction. 

(e) All cranes using a lifting magnet shall have a 
magnet circuit switch of the enclosed type with provision 
for locking in the open position. Means for discharging 
the inductive load of the magnet shall be provided. 

(6) Runway conductors. Conductors of the open type 
mounted on the crane runway beams or overhead shall 
be so located or so guarded that persons entering or 
leaving the cab or crane footwalk normally could not 
come into contact with them. 

(7) Extension lamps. If a service receptacle is provid- 
ed in the cab or on the bridge of cab-operated cranes, it 
shall be a grounded three-prong type permanent recep- 
tacle, not exceeding 300 volts. 

(8) Floor operated cranes. 

(a) An unobstructed aisle not less than three feet wide 
shall be maintained for travel of the operator except in 
such cases where the control handles are hung from the 
trolleys of traveling cranes. 

(b) The handles of control ropes shall be distinctly 
different in contour so that, without looking, the opera- 
tor will know which is the hoisting and which is the 
lowering handle. The direction of all movements of the 
crane shall be clearly indicated in some manner so that 
the operator can easily become familiar with them. 

(c) When repairing runways, ((repairmen)) 
repairpersons shall place rail stops and warning signs or 
signals so as to protect both ends of the section to be 
repaired. 

(d) ((Repairmen)) Repairpersons shall take care to 
prevent loose parts from falling or being thrown upon 
the floor beneath. 


AMENDATORY SECTION (Amending Order 73-5, 
filed 5/9/73) 


WAC 296-24-24019 OPERATING NEAR 
OVERHEAD ELECTRIC POWER LINES. (1) 


((Gtearances—Except—where—the—clectricat distribution 


¢€c}-in-transtt—with—ro—toadand—_boom—towered-the 
clearanee-shait bea minimum of 4 feet)) For operations 
near overhead electric lines see chapter 296-24 WAC 
Part L. 

(2) Boom guards. Cage-type boom guards, insulating 
links, or proximity warning devices may be used on 
cranes, but the use of such devices shall not operate to 
alter the requirements of (1) of this section. 
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(3) Notification. Before the commencement of opera- 
tions near electrical lines, the owners of the lines or their 
authorized representative shall be notified and provided 
with all pertinent information. The cooperation of the 
owner shall be requested. 

(4) Overhead wires. Any overhead wire shall be con- 
sidered to be an energized line unless and until the per- 
son owning such line or the electrical utility authorities 
indicate that it is not an energized line. 


AMENDATORY SECTION (Amending Order 88-25, 
filed 11/14/88) 


WAC 296-24-24519 OTHER REQUIREMENTS. 
(1) Guards. 

(a) Exposed moving parts, such as gears, ropes, set- 
screws, projecting keys, chains, chain sprockets, and re- 
ciprocating components, which constitute a hazard under 
normal operating conditions shall be guarded. 

(b) Guards shall be securely fastened. 

(c) Each guard shall be capable of supporting without 
permanent distortion, the weight of a two hundred— 
pound person unless the guard is located where it is im- 
possible for a person to step on it. 

(2) Hooks. 

(a) Hooks shall meet the тап кейшге recommen- 
dations and shall not be overloaded. 

(b) Safety latch type hooks shall be used or the hooks 
shall be moused. 

(3) Fire extinguishers. 

(a) A carbon dioxide, dry chemical, or equivalent fire 
extinguisher shall be kept in the immediate vicinity of 
the derrick. 

(b) Operating and maintenance personnel shall be fa- 
miliar with the use and care of the fire extinguishers 
proved. 

(4) Refueling. 

(a) Refueling with portable containers shall be done 
with approved safety type containers equipped with au- 
tomatic closing spout and flame arrester. Refer to WAC 
296-24-58501(19) for definition of approved. 

(b) Machines shall not be refueled with the engine 
running. 

(5) Operating near electric powerlines. For operations 


near overhead electric lines see chapter 296-24 WAC 
Part L. 
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(6) Cab or operating enclosure. - 

(a) Necessary clothing and personnel belongings shall 
be stored in such a manner as to not interfere with ac- 
cess or operation. 

(b) Tools, oilcans, waste, extra fuses, and other neces- 
sary articles shall be stored in the toolbox, and shall not 
be permitted to lie loose in or about the cab or operating 
enclosure. 


AMENDATORY SECTION (Amending Order 88-25, 
filed 11/14/88) 


WAC 296-24-31503 
SYSTEMS. (1) Design. 

(a) Containers. 

(i) Hydrogen containers shall comply with one of the 
following: 

(A) Designed, constructed, and tested in accordance 
with appropriate requirements of ASME Boiler and 
Pressure Vessel Code, Section VIII—Unfired Pressure 
Vessels—1 968. 

(B) Designed, constructed, tested and maintained in 
accordance with U.S. Department of Transportation 
specifications and regulations. 

(ii) Permanently installed containers shall be provided 
with substantial noncombustible supports on firm non- 
combustible foundations. 

(iii) Each portable container shall be legibly marked 
with the name "hydrogen" in accordance with "marking 
compressed gas containers to identify the material con- 
tained" ANSI Z48.1-1954. Each manifolded hydrogen 
supply unit shall be legibly marked with the name hy- 
drogen or a legend such as “this unit contains 
hydrogen." 

(b) Safety relief devices. 

(i) Hydrogen containers shall be equipped with safety 
relief devices as required by the ASME Boiler and Pres- 
sure Vessel Code, Section VIII Unfired Pressure Vessels, 
1968 or the DOT specifications and regulations under 
which the container is fabricated. 

(ii) Safety relief devices shall be arranged to dis- 
charge upward and unobstructed to the open air in such 
a manner as to prevent any impingement of escaping gas 
upon the container, adjacent structure of personnel. This 
requirement does not apply to DOT specification con- 
tainers having an internal volume of 2 cubic feet or less. 

(iii) Safety relief devices or vent piping shall be de- 
signed or located so that moisture cannot collect and 
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freeze in a manner which would interfere with proper 
operation of the device. 

(c) Piping, tubing, and fittings. 

(i) Piping, tubing, and fittings shall be suitable for 
hydrogen service and for the pressures and temperatures 
involved. Case iron pipe and fittings shall not be used. 

(ii) Piping and tubing shall conform to Section 2— 
"Industrial Gas and Air Piping"—Code for Pressure 
Piping, ANSI B31.1-1967 with addenda B31.1—1969. 

(iii) Joints in piping and tubing may be made by 
welding or brazing or by use of flanged, threaded, sock- 
et, or compression fittings. Gaskets and thread sealants 
shall be suitable for hydrogen service. 

(d) Equipment assembly. 

(i) Valves, gauges, regulators, and other accessories 
shall. be suitable for hydrogen service. 

(ii) Installation of hydrogen systems shall be super- 
vised by personnel familiar with proper practices with 
reference to their construction and use. 

(iii) Storage containers, piping, valves, regulating 
equipment, and other accessories shall be readily acces- 
sible, and shall be protected against physical damage 
and against tampering. 

(iv) Cabinets or housings containing hydrogen control 
or operating equipment shall be adequately ventilated. 

(v) Each mobile hydrogen supply unit used as part of 
a hydrogen system shall be adequately secured to pre- 
vent movement. 

(vi) Mobile hydrogen supply units shall be electrically 
bonded to the system before discharging hydrogen. 

(e) Marking. The hydrogen storage location shall be 
permanently placarded as follows: "HYDROGEN—FLAM- 
MABLE GAS—NO SMOKING—NO OPEN FLAMES," Or 
equivalent. 

(f) Testing. After installations, all piping, tubing, and 
fittings shall be tested and proved hydrogen gas tight at 
maximum operating pressure. | 

(2) Location. 

(a) General. 

(i) The system shall be located so that it is readily 
accessible to delivery equipment and to authorized 
personnel. 

(ii) Systems shall be located above ground. 

(iii) Systems shall not be located beneath electric 
power lines. 

(iv) Systems shall not be located close to flammable 
liquid piping or piping of other flammable gases. 

(v) Systems near aboveground flammable liquid stor- 
age shall be located on ground higher then the flamma- 
ble liquid storage except when dikes, diversion curbs, 
grading, or separating solid walls are used to prevent 
accumulation of flammable liquids under the system. 

(b) Specific requirements. 

(i) The location of a system, as determined by the 
maximum total contained volume of hydrogen, shall be 
in the order of preference as indicated by Roman nu- 
merals in Table H-1. 
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TABLE Н-1 


Size of 
hydrogen system 
Nature of location 


Less 3,000 In 
than CF to excess of 
3,000 15,000 15,000 
CF CF CF 
Outdoors I I I. 
In a separate building I] -—— II —— П. 
In a special room HI —— Ш Not 
рег- 
mitted. 
Inside buildings not in 
a special room and 
exposed to other oc- 
cupancies IV Not —— Not 
per- per- 


mitted. mitted. 


(ii) The minimum distance in feet from a hydrogen 
system of indicated capacity located outdoors, in sepa- 
rate buildings or in special rooms to any specified out- 
door exposure shall be in accordance with Table H~2. 

(iii) The distances in Table Н-2 Items 1, 14, and 3 to 
10 inclusive do not apply where protective structures 
such as adequate fire walls are located between the sys- 
tem and the exposure. 

(iv) Hydrogen systems of less than 3,000 CF when lo- 
cated inside buildings and exposed to other occupancies 
shall be situated in the building so that the system will 
be as follows: 

(А) Іп an adequately ventilated area as in (3)(b)(ii) 
of this section. 

(B) Twenty feet from stored flammable materials or 
oxidizing gases. 

(C) Twenty-five feet from open flames, ordinary elec- 
trical equipment or other sources of ignition. 

(D) Twenty-five feet from concentrations of people. 

(E) Fifty feet from intakes of ventilation or air-con- 
ditioning equipment and air compressors. 

(F) Fifty feet from other flammable gas storage. 

(G) Protected against damage or injury due to falling 
objects or working activity in the area. 

(H) More than one system of 3,000 CF or less may be 
installed in the same room, provided the systems are 
separated by at least 50 feet. Each such system shall 
meet all of the requirements of this section. 

(3) Design consideration at specific locations. 

(a) Outdoor locations. 

(i) Where protective walls or roofs are provided, they 
shall be constructed of noncombustible materials. 

(ii) Where the enclosing sides adjoin each other, the 
area shall be properly ventilated. 

(iii) Electrical equipment shall meet the requirements 
for Class 1, Division 2 hazardous locations of WAC 
296—24—95613. 

(b) Separate buildings. 
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(1) Separate buildings shall be built of at least non- 
combustible construction. Windows and doors shall be 
located so as to be readily accessible in case of emer- 
gency. Windows shall be of glass or plastic in metal 
frames. 

(ii) Adequate ventilation to the outdoors shall be pro- 
vided. Inlet openings shall be located near the floor in 
exterior walls only. Outlet openings shall be located at 
the high point of the room in exterior walls or roof. Inlet 
and outlet openings shall each have minimum total area 
of one square foot per 1,000 cubic feet of room volume. 
Discharge from outlet openings shall be directed or con- 
ducted to a safe location. 

(ii) Explosion venting shall be provided in exterior 
walls or roof only. The venting area shall be equal to not 
less than 1 square foot per 30 cubic feet of room volume 
and may consist of any one or any combination of the 
following: Walls of light noncombustible material, pref- 
erably single thickness, single strength glass; lightly fas- 
tened hatch covers; lightly fastened swinging doors in 
exterior walls opening outward; lightly fastened walls or 
roof designed to relieve at a maximum pressure of 25 
pounds per square foot. 

(iv) There shall be no sources of ignition from open 
flames, electrical equipment, or heating equipment. 

(v) Electrical equipment shall meet the requirements 
T | UE і 


3)) of chapter 296-24 WAC Part L. 
(vi) Heating, if provided, shall be by steam, hot water, 


or other indirect means. 

(c) Special rooms. 

(i) Floor, walls, and ceiling shall have a fire-resistance 
rating of at least 2 hours. Walls or partitions shall be 
continuous from floor to ceiling and shall be securely 
anchored. At least one wall shall be an exterior wall. 
Openings to other parts of the building shall not be per- 
mitted. Windows and doors shall be in exterior walls and 
shall be located so as to be readily accessible in case of 
emergency. Windows shall be of glass or plastic in metal 
frames. 

(ii) Ventilation shall be as provided in (3)(b)(ii) of 


- this section. 
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(iii) Explosion venting shall be as provided in 
(3)(b)(iii) of this section. 

(iv) There shall be no sources of ignition from open 
flames, electrical equipment or heating equipment. 

(v) Electrical equipment shall meet the requirements 
for Class I, Division 2 hazardous locations of WAC 
296-24-95613. 

(уі) Heating, if provided, shall be by steam, hot water, 
or indirect means. 

(4) Operating instructions. For installations which re- 
quire any operation of equipment by the user, legible in- 
structions shall be maintained at operating locations. 

(5) Maintenance. 

(a) The equipment and functioning of each charged 
gaseous hydrogen system shall be maintained in a safe 
Operating condition in accordance with the requirements 
of this section. The area within 15 feet of any hydrogen 
container shall be kept free of dry vegetation and com- 
bustible material. 
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TABLE H-2 


TABLE Н-2 


Type of outdoor exposure 


1. Building or 
structure 


2. Wall openings — 


3. Flammable liq- 
uids above 
ground 


4. Flammable liq- 
uids below 
ground—0 to 
1,000 gallons -- 


5. Flammable liq- 
uids below 
ground—in ex- 
cess of 1,000 
gallons 


6. Flammable gas 
storage, either 
high pressure or 
low pressure — 


7. Oxygen storage 


8. Fast burning 
solids such as 
ordinary lum- 
ber, excelsior or 


Size of 
hydrogen system 


Less 3,000 In 


than CF excess 
3,000 to of 

CF 15,000 15,000 
CF CF 


Wood frame construc- 

tion* ———————— — 10 25 50 
Heavy timber, non- 

combustible or ordi- 


nary construction*—— 0 10 %%25 
Fire-resistive construc- 

tiont—Ə —_ə nn Om 0 0 0 
Not above any part of 

a system ————— 10 10 10 
Above any part of a 

system ------- 25 25 25 


0 to 1,000 gallons 
In excess of 1,000 


gallons ——————— 25 50 50 
Tank— —ə , yr 10 10 10 
Vent or fill opening of š 

tank —————————— 25 25 25 
Tank——ə s O 20 20 20 
Vent or fill opening of 

tank —————————— 25 25 25 


0 to 15,000 CF capaci- 


ty —————————— 10 25 25 
Іп excess of 15,000 CF 
capacity —— 25 50 50 


12,000 СЕ ог 1е55 Refer to NFPA Мо. 
51, gas systems for 
welding and cutting 
(1969). 

More than 12,000 CF -Refer to NFPA No. 

566, bulk oxygen sys- 
tems at consumer 


sites (1969). 


50 50 25 


paper 

9. Slow burning 
solids such as 
heavy timber or 
coal 

10. Open flames 
and other sourc- 
es of ignition 

11. Air compressor 
intakes or inlets 
to ventilating or 
air-condition 
equipment 

12. Concentration 
of people*** 


25 25 25 


25 25 50 


50 50 50 


25 50 50 


Size of 
hydrogen system 


Less 3,000 In 
than CF excess 

3,000 to of 
CF 15,000 15,000 


Type of outdoor exposure 


CF CF 
13. Public side- 
walks ——ə — 15 15 15 
14. Line of adjoin- 
ing property 
which may be 
built upon —————————————— —— — 5 5 5 


*Refer to NFPA No. 220 standard types of building construction 
for definitions of various types of construction. (1969 Ed.) 
**But not less than one-half the height of adjacent side wall of the 
structure. 
***|n congested areas such as offices, lunchrooms, locker rooms, 
time-clock areas, and places of public assembly. 


AMENDATORY SECTION (Amending Order 88—25, 
filed 11/14/88) 


WAC 29624-31505 LIQUEFIED HYDROGEN 
SYSTEMS. (1) Design. 

(a) Containers. 

(i) Hydrogen containers shall comply with the follow- 
ing: Storage containers shall be designed, constructed, 
and tested in accordance with appropriate requirements 
of the ASME Boiler and Pressure Vessel Code, Section 
VIII—Unfired Pressure Vessels (1968) or applicable 
provisions of API Standard 620, Recommended Rules 
for Design and Construction of Large, Welded, Low- 
Pressure Storage Tanks, Second Edition (June 1963) 
and Appendix R (April 1965). 

(ii) Portable containers shall be designed, constructed 
and tested in accordance with DOT specifications and 
regulations. 

(b) Supports. Permanently installed containers shall 
be provided with substantial noncombustible supports 
securely anchored on firm noncombustible foundations. 
Steel supports in excess of 18 inches in height shall be 
protected with a protective coating having a 2—hour fire- 
resistance rating. 

(c) Marking. Each container shall be legibly marked 
to indicate "LIQUEFIED HYDROGEN—FLAMMABLE GAS." 

(d) Safety relief devices. 

(i) Stationary liquefied hydrogen containers shall be 
equipped with safety relief devices sized in accordance 
with CGA Pamphlet 5-1-1966, Part 3, Safety Relief 
Device Standards for Compressed Gas Storage 
Containers. 

(A) Portable liquefied hydrogen containers complying 
with the U.S. Department of Transportation regulations 
shall be equipped with safety relief devices as required in 
the U.S. Department of Transportation specifications 
and regulations. Safety relief devices shall be sized in 
accordance with the requirements of CGA Pamphlet 
5-1-1966, Safety Relief Device Standards, Part 1, 
Compressed Gas Cylinders and Part 2, Cargo and Port- 
able Tank Containers. 
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(ii) Safety relief devices shall be arranged to dis- 
charge unobstructed to the outdoors and in such a man- 
ner as to prevent impingement of escaping liquid or gas 
upon the container, adjacent structures or personnel. See 
(2)(a)(vi) of this section for venting of safety relief de- 
vices in special locations. 

(iii) Safety relief devices or vent piping shall be de- 
signed or located so that moisture cannot collect and 
freeze in a manner which would interfere with proper 
operation of the device. 

(iv) Safety relief devices shall be provided in piping 
wherever liquefied hydrogen could be trapped between 
closures 

(е) Piping, tubing, and fittings. 

(i) Piping, tubing, and fittings and gasket and thread 
sealants shall be suitable for hydrogen service at the 
pressures and temperatures involved. Consideration shall 
be given to the thermal expansion and contraction of 
piping systems when exposed to temperature fluctuations 
of ambient to liquefied hydrogen temperatures. 

(ii) Gaseous hydrogen piping and tubing (above— 
20°F) shall conform to the applicable sections of Pres- 
sure Piping Section 2—Industrial Gas and Air Piping, 
ANSI B31.1-1967 with addenda В31.1-1969. Design of 
liquefied hydrogen or cold (-209Ғ or below) gas piping 
shall use Petroleum Refinery Piping ANSI B31.3-1966 
or Refrigeration Piping ANSI В31.5-1966 with addenda 
B31.5a-1968 as a guide. 

(iii) Joints in piping and tubing shall preferably be 
made by welding or brazing; flanged, threaded, socket, 
or suitable compression fittings may be used. 

(iv) Means shall be provided to minimize exposure of 
personnel to piping operating at low temperatures and to 
prevent air condensate from contacting piping, structural 
members, and surfaces not suitable for cryogenic tem- 
peratures. Only those insulating materials which are 
rated nonburning in accordance with ASTM Procedures 
D1692-68 may be used. Other protective means may be 
used to protect personnel. The insulation shall be de- 
signed to have a vapor-tight seal in the outer covering to 
prevent the condensation of air and subsequent oxygen 
enrichment within the insulation. The insulation materi- 
al and outside shield shall also be of adequate design to 
prevent attrition of the insulation due to normal operat- 
ing conditions. 

(v) Uninsulated piping and equipment which operate 
at liquefied-hydrogen temperature shall not be installed 
above asphalt surfaces or other combustible materials in 
order to prevent contact of liquid air with such materi- 
als. Drip pans may be installed under uninsulated piping 
and equipment to retain and vaporize condensed liquid 
air. 

(f) Equipment assembly. 

(i) Valves, gauges, regulators, and other accessories 
shall be suitable for liquefied hydrogen service and for 
the pressures and temperatures involved. 

(ii) Installation of liquefied hydrogen systems shall be 
supervised by personnel familiar with proper practices 
and with reference to their construction and use. 

(iii) Storage containers, piping, valves, regulating 
equipment, and other accessories shall be readily acces- 
sible and shall be protected against physical damage and 
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against tampering. A shutoff valve shall be located in 
liquid product withdrawal lines as close to the container 
as practical. On containers of over 2,000 gallons capaci- 
ty, this shutoff valve shall be of the remote control type 
with no connections, flanges, or other appurtenances 
(other than a welded manual shutoff valve) allowed in 
the piping between the shutoff valve and its connection 
to the inner container. 

(iv) Cabinets or housings containing hydrogen control 
equipment shall be ventilated to prevent any accumula- 
tion of hydrogen gas. 

(g) Testing. 

(i) After installation, all field-erected piping shall be 
tested and proved hydrogen gas-tight at operating pres- 
sure and temperature. 

(ii) Containers if out of service in excess of | year 
shall be inspected and tested as outlined in (1) of this 
section. The safety relief devices shall be checked to de- 
termine if they are operable and properly set. 

(h) Liquefied hydrogen vaporizers. 

(i) The vaporizer shall be anchored and its connecting 
piping shall be sufficiently flexible to provide for the ef- 
fect of expansion and contraction due to temperature 
changes. 

(ii) The vaporizer and its piping shall be adequately 
protected on the hydrogen and heating media sections 
with safety relief devices. 

(iii) Heat used in a liquefied hydrogen vaporizer shall 
be indirectly supplied utilizing media such as air, steam, 
water, or water solutions. 

(iv) A low temperature shutoff switch shall be provid- 
ed in the vaporizer discharge piping to prevent flow of 
liquefied hydrogen in the event of the loss of the heat 
source. 

(i) Electrical systems. 

(i) Electrical wiring and equipment located within 3 
feet of a point where connections are regularly made and 
disconnected, shall meet the requirements of (WAE 
296—24—956—through—96—24-960)) с chapter 296—24 
WAC Part L for Class I, Division 1 locations. 

(ii) Except as provided i in (1) of this section, electrical 
wiring, and equipment located within 25 feet of a point 
where connections are regularly made and disconnected 
or within 25 feet of a liquid hydrogen storage container, 
shall meet the requirements of ((WAC—296-24-956 
through-296-24—960)) chapter 296-24 WAC Part L for 
Class I, Division 2 locations. When equipment approved 
for Class 1, environments is not commercially available, 
the equipment may be: 

(A) Purged or ventilated in accordance with NFPA 
No. 496-1967, Standard for Purged Enclosures for 
Electrical Equipment in Hazardous Locations, 

(B) Intrinsically safe, or 

(C) Approved for Class 1, Group C atmospheres. This 
requirement does not apply to electrical equipment 
which is installed on mobile supply trucks or tank cars 
from which the storage container is filled. 

() Bonding and grounding. The liquefied hydrogen 
container and associated piping shall be electrically 
bonded and grounded. 

(2) Location of liquefied hydrogen storage. 

(a) General requirements. 
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(i) The storage containers shall be located so that they 
are readily accessible to mobile supply equipment at 
ground level and to authorized personnel. 

(ii) The containers shall not be exposed by electric 
power lines, flammable liquid lines, flammable gas lines, 
or lines carrying oxidizing materials. 

(iii) When locating liquefied hydrogen storage con- 
tainers near above-ground flammable liquid storage or 
liquid oxygen storage, locate the liquefied hydrogen con- 
tainer on ground higher than flammable liquid storage or 
liquid oxygen storage. 

(iv) Where it is necessary to locate the liquefied hy- 
drogen container on ground that is level with or lower 
than adjacent flammable liquid storage or liquid oxygen 
storage, suitable protective means shall be taken (such 
as by diking, diversion, curbs, grading), with respect to 
the adjacent flammable liquid storage or liquid oxygen 
storage, to prevent accumulation of liquids within 50 
feet of the liquefied hydrogen container. 

(v) Storage sites shall be fenced and posted to prevent 
entrance by unauthorized personnel. Sites shall also be 
placarded as follows: "Liquefied hydrogen—Flammable 
gas—No smoking—No open flames." 

(vi) If liquefied hydrogen is located in (as specified in 
Table H-3) a separate building, іп a special room, or 
inside buildings when not in a special room and exposed 
to other occupancies, containers shall have the safety re- 
lief devices vented unobstructed to the outdoors at a 
minimum elevation of 25 feet above grade to a safe lo- 
cation as required in (1)(d)(ii) of this section. 

(b) Specific requirements. 

(i) The location of liquefied hydrogen storage, as de- 
termined by the maximum total quantity of liquefied 
hydrogen, shall be in the order of preference as indicated 
by Roman numerals in the following Table Н-3. 


TABLE H-3 


MAXIMUM TOTAL QUANTITY OF LIQUEFIED HYDROGEN 
STORAGE PERMITTED 


Size of 
hydrogen storage 
(capacity in 
gallons) 
Nature of location 
39.63 
(150 liters) 51 to 301 to In excess 
to 50 300 600 of 600 
Outdoors 1 І--і 1 
In a separate building J| —— —11 ———-II —— Not 
per- 
mitted. 
In a special room HI Ii Not Not 
рег- рег- 


mitted mitted. 
Inside buildings not in a 
special room and ex- 
posed to other occu- 
pancies IV — Not Not Not 
per- per- per- 
mitted mitted mitted. 


Note: This table does not apply to the storage in dewars of the type 
generally used in laboratories for experimental purposes. 
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(ii) The minimum distance in feet from liquefied hy- 
drogen systems of indicated storage capacity located 
outdoors, in a separate building, or in a special room to 
any specified exposure shall be in accordance with Table 
Н-4. 


TABLE Н-4 


MINIMUM DISTANCE (FEET) FROM LIQUEFIED 
HYDROGEN SYSTEMS TO EXPOSURE 


Liquefied hydrogen storage 
(capacity in gallons) 


Type of 39.63 3,501 15,001 
exposure (150 liters) to to 
to 3,500 15,000 30,000 


1. Fire-resistive building 


and fire walls* 5 5 5 
2. Noncombustible build- 

inga, 25 50 75 
3. Other buildings* 50 75 100 


4. Wall openings, air-com- 

pressor intakes, inlets 

for air—conditioning or 

ventilating equipment — 75 75 75 
5. Flammable liquids (above 

ground and vent or fill 

openings if below 

ground) (see 513 and 

514) ————————— 50 75 100 
6. Between stationary lique- 

fied hydrogen contain- 


ers——əGÑ— 5 5 5 
7. Flammable gas storage— 50 75 100 
8. Liquid oxygen storage 

and other oxidizers 

(see 513 and 514) — 100 100 100 
9. Combustible solids 50 52275 100 
10. Open flames, smoking, 

and welding ———— 50 50 50 
11. Concentrations of peo- 

ple** —— O 75 75 75 
12. Public ways, railroads, 

and property lines 25 50 75 


*Refer to standard types of building construction, NFPA Мо. 
220-1969 for definitions of various types of construction. 

**In congested areas such as offices, lunchrooms, locker rooms, 
time-clock areas, and places of public assembly. 


Note 1: Тһе distance in Nos. 2, 3, 5, 7, 9, and 12 in Table H-4 may 
be reduced where protective structures, such as firewalls 
equal to height of top of the container, to safeguard the liq- 
uefied hydrogen storage system, are located between the liq- 
uefied hydrogen storage installation and the exposure. 


Note 2: Where protective structures are provided, ventilation and 
confinement of product should be considered. The 5-foot 
distance in Nos. 1 and 6 facilitates maintenance and en- 
hances ventilation. 


(c) Handling of liquefied hydrogen inside buildings 
other than separate buildings and special rooms. Porta- 
ble liquefied hydrogen containers of 50 gallons or less 
capacity as permitted in Table H-3 and in compliance 
with (2)(a)(vi) of this section when housed inside build- 
ings not located in a special room and exposed to other 
occupancies shall comply with the following minimum 
requirements: 

(i) Be located 20 feet from flammable liquids and 
readily combustible materials such as excelsior or paper. 
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(ii) Be located 25 feet from ordinary electrical equip- 
ment and other sources of ignition including process or 
analytical equipment. 

(iii) Be located 25 feet from concentrations of people. 

(iv) Be located 50 feet from intakes of ventilation and 
air-conditioning equipment or intakes of compressors. 

(v) Be located 50 feet from storage of other flamma- 
ble-gases or storage of oxidizing gases. 

(vi) Containers shall be protected against damage or 
injury due to falling objects or work activity in the area. 

(vii) Containers shall be firmly secured and stored in 
an upright position. 

(viii) Welding or cutting operations, and smoking 
shall be prohibited while hydrogen is in the room. 

(ix) The area shall be adequately ventilated. Safety 
relief devices on the containers shall be vented directly 
outdoors or to a suitable hood. See (1)(d)(ii) of this sec- 
tion and (2)(a)(vi) of this section. 

(3) Design considerations at specific locations. 

(a) Outdoor locations. 

(i) Outdoor location shall mean outside of any build- 
ing or structure, and includes locations under a weather 
shelter or canopy provided such locations are not en- 
closed by more than two walls set at right angles and are 
provided with vent-space between the walls and vented 
roof or canopy. 

(ii) Roadways and yard surfaces located below lique- 
fied hydrogen piping, from which liquid air may drop, 
shall be constructed of noncombustible materials. 

(iii) If protective walls are provided, they shall be 
constructed of noncombustible materials and in accord- 
ance with the provisions of (3)(a)(i) of this section as 
applicable. 

(iv) Electrical wiring and equipment shall comply 
with (0966 T i ton)) chapter 296-24 
WAC Part L. 

(v) Adequate lighting shall be provided for nighttime 
transfer operation. 

(b) Separate buildings. 

(i) Separate buildings shall be of light noncombustible 
construction on a substantial frame. Walls and roofs 
shall be lightly fastened and designed to relieve at a 
maximum internal pressure of 25 pounds per square 
foot. Windows shall be of shatterproof glass or plastic in 
metal frames. Doors shall be located in such a manner 
that they will be readily accessible to personnel in an 
emergency. 

(ii) Adequate ventilation to the outdoors shall be pro- 
vided. Inlet openings shall be located near the floor level 
in exterior walls only. Outlet openings shall be located at 
the high point of the room in exterior walls or roof. Both 
the inlet and outlet vent openings shall have a minimum 
total area of 1 square foot per 1,000 cubic feet of room 
volume. Discharge from outlet openings shall be directed 
or conducted to a safe location. 

(iii) There shall be no sources of ignition. 

(iv) Electrical wiring and equipment shall comply 
with (HOE E ; ; 


ing)) chapter 296-24 WAC Part L. 
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(v) Heating, if provided, shall be by steam, hot water, 
or other indirect means. 

(c) Special rooms. 

(i) Floors, walls, and ceilings shall have a fire resis- 
tance rating of at least 2 hours. Walls or partitions shall 
be continuous from floor to ceiling and shall be securely 
anchored. At least one wall shall be an exterior wall. 
Openings to other parts of the building shall not be per- 
mitted. Windows and doors shall be in exterior walls and 
doors shall be located in such a manner that they will be 
accessible in an emergency. Windows shall be of shat- 
terproof glass or plastic in metal frames. 

(ii) Ventilation shall be as provided in (3)(b)(ii) of 
this section. 

(iii) Explosion venting shall be provided in exterior 
walls or roof only. The venting area shall be equal to not 
less than 1 square foot per 30 cubic feet of room volume 
and may consist of any one or any combination of the 
following: Walls of light noncombustible material; light- 
ly fastened hatch covers; lightly fastened swinging doors 
opening outward in exterior walls; lightly fastened walls 
or roofs designed to relieve at a maximum pressure of 25 
pounds per square foot. 

(iv) There shall be no sources of ignition. 

(v) Electrical wiring and equipment shall comply with 
(HOE Ж : : > 


irt і )) chapter 
296-24 WAC Part L. 

(vi) Heating, if provided, shall be steam, hot water, or 
by other indirect means. 

(4) Operating instructions. 

(a) Written instructions. For installation which re- 
quire any operation of equipment by the user, legible in- 
structions shall be maintained at operating locations. 

(b) Attendant. A qualified person shall be in atten- 
dance at all times while the mobile hydrogen supply unit 
is being unloaded. 

(c) Security. Each mobile liquefied hydrogen supply 
unit used as part of a hydrogen system shall be ade- 
quately secured to prevent movement. 

(d) Grounding. The mobile liquefied hydrogen supply 
unit shall be grounded for static electricity. 

(5) Maintenance. 

(a) The equipment and functioning of each charged 
liquefied hydrogen system shall be maintained in a safe 
operating condition in accordance with the requirements 
of this section. Weeds or similar combustibles shall not 
be permitted within 25 feet of any liquified hydrogen 
equipment. 


AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-32003 BULK OXYGEN SYS- 
TEMS. (1) Definitions. As used’ in this section: A bulk 
oxygen system is an assembly of equipment, such as ox- 
ygen storage containers, pressure regulators, safety de- 
vices, vaporizers, manifolds, and interconnecting piping, 
which has storage capacity of more than 13,000 cubic 
feet of oxygen, normal temperature and pressure (NTP), 
connected in service or ready for service, or more than 
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25,000 cubic feet of oxygen (NTP) including unconnect- 
ed reserves on hand at the cite. The bulk oxygen system 
terminates at the point where oxygen at service pressure 
first enters the supply line. The oxygen containers may 
be stationary or movable, and the oxygen may be stored 
as gas or liquid. 

(2) Location. 

(a) General. Bulk oxygen storage systems shall be lo- 
cated above ground out of doors, or shall be installed in 
a building of noncombustible construction, adequately 
vented, and used for that purpose exclusively. The loca- 
tion selected shall be such that containers and associated 
equipment shall not be exposed by electric power lines, 
flammable or combustible liquid lines, or flammable gas 
lines. 

(b) Accessibility. The system shall be located so that 
it is readily accessible to mobile supply equipment at 
ground level and to authorized personnel. 

(c) Leakage. Where oxygen is stored as a liquid, non- 
combustible surfacing shall be provided in an area in 
which any leakage of liquid oxygen might fall during 
operation of the system and filling of a storage container. 
For purposes of these standards, asphaltic or bituminous 
paving is considered to be combustible. 

(d) Elevation. When locating bulk oxygen systems 
near above ground flammable or combustible liquid 
storage which may be either indoors or outdoors, it is 
advisable to locate the system on ground higher than the 
flammable or combustible liquid storage. 

(e) Dikes. Where it is necessary to locate a bulk oxy- 
gen system on ground lower than adjacent flammable or 
combustible liquid storage suitable means shall be taken 
(such as by diking, diversion curbs, or grading) with re- 
spect to the adjacent flammable or combustible liquid 
storage to prevent accumulation of liquids under the 
bulk oxygen system. 

(3) Distance between systems and exposures. 

(a) General. The minimum distance from any bulk 
oxygen storage container to exposures, measured in the 
most direct line except as indicated in (3)(f) and (g) of 
this section shall be as indicated in (3)(b) to (r) of this 
section inclusive. 

(b) Combustible structures. Fifty feet from any com- 
bustible structures. 

(c) Fire resistive structures. Twenty-five feet from 
any structures with fire-resistive exterior walls ог 
sprinklered buildings or other construction, but not less 
than one-half the height of adjacent side wall of the 
structure. 

(d) Openings. At least 10 feet from any opening in 
adjacent walls of fire resistive structures. Spacing from 
such structures shall be adequate to permit maintenance, 
but shall not be less than 1 foot. 

(e) Flammable liquid storage above ground. 


Distance Capacity 
(feet) (gallons) 
50 0-1000 
90 1001 ог тоге 


148) 
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(f) Flammable liquid storage below ground. 


Distance Distance 
measured from oxygen 
horizontally storage 
from oxygen container to 
storage filling and Capacity 
container to vent connections gallons 
flammable or openings to 
liquid tank flammable 
(feet) liquid tank 
(feet) 
15 50 0-1000 
30 50 1001 or more 


(g) Combustible liquid storage above ground. 


Distance Capacity 
(feet) (gallons) 
25 0-1000 
50 1001 ог тоге 


(h) Combustible liquid storage below ground. 


Distance from oxygen 

storage container to 

filling and vent 

connections or 

openings to 

combustible liquid 
tank (feet) 


15 40 


(i) Flammable gas storage. (Such as compressed 
flammable gases, liquefied flammable gases and flamma- 
ble gases in low pressure gas holders): 


Distance measured 
horizontally from 
oxygen storage 
container to 
combustible liquid 
tank (feet) 


Distance Capacity 
(feet) (cu. ft. NTP) 
50 ————— Less than 5000 
90 5000 or more 


(0) Highly combustible materials. Fifty feet from solid 
materials which burn rapidly, such as excelsior or paper. 

(k) Slow-burning materials. Twenty-five feet from 
solid materials which burn slowly, such as coal and 
heavy timber. 

(1) Ventilation. Seventy-five feet in one direction and 
35 feet in approximately 90° direction from confining 
walls (not including firewalls less than 20 feet high) to 
provide adequate ventilation in courtyards and similar 
confining areas. 

(m) Congested areas. Twenty-five feet from congested 
areas such as offices, lunchrooms, locker rooms, time 
clock areas, and similar locations where people may 
congregate. 

(n) Public areas. Fifty feet from places of public 
assembly. 

(о) Patients. Fifty feet from areas occupied by non- 
ambulatory patients. 

(p) Sidewalks. Ten feet from any public sidewalk. 

(q) Adjacent property. Five feet from any line of ad- 
joining property. 

(r) Exceptions. The distances in (3)(b), (c), (e) to (k) 
inclusive, and (p) and (q) of this section do not apply 
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where protective structures such as firewalls of adequate 
height to safeguard the oxygen storage systems are lo- 
cated between the bulk oxygen storage installation and 
the exposure. In such cases, the bulk oxygen storage in- 
stallation may be a minimum distance of 1 foot from the 
firewall. 

(4) Storage containers. 

(a) Foundations and supports. Permanently installed 
containers shall be provided with substantial noncom- 
bustible supports on firm noncombustible foundations. 

(b) Construction—Liquid. Liquid oxygen storage con- 
tainers shall be fabricated from materials meeting the 
impact test requirements of paragraph UG-84 of ASME 
Boiler and Pressure Vessel Code, Section VIII—Unfired 
Pressure Vessels—1968. Containers operating at pres- 
sures above 15 pounds per square inch gage (p.s.i.g.) 
shall be designed, constructed, and tested in accordance 
with appropriate requirements of ASME Boiler and 
Pressure Vessel Code, Section VII—Unfired Pressure 
Vessels—1968. Insulation surrounding the liquid oxygen 
container shall be noncombustible. 

(c) Construction—Gaseous. High-pressure gaseous 
oxygen containers shall comply with one of the 
following: 

(i) Designed, constructed, and tested in accordance 
with appropriate requirements of ASME Boiler and 
Pressure Vessel Code, Section VIII—Unfired Pressure 
Vessels—1968. 

(ii) Designed, constructed, tested, and maintained in 
accordance with DOT specifications and regulations. 

(5) Piping, tubing, and fittings. 

(a) Selection. Piping, tubing, and fittings shall be 
suitable for oxygen service and for the pressures and 
temperatures involved. 

(b) Specification. Piping and tubing shall conform to 
Section 2—Gas and Air Piping Systems of Code for 
Pressure Piping, ANSI, B31.1-1967 with addenda 
B31.10a—1969. 

(c) Fabrication. Piping or tubing for operating tem- 
peratures below —20?F shall be fabricated from materi- 
als meeting the impact test requirements of paragraph 
UG-84 of ASME Boiler and Pressure Vessel Code, Sec- 
tion VIII—Unfired Pressure Vessels—1968, when tested 
at the minimum operating temperature to which the 
piping may be subjected in service. 

(6) Safety relief devices. 

(a) General. Bulk oxygen storage containers, regard- 
less of design pressure shall be equipped with safety re- 
lief devices as required by the ASME code or the DOT 
specifications and regulations. 

(b) DOT containers. Bulk oxygen storage containers 
designed and constructed in accordance with DOT spec- 
ification shall be equipped with safety relief devices as 
required thereby. 

(c) ASME containers. Bulk oxygen storage containers 
designed and constructed in accordance with the ASME 
Boiler and Pressure Vessel Code, Section VIII—Unnfired 
Pressure Vessel—1968 shall be equipped with safety re- 
lief devices meeting the provisions of the Compressed 
Gas Association Pamphlet "Safety Relief Device Stan- 
dards for Compressed Gas Storage Containers," 5-І, 
Part 3. 
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(d) Insulation. Insulation casings on liquid oxygen 
containers shall be equipped with suitable safety relief 
devices. 

(e) Reliability. АП safety relief devices shall be so de- 
signed or located that moisture cannot collect and freeze 
in a manner which would interfere with proper operation 
of the device. 

(7) Liquid oxygen vaporizers. 

(a) Mounts and couplings. The vaporizer shall be an- 
chored and its connecting piping be sufficiently flexible 
to provide for the effect of expansion and contraction 
due to temperature changes. 

(b) Relief devices. The vaporizer and its piping shall 
be adequately protected on the oxygen and heating me- 
dium sections with safety relief devices. 

(c) Heating. Heat used in an oxygen vaporizer shall 
be indirectly supplied only through media such as steam, 
air, water, or water solutions which do not react with 
oxygen. 

(d) Grounding. If electric heaters are used to provide 
the primary source of heat, the vaporizing system shall 
be electrically grounded. 

(8) Equipment assembly and installation. 

(a) Cleaning. Equipment making up a bulk oxygen 
system shall be cleaned in order to remove oil, grease or 
other readily oxidizable materials before placing the 
system in service. 

(b) Joints. Joints in piping and tubing may be made 
by welding or by use of flanged, threaded, slip, or com- 
pression fittings. Gaskets or thread sealants shall be 
suitable for oxygen service. 

(c) Accessories. Valves, gages, regulators, and other 
accessories shall be suitable for oxygen service. 

(d) Installation. Installation of bulk oxygen systems 
shall be supervised by personnel familiar with proper 
practices with reference to their construction and use. 

(e) Testing. After installation all field erected piping 
shall be tested and proved gas tight at maximum oper- 
ating pressure. Any medium used for testing shall be oil 
free and nonflammable. 

(f) Security. Storage containers, piping, valves, regu- 
lating equipment, and other accessories shall be protect- 
ed against physical damage and against tampering. 

(g) Venting. Any enclosure containing oxygen control 
or operating equipment shall be adequately vented. 

(h) Placarding. The bulk oxygen storage location shall 
be permanently placarded to indicate: "OXYGEN—NO 
SMOKING—NO OPEN FLAMES," or an equivalent warning. 

(i) Electrical wiring. Bulk oxygen installations are not 
hazardous locations as defined and covered by ((WAE 
296=24=956 through 296=24—968)) chapter 296-24 Part 
L. Therefore, general purpose or weatherproof types of 
electrical wiring and equipment are acceptable depend- 
ing upon whether the installation is indoors or outdoors. 
Such equipment shall be installed ((m-accordance-with 


960)) according to chapter 296-24 WAC Part L. 


(9) Operating instructions. For installations which re- 
quire any operation of equipment by the user, legible in- 
structions shall be maintained at operating locations. 

(10) Maintenance. 
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(a) The equipment and functioning of each charged 
bulk oxygen system shall be maintained in a safe oper- 
ating condition in accordance with the requirements of 
this section. Wood and long dry grass shall be cut back 
within 15 feet of any bulk oxygen storage container. 


AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-33009 CONTAINER AND PORT- 
ABLE TANK STORAGE. (1) Scope. 

(a) General. This section shall apply only to the stor- 
age of flammable or combustible liquids in drums or 
other containers (including flammable aerosols) not ex- 
ceeding 60 gallons individual capacity and those portable 
tanks not exceeding 660 gallons individual capacity. 

(b) Exceptions. This section shall not apply to the 
following: 

(i) Storage of containers in bulk plants, service sta- 
tions, refineries, chemical plants, and distilleries; 

(ii) Class I or Class II liquids in the fuel tanks of a 
motor vehicle, aircraft, boat, or portable or stationary 
engine; 

(iii) Flammable or combustible paints, oils, varnishes, 
and similar mixtures used for painting or maintenance 
when not kept for a period in excess of 30 days; 

(iv) Beverages when packaged in individual containers 
not exceeding 1 gallon in size. 

(2) Design, construction, and capacity of containers. 

(a) General. Only approved containers and portable 
tanks shall be used. Metal containers and portable tanks 
meeting the requirements of and containing products 
authorized by Chapter I, Title 49 of the Code of Federal 
Regulations — October 1, 1972, (regulations issued by 
the hazardous materials regulations board, department 
of transportation), shall be deemed to be acceptable. 

(b) Emergency venting. Each portable tank shall be 
provided with one or more devices installed in the top 
with sufficient emergency venting capacity to limit inter- 
nal pressure under fire exposure conditions to 10 p.s.i.g., 
or 30 percent of the bursting pressure of the tank, 
whichever is greater. The total venting capacity shall be 
not less than that specified in WAC 296-24-33005 
(2)(e)(iii) or (v). At least one pressure-actuated vent 
having a minimum capacity of 6,000 cubic feet of free 
air (14.7 p.s.i.a. and 60°F) shall be used. It shall be set 
to open at not less than 5 p.s.i.g. If fusible vents are 
used, they shall be actuated by elements that operate at 
a temperature not exceeding 300°F. 


TABLE Н-12 


MAXIMUM ALLOWABLE SIZE OF 
CONTAINERS AND PORTABLE TANKS 


Flammable liquids Combustible Liquids 


Container 
Type Class Class Class Class Class 
1A IB IC H & Ш 

Glass or approved 

plastic —————— Ірі 1 qu. 1 gal. 1 gal. | gal. 
Metal (other than 

DOT drums) 1 gal. 5 gal. 5 gal. 5 gal. 5 gal. 
Safety cans 2 gal. 5 gal. 5 gal. 5 gal. 5 gal. 
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TABLE H-12 


MAXIMUM ALLOWABLE SIZE OF 
CONTAINERS AND PORTABLE TANKS 


Flammable liquids Combustible Liquids 


Container 
Type Class Class Class Class Class 
IA IB IC H & m 
spec. —————— 60 gal. 60 gal. 60 gal. 60gal. 60 gal. 
Approved portable 
tanks ———————— 660 gal. 660 gal. 660 gal. 660 gal. 660 gal. 


Container exemptions: 

(i) Medicines, beverages, foodstuffs, cosmetics and 
other common consumer items, when packaged accord- 
ing to commonly accepted practices, shall be exempt 
from the requirements of (4)(a) and (b) of this section. 

(c) Size. Flammable and combustible liquid contain- 
ers shall be in accordance with Table H-12, except that 
glass or plastic containers of no more than 1-раПоп ca- 
pacity may be used for a Class IA or IB flammable liq- 
uid if: 

(i) Such liquid either would be rendered unfit for its 
intended use by contact with metal or would excessively 
corrode a metal container so as to create a leakage haz- 
ard; and 

(ii) The user's process either would require more than 
1 pint of Class IA liquid or more than 1 quart of a Class 
IB liquid of a single assay lot to be used at one time, or 
would require the maintenance of an analytical standard 
liquid of a quality which is not met by the specified 
standards of liquids available, and the quantity of the 
analytical standard liquid required to be used in any one 
control process exceeds one-sixteenth the capacity of the 
container allowed under Table Н-12 for the class of liq- 
uid; or 

(iii) The containers are intended for direct export 
outside the United States. 

(3) Design, construction, and capacity of storage 
cabinets. 

(a) Maximum capacity. Not more than 60 gallons of 
Class I or Class H liquids, nor more than 120 gallons of 
Class ПІ liquids may be stored in a storage cabinet. 

(b) Fire resistance. Storage cabinets shall be designed 
and constructed to limit the internal temperature to not 
more than 325°F when subjected to а 10-minute fire 
test using the standard time-temperature curve as set 
forth in Standard Methods of Fire Tests of Building 
Construction and Materials, NFPA 251-1969. All joints 
and seams shall remain tight and the door shall remain 
securely closed during the fire test. Cabinets shall be la- 
beled "Flammable—Keep fire away," to тесі specifica- 
tions set forth in WAC 296-24-140. 

(i) Metal cabinets constructed in the following man- 
ner shall be deemed to be in compliance. The bottom, 
top, door, and sides of cabinet shall be at least No. 18 
gage sheet iron and double walled with 1 1/2-inch air 
space. Joints shall be riveted, welded or made tight by 
some equally effective means. The door shall be provided 
with a three-point lock, and the door sill shall be raised 
at least 2 inches above the bottom of the cabinet. 
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(ii) Wooden cabinets constructed in the following 
manner shall be deemed in compliance. The bottom, 
sides, and top shall be constructed of an approved grade 
of plywood at least 1 inch in thickness, which shall not 
break down or delaminate under fire conditions. All 
joints shall be rabbetted and shall be fastened in two di- 
rections with flathead woodscrews. When more than one 
door is used, there shall be a rabbetted overlap of not 
less than 1 inch. Hinges shall be mounted in such а 
manner as not to lose their holding capacity due to loos- 
ening or burning out of the screws when subjected to the 
fire test. 

(4) Design and construction of inside storage rooms. 

(a) Construction. Inside storage rooms shall be con- 
structed to meet the required fire—resistive rating for 
their use. Such construction shall comply with the test 
specifications set forth in Standard Methods of Fire 
Tests of Building Construction and Materials, NFPA 
251-1969. Where an automatic sprinkler system is pro- 
vided, the system shall be designed and installed in an 
acceptable manner. Openings to other rooms or build- 
ings shall be provided with noncombustible liquid-tight 
raised sills or ramps at least 4 inches in height, or the 
floor in the storage area shall be at least 4 inches below 
the surrounding floor. Openings shall be provided with 
approved self—closing fire doors. The room shall be liquid 
tight where the walls join the floor. A permissible alter- 
nate to the sill or ramp is an open-grated trench inside 
of the room which drains to a safe location. Where other 
portions of the building or other properties are exposed, 
windows shall be protected as set forth in the Standard 
for Fire Doors and Windows, NFPA Мо. 80-1968, for 
Class E or F openings. Wood at least 1 inch nominal 
thickness may be used for shelving, racks, dunnage, 
scuffboards, floor overlay, and similar installations. 

(b) Rating and capacity. Storage in inside storage 
rooms shall comply with Table H-13. 


TABLE H-13 
STORAGE IN INSIDE ROOMS 


Fire Fire Maximum Total 
protection* resistance size allowable 
provided quantities 
(gals./sq. 
ft./floor 
area) 
Yes 2 hours 500 sq.ft. 10 
No 2 hours 500 sq.ft. 4 
Yes ] hour 150 sq.ft. 5 
No ] hour 150 sq.ft. 2 


*Fire protection system shall be sprinkler, water spray, carbon 
dioxide, or other system. 


(c) Wiring. Electrical wiring and equipment within 
inside storage rooms used to store Class 1 liquids shall 
comply with the provisions of ((WAC—296-24-956 
through-296—-24-960)) chapter 296-24 WAC Part L for 
Class І, Division 2 locations. For inside storage rooms 
used to store Class 11 and III liquids the pertinent pro- 
visions (( )) 


сһарїег 296—24 WAC | Part L apply. 
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(4) Ventilation. Every inside storage room shall be 
provided with either a gravity or a mechanical exhaust 
ventilation system. Such system shall be designed to 
provide for a complete change of air within the room at 
least six times per hour. If a mechanical exhaust system 
is used, it shall be controlled by a switch located outside 
of the door. The ventilating equipment and any lighting 
fixtures shall be operated by the same switch. A pilot 
light shall be installed adjacent to the switch if Class I 
flammable liquids are dispensed within the room. Where 
gravity ventilation is provided, the fresh air intake, as 
well as the exhaust outlet from the room, shall be on the 
exterior of the building in which the room is located. 

(e) Storage in inside storage rooms. In every inside 
storage room there shall be maintained one clear aisle at 
least 3 feet wide. Containers over 30 gallons capacity 
shall not be stacked one upon the other. Dispensing shall 
be by approved pump or self-closing faucet only. 

(5) Storage inside building. 

(a) Egress. Flammable or combustible liquids, includ- 
ing stock for sale, shall not be stored so as to limit use of 
exits, Stairways, or areas normally used for the safe 
egress of people. 

(b) Containers. The storage of flammable or combus- 
tible liquids in containers or portable tanks shall comply 
with (4)(c) through (e) of this section. 

(c) Office occupancies. Storage shall be prohibited ex- 
cept that which is required for maintenance and opera- 
tion of building and operation of equipment. Such stor- 
age shall be kept in closed metal containers stored in a 
storage cabinet or in safety cans or in an inside storage 
room not having a door that opens into that portion of 
the building used by the public. 

(d) Mercantile occupancies and other retail stores. 

(i) In rooms or areas accessible to the public, storage 
shall be limited to quantities needed for display and 
normal merchandising purposes but shall not exceed 2 
gallons per square foot of gross floor area. The gross 
floor area used for computing the maximum quantity 
permitted shall be considered as that portion of the store 
actually being used for merchandising flammable and 
combustible liquids. 

(ii) Where the aggregate quantity of additional stock 
exceeds 60 gallons of Class IA, or 120 gallons of Class 
IB, or 180 gallons of Class IC, or 240 gallons of Class 
П, or 500 gallons of Class HI liquids, or апу combina- 
tion of Class I and Class II liquids exceeding 240 
gallons, it shall be stored in a room or portion of the 
building that complies with the construction provisions 
for an inside storage room as prescribed in (4) of this 
section. For water miscible liquids, these quantities may 
be doubled. 

(iii) Containers in a display area shall not be stacked 
more than 3 feet or two containers high, whichever is the 
greater, unless the stacking is done on fixed shelving or 
is otherwise satisfactorily secured. 

(iv) Shelving shail be of stable construction, of suffi- 
cient depth and arrangement such that containers dis- 
played thereon shall not be easily displaced. 

(v) Leaking containers shall be removed to a storage 
room or taken to a safe location outside the building and 
the contents transferred to an undamaged container. 
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(е) General purpose public warehouses. Storage shall 
be in accordance with Table Н-14 or Н-15 and іп 
buildings or in portions of such buildings cut off by 
standard firewalls. Material creating no fire exposure 
hazard to the flammable or combustible liquids may be 
stored in the same area. 


TABLE Н-14 
INDOOR CONTAINER STORAGE 


Class Storage Protected Unprotected 
liquid level storage storage 
maximum maximum 
per pile per pile 
Gal. Ht. Gal. Ht. 
IA Ground and 
upper floors 2,750 3 ft. 660 3ft 


(50 0) аз @) 


Basement Not per- Not permitted 
mitted 
IB Ground and 
upper floors 5,500 6 ft. 1,375 3 ft. 
(100) (2) (25) (1) 
Basement Not per- Not permitted 
mitted 
IC Ground and 
upper floors 16,500 6 ft. 4,125 3ft. 
(300) (2) (75) (1) 
Basement Not per- Not permitted 
mitted 
Н Ground апа 


16,500 9 ft. 4,125 9 ft. 
(300) (3) (75) (3) 
5,500 9 ft. Not permitted 
(100) (3) 


upper floors 


Basement 


IH! — round and 
upper floors 55,000 15 ft. 13,750  12ft. 
(1,000) (5) (250) (4) 
8,250 9 ft. Not permitted 


(450) (3) 


Basement 


Note 1: When 2 or more classes of materials are stored in a single 
pile, the maximum gallonage permitted in that pile shall be 
the smallest of the 2 or more separate maximum gallonages. 

Note 2: Aisles shall be provided so that no container is more than 12 
ft. from an aisle. Main aisles shall be at least 8 ft. wide and 
side aisles at least 4 ft. wide. 


(Numbers in parentheses indicate corresponding number of 
55-gal. drums.) 


Note 3: Each pile shall be separated from each other by at least 4 ft. 
TABLE H-15 
INDOOR PORTABLE TANK STORAGE 


Class Storage Protected Unprotected 

liquid level storage storage 
maximum maximum 
per pile per pile 


Gals. Ht. Gals. Ht. 


1A———Ground and 
upper floors 
Basement 
IB — ——Ground and 


upper floors 


Not permitted 
Not permitted 


Not permitted 
Not permitted 


20,000 7 ft. 2,000 7 ft. 


Basement Not permitted Not permitted 
IC — ——Ground and 
upper floors 40,000 14 ft. 5,500 7 ft. 
Basement Not permitted Not permitted 
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TABLE H-15 
INDOOR PORTABLE TANK STORAGE 


Class Storage Protected Unprotected 
liquid level storage storage 
maximum maximum 
per pile per pile 
Gals. Ht. Gals. Ht. 
П Ground апа 
upper floors 40,000 14 ft. 5,500 7 ft. 
Basement 20,000 7 ft. Not permitted 
III Ground and 
upper floors—— 60,000 14 ft. 22,000 7 ft. 
Basement 20,000 7 ft. Not permitted —— 


Note 1: When 2 or more classes of materials are stored in a single 
pile, the maximum gallonage permitted in that pile shall be 
the smallest of the 2 or more separate maximum gallonages. 

Note 2: Aisles shall be provided so that no portable tank is more than 
12 ft. from an aisle. Main aisles shall be at least 8 ft. wide 
and side aisles at least 4 ft. wide. 

Note 3: Each pile shall be separated from each other by at least 4 ft. 


(f) Flammable and combustible liquid warehouses or 
storage buildings. (i) If the storage building is located 50 
feet or less from a building or line of adjoining property 
that may be built upon, the exposing wall shall be a 
blank wall having a fire-resistance rating of at least 2 
hours. 

(ii) The total quantity of liquids within a building 
shall not be restricted, but the arrangement of storage 
shall comply with Table Н-14 or H-15. 

(iii) Containers in piles shall be separated by pallets 
or dunnage where necessary to provide stability and to 
prevent excessive stress on container walls. 

(iv) Portable tanks stored over one tier high shall be 
designed to nest securely, without dunnage and adequate 
materials handling equipment shall be available to han- 
dle tanks safely at the upper tier level. 

(v) No pile shall be closer than 3 feet to the nearest 
beam, chord, girder, or other obstruction, and shall be 3 
feet below sprinkler deflectors or discharge orifices of 
water spray, or other overhead fire protection systems. 

(vi) Aisles of at least 3 feet wide shall be provided 
where necessary for reasons of access to doors, windows 
or standpipe connections. 

(6) Storage outside buildings. 

(a) General. Storage outside buildings shall be in ac- 
cordance with Table H-16 or Н-17, and (6)(b) and (d) 
of this section. 


TABLE H-16 
OUTDOOR CONTAINER STORAGE 


l 2 3 4 5 
Class Maximum Distance Distance Distance 
per pile between to to 
(see note 1) piles property street, 
(see line that alley, 
note 2) can be public 
built way 
upon (see note 
(see notes 4) 
3 & 4) 
gal. ft. ft. ft. 
IA ——— — 1,100 5 20 10 
ІВ ——— —- 2,200 5 20 10 
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TABLE H-16 
OUTDOOR CONTAINER STORAGE 


І 2 3 4 5 
Class Maximum Distance Distance Distance 
per pile between to to 
(see note 1) piles property street, 
(see line that alley, 
note 2) can be public 
built way 
upon (see note 
(see notes 4) 
3 & 4) 
gal. ft. ft. ft. 
ІС----- 4,400 5 20 10 
H —————— 8, 800 5 10 5 
HI ———— 22,000 5 10 5 


Note 1: When 2 or more classes of materials are stored in a single 
pile, the maximum gallonage in that pile shall be the small- 
est of the 2 or more separate gallonages. 

Note 2: Within 200 ft. of each container, there shall be 12-ft. wide 
access way to permit approach of fire control apparatus. 

Note 3: The distances listed apply to properties that have protection 

` for exposures as defined. If there are exposures, and such 
protection for exposures does not exist, the distances in col- 
umn 4 shall be doubled. 

Note 4: When total quantity stored does not exceed 50 percent of 
maximum per pile, the distances in columns 4 and 5 may be 
reduced 50 percent, but not less than 3 ft. 


(b) Maximum storage. A maximum of 1,100 gallons 
of flammable or combustible liquids may be located ad- 
jacent to buildings located on the same premises and 
under the same management provided the provisions of 
(6)(b)(i) and (ii) are complied with. 

(i) The building shall be a one-story building devoted 
principally to the handling and storing of flammable or 
combustible liquids or the building shall have 2 hour 
fire-resistive exterior walls having no opening within 10 
feet of such storage. 

(ii) Where quantity stored exceeds 1,100 gallons, or 
provisions of (6)(b)(i) cannot be met, a minimum dis- 
tance of 10 feet between buildings and nearest container 
of flammable or combustible liquid shall be maintained. 


TABLE H-17 
OUTDOOR PORTABLE TANK STORAGE 


1 2 3 4 5 
Class Maximum Distance Distance Distance 
per pile between to to 
piles property street, 
line that alley, 
can be public 
built way 
upon 
gal. ft. ft. ft 
ТА ————— 2,200 5 20 10 
IB —— ——— 4,400 5 20 10 
ІС----- 8,800 5 20 10 
П----- 17,600 5 10 5 
HI ———— 44,000 5 10 5 


Note 1: When 2 or more classes of materials are stored in a single 
pile, the maximum gallonage in that pile shall be the small- 
est of the 2 or more separate gallonages. 
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Note 22 Within 200 ft. of each portable tank, there shall be a 12-ft. 
wide access way to permit approach of fire control 
apparatus. 

Note 3: The distances listed apply to properties that have protection 
for exposures as defined. If there are exposures, and such 
protection for exposures does not exist, the distances in col- 
umn 4 shall be doubled. 

Note 4: When total quantity stored does not exceed 50 percent of 
maximum per pile, the distances in columns 4 and 5 may be 
reduced 50 percent, but not less than 3 ft. 


(c) Spill containment. The storage area shall be 
graded in a manner to divert possible spills away from 
buildings or other exposures or shall be surrounded by a 
curb at least 6 inches high. When curbs are used, provi- 
sions shall be made for draining of accumulations of 
ground or rain water or spills of flammable or combusti- 
ble liquids. Drains shall terminate at a safe location and 
shall be accessible to operation under fire conditions. 

(d) Security. The storage area shall be protected 
against tampering or trespassers where necessary and 
shall be kept free of weeds, debris and other combustible 
material not necessary to the storage. 

(7) Fire control. 

(a) Extinguishers. Suitable fire control devices, such 
as small hose or portable fire extinguishers, shall be 
available at locations where flammable or combustible 
liquids are stored. 

(i) At least one portable fire extinguisher having a 
rating of not less than 12-В units shall be located out- 
side of, but not more than 10 feet from, the door open- 
ing into any room used for storage. 

(ii) At least one portable fire extinguisher having a 
rating of not less than 12-В units must be located not 
less than 10 feet, nor more than 25 feet, from any Class 
I or Class II liquid storage area located outside of a 
storage room but inside a building. 

(b) Sprinklers. When sprinklers are provided, they 
shall be installed in accordance with WAC 296-24-605 
through 296-24-60509. 

(c) Open flames and smoking. Open flames and 
smoking shall not be permitted in flammable or combus- 
tible liquid storage areas. 

(d) Water reactive materials. Materials which will re- 
act with water shall not be stored in the same room with 
flammable or combustible liquids. 


AMENDATORY SECTION (Amending Order 89-03, 
filed 5/15/89, effective 6/30/89) 


WAC 296-24-33011 INDUSTRIAL PLANTS. (1) 
Scope. 

(a) Application. This paragraph shall apply to those 
industrial plants where: ` 

(i) The use of flammable or combustible liquids is in- 
cidental to the principal business, or 

(ii) Where flammable or combustible liquids are han- 
dled or used only in unit physical operations such as 
mixing, drying, evaporating, filtering, distillation, and 
similar operations which do not involve chemical reac- 
tion. This section shall not apply to chemical plants, re- 
fineries or distilleries. 

(b) Exceptions. Where portions of such plants involve 
chemical reactions such as oxidation, reduction, halo- 
genation, hydrogenation, alkylation, polymerization, and 
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other chemical processes, those portions of the plant 
shall be in accordance with WAC 296-24—33017. 

(2) Incidental storage or use of flammable and com- 
bustible liquids. 

(a) Application. This shall be applicable to those por- 
tions of an industrial plant where the use and handling 
of flammable or combustible liquids is only incidental to 
the principal business, such as automobile assembly, 
construction of electronic equipment, furniture manu- 
facturing, or other similar activities. 

(b) Containers. Flammable or combustible liquids 
shall be stored in tanks or closed containers. 

(i) Except as provided in (b)(ii) and (iii) of this sub- 
section all storage shall comply with WAC 296-24- 
33009 (3) or (4). 

(A) When the only operation involved is the storage 
of flammables in containers or tanks that are closed and 
remain closed throughout the storage, WAC 296-24- 
33009(5) and tables Н-14 and Н-15 will apply. 

(B) When the procedure involved is mixing, transfer- 
ring, or other exposure of liquids to vaporization through 
operational procedures in which containers or tanks do 
not remain closed in the storage area, WAC 296-24- 
33009(4) and table Н-13 shall be used to determine 
permissible quantities. 

(ii) The quantity of liquid that may be located outside 
of an inside storage room or storage cabinet in a build- 
ing or in any one fire area of a building shall not exceed: 

(A) Twenty-five gallons of Class IA liquids in 
containers. 

(B) One hundred twenty gallons of Class IB, IC, II, 
or ІП liquids in containers. 

(C) Six hundred sixty gallons of Class IB, IC, II, or 
III liquids in a single portable tank. 

(iii) Where large quantities of flammable or combus- 
tible liquids are necessary, storage may be in tanks 
which shall comply with the applicable requirements of 
WAC 296-24-33005. 

(c) Separation and protection. Areas in which flam- 
mable or combustible liquids are transferred from one 
tank or container to another container shall be separated 
from other operations in the building by adequate dis- 
tance or by construction having adequate fire resistance. 
Drainage or other means shall be provided to control 
spills. Adequate natural or mechanical ventilation shall 
be provided. 

(d) Handling liquids at point of final use. 

(i) Flammable liquids shall be kept in covered con- 
tainers when not actually in use. 

(ii) Where flammable or combustible liquids are used 
or handled, except in closed containers, means shall be 
provided to dispose promptly and safely of leakage or 
spills. 

(iii) Class І liquids may be used only where there are 
no open flames or other sources of ignition within the 
possible path of vapor travel. 

(iv) Flammable or combustible liquids shall be drawn 
from or transferred into vessels, containers, or portable 
tanks within a building only through a closed piping 
system, from safety cans, by means of a device drawing 
through the top, or from a container or portable tanks 
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by gravity through an approved self-closing valve. 
Transferring by means of air pressure on the container 
or portable tanks shall be prohibited. 

(3) Unit physical operations. 

(a) Application. This subsection (3) shall be applica- 
ble in those portions of industrial plants where flamma- 
ble or combustible liquids are handled or used in unit 
physical operations such as mixing, drying, evaporating, 
filtering, distillation, and similar operations which do not 
involve chemical change. Examples are plants com- 
pounding cosmetics, pharmaceuticals, solvents, cleaning 
fluids, insecticides, and similar types of activities. 

(b) Location. Industrial plants shall be located so that 
each building or unit of equipment is accessible from at 
least one side for firefighting and fire control purposes. 
Buildings shall be located with respect to lines of ad- 
joining property which may be built upon as set forth in 
WAC 296-24-33017 (2)(a) and (b) except that the 
blank wall referred to in WAC 296-24-33017 (2)(b) 
shall have a fire resistance rating of at least two hours. 

(c) Chemical processes. Areas where unstable liquids 
are handled or small scale unit chemical processes are 
carried on shall be separated from the remainder of the 
plant by a fire wall of two-hour minimum fire resistance 
rating. 

(d) Drainage. 

(i) Emergency drainage systems shall be provided to 
direct flammable or combustible liquid leakage and fire 
protection water to a safe location. This may require 
curbs, scuppers, or special drainage systems to control 
the spread of fire; see WAC 296-24-33005 (2)(g)(ii). 

(ii) Emergency drainage systems, if connected to pub- 
lic sewers or discharged into public waterways, shall be 
equipped with traps or separators. 

(iii) The industrial plant shall be designed and oper- 
ated to prevent the normal discharge of flammable or 
combustible liquids into public waterways, public sewers, 
or adjoining property. 

(e) Ventilation. 

(i) Areas as defined in subsection (1)(a) of this section 
using Class I liquids shall be ventilated at a rate of not 
less than one cubic foot per minute per square foot of 
solid floor area. This shall be accomplished by natural or 
mechanical ventilation with discharge or exhaust to a 
safe location outside of the building. Provision shall be 
made for introduction of makeup air in such a manner 
as not to short circuit the ventilation. Ventilation shall 
be arranged to include all floor areas or pits where flam- 
mable vapors may collect. 

(ii) Equipment used in a building and the ventilation 
of the building shall be designed so as to limit flammable 
vapor-air mixtures under normal operating conditions to 
the interior of equipment, and to not more than five feet 
from equipment which exposes Class I liquids to the air. 
Examples of such equipment are dispensing stations, 
open centrifuges, plate and frame filters, open vacuum 
filters, and surfaces of open equipment. 

(f) Storage and handling. The storage, transfer, and 
handling of liquid shall comply with WAC 296-24— 
33017(4) of this section. 

(4) Tank vehicle and tank car loading and unloading. 
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Tank vehicle and tank car loading or unloading facili- 
ties shall be separated from aboveground tanks, ware- 
houses, other plant buildings or nearest line of adjoining 
property which may be built upon by a distance of 
twenty-five feet for Class I liquids and fifteen feet for 
Class II and Class III liquids measured from the nearest 
position of any fill stem. Buildings for pumps or shelters 
for personnel may be a part of the facility. Operations of 
the facility shall comply with the appropriate portions of 
WAC 296-24—33013(3). 

(5) Fire control. 

(a) Portable and special equipment. Portable fire ex- 
tinguishment and control equipment shall be provided in 
such quantities and types as are needed for the special 
hazards of operation and storage. 

(b) Water supply. Water shall be available in volume 
and at adequate pressure to supply water hose streams, 
foam-producing equipment, automatic sprinklers, or wa- 
ter spray systems as the need is indicated by the special 
hazards of operation, dispensing and storage. 

(c) Special extinguishers. Special extinguishing equip- 
ment such as that utilizing foam, inert gas, ог dry 
chemical shall be provided as the need is indicated by 
the special hazards of operation dispensing and storage. 

(d) Special hazards. Where the need is indicated by 
special hazards of operation, flammable or combustible 
liquid processing equipment, major piping, and support- 
ing steel shall be protected by approved water spray sys- 
tems, deluge systems, approved fire-resistant coatings, 
insulation, or any combination of these. 

(e) Maintenance. All plant fire protection facilities 
shall be adequately maintained and periodically inspect- 
ed and tested to make sure they are always in satisfac- 
tory operating condition, and they will serve their pur- 
pose in time of emergency. 

(6) Sources of ignition. 

(a) General. Adequate precautions shall be taken to 
prevent the ignition of flammable vapors. Sources of ig- 
nition include but are not limited to open flames; light- 
ning; smoking; cutting and welding; hot surfaces; fric- 
tional heat; static, electrical and mechanical sparks; 
spontaneous ignition, including heat-producing chemical 
reactions; and radiant heat. 

(b) Grounding. Class I liquids shall not be dispensed 
into containers unless the nozzle and container are elec- 
trically interconnected. Where the metallic floorplate on 
which the container stands while filling is electrically 
connected to the fill stem or where the fill stem is bonded 
to the container during filling operations by means of a 
bond wire, the provisions of these standards shall be 
deemed to have been complied with. 

(7) Electrical. 

(a) All electrical wiring and equipment shall be in- 
stalled according to (( 


)) chapter 296-24 WAC 
Part L. 


(b) Locations where flammable vapor—air mixtures 
may exist under normal operations shall be classified 
Class I, Division 1 according to the requirements of 


((WAC—296=24=956—through—296-24-960)) chapter 
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296-24 WAC Part L. For those pieces of equipment in- 
stalled in accordance with the requirements of subsec- 
tion (3)(e)(ii) of this section, the Division 1 area shall 
extend five feet in all directions from all points of vapor 
liberation. All areas within pits shall be classified Divi- 
sion 1 if any part of the pit is within a Division 1 or 2 
classified area, unless the pit is provided with mechanical 
ventilation. 

(c) Łocations where flammable vapor—air mixtures 
may exist under abnormal conditions and for a distance 
beyond Division | locations shall be classified Division 2 
according to the requirements of (( 
through—296=24=960)) chapter 296-24 WAC "Part L. 
These locations include an area within twenty feet hori- 
zontally, three feet vertically beyond a Division | area, 
and up to three feet above floor or grade level within 
twenty-five feet, if indoors, or ten feet if outdoors, from 
any pump, bleeder, withdrawal fitting, meter, or similar 
device handling Class I liquids. Pits provided with ade- 
quate mechanical ventilation within a Division 1 or 2 
area shall be classified Division 2. If Class II or Class III 
liquids only are handled, then ordinary electrical equip- 
ment is satisfactory though care shall be used in locating 
electrical apparatus to prevent hot metal from falling 
into open equipment. 

(d) Where the provisions of (a), (b), and (c) of this 
subsection require the installation of electrical equip- 
ment suitable for Class I, Division I or Division 2 loca- 
tions, ordinary electrical equipment including switchgear 
may be used if installed in a room or enclosure which is 
maintained under positive pressure with respect to the 
hazardous area. Ventilation makeup air shall be uncon- 
taminated by flammable vapors. 

(8) Repairs to equipment. Hot work, such as welding 
or cutting operations, use of spark-producing power 
tools, and chipping operations shall be permitted only 
under supervision of an individual in responsible charge. 
The individual in responsible charge shall make an in- 
spection of the area to be sure that it is safe for the work 
to be done and that safe procedures will be followed for 
the work specified. 

(9) Housekeeping. 

(a) General. Maintenance and operating practices 
shall be in accordance with established procedures which 
will tend to control leakage and prevent the accidental 
escape of flammable or combustible liquids. Spills shall 
be cleaned up promptly. 

(b) Access. Adequate aisles shall be maintained for 
unobstructed movement of personnel and so that fire 
protection equipment can be brought to bear on any part 
of flammable or combustible liquid storage, use, or any 
unit physical operation. 

(c) Waste and residue. Combustible waste material 
and residues in a building or unit operating area shall be 
kept to a minimum, stored in covered metal receptacles 
and disposed of daily. 

(d) Clear zone. Ground area around buildings and 
unit operating areas shall be kept free of weeds, trash, or 
other unnecessary combustible materials. 
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AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-33013 (1) 
Storage. 

(a) Class I liquids. Class I liquids shall be stored in 
closed containers, or in storage tanks above ground out- 
side of buildings, or underground in accordance with 
WAC 296-24-33005. 

(b) Class II and ІП liquids. Class II and Class III 
liquids shall be stored in containers, or in tanks within 
buildings or above ground outside of buildings, or un- 
derground in accordance with WAC 296-24-33005. 

(c) Piling containers. Containers of flammable or 
combustible liquids when piled one upon the other shall 
be separated by dunnage sufficient to provide stability 
and to prevent excessive stress on container walls. The 
height of the pile shall be consistent with the stability 
and strength of containers. 

(2) Buildings. 

(a) Exits. Rooms in which flammable or combustible 
liquids are stored or handled by pumps shall have exit 
facilities arranged to prevent occupants from being 
trapped in the event of fire. 

(b) Heating. Rooms in which Class I liquids are 
stored or handled shall be heated only by means not 
constituting a source of ignition, such as steam or hot 
water. Rooms containing heating appliances involving 
sources of ignition shall be located and arranged to pre- 
vent entry of flammable vapors. 

(c) Ventilation. 

(i) Ventilation shall be provided for all rooms, build- 
ings, or enclosures in which Class I liquids are pumped 
or dispensed. Design of ventilation systems shall take 
into account the relatively high specific gravity of the 
vapors. Ventilation may be provided by adequate open- 
ings in outside walls at floor level unobstructed except by 
louvers or course screens. Where natural ventilation is 
inadequate, mechanical ventilation shall be provided. 

(ii) Class I liquids shall not be stored or handled 
within a building having a basement or pit into which 
flammable vapors may travel, unless such area is provid- 
ed with ventilation designed to prevent the accumulation 
of flammable vapors therein. 

(iii) Containers of Class I liquids shall not be drawn 
from or filled within buildings unless provision is made 
to prevent the accumulation of flammable vapors in haz- 
ardous concentrations. Where mechanical ventilation is 
required, it shall be kept in operation while flammable 
liquids are being handled. 

(3) Loading and unloading facilities. 

(a) Separation. Tank vehicle and tank car loading or 
unloading facilities shall be separated from aboveground 
tanks, warehouses, other plant buildings or nearest line 
of adjoining property that may be built upon by a dis- 
tance of 25 feet for Class I liquids and 15 feet for Class 
II and Class III liquids measured from the nearest posi- 
tion of any fill spout. Buildings for pumps or shelters for 
personnel may be a part of the facility. 
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(b) Class restriction. Equipment such as piping, 
pumps, and meters used for the transfer of Class I liq- 
uids between storage tanks and the fill stem of the load- 
ing rack shall not be used for the transfer of Class П or 
Class III liquids. 

(c) Valves. Valves used for the final control for filling 
tank vehicles shall be of the self-closing type and manu- 
ally held open except where automatic means are pro- 
vided for shutting off the flow when the vehicle is full or 
after filling of a preset amount. 

(d) Static protection. 

(i) Bonding facilities for protection against static 
sparks during the loading of tank vehicles through open 
domes shall be provided: 

(A) Where Class I liquids are loaded, or 

(B) Where Class II or Class III liquids are loaded 
into vehicles which may contain vapors from previous 
cargoes of Class I liquids. 

(ii) Protection as required in (3)(d)(i) of this section 
shall consist of a metallic bond wire permanently elec- 
trically connected to the fill stem or to some part of the 
rack structure in electrical contact with the fill stem. 
The free end of such wire shall Бе provided with a clamp 
or equivalent device for convenient attachment to some 
metallic part in electrical contact with the cargo tank of 
the tank vehicle. 

(iii) Such bonding connection shall be made fast to 
the vehicle or tank before dome covers are raised and 
shall remain in place until filling is completed and all 
dome covers have been closed and secured. 

(iv) Bonding as specified in (3)(d)(i), (ii) and (iii) of 
this section is not required: 

(A) Where vehicles are loaded exclusively with pro- 
ducts not having a static accumulating tendency, such as 
asphalt, most crude oils, residual oils, and water soluble 
liquids; 

(B) Where no Class I liquids are handled at the load- 
ing facility and the tank vehicles loaded are used exclu- 
sively for Class II and Class III liquids; and 

(C) Where vehicles are loaded or unloaded through 
closed bottom or top connections. 

(v) Filling through open domes into the tanks of tank 
vehicles or tank cars, that contain vapor-air mixtures 
within the flammable range or where the liquid being 
filled can form such a mixture, shall be by means of a 
downspout which extends near the bottom of the tank. 
This precaution is not required when loading liquids 
which are nonaccumulators of static charges. 

(e) Stray currents. Tank car loading facilities where 
Class I liquids are loaded through open domes shall be 
protected against stray currents by bonding the pipe to 
at least one rail and to the rack structure if of metal. 
Multiple lines entering the rack area shall be electrically 
bonded together. In addition, in areas where excessive 
stray currents are known to exist, all pipe entering the 
rack area shall be provided with insulating sections to 
electrically isolate the rack piping from the pipelines. No 
bonding between the tank car and the rack or piping is 
required during either loading or unloading of Class II 
or III liquids. 
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(f) Container filling facilities. Class I liquids shall not 
be dispensed into containers unless the nozzle and con- 
tainer are electrically interconnected. Where the metallic 
floorplate on which the container stands while filling is 
electrically connected to the fill stem or where the fill 
stem is bonded to the container during filling operations 
by means of a bond wire, the provisions of these stan- 
dards shall be deemed to have been complied with. 

(4) Wharves. 

(a) Definition, application. The term wharf shall mean 
any wharf, pier, bulkhead, or other structure over or 
contiguous to navigable water used in conjunction with a 
bulk plant, the primary function of which is the transfer 
of flammable or combustible liquid cargo in bulk be- 
tween the bulk plant and any tank vessel, ship, barge, 
lighter boat, or other mobile floating craft; and this sub- 
paragraph shall apply to all such installations except 
marine service stations as covered in WAC 296-24- 
33015. 

(b) Package cargo. Package cargo of flammable and 
combustible liquids, including full and empty drums, 
bulk fuel, and stores may be handled over a wharf and 
at such times and places as may be agreed upon by the 
wharf superintendent and the senior deck officer on duty. 

(c) Location. Wharves at which flammable or com- 
bustible liquid cargoes are to be transferred in bulk 
quantities to or from tank vessels shall be at least 100 
feet from any bridge over a navigable waterway, or from 
an entrance to or superstructure of any vehicular or 
railroad tunnel under a waterway. The termination of 
the wharf loading or unloading fixed piping shall be at 
least 200 feet from a bridge or from an entrance to or 
superstructure of a tunnel. 

(d) Design and construction. Substructure and deck 
shall be substantially designed for the use intended. 
Deck may employ any material which will afford the 
desired combination of flexibility, resistance to shock, 
durability, strength, and fire resistance. Heavy timber 
construction is acceptable. 

(e) Tanks. Tanks used exclusively for ballast water or 
Class II or Class III liquids may be installed on suitably 
designed wharves. 

(f) Pumps. Loading pumps capable of building up 
pressures in excess of the safe working pressure of cargo 
hose or loading arms shall be provided with bypasses, 
relief valves, or other arrangement to protect the loading 
facilities against excessive pressure. Relief devices shall 
be tested at not more than yearly intervals to determine 
that they function satisfactorily at the pressure at which 
they are set. 

(g) Hoses and couplings. All pressure hoses and cou- 
plings shall be inspected at intervals appropriate to the 
service. The hose and couplings shall be tested with the 
hose extended and using the "inservice maximum oper- 
ating pressures." Any hose showing material 
deteriorations, signs of leakage, or weakness in its car- 
cass or at the couplings shall be withdrawn from service 
and repaired or discarded. 

(h) Piping and fittings. Piping, valves, and fittings 
shall be in accordance with WAC 296—24-33007 with 
the following exceptions and additions: 
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(i) Flexibility of piping shall be assured by appropri- 
ate layout and arrangement of piping supports so that 
motion of the wharf structure resulting from wave ac- 
tion, currents, tides, or the mooring of vessels will not 
subject the pipe to repeated strain beyond the elastic 
limit. 

(ii) Pipe joints depending upon the friction character- 
istics of combustible materials or grooving of pipe ends 
for mechanical continuity of piping shall not be used. 

(iii) Swivel joints may be used in piping to which hos- 
es are connected, and for articulated swivel—joint trans- 
fer systems, provided that the design is such that the 
mechanical strength of joint will not be impaired if the 
packing material should fail, as by exposure to fire. 

(iv) Piping systems shall contain a sufficient number 
of valves to operate the system properly and to control 
the flow of liquid in normal operation and in the event of 
physical damage. 

(v) In addition to the requirements of (4)(h)(iv), each 
line conveying flammable liquids leading to a wharf shall 
be provided with a readily accessible block valve located 
on shore near the approach to the wharf and outside of 
any diked area. Where more than one line is involved, 
the valves shall be grouped in one location. 

(vi) Means of easy access shall be provided for cargo 
line valves located below the wharf deck. 

(vii) Pipelines on flammable or combustible liquids 
wharves shall be adequately bonded and grounded. If 
excessive stray currents are encountered, insulating 
points shall be installed. Bonding and grounding connec- 
tions on all pipelines shall be located on wharfside of 
hose-riser insulating flanges, if used, and shall be acces- 
sible for inspection. 

(viii) Hose or articulated swivel—joint pipe connections 
used for cargo transfer shall be capable of accommodat- 
ing the combined effects of change in draft and maxi- 
mum tidal range, and mooring lines shall be kept ad- 
justed to prevent the surge of the vessel from placing 
stress on the cargo transfer system. 

(ix) Hose shall be supported so as to avoid kinking 
and damage from chafing. 

(i) Fire protection. Suitable portable fire extinguishers 
with a rating of not less than 12-ВС shall be located 
with 75 feet of those portions of the facility where fires 
are likely to occur, such as hose connections, pumps, and 
separator tanks. 

(i) Where piped water is available, ready—connected 
fire hose in size appropriate for the water supply shall be 
provided so that manifolds where connections are made 
and broken can be reached by at least one hose stream. 

(ii) Material shall not be placed on wharves in such a 
manner as to obstruct access to firefighting equipment, 
or important pipeline control valves. 

(iii) Where the wharf is accessible to vehicle traffic, 
an unobstructed roadway to the shore end of the wharf 
shall be maintained for access of firefighting apparatus. 

G) Operations control. Loading or discharging shall 
not commence until the wharf superintendent and officer 
in charge of the tank vessel agree that the tank vessel is 
properly moored and all connections are properly made. 
Mechanical work shall not be performed on the wharf 
during cargo transfer, except under special authorization 
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by а delegated person or his authorized representative 
based on a review of the area involved, methods to be 
employed, and precaution necessary. 

(5) Electrical equipment. 

(a) Application. This subsection shall apply to areas 
where Class I liquids are stored or handled. For areas 
where Class II or Class ІП liquids only are stored or 
handled, the electrical equipment may be installed Pid 


through—296-24—960)) according to chapter 296- 24 
WAC Part L for ordinary locations. 


(b) Conformance. All electrical equipment and wiring 
shall be of a type specified by and shall be installed ((in 


960)) according to chapter 296-24 WAC Part L. 
(с) Classification. So far as it applies Table Н-18 


shall be used to delineate and classify hazardous areas 
for the purpose of installation of electrical equipment 
under normal circumstances. In Table Н-18 a classified 
area shall not extend beyond an unpierced wall, roof, or 
other solid partition. The area classifications listed shall 
be based on the premise that the installation meets the 
applicable requirements of this section in all respects. 


TABLE Н-18 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—BULK PLANTS 


((NEE)) Class Extent of 
Location 1 Group D classified 
division area 
Tank vehicle and tank 
car: 
Loading through open 
dome 1 Within 3 feet of edge of 
dome, extending in all 
directions. 

2 Area between 3 feet and 5 
feet from edge of dome, 
extending in all 
directions. 


Loading through bot- 
tom connections with 


atmospheric venting ———— 1 Within 3 feet of point of 
venting to atmosphere, 
extending in all 
directions. 
2 Area between 3 feet and 5 


feet from point of vent- 
ing to atmosphere, ex- 
tending in all directions. 
Also up to 18 inches 
above grade within a 
horizontal radius of 10 
feet from point of load- 
ing connection. 
Loading through closed 
dome with atmos- 


pheric venting —————— —— 1 Within 3 feet of open end 
of vent, extending in all 

directions. 
2 Area between 3 feet and 5 


feet from open end of 
vent, extending in all di- 
rections. Also within 3 
feet of edge of dome, ex- 
tending in all directions. 
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ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—BULK PLANTS 


Location 


Loading through closed 
dome with vapor re- 


((NEE)) Class 


covery 


Bottom loading with 
vapor recovery or any 
bottom unloading 


Drum and container 
filling: 

Outdoors, or indoors 
with adequate venti- 


lation 


Outdoors, or indoors 
with adequate venti- 
lation 


Tank—Aboveground: 
Shell, ends, or roof and 
dike area 


Vent 


Floating roof 


Pits: 
Without mechanical 
ventilation 


Extent of 
classified 
area 


Within 3 feet of point of 
connection of both fill 
and vapor lines, extend- 
ing in all directions. 


Within 3 feet of point of 
connections extending in 
all directions. Also up to 
18 inches above grade 
within a horizontal radi- 
us of 10 feet from point 
of connection. 


Within 3 feet of vent and 
fill opening, extending in 
all directions. 

Area between 3 feet and 5 
feet from vent or fill 
opening, extending in all 
directions. Also up to 18 
inches above floor or 
grade level within a hori- 
zontal radius of 10 feet 
from vent or fill opening. 


Within 3 feet of vent and 
fill opening, extending in 
all directions. 

Area between 3 feet and 5 
feet from vent or fill 
opening, extending in all 
directions. Also up to 18 
inches above floor or 
grade level within a hori- 
zontal radius of 10 feet 
from vent or fill opening. 


Within 10 feet from shell, 
ends, or roof of tank, 
area inside dikes to level 
of top of dike. 

Within 5 feet of open end 
of vent, extending in all 
directions. 

Area between 5 feet and 
10 feet from open end of 
vent, extending in all 
directions. 

Area above the roof and 
within the shell. 


Entire area within pit if 
any part is within a Divi- 
sion 1 or 2 classified 
area. 


Washington State Register, Issue 91-24 


TABLE H-18 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—BULK PLANTS 


((NEE)) Class Extent of 
Location І Group D classified 
division area 
With mechanical venti- 

lation 2 Entire area within pit if 
any part is within a Divi- 
sion 1 or 2 classified 
area. 

Containing valves, fit- 

tings or piping, and 

not within a Division 

1 or 2 classified area 2 Entire pit. 

Pumps, bleeders, with- 

drawal fittings, me- 

ters and similar 

devices: 

Indoors ----------2 Within 5 feet of any edge 
of such devices, extend- 
ing in all directions. Also 
up to 3 feet above floor 
or grade level within 25 
feet horizontally from 
any edge of such devices. 

Outdoors —————————— 2 Within 3 feet of any edge 
of such devices, extend- 
ing in all directions. Also 
up to 18 inches above 
grade level within 10 feet 
horizontally from any 
edge of such devices. 

Storage and repair garage 

for tank vehicles ————— —- 1 All pits or spaces below 
floor level. 

2 Area up to 18 inches 
above floor or grade level 
for entire storage or re- 
pair garage. 

Drainage ditches, separa- 

tors, impounding ba- 

Sin$——————————————— 2 Area up to 18 inches 
above ditch, separator or 
basin. Also up to 18 
inches above grade with- 
in 15 feet horizontally 
from any edge. 

Garages for other than 

tank vehicles Ordinary If there is any opening to 
these rooms within the 
extent of an outdoor 
classified area, the entire 
room shall be classified 
the same as the area 
classification at the point 
of the opening. 

Outdoor drum storage Ordinary 
Indoor warehousing where 

there is no flammable 

liquid transfer Ordinary If there is any opening to 
these rooms within the 
extent of an indoor clas- 
sified area, the room 
shall be classified the 
same as if the wall, curb 
or partition did not exist. 

Office and rest rooms Ordinary 


! When classifying the extent of the area, consideration shall be giv- 
en to the fact that tank cars or tank vehicles may be spotted at varying 
points. Therefore, the extremities of the loading or unloading positions 
shall be used. 
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(6) Sources of ignition. Class I liquids shall not be 
handled, drawn, or dispensed where flammable vapors 
may reach a source of ignition. Smoking shall be pro- 
hibited except in designated localities. "No smoking" 
signs shall be conspicuously posted where hazard from 
flammable liquid vapors is normally present. 

(7) Drainage and waste disposal. Provision shall be 
made to prevent flammable or combustible liquids which 
may be spilled at loading or unloading points from en- 
tering public sewers and drainage systems, or natural 
waterways. Connection to such sewers, drains, or water- 
ways by which flammable or combustible liquids might 
enter shall be provided with separator boxes or other 
approved means whereby such entry is precluded. 
Crankcase drainings and flammable or combustible liq- 
uids shall not be dumped into sewers, but shall be stored 
in tanks or tight drums outside of any building until re- 
moved from the premises. 

(8) Fire control. Suitable fire-control devices, such as 
small hose or portable fire extinguishers, shall be avail- 
able to locations where fires are likely to occur. Addi- 
tional fire-control equipment may be required where a 
tank of more than 50,000 gallons individual capacity 
contains Class І liquids and where an unusual exposure 
hazard exists from surrounding property. Such addition- 
al fire-control equipment shall be sufficient to extinguish 
a fire in the largest tank. The design and amount of such 
equipment shall be in accordance with approved engi- 
neering standards. 


AMENDATORY SECTION (Amending Order 85—09, 
filed 4/19/85) 


WAC 296-24-33015 SERVICE STATIONS. (1) 
Storage and handling. 

(a) General provisions. 

(i) Liquids shall be stored in approved closed contain- 
ers not exceeding 60 gallons capacity, in tanks located 
underground, in tanks in special enclosures as described 
in (b) of this subsection, or in aboveground tanks as 
provided for in (3)(b)G), (ii), (іі) and (iv) of this 
section. 

(ii) Aboveground tanks, located in an adjoining bulk 
plant, may be connected by piping to service station un- 
derground tanks if, in addition to valves at aboveground 
tanks, a valve is also installed within control of service 
station personnel. 

(iii) Apparatus dispensing Class I liquids into the fuel 
tanks of motor vehicles of the public shall not be located 
at a bulk plant unless separated by a fence or similar 
barrier from the area in which bulk operations are 
conducted. 

(iv) The provisions of subsection (1) of this section 
shall not prohibit the dispensing of flammable liquids in 
the open from a tank vehicle to a motor vehicle. Such 
dispensing shall be permitted provided: 

(A) The tank vehicle complies with the requirements 
covered in the Standard on Tank Vehicles for Flamma- 
ble Liquids, NFPA 385-1966. 

(B) The dispensing is done on premises not open to 
the public. 

(C) The dispensing hose does not exceed 50 feet in 
length. 
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(D) The dispensing nozzle is a listed automatic-clos- 
ing type without a latch-open device. 

(vi) Class I liquids shall not be stored or handled 
within a building having a basement or pit into which 
flammable vapors may travel, unless such area is provid- 
ed with ventilation designed to prevent the accumulation 
of flammable vapors therein. 

(vii) Accurate inventory records shall be maintained 
and reconciled on all Class I liquid storage tanks for 
possible indication of leakage from tanks or piping. 

(b) Special enclosures. 

(i) When installation of tanks in accordance with 
WAC 296-24—33005(3) is impractical because of prop- 
erty or building limitations, tanks for flammable or 
combustible liquids may be installed in buildings if 
properly enclosed. 

(ii) The enclosure shall be substantially liquid and va- 
portight without backfill. Sides, top, and bottom of the 
enclosure shall be of reinforced concrete at least 6 inches 
thick, with openings for inspection through the top only. 
Tank connections shall be so piped or closed that neither 
vapors nor liquid can escape into the enclosed space. 
Means shall be provided whereby portable equipment 
may be employed to discharge to the outside any liquid 
or vapors which might accumulate should leakage occur. 

(iii) At automotive service stations provided in con- 
nection with tenant or customer parking facilities at or 
below grade level in large buildings of commercial, mer- 
cantile, or residential occupancy, tanks containing Class 
I liquids, installed of necessity in accordance with sub- 
section (1)(b)(ii) of this section, shall not exceed 6,000 
gallons individual or 18,000 gallons aggregate capacity. 

(c) Inside buildings. 

(i) Except where stored in tanks as provided in sub- 
section (1)(b) of this section, no Class І liquids shall be 
stored within any service station building except in 
closed containers of aggregate capacity not exceeding 60 
gallons. One container not exceeding 60 gallons capacity 
equipped with an approved pump is permitted. 

(ii) Class I liquids may be transferred from one соп- 
tainer to another in lubrication or service rooms of a 
service station building provided the electrical installa- 
tion complies with Table H-19 and provided that any 
heating equipment complies with subsection (5) of this 
section. 

(iii) Class II and Class III liquids may be stored and 
dispensed inside service station buildings from tanks of 
not more than 120 gallons capacity each. 

(d) Labeling. No sale or purchase of any Class I, П, 
or III liquids shall be made in containers unless such 
containers are clearly marked with the name of the 
product contained therein. 

(e) Dispensing into portable containers. No delivery of 
any Class I liquids shall be made into portable contain- 
ers unless the container is constructed of metal, has a 
tight closure with screwed or spring cover, and is fitted 
with a spout or so designed that the contents can be 
poured without spilling. 

(2) Dispensing systems. 

(a) Location. Dispensing devices at automotive service 
stations shall be so located that all parts of the vehicle 
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being served will be on the premises of the service 
station. 

(b) Inside location. Approved dispensing units may be 
located inside of buildings. The dispensing area shall be 
separated from other areas in an approved manner. The 
dispensing unit and its piping shall be mounted either on 
a concrete island or protected against collision damage 
by suitable means and shall be located in a position 
where it cannot be struck by a vehicle descending a 
ramp or other slope out of control. The dispensing area 
shall be provided with an approved mechanical or gravi- 
ty ventilation system. When dispensing units are located 
below grade, only approved mechanical ventilation shall 
be used and the entire dispensing area shall be protected 
by an approved automatic sprinkler system. Ventilating 
systems shall be electrically interlocked with gasoline 
dispensing units so that the dispensing units cannot be 
operated unless the ventilating fan motors are energized. 

(c) Emergency power cutoff. A clearly identified and 
easily accessible switch(es) or a circuit breaker(s) shall 
be provided at a location remote from dispensing de- 
vices, including remote pumping systems, to shut off the 
power to all dispensing devices in the event of an 
emergency. 

(d) Dispensing units. 

(i) Class 1 liquids shall be transferred from tanks by 
means of fixed pumps so designed and equipped as to 
allow control of the flow and to prevent leakage or acci- 
dental discharge. 

(ii) Only listed devices may be used for dispensing 
Class I liquids. No such device may be used if it shows 
evidence of having been dismantled. 

(iii) Every dispensing device for Class I liquids in- 
stalled after December 31, 1978, shall contain evidence 
of listing so placed that any attempt to dismantle the 
device will result in damage to such evidence, visible 
without disassembly or dismounting of the nozzle. 

(iv) Class I liquids shall not be dispensed by pressure 
from drums, barrels, and similar containers. Approved 
pumps taking suction through the top of the container or 
approved self—closing faucets shall be used. 

(v) The dispensing units, except those attached to 
containers, shall be mounted either on a concrete island 
or protected against collision damage by suitable means. 

(e) Remote pumping systems. 

(i) This subdivision shall apply to systems for dis- 
pensing Class I liquids where such liquids are trans- 
ferred from storage to individual or multiple dispensing 
units by pumps located elsewhere than at the dispensing 
units. 

(ii) Pumps shall be designed or equipped so that no 
part of the. system will be subjected to pressures above 
its allowable working pressure. Pumps installed above 
grade, outside of buildings, shall be located not less than 
10 feet from lines of adjoining property which is/or may 
be built upon, and not less than 5 feet from any building 
opening. When an outside pump location is impractical, 
pumps may be installed inside of buildings, as provided 
for dispensers in (b) of this subsection, or in pits as pro- 
vided in (e)(iii) of this subsection. Pumps shall be sub- 
stantially anchored and protected against physical dam- 
age by vehicles. 


Washington State Register, Issue 91-24 


(iii) Pits for subsurface pumps or piping manifolds of 
submersible pumps shall withstand the external forces to 
which they may be subjected without damage to the 
pump, tank, or piping. The pit shall be no larger than 
necessary for inspection and maintenance and shall be 
provided with a fitted cover. 

(iv) A control shall be provided that will permit the 
pump to operate only when a dispensing nozzle is re- 
moved from its bracket on the dispensing unit and the 
switch on this dispensing unit is manually actuated. This 
control shall also stop the pump when all nozzles have 
been returned to their brackets. 

(v) An approved impact valve, incorporating a fusible 
link, designed to close automatically in the event of se- 
vere impact or fire exposure shall be properly installed in 
the dispensing supply line at the base of each individual 
dispensing device. 

(vi) Testing. After the completion of the installation, 
including any paving, that section of the pressure piping 
system between the pump discharge and the connection 
for the dispensing facility shall be tested for at least 30 
minutes at the maximum operating pressure of the sys- 
tem. Such tests shall be repeated at 5-year intervals 
thereafter. 

(f) Delivery nozzles. 

(i) A listed manual or automatic-closing type hose 
nozzle valve shall be provided on dispensers used for the 
dispensing of Class I liquids. 

(ii) Manual-closing type valves shall be held open 
manually during dispensing. Automatic-closing type 
valves may be used in conjunction with an approved 
latch-open device. 

(g) Special type dispensers. 

(i) Emergency controls shall be installed at an accept- 
able location, but controls shall not be more than 100 
feet from dispensers. 

(ii) Instructions for the operation of dispensers shall 
be conspicuously posted. 

(3) Marine service stations. 

(a) Dispensing. 

(i) The dispensing area shall be located away from 
other structures so as to provide room for safe ingress 
and egress of craft to be fueled. Dispensing units shall in 
all cases be at least 20 feet from any activity involving 
fixed sources of ignition. 

(ii) Dispensing shall be by approved dispensing units 
with or without integral pumps and may be located on 
open piers, wharves, or floating docks or on shore or on 
piers of the solid fill type. 

(iii) Dispensing nozzles shall be automatic-closing 
without a hold—open latch. 

(b) Tanks and pumps. 

(i) Tanks, and pumps not integral with the dispensing 
unit, shall be on shore or on a pier of the solid fill type, 
except as provided below. 

(ii) Where shore location would require excessively 
long supply lines to dispensers, tanks may be installed on 
a pier provided that applicable portions of WAC 296- 
24-33005 relative to spacing, diking, and piping are 
complied with and the quantity so stored does not exceed 
1,100 gallons aggregate capacity. 
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(iii) Shore tanks supplying marine service stations 
may be located above ground, where rock ledges or high 
water table make underground tanks impractical. 

(iv) Where tanks are at an elevation which would 
produce gravity head on the dispensing unit, the tank 
outlet shall be equipped with a pressure control valve 
positioned adjacent to and outside the tank block valve 
specified in WAC 296-24-33005 (2)(h)(ii), so adjusted 
that liquid cannot flow by gravity from the tank in case 
of piping or hose failure. 

(c) Piping. 

(i) Piping between shore tanks and dispensing units 
shall be as described in WAC 296-24-33007, except 
that, where dispensing is from a floating structure, suit- 
able lengths of oil-resistant flexible hose may be em- 
ployed between the shore piping and the piping on the 
floating structure as made necessary by change in water 
level or shoreline. 

(ii) A readily accessible valve to shut off the supply 
from shore shall be provided in each pipeline at or near 
the approach to the pier and at the shore end of each 
pipeline adjacent to the point where flexible hose is 
attached. 

(iii) Piping shall be located so as to be protected from 
physical damage. 

(iv) Piping handling Class I liquids shall be grounded 
to control stray currents. 

(4) Electrical equipment. 

(a) Application. This subsection shall apply to areas 
where Class I liquids are stored or handled. For areas 
where Class II or Class III liquids are stored or handled 
the electrical equipment may be installed ((im-accord= 
ance-with)) according to the provisions of chapter 296- 
24 WAC ((296-24—956-through296-24—960)) Part L 
for ordinary locations. 

(b) АШ electrical equipment and wiring shall be of a 
type specified by and shall be installed ((imaccordance 
1 )) ассога- 


ing to chapter 296-24 WAC Part L. 
(с) So far as it applies, Table Н-19 shall be used to 


delineate and classify hazardous areas for the purpose of 
installation of electrical equipment under normal cir- 
cumstances. A classified area shall not extend beyond an 
unpierced wall, roof, or other solid partition. 

(d) The area classifications listed shall be based on the 
assumption that the installation meets the applicable re- 
quirements of this section in all respects. 


TABLE H-19 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—SERVICE STATIONS 


((NEE)) Class Extent of 
Location (ОБ) I, Group D classified 
division area 


Underground tank: 

Fill opening ——— — — —— 1 Any pit, box or space be- 
low grade level, any part 
of which is within the 
Division 1 or 2 classified 
area. 
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ТАВГЕ Н-19 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—SER VICE STATIONS 


(GNEE)) Class Extent of 
Location ((+)) I, Group D classified 
division area 
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TABLE H-19 


ELECTRICAL EQUIPMENT HAZARDOUS 
AREAS—SERVICE STATIONS 


((NE€)) Class Extent of 
Location ((+)) I, Group D classified 
division area 


Vent—Discharging up- 
ward 


Dispenser: 
Pits 


Dispenser enclosure 


Outdoor 

Indoor: 
With mechanical 
ventilation 


With gravity ventila- 


tion 


Remote pump—Outdoor 


Remote pump—Indoor 


Lubrication or service 


room 


Up to 18 inches above 
grade level within a hori- 
zontal radius of 10 feet 
from a loose fill connec- 
tion and within a hori- 
zontal radius of 5 feet 
from a tigh fill 
connection. 


Within 3 feet of open end 
of vent, extending in all 
directions. 

Area between 3 feet and 5 
feet of open end of vent, 
extending in all 
directions. 


Any pit, box or space be- 
low grade level, any part 
of which is within the 
Division ! or 2 classified 
area. 

The area 4 feet vertically 
above base within the 
enclosure and 18 inches 
horizontally іп all 
directions. 

Up to 18 inches above 
grade level within 20 feet 
horizontally of any edge 
of enclosure. 


x 


Up to 18 inches above 
grade or floor level with- 
in 20 feet horizontally of 
any edge of enclosure. 


Up to 18 inches above 
grade or floor level with- 
in 25 feet horizontally of 
any edge of enclosure. 

Any pit, box or space be- 
low grade level if any 
part is within а horizon- 
tal distance of 10 feet 
from any edge of pump. 

Within 3 feet of any edge 
of pump, extending in all 
directions. Also up to 18 
inches above grade level 
within 10 feet horizon- 
tally from any edge of 
pump. 

Entire area within any pit. 

Within 5 feet of any edge 
of pump, extending in all 
directions. Also up to 3 
feet above floor or grade 
level within 25 feet hori- 
zontally from any cdge 
of pump. 


Entire area within any pit. 

Area up to 18 inches 
above floor or grade level 
within entire lubrication 
room. 
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Dispenser for Class I liq- 
uids 2 Within 3 feet of any fill or 
dispensing point, extend- 


ing in all directions. 


Special enclosure inside 
building per WAC 
296-24-33013 


ауы---------! Entire enclosure. 
Sales, storage and rest 
rooms Ordinary If there is any opening to 


these rooms within the 
extent of a Division 1 
area, the entire room 
shall be classified as Di- 
vision 1. 


(5) Heating equipment. 

(a) Conformance. Heating equipment shall be in- 
stalled as provided in (b) through (e) of this subsection. 

(b) Application. Heating equipment may be installed 
in the conventional manner in an area except as provided 
in (c), (d) or (e) of this subsection. 

(c) Special room. Heating equipment may be installed 
in a special room separated from an area classified by 
Table H-19 by walls having a fire resistance rating of at 
least | hour and without any openings in the walls with- 
in 8 feet of the floor into an area classified in Table 
H-19. This room shall not be used for combustible stor- 
age and all air for combustion purposes shall come from 
outside the building. 

(d) Work areas. Heating equipment using gas or oil 
fuel may be installed in the lubrication, sales, or service 
room where there is no dispensing or transferring of 
Class | liquids provided the bottom of the combustion 
chamber is at least 18 inches above the floor and the 
heating equipment is protected from physical damage by 
vehicles. Heating equipment using gas or oil fuel listed 
for use in garages may be installed in the lubrication or 
service room where Class I liquids are dispensed provid- 
ed the equipment is installed at least 8 feet above the 
floor. 

(e) Electric heat. Electrical heating equipment shall 
conform to subsection (4) of this section. 

(6) Drainage and waste disposal. Provision shall be 
made in the area where Class I liquids are dispensed to 
prevent spilled liquids from flowing into the interior of 
service station buildings. Such provision may be by 
grading driveways, raising door sills, or other equally ef- 
fective means. Crankcase drainings and flammable or 
combustible liquids shall not be dumped into sewers but 
shall be stored in tanks or drums outside of any building 
until removed from the premises. 

(7) Sources of ignition. In addition to the previous re- 
strictions of this section, the following shall apply: There 
shall be no smoking or open flames in the areas used for 
fueling, servicing fuel systems for internal combustion 
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engines, receiving or dispensing of flammable or com- 
bustible liquids. Conspicuous and legible signs prohibit- 
ing smoking shall be posted within sight of the customer 
being served. The motors of all equipment being fueled 
shall be shut off during the fueling operation. 

(8) Fire control. Each service station shall be provided 
with at least one fire extinguisher having a minimum 
approved classification of 6 B, C located so that an ex- 
tinguisher will be within 75 feet of each pump, dispens- 
er, underground fill pipe opening, and lubrication or ser- 
vice room. 


AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-33017 PROCESSING PLANTS. 
(1) Scope. This section shall apply to those plants or 
buildings which contain chemical operations such as oxi- 
dation, reduction, halogenation, hydrogenation, alkyla- 
tion, polymerization, and other chemical processes but 
shall not apply to chemical plants, refineries or 
distilleries. 

(2) Location. 

(a) Classification. The location of each processing 
vessel shall be based upon its flammable or combustible 
liquid capacity. Processing vessels shall be located, with 
respect to distances to lines of adjoining property which 
may be built upon, in accordance with Table Н-20, ex- 
cept when the processing plant is designed in accordance 
with (2)(b) of this section. 


TABLE Н-20 
Processing vessels 
with emergency Stable Unstable 
relief venting liquids liquids 
to permit pressure 
Not in excess of 
2.5 p.s.i.g. Table Н-9 2 1/2 
times 
Table H-9. 
Over 2.5. p.s.i.g. | 1/2 times 4 times 


Table H-9. Table H-9. 


(b) Exception. The distances required in (2)(a) of this 
section may be waived when the vessels are housed 
within a building and the exterior wall facing the line of 
adjoining property which may be built upon is a blank 
wall having a fire-resistance rating of not less than 4 
hours. When Class IA or unstable liquids are handled, 
the blank wall shall have explosion resistance in accord- 
ance with good engineering practice, see (3)(d) of this 
section. 

(3) Processing building. 

(a) Construction. 

(i) Processing buildings shall be of fire—resistance or 
noncombustible construction, except heavy timber con- 
struction with load—bearing walls may be permitted for 
plants utilizing only stable Class I] or Class III liquids. 
Except as provided in (2)(b) of this section or in the case 
of explosion resistant walls used in conjunction with ex- 
plosion relieving facilities, see (3)(d) of this section, 
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loadbearing walls are prohibited. Buildings shall be 
without basements or covered pits. 

(ii) Areas shall have adequate exit facilities arranged 
to prevent occupants from being trapped in the event of 
fire. Exits shall not be exposed by the drainage facilities 
described in (3)(b) of this section. 

(b) Drainage. 

(i) Emergency drainage systems shall be provided to 
direct flammable or combustible liquid leakage and fire 
protection water to a safe location. This may require 
curbs, scuppers, or special drainage systems to control 
the spread of fire, see WAC 296-24-33005 (2)(g)(ii). 

(ii) Emergency drainage systems, if connected to pub- 
lic sewers or discharged into public waterways, shall be 
equipped with traps or separators. 

(iii) The processing plant shall be designed and oper- 
ated to prevent the normal discharge of flammable or 
combustible liquids to public waterways, public sewers, 
or adjoining property. 

(c) Ventilation. 

(i) Enclosed processing buildings shall be ventilated at 
a rate of not less than 1 cubic foot per minute per square 
foot of solid floor area. This shall be accomplished by 
natural or mechanical ventilation with discharge or ex- 
haust to a safe location outside of the building. Provision 
shall be made for introduction of makeup air in such a 
manner as not to short circuit the ventilation. Ventila- 
tion shall be arranged to include all floor areas or pits 
where flammable vapors may collect. 

(ii) Equipment used in a building and the ventilation 
of the building shall be designed so as to limit flammable 
vapor-air mixtures under normal operating conditions to 
the interior of equipment, and to not more than 5 feet 
from equipment which exposes Class 1 liquids to the air. 
Examples of such equipment are dispensing stations, 
open centrifuges, plate and frame filters, open vacuum 
filters, and surfaces of open equipment. 

(d) Explosion relief. Areas where Class 1А or unstable 
liquids are processed shall have explosion venting 
through one or more of the following methods: 

(1) Open air construction. 

(ii) Lightweight walls and roof. 

(iii) Lightweight wall panels and roof hatches. 

(iv) Windows of explosion venting type. 

(4) Liquid handling. 

(a) Storage. 

(i) The storage of flanmable or combustible liquids in 
tanks shall be in accordance with the applicable provi- 
sions of WAC 296-24-33005. 

(ii) If the storage of flammable or combustible liquids 
in outside aboveground or underground tanks is not 
practical because of temperature or production consider- 
ations, tanks may be permitted inside of buildings or 
structures in accordance with the applicable provisions 
of WAC 296-24-33005. 

(iii) Storage tanks inside of buildings shall be permit- 
ted only in areas at or above grade which have adequate 
drainage and are separated from the processing area by 
construction having a fire resistance rating of at least 2 
hours. 
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(іу) Тһе storage of flammable or combustible liquids 
in containers shall be in accordance with the applicable 
provisions of WAC 296-24-33009. 

(b) Piping, valves, and fittings. 

(i) Piping, valves, and fittings shall be in accordance 
with WAC 296-24-33007. 

(ii) Approved flexible connectors may be used where 
vibration exists or where frequent movement is neces- 
sary. Approved hose may be used at transfer stations. 

(iii) Piping containing flammable or combustible liq- 
uids shall be identified. 

(c) Transfer. 

(i) The transfer of large quantities of flammable or 
combustible liquids shall be through piping by means of 
pumps or water displacement. Except as required in 
process equipment, gravity flow shall not be used. The 
use of compressed air as a transferring medium is 
prohibited. 

(ii) Positive displacement pumps shall be provided 
with pressure relief discharging back to the tank or to 
pump suction. 

(d) Equipment. 

(i) Equipment shall be designed and arranged to pre- 
vent the unintentional escape of liquids and vapors and 
to minimize the quantity escaping in the event of acci- 
dental release. 

(ii) Where the vapor space of equipment is usually 
within the flammable range, the probability of explosion 
damage to the equipment can be limited by inerting, by 
providing an explosion suppression system, or by design- 
ing the equipment to contain the peak explosion pressure 
which may be modified by explosion relief. Where the 
special hazards of operation, sources of ignition, or ex- 
posures indicate a need, consideration shall be given to 
providing protection by one or more of the above means. 

(5) Tank vehicle and tank car loading and unloading. 
Tank vehicle and tank car loading or unloading facilities 
shall be separated from aboveground tanks, warehouses, 
other plant buildings, or nearest line of adjoining prop- 
erty which may be built upon by a distance of 25 feet for 
Class I liquids and 15 feet for Class H and Class ІП 
liquids measured from the nearest position of any fill 
stem. Buildings for pumps or shelters for personnel may 
be a part of the facility. Operations of the facility shall 
comply with the appropriate portions of WAC 296-24- 
33013(3). 

(6) Fire control. 

(a) Portable extinguishers. Approved portable fire ex- 
tinguishers of appropriate size, type and number shall be 
provided. 

(b) Other controls. Where the special hazards of op- 
eration or exposure indicate a need, the following fire 
control provision shall be provided. 

(i) A reliable water supply shall be available in pres- 
sure and quantity adequate to meet the probable fire 
demands. 

(ii) Hydrants shall be provided in accordance with 
accepted good practice. 

(iii) Hose connected to a source of water shall be in- 
stalled so that all vessels, pumps, and other equipment 
containing flammable or combustible liquids can be 
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reached with at least one hose stream. Nozzles that are 
capable of discharging a water spray shall be provided. 

(iv) Processing plants shall be protected by an ap- 
proved automatic sprinkler system or equivalent extin- 
guishing system. If special extinguishing systems includ- 
ing but not limited to those employing foam, carbon 
dioxide, or dry chemical are provided, approved equip- 
ment shall be used and installed in an approved manner. 

(c) Alarm systems. An approved means for prompt 
notification of fire to those within the plant and any 
public fire department available shall be provided. It 
may be advisable to connect the plant system with the 
public system where public fire alarm system is 
available. 

(d) Maintenance. All plant fire protection facilities 
shall be adequately maintained and periodically inspect- 
ed and tested to make sure they are always in satisfac- 
tory operating condition and that they will serve their 
purpose in time of emergency. 

(7) Sources of ignition. 

(a) General. 

(i) Precautions shall be taken to prevent the ignition 
of flammable vapors. Sources of ignition include but are 
not limited to open flames; lightning; smoking; cutting 
and welding; hot surfaces; frictional heat; static, electri- 
cal, any mechanical sparks; spontaneous ignition, in- 
cluding heat-producing chemical reactions; and radiant 
heat. 

(ii) Class I liquids shall not be dispensed into contain- 
ers unless the nozzle and container are electrically inter- 
connected. Where the metallic floorplate on which the 
container stands while filling is electrically connected to 
the fill stem or where the fill stem is bonded to the con- 
tainer during filling operations by means of a bond wire, 
the provisions of this section shall be deemed to have 
been complied with. 

(b) Maintenance and repair. 

(i) When necessary to do maintenance work in a 
flammable or combustible liquid processing area, the 
work shall be authorized by a responsible representative 
of the employer. 

(ii) Hot work such as welding or cutting operations, 
use of spark-producing power tools, and chipping opera- 
tions shall be permitted only under supervision of an in- 
dividual in responsible charge who shall make an in- 
spection of the area to be sure that it is safe for the work 
to be done and that safe procedures will be followed for 
the work specified. 

(c) Electrical. 

(i) АП electrical wiring and equipment within storage 
or processing areas shall be installed ((in—accordance 


)) according to 
chapter 296-24 WAC Part L. 


(ii) Locations where flammable vapor-air mixtures 
may exist under normal operations shall be classified 
Class I, Division 1 according to the requirements of 
( (WAE—296-24-956-—throwgh296-24-966) ) chapter 
296-24 WAC Part L. For those pieces of equipment in- 
stalled in accordance with (3)(c)(ii) of this section, the 
Division 1 area shall extend 5 feet in all directions from 
all points of vapor liberation. All areas within pits shall 
be classified Division 1 if any part of the pit is within a 
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Division 1 or 2 classified area, unless the pit is provided 
with mechanical ventilation. 

(iii) Locations where flammable vapor—air mixtures 
may exist under abnormal conditions and for a distance 
beyond Division 1 locations shall be classified Division 2 
according to the requirements of ((WAC-—296-24=956 
through—296-24—960)) chapter 296-24 WAC Part L. 
These locations include an area within 20 feet horizon- 
tally, 3 feet vertically beyond a Division 1 area, and up 
to 3 feet above floor or grade level within 25 feet, if in- 
doors, or 10 feet if outdoors, from any pump, bleeder, 
withdrawal fittings, meter, or similar device handling 
Class I liquids. Pits provided with adequate mechanical 
ventilation within a Division 1 or 2 area shall be classi- 
fied Division 2. If Class II or Class III liquids only are 
handled, then ordinary electrical equipment is satisfac- 
tory though care shall be used in locating electrical ap- 
paratus to prevent hot metal from falling into open 
equipment. 

(iv) Where the provisions of (7)(c)(i), (ii), and (iii) of 
this section require the installation of explosion-proof 
equipment, ordinary electrical equipment including 
switchgear may be used if installed in a room or enclo- 
sure which is maintained under positive pressure with 
respect to the hazardous area. Ventilation makeup air 
shall be uncontaminated by flammable vapors. 

(8) Housekeeping. 

(a) General. Maintenance and operating practices 
shall be in accordance with established procedures which 
will tend to control leakage and prevent the accidental 
escape of flammable or combustible liquids. Spills shall 
be cleaned up promptly. 

(b) Access. Adequate aisles shall be maintained for 
unobstructed movement of personnel and so that fire 
protection equipment can be brought to bear on any part 
of the processing equipment. 

(c) Waste and residues. Combustible waste material 
and residues in a building or operating area shall be kept 
to a minimum, stored in closed metal waste cans, and 
disposed of daily. 

(d) Clear zone. Ground area around buildings and 
operating areas shall be kept free of tall grass, weeds, 
trash, or other combustible materials. 


AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-37005 ELECTRICAL AND ОТН- 
ER SOURCES OF IGNITION. (1) Conformance. All 
electrical equipment, open flames and other sources of 
ignition shall conform to the requirements of this sec- 
tion, except as follows: 

(a) Electrostatic apparatus shall conform to the re- 
quirements of WAC 296—24—37015 and 296-24-37017. 

(b) Drying, curing, and fusion apparatus shall con- 
form to the requirements of WAC 296-24-37019. 

(c) Automobile undercoating spray operations in ga- 
rages shall conform to the requirements of WAC 296- 
24-37021. 

(4) Powder coating equipment shall conform to the 
requirements of WAC 296-24-37023. 

(2) Minimum separation. There shall be no open 
flame or spark producing equipment in any spraying 
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area nor within 20 feet thereof, unless separated by a 
partition. 

(3) Hot surfaces. Space-heating appliances, steam- 
pipes, or hot surfaces shall not be located in a spraying 
area where deposits of combustible residues may readily 
accumulate.. 

(4) Wiring conformance. Electrical wiring and equip- 
ment shall conform to the provisions of this section and 
(( i 
ашы cee ee chapter 296-24 WAC Part 


а Combustible residues, areas. Unless specifically 
approved for locations containing both deposits of readi- 
ly ignitable residue and explosive vapors, there shall be 
no electrical equipment in any spraying area, whereon 
deposits of combustible residues may readily accumu- 
late, except wiring in rigid conduit or in boxes or fittings 
containing no taps, splices, or terminal connections. 

(6) Wiring type approved. Electrical wiring and 
equipment not subject to deposits of combustible resi- 
dues but located in a spraying area as herein defined 
shall be of explosion-proof type approved for Class I, 
Group D locations and ((shatl-otherwise)) conform to 
the provisions of ((W&€-296—24—956-through-296-24—- 
260)) с chapter 296-24 WAC Part L, for Class I, Division 

hazardous locations. Electrical wiring, motors, and 
dines equipment outside of but within twenty feet of any 
spraying area, and not separated therefrom by parti- 
tions, shall not produce sparks under normal operating 
conditions and ter eee) conform to the Do 
sions of (( )) 

chapter_296-24 WAC "Part L for Class I, Division 2, 
hazardous locations. 

(7) Lamps. Electric lamps outside of, but within 
twenty feet of any spraying area, and not separated 
therefrom by a partition, shall be totally enclosed to 
prevent the falling of hot particles and shall be protected 
from mechanical injury by suitable guards or by 
location. 

(8) Portable lamps. Portable electric lamps shall not 
be used in any spraying area during spraying operations. 
Portable electric lamps, if used during cleaning or re- 
pairing operations, shall be of the type approved for 
hazardous Class I locations. 

(9) Grounding. 

(a) АП metal parts of spray booths, exhaust ducts, 
and piping systems conveying flammable or combustible 
liquids or aerated solids shall be properly electrically 
grounded in an effective and permanent manner. 

(b) "Airless" high-fluid pressure spray guns and any 
conductive object being sprayed should be properly elec- 
trically grounded. 


AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-37019 DRYING, CURING, OR 
FUSION APPARATUS. (1) Conformance. Drying, 
curing, or fusion apparatus in connection with spray ap- 
plication of flammable and combustible finishes shall 
conform to the Standard for Ovens and Furnaces, 
NFPA 86A—1969, where applicable and shall also соп- 
form with the following requirements of this section. 
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(2) Alternate use prohibited. Spray booths, rooms, or 
other enclosures used for spraying operations shall not 
alternately be used for the purpose of drying by any ar- 
rangement which will cause a material increase in the 
surface temperature of the spray booth, room, or 
enclosure. 

(3) Adjacent system interlocked. Except as specifically 
provided in (4) of this section, drying, curing, or fusion 
units utilizing a heating system having open flames or 
which may produce sparks shall not be installed in a 
spraying area, but may be installed adjacent thereto 
when equipped with an interlocked ventilating system 
arranged to: 

(a) Thoroughly ventilate the drying space before the 
heating system can be started; 

(b) Maintain a safe atmosphere at any source of 
ignition; 

(c) Automatically shut down the heating system in the 
event of failure of the ventilating system. 

(4) Alternate use permitted. Automobile refinishing 
spray booths or enclosures, otherwise installed and 
maintained in full conformity with this section, may al- 
ternately be used for drying with portable electrical in- 
frared drying apparatus when conforming with the 
following: 

(a) Interior (especially floors) of spray enclosures 
shall be kept free of overspray deposits. 

(b) During spray operations, the drying apparatus and 
electrical connections and wiring thereto shall not be lo- 
cated within spray enclosure nor in any other location 
where spray residues may be deposited thereon. 

(c) The spraying apparatus, the drying apparatus, and 
the ventilating system of the spray enclosure shall be 
equipped with suitable interlocks so arranged that: 

(i) The spraying apparatus cannot be operated while 
the drying apparatus is inside the spray enclosure. 

(ii) The spray enclosure will be purged of spray vapors 
for a period of not less than 3 minutes before the drying 
apparatus can be energized. 

(iii) The ventilating system will maintain a safe at- 
mosphere within the enclosure during the drying process 
and the drying process apparatus will automatically shut 
off in the event of failure of the ventilating system. 

(d) All electrical wiring and equipment of the drying 
apparatus shall conform with the applicable sections of 
((W-&€—296—24—956—through—296-24—960)) chapter 
296-24 WAC Part L. Only equipment of a type ap- 
proved for Class 1, Division 2 hazardous locations shall 
be located within 18 inches of floor level. All metallic 
parts of the drying apparatus shall be properly electri- 
cally bonded and grounded. 

(e) The drying apparatus shall contain a prominently 
located, permanently attached warning sign indicating 
that ventilation should be maintained during the drying 
period and that spraying should not be conducted in the 
vicinity that spray will deposit on apparatus. 


AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-37023 POWDER COATING. (1) 
Electrical and other sources of ignition. Electrical equip- 
ment and other sources of ignition shall conform to the 
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requirements of WAC 296-24-37005 and ((296=24-956 
through 296=24=960)) chapter 296-24 WAC Part L. 

(2) Ventilation. 

(a) In addition to the provisions of WAC 296-24- 
37007, where applicable, exhaust ventilation shall be 
sufficient to maintain the atmosphere below the lowest 
explosive limits for the materials being applied. All non- 
deposited air-suspended powders shall be safely removed 
via exhaust ducts to the powder recovery cyclone or re- 
ceptacle. Each installation shall be designed and operat- 
ed to meet the foregoing performance specification. 

(b) Powders shall not be released to the outside 
atmosphere. 

(3) Drying, curing, or fusion equipment. The provi- 
sions of the Standard for Ovens and Furnaces, NFPA 
No. 86А-1969 shall apply where applicable. 

(4) Operation and maintenance. 

(a) All areas shall be kept free of the accumulation of 
powder coating dusts, particularly such horizontal sur- 
faces as ledges, beams, pipes, hoods, booths, and floors. 

(b) Surfaces shall be cleaned in such manner as to 
avoid scattering dust to other places or creating dust 
clouds. 

(c) "No smoking" signs in large letters on contrasting 
color background shall be conspicuously posted at all 
powder coating areas and powder storage rooms. 

(5) Fixed electrostatic spraying equipment. The provi- 
sions of WAC 296-24-37015 and other subsections of 
this section shall apply to fixed electrostatic equipment, 
except that electrical equipment not covered therein 
shall conform to (1) of this section. 

(6) Electrostatic hand spraying equipment. The provi- 
sions of WAC 296-24-37017 and other subsections of 
this section, shall apply to electrostatic handguns when 
used in powder coating, except that electrical equipment 
not covered therein shall conform to (1) of this section. 

(7) Electrostatic fluidized beds. 

(a) Electrostatic fluidized beds and associated equip- 
ment shall be of approved types. The maximum surface 
temperature of this equipment in the coating area shall 
not exceed 150?F. The high voltage circuits shall be so 
designed as to not produce a spark of sufficient intensity 
to ignite any powder-air mixtures nor result in appre- 
ciable shock hazard upon coming in contact with a 
grounded object under normal operating conditions. 

(b) Transformers, powerpacks, control apparatus, and 
all other electrical portions of the equipment, with the 
exception of the charging electrodes and their connec- 
tions to the power supply shall be located outside of the 
powder coating area or shall otherwise conform to the 
requirements of (1) of this section. 

(c) АШ electrically conductive objects within the 
charging influence of the electrodes shall be adequately 
grounded. The powder coating equipment shall carry a 
prominent, permanently installed warning regarding the 
necessity for grounding these objects. 

(d) Objects being coated shall be maintained in con- 
tact with the conveyor or other support in order to insure 
proper grounding. Hangers shall be regularly cleaned to 
insure effective contact and areas of contact shall be 
sharp points or knife edges where possible. 
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(e) The electrical equipment shall be so interlocked 
with the ventilation system that the equipment cannot be 
operated unless the ventilation fans are in operation. 


AMENDATORY SECTION (Amending Order 85-09, 
filed 4/19/85) 


WAC 296-24-40509 ELECTRICAL AND ОТН- 
ER SOURCES OF IGNITION. (1) Vapor areas. 

(a) There shall be no open flames, spark producing 
devices, or heated surfaces having a temperature suffi- 
cient to ignite vapors in any vapor area. Except as spe- 
cifically permitted in WAC 296-24-40515(3), relating 
to electrostatic apparatus, electrical wiring and equip- 
ment in any vapor area (as defined in WAC 296-24- 
40501(2)) shall be explosion proot type as пашко ((of 

)) by chapter 
` 296-24 WAC Pait L for Class 1, ications and shall 
otherwise conform to the requirements of ((WAC-296= 
24—956—through—296-24-960)) chapter 296-24 WAC 
Part L. 

(b) Unless specifically approved for locations contain- 
ing both deposits of readily ignitable residues and explo- 
sive vapors, there shall be no electrical equipment in the 
vicinity of dip tanks or associated drainboards or drying 
operations which are subject to splashing or dripping of 
dip tank liquids, except wiring in rigid conduit or in 
threaded boxes or fittings containing no taps, splices, or 
terminal connections, and except as specifically permit- 
ted in WAC 296-24-40515(3). 

(2) Adjacent areas. In any floor space outside a vapor 
area but within 20 feet and not separated by tight parti- 
tions, there shall be no open flames or spark producing 
devices except as specifically permitted in NFPA Stan- 
dard No. 86А-1969, Ovens and Furnaces, paragraph 
200-7. Electrical wiring and equiped shall conform to 
the provisions of (( 


960)) chapter 296-24 WAC Part 1. 


AMENDATORY SECTION (Amending Order 88-25, 
filed 11/14/88) 


WAC 296-24-47505 BASIC RULES. (1) Odoriz- 
ing gases. 

(a) All liquefied petroleum gases shall be effectively 
odorized by an approved agent of such character as to 
indicate positively, by distinct odor, the presence of gas 
down to concentration in air of not over one-fifth the 
lower limit of flammability. Odorization, however, is not 
required if harmful in the use of further processing of 
the liquefied petroleum gas, or if odorization will serve 
no useful purpose as a warning agent in such use or fur- 
ther processing. 

(b) The odorization requirement of (a) of this subsec- 
tion shall be considered to be met by the use of 1.0 
pounds of ethyl mercaptan, 1.0 pounds of thiophane or 
1.4 pounds of amyl mercaptan per ten thousand gallons 
of LP-gas. However, this listing of odorants and quanti- 
ties shall not exclude the use of other odorants that meet 
the odorization requirements of (a) of this subsection. 

(2) Approval of equipment and systems. 

(a) Each system utilizing DOT containers in accord- 
ance with 49 CFR Part 178 shall have its container 
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valves, connectors, manifold valve assemblies, and regu- 
lators approved. 

(b) Each system for domestic or commercial use uti- 
lizing containers of two thousand gallons or less water 
capacity, other than those constructed in accordance 
with 49 CFR Part 178, shall consist of a container as- 
sembly and one or more regulators, and may include 
other parts. The system as a unit or the container as- 
sembly as a unit, and the regulator or regulators, shall 
be individually listed. 

(c) In systems utilizing containers of over two thou- 
sand gallons water capacity, each regulator, container, 
valve, excess flow valve, gaging device, and relief valve 
installed on or at the container, shall have its correctness 
as to design, construction, and performance determined 
by listing by a nationally recognized testing laboratory. 
Refer to federal regulation 29 CFR 1910.7 for definition 
of nationally recognized testing laboratory. 

(d) The provisions of subsection (3)(a) of this section 
shall not be construed as prohibiting the continued use 
or reinstallation of containers constructed and main- 
tained in accordance with the standard for the Storage 
and Handling of Liquefied Petroleum Gases NFPA No. 
58 in effect at the time of fabrication. 

(e) Containers used with systems embodied in this 
section and WAC 296-24-47509 (3)(c) and 296-24- 
47513, shall be constructed, tested, and stamped in ac- 
cordance with DOT specifications effective at the date of 
their manufacture. 

(3) Requirements for construction and original test of 
containers. 

(a) Containers used with systems embodied in WAC 
296-24-47509, 296-24-47513 through 296-24-47517, 
except as provided in WAC 296-24-47511 (3)(с) and 
296-24-47515 (2)(a), shall be designed, constructed, 
and tested in accordance with the Rules for Construction 
of Unfired Pressure Vessels, section VIII, Division 1, 
American Society of Mechanical Engineers (ASME) 
Boiler and Pressure Vessel Code, 1968 edition. 

(b) Containers constructed according to the 1949 and 
earlier editions of the ASME Code do not have to com- 
ply with U-2 through U-10 and U-19 thereof. Contain- 
ers constructed according to U-70 in the 1949 and ear- 
lier editions do not meet the requirements of this section. 

(c) Containers designed, constructed, and tested prior 
to July 1, 1961, according to the Code for Unfired Pres- 
sure Vessels for Petroleum Liquids and Gases, 1951 edi- 
tion with 1954 Addenda, of the American Petroleum In- 
stitute and the American Society of Mechanical Engi- 
neers shall be considered in conformance. Containers 
constructed according to API-ASME Code do not have 
to comply with section I or with appendix to section I. 
W-601 to W—606 inclusive in the 1943 and earlier edi- 
tions do not apply. 

(4) Welding of containers. 

(a) Welding to the shell, head, or any other part of 
the container subject to internal pressure, shall be done 
in compliance with the code under which the tank was 
fabricated. Other welding is permitted only on saddle 
plates, lugs, or brackets attached to the container by the 
tank manufacturer. 
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(b) Where repair or modification involving welding of 
DOT containers is required, the container shall be re- 
turned to a qualified manufacturer making containers of 
the same type, and the repair or modification made in 
compliance with DOT regulations. 

(5) Markings on container. 

(a) Each container covered in subsection (3)(a) of this 
section except as provided in subsection (2)(d) of this 
section shall be marked as specified in the following: 

(i) With a marking identifying compliance with, and 
other markings required by, the rules of the reference 
under which the container is constructed; or with the 
stamp and other markings required by the laws, rules or 
regulations as administered by the state of Washington, 
department of labor and industries pertaining to such 
containers. 

(ii) With notation as to whether the container is de- 
signed for underground or aboveground installation or 
both. If intended for both and different style hoods are 
provided, the marking shall indicate the proper hood for 
each type of installation. 

(iii) With the name and address of the supplier of the 
container, or with the trade name of the container. 

(iv) With the water capacity of the container in 
pounds or gallons, United States standard. 

(v) With the pressure in p.s.i.g., for which the con- 
tainer is designed. 

(vi) With the wording "This container shall not con- 
tain a product having a vapor pressure in excess of— 
p.s.i.g. at 100°F," see WAC 296-24-47509, Table 
H-31. 

(vii) With the tare weight in pounds or other identi- 
fied unit of weight for containers with a water capacity 
of three hundred pounds or less. 

(viii) With marking indicating the maximum level to 
which the container may be filled with liquid at temper- 
atures between 20°F and 130°F, except on containers 
provided with fixed maximum level indicators or which 
are filled by weighing. Markings shall be increments of 
not more than 20°F. This marking may be located on 
the liquid level gaging device. 

(ix) With the outside surface area in square feet. 

(b) Markings specified shall be on a metal nameplate 
attached to the container and located in such a manner 
as to remain visible after the container is installed. 

(с) When LP-gas and one or more other gases аге 
stored or used in the same area, the containers shall be 
marked to identify their content. Marking shall be in 
compliance with American National Standard 748.1- 
1954, "Method of Marking Portable Compressed Gas 
Containers to Identify the Material Contained." 

(6) Location of containers and regulating equipment. 

(a) Containers, and first stage regulating equipment if 
used, shall be located outside of buildings, except under 
one or more of the following: 

(i) In buildings used exclusively for container charg- 
ing, vaporization pressure reduction, gas mixing, gas 
manufacturing, or distribution. 

(ii) When portable use is necessary and in accordance 
with WAC 296-24-47507(5). 

(iii) LP-gas fueled stationary or portable engines in 
accordance with WAC 296-24-47511 (11) or (12). 
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(iv) LP-gas fueled industrial trucks used in accord- 
ance with WAC 296-24-47511(13). 

(у) LP—gas fueled vehicles garaged in accordance with 
WAC 296-24-47511(14). 

(vi) Containers awaiting use or resale when stored in 
accordance with WAC 296-24-47513. 

(b) Each individual container shall be located with 
respect to the nearest important building or group of 
buildings or line of adjoining property which may be 
built оп in accordance with Table Н-23. 


TABLE Н-23 


Minimum distances 


Water Containers Between 
capacity per above- 
container Under- Above- ground 
ground ground containers 
Less than 
125 gals! 10 feet None ------ None 
125 to 250 
gallons 10 feet 10 feet None. 
251 to 500 
gallons 10 feet 10 feet 3 feet. 
501 to 2,000 
gallons 25 feet? 25 feet? 3 feet. 
2,001 to 30,000 
gallons 50 feet 50 feet 5 feet. 
1/4 of 
30,001 to sum of 
70,000 diame- 
gallons 50 feet 75 feet ters of 
adja- 
cent 
70,001 to con 
90,000 tain- 
gallons 50 feet 100 feet ers. 


If the aggregate water capacity of a multicontainer installation at 
a consumer site is five hundred one gallons or greater, the minimum 
distance shall comply with the appropriate portion of this table, apply- 
ing the aggregate capacity rather than the capacity per container. If 
more than one installation is made, each installation shall be separated 
from another installation by at least twenty-five feet. Do not apply the 
MINIMUM DISTANCES BETWEEN ABOVE-GROUND CON- 
TAINERS to such installations. 


*Note: The above distance requirements may be reduced to not less 
than ten feet for a single container of one thousand two hundred 
gallons water capacity or less, providing such a container is at least 
twenty-five feet from any other LP-gas container of more than one 
hundred twenty-five gallons water capacity. 


(c) Containers installed for use shall not be stacked 
one above the other. 

(d) In industrial installations involving containers of 
one hundred eighty thousand gallons aggregate water 
capacity or more, where serious mutual exposures be- 
tween the container and adjacent properties prevail, fire- 
walls or other means of special protection designed and 
constructed in accordance with good engineering prac- 
tices are required. 

(e) In the case of buildings devoted exclusively to gas 
manufacturing and distributing operations, the distances 
required by Table H-23 may be reduced provided that 
in no case shall containers of water capacity exceeding 
five hundred gallons be located closer than ten feet to 
such gas manufacturing and distributing buildings. 
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(f) Readily ignitible material such as weeds and long 
dry grass shall be removed within ten feet of any 
container. 

(g) The minimum separation between liquefied petro- 
leum gas containers and flammable liquid tanks shall be 
twenty feet, and the minimum separation between a 
container and the centerline of the dike shall be ten feet. 
The foregoing provision shall not apply when LP—gas 
containers of one hundred twenty-five gallons or less ca- 
pacity are installed adjacent to Class ІП flammable liq- 
uid tanks of two hundred seventy-five gallons or less 
capacity. 

(h) Suitable means shall be taken to prevent the ac- 
cumulation of flammable liquids under adjacent liquefied 
petroleum gas containers, such as by diking, diversion 
curbs, or grading. 

(i) When dikes are used with flammable liquid tanks, 
no liquefied petroleum gas containers shall be located 
within the diked area. 

(7) Container valves and container accessories. 

(a) Valves, fittings, and accessories connected directly 
to the container including primary shutoff valves, shall 
have a rated working pressure of at least 250 p.s.i.g. and 
shall be of material and design suitable for LP—gas ser- 
vice. Cast iron shall not be used for container valves, fit- 
tings, and accessories. This does not prohibit the use of 
container valves made of malleable or nodular iron. 

(b) Connections to containers, except safety relief 
connections, liquid level gaging devices, and plugged 
openings, shall have shutoff valves located as close to the 
container as practicable. 

(c) Excess flow valves, where required shall close au- 
tomatically at the rated flows of vapor or liquid as spec- 
ified by the manufacturer. The connections or line in- 
cluding valves, fittings, etc., being protected by an excess 
flow valve shall have a greater capacity than the rated 
flow of the excess flow valve. 

(d) Liquid level gaging devices which are so con- 
structed that outward flow of container contents shall 
not exceed that passed by a No. 54 drill size opening, 
need not be equipped with excess flow valves. 

(e) Openings from container or through fittings at- 
tached directly on container to which pressure gage con- 
nection is made, need not be equipped with shutoff or 
excess flow valves if such openings are restricted to not 
larger than No. 54 drill size opening. 

(f) Except as provided in WAC 296-24-47507 
(5)(a)(ii), excess flow and back pressure check valves 
where required by this section shall be located inside of 
the container or at a point outside where the line enters 
the container; in the latter case, installation shall be 
made in such manner that any undue strain beyond the 
excess flow or back pressure check valve will not cause 
breakage between the container and such valve. 

(g) Excess flow valves shall be designed with a bypass, 
not to exceed a No. 60 drill size opening to allow equal- 
ization of pressures. 

(h) Containers of more than thirty gallons water ca- 
pacity and less than two thousand gallons water capaci- 
ty, filled on a volumetric basis, and manufactured after 
December 1, 1963, shall be equipped for filling into the 
vapor space. 


WSR 91-24-017 


(8) Piping—Including pipe, tubing, and fittings. 

(a) Pipe, except as provided in WAC 296-24-47511 
(6)(а) and 296-24-47515 (10)(c) shall be wrought iron 
or steel (black or galvanized), brass, copper, or alumi- 
num alloy. Aluminum alloy pipe shall be at least Sched- 
ule 40 in accordance with the specifications for Alumi- 
num Alloy Pipe, American National Standards Institute 
( ANSI) Н38.7-1969 (ASTM, B241-1969), except that 
the use of alloy 5456 is prohibited and shall be suitably 
marked at each end of each length indicating compliance 
with American National Standard Institute specifica- 
tions. Aluminum alloy pipe shall be protected against 
external corrosion when it is in contact with dissimilar 
metals other than galvanized steel, or its location is sub- 
ject to repeated wetting by such liquids as water (except 
rain water), detergents, sewage, or leaking from other 
piping, or it passes through flooring, plaster, masonry, or 
insulation. Galvanized sheet steel or pipe, galvanized in- 
side and out, may be considered suitable protection. The 
maximum nominal pipe size for aluminum pipe shall be 
three-fourths inch and shall not be used for pressures 
exceeding 20 p.s.i.g. Aluminum alloy pipe shall not be 
installed within six inches of the ground. 

(i) Vapor piping with operating pressures not exceed- 
ing 125 p.s.i.g. shall be suitable for a working pressure 
of at least 125 p.s.i.g. Pipe shall be at least Schedule 40 
ASTM А-53-69, Grade B Electric Resistance Welded 
and Electric Flash Welded Pipe or equal. 

(ii) Vapor piping with operating pressures over 125 
p.s.i.g. and all liquid piping shall be suitable for a work- 
ing pressure of at least 250 p.s.i.g. Pipe shall be at least 
Schedule 80 if joints are threaded or threaded and back 
welded. At least Schedule 40 (ASTM A-53-1969 Grade 
B Electric Resistance Welded and Electric Flash Welded 
Pipe or equal) shall be used if joints are welded, or 
welded and flanged. 

(b) Tubing shall be seamless and of copper, brass, 
steel, or aluminum alloy. Copper tubing shall be of Type 
K or L or equivalent as covered in the Specification for 
Seamless Copper Water Tube, ANSI H23.1-1970 
(ASTM B88-1969). Aluminum alloy tubing shall be of 
Type A or B or equivalent as covered in Specification 
ASTM B210-1968 and shall be suitably marked every 
eighteen inches indicating compliance with ASTM spec- 
ifications. The minimum nominal wall thickness of cop- 
per tubing and aluminum alloy tubing shall be as speci- 
fied in Table H-24 and Table H-25. 


TABLE H-24 
WALL THICKNESS OF COPPER TUBING! 


Note: The standard size by which tube is designated is 
one-eighth-inch smaller than its nominal outside diameter. 


Standard Nominal Nominal wall 
size O.D. thickness (inches) 
(inches) (inches) 
Type K Type L 
1/4 0.375 0.035 0.030 
3/8 0.500 0.049 0.035 
1/2 0.625 0.049 0.040 
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TABLE H-24———cont. 


Standard Nominal Nominal wail 
size O.D. thickness (inches) 
(inches) (inches) 
Type K Type L 
5/8 0.750 0.049 0.042 
3/4 0.875 0.065 0.045 
1 1.125 0.065 0.050 
1 1/4 1.375 0.065 0.055 
1 1/2 1.625 0.072 0.060 
2 2.125 0.083 0.070 


! Based on data in Specification for Seamless Copper Water Tubing, 
ANSI Н23.1-1970 (ASTM B-88-69). 


TABLE Н-25 
WALL THICKNESS OF ALUMINUM ALLOY TUBING! 


Outside Nominal wall thickness 
diameter (inches) 
(inches) 
Type A Type B 
3/8 0.035 0.049 
1/2 0.035 0.049 
5/8 0.042 0.049 
3/4 0.049 0.058 


‘Based on data in Standard Specification for Aluminum-Alloy 
Drawn Seamless Coiled Tubes for Special Purpose Applications, 
ASTM В210-68. 


Aluminum alloy tubing shall be protected against exter- 
nal corrosion when it is in contact with dissimilar metals 
other than galvanized steel, or its location is subject to 
repeated wetting by liquids such as water (except rain- 
water), detergents, sewage, or leakage from other piping, 
or it passes through flooring, plaster, masonry, or insula- 
tion. Galvanized sheet steel or pipe, galvanized inside 
and out, may be considered suitable protection. The 
maximum outside diameter for aluminum alloy tubing 
shall be three-fourths inch and shall not be used for 
pressures exceeding 20 p.s.i.g. Aluminum alloy tubing 
shall not be installed within six inches of the ground. 

(c) In systems where the gas in liquid form without 
pressure reduction enters the building, only heavy walled 
seamless brass or copper tubing with an internal diame- 
ter not greater than three thirty~seconds inch, and а 
wall thickness of not less than three sixty-fourths inch 
shall be used. This requirement shall not apply to re- 
search and experimental laboratories, buildings, or sepa- 
rate fire divisions of buildings used exclusively for hous- 
ing internal combustion engines, and to commercial gas 
plants or bulk stations where containers are charged, nor 
to industrial vaporizer buildings, nor to buildings, struc- 
tures, or equipment under construction or undergoing 
major renovation. 

(d) Pipe joints may be screwed, flanged, welded, sol- 
dered, or brazed with a material having a melting point 
exceeding 1,000°F. Joints on seamless copper, brass, 
steel, or aluminum alloy gas tubing shall be made by 
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means of approved gas tubing fittings, or soldered or 
brazed with a material having a melting point exceeding 
1,000°F. 

(e) For operating pressures of 125 p.s.i.g. or less, fit- 
tings shall be designed for a pressure of at least 125 
p.s.i.g. For operating pressures above 125 p.s.i.g., fittings 
shall be designed for a minimum of 250 p.s.i.g. 

(f) The use of threaded cast iron pipe fittings such as 
ells, tees, crosses, couplings, and unions is prohibited. 
Aluminum alloy fittings shall be used with aluminum 


alloy pipe and tubing. Insulated fittings shall be used 
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where aluminum alloy pipe or tubing connects with a 
dissimilar metal. 

(g) Strainers, regulators, meters, compressors, pumps, 
etc., are not to be considered as pipe fittings. This does 
not prohibit the use of malleable, nodular, or higher 
strength gray iron for such equipment. 

(h) All materials such as valve seats, packing, gaskets, 
diaphragms, etc., shall be of such quality as to be resist- 
ant to the action of liquefied petroleum gas under the 
service conditions to which they are subjected. 

(i) All piping, tubing, or hose shall be tested after as- 
sembly and proved free from leaks at not less than nor- 
mal operating pressures. After installation, piping and 
tubing of all domestic and commercial systems shall be 
tested and proved free of leaks using a manometer or 
equivalent device that will indicate a drop in pressure. 
Test shall not be made with a flame. 

(j) Provision shall be made to compensate for expan- 
sion, contraction, jarring, and vibration, and for settling. 
This may be accomplished by flexible connections. 

(k) Piping outside buildings may be buried, above 
ground, or both, but shall be well supported апа рго- 
tected against physical damage. Where soil conditions 
warrant, all piping shall be protected against corrosion. 
Where condensation may occur, the piping shall be 
pitched back to the container, or suitable means shall be 
provided for revaporization of the condensate. 

(9) Hose specifications. 

(a) Hose shall be fabricated of materials that are re- 
sistant to the action of LP—gas in the liquid and vapor 
phases. If wire braid is used for reinforcing the hose, it 
shall be of corrosion—resistant material such as stainless 
steel. 

(b) Hose subject to container pressure shall be 
marked "LP-gas" or "LPG" at not greater than ten- 
foot intervals. 

(c) Hose subject to container pressure shall be de- 
signed for a bursting pressure of not less than 1,250 
p.s.i.g. 

(d) Hose subject to container pressure shall have its 
correctness as to design construction and performance 
determined by being listed (see WAC 296-24- 
47501(15)). 

(e) Hose connections subject to container pressure 
shall be capable of withstanding, without leakage, a test 
pressure of not less than 500 p.s.i.g. 

(f) Hose and hose connections on the low-pressure 
side of the regulator or reducing valve shall be designed 
for a bursting pressure of not less than 125 p.s.i.g. or five 
times the set pressure of the relief devices protecting 
that portion of the system, whichever is higher. 
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(g) Hose may be used on the low-pressure side of 
regulators to connect to other than domestic and com- 
mercial gas appliances under the following conditions: 

(i) The appliances connected with hose shall be porta- 
ble and need a flexible connection. 

(ii) For use inside buildings the hose shall be of mini- 
mum practical length, but shall not exceed six feet ex- 
сері as provided in WAC 296-24-47507 (S)(a)(vii) and 
shall not extend from one room to another, nor pass 
through any walls, partitions, ceilings, or floors. Such 
hose shall not be concealed from view or used in a con- 
cealed location. For use outside of buildings, the hose 
may exceed this length but shall be kept as short as 
practical. 

(iii) The hose shall be approved and shall not be used 
where it is likely to be subjected to temperatures above 
125?F. The hose shall be securely connected to the ap- 
pliance and the use of rubber slip ends shall not be 
permitted. . 

(iv) The shutoff valve for an appliance connected by 
hose shall be in the metal pipe or tubing and not at the 
appliance end of the hose. When shutoff valves are in- 
stalled close to each other, precautions shall be taken to 
prevent operation of the wrong valve. 

(v) Hose used for connecting to wall outlets shall be 
protected from physical damage. 

(10) Safety devices. 

(a) Every container except those constructed in ac- 
cordance with DOT specifications and every vaporizer 
(except motor fuel vaporizers and except vaporizers de- 
scribed in subsection (11)(b)(iii) of this section and 
WAC 296-24-47509 (4)(e)(i)) whether heated by arti- 
ficial means or not, shall be provided with one or more 
safety relief valves of spring-loaded or equivalent type. 
These valves shall be arranged to afford free vent to the 
outer air with discharge not less than five feet horizon- 
tally away from any opening into the building which is 
below such discharge. The rate of discharge shall be in 
accordance with the requirements of (b) or (d) of this 
subsection in the case of vaporizers. 

(b) Minimum required rate of discharge in cubic feet 
per minute of air at one hundred twenty percent of the 
maximum permitted start to discharge pressure for safe- 
ty relief valves to be used on containers other than those 
constructed in accordance with DOT specification shall 
be as follows: 


Surface area Flow rate 
(sq. ft.) CFM air 
20 ог 1е6..................... 626 
ИЕ СИНЕ VER REN 751 
ЗО ыы о tt dmt e e 872 
ББК NER UEM DRESS 990 
АО sre mozę de eec MS 1,100 
ККЕ eadein oe О, 1,220 
S xoci urere TIS M AE 1,330 
ИВЕ ОИНИ 1,430 
60], zy awa ыы бра he 1,540 
ОТЕТ 1,640 
LOE, tres, otra cls ete tree T 1,750 
VS. ys Saa ае S an RÓ 1,850 


Surface area Flow rate 

(sq. ft.) CFM air 
805 etic ete eA e 1,950 
85222 олым Ose METTE 2,050 
90i* A secs dire dti Sep 2,150 
95 tota conie reete. 2,240 
100 олие e uk ees 2,340 
105. onze ene IUS eee e ae 2,440 
О ЛИ ИД ЫЛЕ 2,530 
ЖКО ЕРЕК See as eR nk 2,630 
О а оо 2,720 
125: а аа ба Л 2,810 
ЗО аи, 2,900 
392 аа 2,990 
140" 2523 адб 3,080 
145: Т ЕТ КЕК ӘРЕ 3,170 
150: adeny wić zodiak ЛОО ТТ 3,260 
[55^ «kis eei LE met c fa 3,350 
160- cL EX eR 3,440 
БЕРОЕ НОТА 3,530 
[70 а аа MŚ 3,620 
VAS. nexu ааа» 3,700 
180: iA КТ eS żuć 3,790 
о iter ene 3,880 
190: 5 eon далы eU 3,960 
1082 5 дету ise МАТ базы. күү. 4,050 
200-%2,5209445 ss WE Ы Еа 4,130 
210%- әмсе сыра IR 4,300 
УА БТ ТТ ТЕРІ 4,470 
220 дамы лана ooo ds 4,630 
240%, ылд шайы ые Weed 4,800 
250.2 ых Sant ЕОР СЕРЕ 4,960 
260^ vede MEP ES 5,130 
2707 ааа о ДАНЫ АЗАНЫ) 5,290 
2802,2 as оа dów 5.450 
200 ушы RATER АК A 5,610 
ЗОО оле 5,760 
310 аа PRE нада 5,920 
320 u a Gemma ы ДЫ Ын 6,080 
330 салсын “ЛО ELSE 6,230 
340: <А ро ГАЗ 6,390 
25020 sa dwa ues 6,540 
3605; АРЫ Vrae. 6,690 
ЗО cute aon ua as 6,840 
380255 базарым ар ens 7,000 
3905; А od AA 7,150 
400 cup E аа ETC E 7,300 
450:озызаздИда Аы Ы E 8,040 
DOO cL Lea oed amd 8,760 
550% са е ete Te 9,470 
600.22.222.» 10,170 
650: ұлоаома аша дана ыы 10,860 
2005 t ones ta sd dia 11,550 
750% LE" 12,220 
BOO: oraaa e RE 12,880 
850. saves аа 0 13,540 
900%: анне 14,190 
Оа ЫН лыш: 14,830 
ООО: Vorn yayaka a Su ym p. 15,470 
1:050: чаагын е He ee a 16,100 
1:100- ee Reeve s gaya 16,720 
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Surface area Flow rate 

(sq. ft.) CFM air 
1:150 4 REX eren mS 17,350 
1200525; тал Eb ERR 17,960 
152507 oba ЕТЕККЕ f eod 18,570 
12007. о E RIA 19,180 
153503 Уузкан нем vn 19,780 
1:400! nece t E RES 20,380 
154506 кий denen he ears one! 20,980 
1:500: сады ыр ОМБЫ dE 21,570 
13550: 525 eft Add 22,160 
1:600” ааа ыл ЕН 22,740 
10650: oc Seit US ees 23,320 
15700 майын Eaton AU xS 23,900 
РУТИТЕ СОЯ 24,470 
180071. enn өл e уз 25,050 
1:85055% уысы ad a teens eA 25,620 
15900: AO КИТТЕК 26,180 
1:950: сие а алы Е А 26,750 
2:000: аа к oe рик ate к сан алма 27,310 


Surface area = total outside surface area of container in 
square feet. 


(c) When the surface area is not stamped on the 
nameplate or when the marking is not legible, the area 


can be calculated by using one of the following formulas:. 


(i) Cylindrical container with hemispherical heads: 


Area Overall length x outside diameter x 


3.1416. 


(ii) Cylindrical container with other than hemispheri- 
cal heads: 


Area (Overall length + 0.3 outside diame- 


ter) x outside diameter x 3.1416. 


Note: This formula is not exact, but will give results within the limits 


of practical accuracy for the sole purpose of sizing relief 
valves. 


(iii) Spherical container: 
Area = Outside diameter squared x 3.1416. 


Flow rate-CFM air = Required flow capacity in cubic 
feet per minute of air at standard conditions, 60?F and 
atmospheric pressure (14.7 p.s.i.a.). 

The rate of discharge may be interpolated for inter- 
mediate values of surface area. For containers with total 
outside surface area greater than two thousand square 
feet, the required flow rate can be calculated using the 
formula, flow rate-CFM air = 53.632 A**. 


A = Total outside surface area of the container 
in square feet. 


Valves not marked "air" have flow rate marking in 
cubic feet per minute of liquefied petroleum gas. These 
can be converted to ratings in cubic feet per minute of 
air by multiplying the liquefied petroleum gas ratings by 
factors listed below. Air flow ratings can be converted to 
ratings in cubic feet per minute of liquefied petroleum 
gas by dividing the air ratings by the factors listed 
below. 
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AIR CONVERSION FACTORS 


Container 

type ........... 100 125 150 175 200 
Air 

conversion 

factor ........ 1.162 1.142 1.113 1.078 1.010 


(d) Minimum required rate of discharge for safety re- 
lief valves for liquefied petroleum gas vaporizers (steam 
heated, water heated, and direct fired). 

The minimum required rate of discharge for safety 
relief valves shall be determined as follows: 

(i) Obtain the total surface area by adding the surface 
area of vaporizer shell in square feet directly in contact 
with LP-gas and the heat exchanged surface area in 
square feet directly in contact with LP—gas. 

(ii) Obtain the minimum required rate of discharge in 
cubic feet of air per minute, at 60°F and 14.7 p.s.i.a. 
from (b) of this subsection, for this total surface area. 

(e) Container and vaporizer safety relief valves shall 
be set to start-to-discharge, with relation to the design 
pressure of the container, in accordance with Table 
Н-26. 


TABLE Н-26 


Maximum 
(percent) 


Minimum 
(percent) 


Containers 


ASME Code; Par. 
U-68, U-69— 
1949 and earlier 
editions ......... 

ASME Code; Par. 
U-200, U-201— 
1949 edition 

ASME Code—1950, 
1952, 1956, 1959, 
1962, 1965 and 
1968 (Division I) 
editions 

API—ASME Сойе- 
all editions....... 
DOT—As pre- 
scribed in 49 CFR 
Chapter I 


110 


88 


88 


88 


! Manufacturers of safety relief valves are allowed a plus tolerance 
not exceeding ten percent of the set pressure marked on the valve. 


(f) Safety relief devices used with systems employing 
containers other than those constructed according to 
DOT specifications shall be so constructed as to dis- 
charge at not less than the rates shown in (b) of this 
subsection, before the pressure is in excess of one hun- 
dred twenty percent of the maximum (not including the 
ten percent referred to in (e) of this subsection) permit- 
ted start to discharge pressure setting of the device. 

(g) In certain locations sufficiently sustained high 
temperatures prevail which require the use of a lower 
vapor pressure product to be stored or the use of a 
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higher designed pressure vessel in order to prevent the 
safety valves opening as the result of these temperatures. 
As an alternative the tanks may be protected by cooling 
devices such as by spraying, by shading, or other effec- 
tive means. 

(h) Safety relief valves shall be arranged so that the 
possibility of tampering will be minimized. If pressure 
setting or adjustment is external, the relief valves shall 
be provided with approved means for sealing adjustment. 

(i) Shutoff valves shall not be installed between the 
safety relief devices and the container, or the equipment 
or piping to which the safety relief device is connected 
except that a shutoff valve may be used where the ar- 
rangement of this valve is such that full required capac- 
ity flow through the safety relief device is always 
afforded. 

(j) Safety relief valves shall have direct communica- 
tion with the vapor space of the container at all times. 

(К) Each container safety relief valve used with sys- 
tems covered by WAC 296-24-47509, 296-24-47511, 
296-24-47515 and 296-24-47517, except as provided іп 
WAC 296-24-47511 (3)(c) shall be plainly and perma- 
nently, marked with the following: "Container type" of 
the pressure vessel on which the valve is designed to be 
installed; the pressure in p.s.i.g. at which the valve is set 
to discharge; the actual rate of discharge of the valve in 
cubic feet per minute of air at 60°F and 14.7 p.s.i.a.; 
and the manufacturer's name and catalog number, for 
example: Т200-250-4050 AIR—indicating that the 
valve is suitable for use on a Type 200 container, that it 
is set to start to discharge at 250 p.s.i.g.; and that its 
rate of discharge is four thousand fifty cubic feet per 
minute of air as determined in (b) of this subsection. 

(l) Safety relief valve assemblies, including their con- 
nections, shall be of sufficient size so as to provide the 
rate of flow required for the container on which they are 
installed. 

(m) A hydrostatic relief valve shall be installed be- 
tween each pair of shutoff valves on liquefied petroleum 
gas liquid piping so as to relieve into a safe atmosphere. 
The start-to-discharge pressure setting of such relief 
valves shall not be in excess of 500 p.s.i.g. The minimum 
setting on relief valves installed in piping connected to 
other than DOT containers shall not be lower than one 
hundred forty percent of the container relief valve set- 
ting and in piping connected to DOT containers not 
lower than 400 p.s.i.g. Such a relief valve should not be 
installed in the pump discharge piping if the same pro- 
tection can be provided by installing the relief valve in 
the suction piping. The start-to-discharge pressure set- 
ting of such a relief valve, if installed on the discharge 
side of a pump, shall be greater than the maximum 
pressure permitted by the recirculation device in the 
system. 

(n) The discharge from any safety relief device shall 
not terminate in or beneath any building, except relief 
devices covered by subsection (6)(a)(i) through (vi) of 
this section, or WAC 296-24-47507 (4)(a) or (5). 

(o) Container safety relief devices and regulator relief 
vents shall be located not less than five feet in any di- 
rection from air openings into sealed combustion system 
appliances or mechanical ventilation air intakes. 
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(11) Vaporizer and housing. 

(a) Indirect fired vaporizers utilizing steam, water, or 
other heating medium shall be constructed and installed 
as follows: 

(i) Vaporizers shall be constructed in accordance with 
the requirements of subsection (3)(a) through (c) of this 
section and shall be permanently marked as follows: 

(A) With the code marking signifying the specifica- 
tions to which the vaporizer is constructed. 

(B) With the allowable working pressure and temper- 
ature for which the vaporizer is designed. 

(C) With the sum of the outside surface area and the 
inside heat exchange surface area expressed in square 
feet. 

(D) With the name or symbol of the manufacturer. 

(ii) Vaporizers having an inside diameter of six inches 
or less exempted by the ASME Unfired Pressure Vessel 
Code, Section УШ of the ASME Boiler and Pressure 
Vessel Code—1968 shall have a design pressure not less 
than 250 p.s.i.g. and need not be permanently marked. 

(iii) Heating or cooling coils shall not be installed in- 
side a storage container. 

(iv) Vaporizers may be installed in buildings, rooms, 
sheds, or lean-tos used exclusively for gas manufactur- 
ing or distribution, or in other structures of light, non- 
combustible construction or equivalent, well ventilated 
near the floor line and roof. 

When vaporizing and/or mixing equipment is located 
in a structure or building not used exclusively for gas 
manufacturing or distribution, either attached to or 
within such a building, such structure or room shall be 
separated from the remainder of the building by a wall 
designed to withstand a static pressure of at least one 
hundred pounds per square foot. This wall shall have no 
openings or pipe or conduit passing through it. Such 
structure or room shall be provided with adequate venti- 
lation and shall have a roof or at least one exterior wall 
of lightweight construction. 

(v) Vaporizers shall have, at or near the discharge, a 
safety relief valve providing an effective rate of dis- 
charge in accordance with subsection (10)(d) of this 
section, except as provided іп WAC 296-24-47509 
(4)(e)(i). 

(vi) The heating medium lines into and leaving the 
vaporizer shall be provided with suitable means for pre- 
venting the flow of gas into the heat systems in the event 
of tube rupture in the vaporizer. Vaporizers shall be 
provided with suitable automatic means to prevent liquid 
passing through the vaporizers to the gas discharge 
piping. 

(vii) The device that supplies the necessary heat for 
producing steam, hot water, or other heating medium 
may be installed in a building, compartment, room, or 
lean-to which shall be ventilated near the floorline and 
roof to the outside. The device location shall be separat- 
ed from all compartments or rooms containing liquefied 
petroleum gas vaporizers, pumps, and central gas mixing 
devices by a wall designed to withstand a static pressure 
of at least one hundred pounds per square foot. This wall 
shall have no openings or pipes or conduit passing 
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through it. This requirement does not apply to the do- 
mestic water heaters which may supply heat for a va- 
porizer in a domestic system. 

(viii) Gas-fired heating systems supplying heat exclu- 
sively for vaporization purposes shall be equipped with 
automatic safety devices to shut off the flow of gas to 
main burners, if the pilot light should fail. 

(ix) Vaporizers may be an integral part of a fuel stor- 
age container directly connected to the liquid section or 
gas section or both. 

(x) Vaporizers shall not be equipped with fusible 
plugs. 

(xi) Vaporizer houses shall not have unprotected 
drains to sewers or sump pits. 

(b) Atmospheric vaporizers employing heat from the 
ground or surrounding air shall be installed as follows: 

(i) Buried underground, or 

(ii) Located inside the building close to a point at 
which pipe enters the building provided the capacity of 
the unit does not exceed one quart. 

(iii) Vaporizers of less than one quart capacity heated 
by the ground or surrounding air, need not be equipped 
with safety relief valves provided that adequate tests 
demonstrate that the assembly is safe without safety re- 
lief valves. 

(c) Direct gas-fired vaporizers shall be constructed, 
marked, and installed as follows: 

(i) In accordance with the requirements of the Amer- 
ican Society of Mechanical Engineers Boiler and Pres- 
sure Vessel Code— 1968 that are applicable to the max- 
imum working conditions for which the vaporizer is 
designed. 

(ii) With the name of the manufacturer; rated BTU 
input to the burner; the area of the heat exchange sur- 
face in square feet; the outside surface of the vaporizer 
in square feet; and the maximum vaporizing capacity in 
gallons per hour. 

(iii) Vaporizers may be connected to the liquid section 
or the gas section of the storage container, or both; but 
in any case there shall be at the container a manually 
operated valve in each connection to permit completely 
shutting off when desired, of all flow of gas or liquid 
from container to vaporizer. 

(iv) Vaporizers with capacity not exceeding thirty-five 
gallons per hour shall be located at least five feet from 
container shutoff valves. Vaporizers having capacity of 
more than thirty-five gallons but not exceeding one 
hundred gallons per hour shall be located at least ten 
feet from the container shutoff valves. Vaporizers having 
a capacity greater than one hundred gallons per hour 
shall be located at least fifteen feet from container shut- 
off valves. 

(v) Vaporizers may be installed in buildings, rooms, 
housings, sheds, or lean—tos used exclusively for vaporiz- 
ing or mixing of liquefied petroleum gas. Vaporizing 
housing structures shall be of noncombustible construc- 
tion, well ventilated near the floorline and the highest 
point of the roof. When vaporizer and/or mixing equip- 
ment is located in a structure or room attached to or 


[74] 


Washington State Register, Issue 91-24 


within a building, such structure or room shall be sepa- 
rated from the remainder of the building by a wall de- 
signed to withstand a static pressure of at least one hun- 
dred pounds per square foot. This wall shall have no 
openings or pipes or conduit passing through it. Such 
structure or room shall be provided with adequate venti- 
lation, and shall have a roof or at least one exterior wall 
of lightweight construction. 

(vi) Vaporizers shall have at or near the discharge, a 
safety relief valve providing an effective rate of dis- 
charge in accordance with subsection (10)(d) of this 
section. The relief valve shall be so located as not to be 
subjected to temperatures in excess of 140?F. 

(vii) Vaporizers shall be provided with suitable auto- 
matic means to prevent liquid passing from the vaporizer 
to the gas discharge piping of the vaporizer. 

(viii) Vaporizers shall be provided with means for 
manually turning off the gas to the main burner and 
pilot. 

(ix) Vaporizers shall be equipped with automatic 
safety devices to shut off the flow of gas to main burners 
if the pilot light should fail. When the flow through the 
pilot exceeds 2,000 B.T.U. per hour, the pilot also shall 
be equipped with an automatic safety device to shut off 
the flow of gas to the pilot should the pilot flame be 
extinguished. 

(x) Pressure regulating and pressure reducing equip- 
ment if located within ten feet of a direct fired vaporizer 
shall be separated from the open flame by a substantially 
airtight noncombustible partition or partitions. 

(xi) Except as provided in (c)(v) of this subsection, 
the following minimum distances shall be maintained 
between direct fired vaporizers and the nearest impor- 
tant building or group of buildings or line of adjoining 
property which may be built upon: 

(A) Ten feet for vaporizers having a capacity of fif- 
teen gallons per hour or less vaporizing capacity. 

(B) Twenty-five feet for vaporizers having a vaporiz- 
ing capacity of sixteen to one hundred gallons per hour. 

(C) Fifty feet for vaporizers having a vaporizing ca- 
pacity exceeding one hundred gallons per hour. 

(xii) Direct fired vaporizers shall not raise the product 
pressure above the design pressure of the vaporizer 
equipment nor shall they raise the product pressure 
within the storage container above the pressure shown in 
the second column of Table Н-31. (See WAC 296-24- 
47509.) 

(хін) Vaporizers shall not be provided with fusible 
plugs. 

(xiv) Vaporizers shall not have unprotected drains to 
sewers or sump pits. 

(d) Direct gas-fired tank heaters, shall be constructed 
and installed as follows: 

(i) Direct gas-fired tank heaters, and tanks to which 
they are applied, shall only be installed above ground. 

(ii) Tank heaters shall be permanently marked with 
the name of the manufacturer, the rated B.T.U. input to 
the burner, and the maximum vaporizing capacity in 
gallons per hour. 


Note: Tank heaters may be an integral part of a fuel storage con- 
tainer directly connected to the container liquid section, or va- 


por section, or both. 
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(iii) Tank heaters shall be provided with a means for 
manually turning off the gas to the main burner and 
pilot. 

(iv) Tank heaters shall be equipped with an automatic 
safety device to shut off the flow of gas to main burners, 
if the pilot light should fail. When flow through pilot 
exceeds 2,000 B.T.U. per hour, the pilot also shall be 
equipped with an automatic safety device to shut off the 
flow of gas to the pilot should the pilot flame be 
extinguished. 

(v) Pressure regulating and pressure reducing equip- 
ment if located within ten feet of a direct fired tank 
heater shall be separated from the open flame by a sub- 
stantially airtight noncombustible partition. 

(vi) The following minimum distances shall be main- 
tained between a storage tank heated by a direct fired 
tank heater and the nearest important building or group 
of buildings or line of adjoining property which may be 
built upon: 

(A) Ten feet for storage containers of less than five 
hundred gallons water capacity. 

(B) Twenty-five feet for storage containers of five 
hundred to one thousand two hundred gallons water 
capacity. 

(C) Fifty feet for storage containers of over one thou- 
sand two hundred gallons water capacity. 

(vii) No direct fired tank heater shall raise the 
product pressure within the storage container over sev- 
enty-five percent of the pressure set out in the second 
column of Table H-31. (See WAC 296-24-47509.) 

(e) The vaporizer section of vaporizer—burners used 
for dehydrators or dryers shall be located outside of 
buildings; they shall be constructed and installed as 
follows: 

(i) Vaporizer-burners shall have a minimum design 
pressure of 250 p.s.i.g. with a factor of safety of five. 

(ii) Manually operated positive shutoff valves shall be 
located at the containers to shut off all flow to the va- 
porizer—burners. 

(iii) Minimum distances between storage containers 
and vaporizer—burners shall be as follows: 


Water capacity Minimum 
per container distances 
(gallons) (feet) 
Less than 30]. usuy Án жарада 10 
501-10-2,000. .. eem memes 25 
Over 2000 ^ 204 ом езу ERES 50 


(iv) The vaporizer section of vaporizer-burners shall 
be protected by a hydrostatic relief valve. The relief 
valve shall be located so as not to be subjected to tem- 
peratures in excess of 140?F. The start-to-discharge 
pressure setting shall be such as to protect the compo- 
nents involved, but not less than 250 p.s.i.g. The dis- 
charge shall be directed upward and away from compo- 
nent parts of the equipment and away from operating 
personnel. 

(v) Vaporizer-burners shall be provided with means 
for manually turning off the gas to the main burner and 
pilot. 

(vi) Vaporizer-burners shall be equipped with auto- 
matic safety devices to shut off the flow of gas to the 
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main burner and pilot in the event the pilot is 
extinguished. 

(vii) Pressure regulating and control equipment shall 
be located or protected so that the temperatures sur- 
rounding this equipment shall not exceed 140°F except 
that equipment components may be used at higher tem- 
peratures if designed to withstand such temperatures. 

(viii) Pressure regulating and control equipment when 
located downstream of the vaporizer shall be designed to 
withstand the maximum discharge temperature of the 
vapor. 

(ix) The vaporizer section of vaporizer—burners shall 
not be provided with fusible plugs. 

(x) Vaporizer coils or jackets shall be made of ferrous 
metal or high temperature alloys. 

(xi) Equipment utilizing vaporizer—burners shall be 
equipped with automatic shutoff devices upstream and 
downstream of the vaporizer section connected so as to 
operate in the event of excessive temperature, flame fail- 
ure, and, if applicable, insufficient airflow. 

(12) Filling densities. 

(a) The "filling density" is defined as the percent ratio 
of the weight of the gas in a container to the weight of 
water the container will hold at 60°F. All containers 
shall be filled according to the filling densities shown in 
Table Н-27. 


TABLE H-27 
MAXIMUM PERMITTED FILLING DENSITY 


Above ground 


containers 
0 to Over 
1,200 1,200 
US. US. 
gals gals. Under- 
(1,000 (1,000 ground 
Specific imp. gal imp. gals. contain- 
gravity 4,550 4,550 ers, all 
at 60°F liters) liters) сарасі- 
(15.69С) total total ties 
water water 
cap. cap. 
Percent Percent Percent 
0.496-0.503 41 44 45 
.504-.510 42 45 46 
.511-.519 43 46 47 
.520-.527 44 47 48 
.528-.536 45 48 49 
.537-.544 46 49 50 
.545-.552 47 50 51 
.553-.560 48 5] 52 
.561—.568 49 52 53 
.569-.576 50 53 54 
.577-.584 51 54 55 
.585-.592 52 55 56 
.593-.600 53 56 57 


(b) Except as provided in (c) of this subsection, any 
container including mobile cargo tanks and portable 
tank containers regardless of size or construction, 
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shipped under DOT jurisdiction or constructed іп ас- 
cordance with 49 CFR Chapter I specifications shall be 
charged according to 49 CFR Chapter I requirements. 

(c) Portable containers not subject to DOT jurisdic- 
tion (such as, but not limited to, motor fuel containers 
on industrial and lift trucks, and farm tractors covered 
in subsection (5) of this section, or containers recharged 
at the installation) may be filled either by weight, or by 
volume using a fixed length dip tube gaging device. 

(13) LP-gas in buildings. 

(a) Vapor shall be piped into buildings at pressures in 
excess of 20 p.s.i.g. only if the buildings or separate ar- 
eas thereof, 

(i) Are constructed in accordance with this section; 

(ii) Are used exclusively to house equipment for va- 
porization, pressure reduction, gas mixing, gas manufac- 
turing, or distribution, or to house internal combustion 
engines, industrial processes, research and experimental 
laboratories, or equipment and processes using such gas 
and having similar hazard; 

(iii) Buildings, structures, or equipment under con- 
struction or undergoing major renovation. 

(b) Liquid may be permitted in buildings as follows: 

(i) Buildings, or separate areas of buildings, used ex- 
clusively to house equipment for vaporization, pressure 
reduction, gas mixing, gas manufacturing, or distribu- 
tion, or to house internal combustion engines, industrial 
processes, research and experimental laboratories, or 
equipment and processes using such gas and having sim- 
ilar hazard; and when such buildings, or separate areas 
thereof are constructed in accordance with this section. 

(ii) Buildings, structures, or equipment under соп- 
struction or undergoing major renovation provided the 
temporary piping meets the following conditions: 

(A) Liquid piping inside the building shall conform to 
the requirements of subsection (8) of this section, and 
shall not exceed three-fourths iron pipe size. Copper 
tubing with an outside diameter of three-fourths inch or 
less may be used provided it conforms to Type K of 
Specifications for Seamless Water Tube, ANSI H23.1- 
1970 (ASTM B88-1969) (see WAC 296—24—47505 Ta- 
ble H-24). АП such piping shall be protected against 
construction hazards. Liquid piping inside buildings shall 
be kept to a minimum. Such piping shall be securely 
fastened to walls or other surfaces so as to provide ade- 
quate protection from breakage and so located as to 
subject the liquid line to lowest ambient temperatures. 

(B) A shutoff valve shall be installed in each interme- 
diate branch line where it takes off the main line and 
shall be readily accessible. A shutoff valve shall also be 
placed at the appliance end of the intermediate branch 
line. Such shutoff valve shall be upstream of any flexible 
connector used with the appliance. 

(C) Suitable excess flow valves shall be installed in the 
container outlet line supplying liquid LP-gas to the 
building. А suitable excess flow valve shall be installed 
immediately downstream of each shutoff valve. Suitable 
excess flow valves shall be installed where piping size is 
reduced and shall be sized for the reduced size piping. 

(D) Hydrostatic relief valves shall be installed in ac- 
cordance with subsection (10)(m) of this section. 
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(E) The use of hose to carry liquid between the con- 
tainer and the building or at any point in the liquid line, 
except at the appliance connector, shall be prohibited. 

(F) Where flexible connectors are necessary for appli- 
ance installation, such connectors shall be as short as 
practicable and shall comply with subsection (8)(b) or 
(9) of this section. 

(G) Release of fuel when any section of piping or ap- 
pliances is disconnected shall be minimized by either of 
the following methods: 

(D Using an approved automatic quick-closing cou- 
pling (a type closing in both directions when coupled in 
the fuel line), or 

(ID Closing the valve nearest to the appliance and al- 
lowing the appliance to operate until the fuel in the line 
is consumed. 

(IH) Portable containers shall not be taken into 
buildings except as provided in subsection (6)(a) of this 
section. 

(14) Transfer of liquids. The employer shall assure 
that: 

(a) At least one attendant shall remain close to the 
transfer connection from the time the connections are 
first made until they are finally disconnected, during the 
transfer of the product. 

(b) Containers shall be filled or used only upon au- 
thorization of the owner. 

(c) Containers manufactured in accordance with 
specifications of 49 CFR Part 178 and authorized by 49 
CFR Chapter 1 as a "single trip" or "nonrefillable con- 
tainer" shall not be refilled or reused in LP-gas service. 

(d) Gas or liquid shall not be vented to the atmos- 
phere to assist in transferring contents of one container 
to another, except as provided in WAC 296-24-47511 
(5)(4) and except that this shall not preclude the use of 
listed pump utilizing LP-gas in the vapor phase as а 
source of energy and venting such gas to the atmosphere 
at a rate not to exceed that from a Мо. 31 drill size 
opening and provided that such venting and liquid 
transfer shall be located not less than fifty feet from the 
nearest important building. 

(e) Filling of fuel containers for industrial trucks or 
motor vehicles from industrial bulk storage containers 
shall be performed not less than ten feet from the near- 
est important masonry-walled building or not less than 
twenty-five feet from the nearest important building or 
other construction and, in any event, not less than twen- 
ty-five feet from any building opening. 

(f) Filling of portable containers, containers mounted 
on skids, fuel containers on farm tractors, or similar ap- 
plications, from storage containers used in domestic or 
commercial service, shall be performed not less than fifty 
feet from the nearest important building. 

(g) The filling connection and the vent from the liquid 
level gages in containers, filled at point of installation, 
shall not be less than ten feet in any direction from air 
openings into sealed combustion system appliances or 
mechanical ventilation air intakes. 

(h) Fuel supply containers shall be gaged and charged 
only in the open air or in buildings especially provided 
for that purpose. 
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(i) The maximum vapor pressure of the product at 
100°F which may be transferred into a container shall 
be in accordance with WAC 296-24-47509(2) and 296- 
2447511(3). (For DOT containers use DOT 
requirements.) 

(j) Marketers and users shall exercise precaution to 
assure that only those gases for which the system is de- 
signed, examined, and listed, are employed in its opera- 
tion, particularly with regard to pressures. 

(k) Pumps or compressors shall be designed for use 
with LP-gas. When compressors are used they shall 
normally take suction from the vapor space of the con- 
tainer being filled and discharge to the vapor space of 
the container being emptied. 

(1) Pumping systems, when equipped with a positive 
displacement pump, shall include a recirculating device 
which shall limit the differential pressure on the pump 
under normal operating conditions to the maximum dif- 
ferential pressure rating of the pump. The discharge of 
the pumping system shall be protected so that pressure 
does not exceed 350 p.s.i.g. If a recirculation system dis- 
charges into the supply tank and contains a manual 
shutoff valve, an adequate secondary safety recirculation 
system shall be incorporated which shall have no means 
of rendering it inoperative. Manual shutoff valves in re- 
circulation systems shall be kept open except during an 
emergency or when repairs are being made to the 
system. 

(m) When necessary, unloading piping or hoses shall 
be provided with suitable bleeder valves for relieving 
pressure before disconnection. 

(n) Agricultural air moving equipment, including crop 
dryers, shall be shut down when supply containers are 
being filled unless the air intakes and sources of ignition 
on the equipment are located fifty feet or more from the 
container. 

(o) Agricultural equipment employing open flames or 
equipment with integral containers, such as flame culti- 
vators, weed burners, and, in addition, tractors, shall be 
shut down during refueling. 

(15) Tank car or transport truck loading or unloading 
points and operations. 

(a) The track of tank car siding shall be relatively 
level. 

(b) A "tank car connected" sign, as covered by DOT 
rules, shall be installed at the active end or ends of the 
siding while the tank car is connected. 

(c) While cars are on side track for loading or un- 
loading, the wheels at both ends shall be blocked on the 
rails. 

(d) The employer shall insure that an employee is in 
attendance at all times while the tank car, cars, or trucks 
are being loaded or unloaded. 

(e) A backflow check valve, excess—flow valve, or a 
shutoff valve with means of remote closing, to protect 
against uncontrolled discharge of LP—gas from storage 
tank piping shall be installed close to the point where the 
liquid piping and hose or swing joint pipe is connected. 

(Ғ) Except as provided іп (g) of this subsection, when 
the size (diameter) of the loading or unloading hoses 
and/or piping is reduced below the size of the tank car 
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or transport truck loading or unloading connections, the 
adaptors to which lines are attached shall be equipped 
with either a backflow check valve, a properly sized ex- 
cess flow valve, or shutoff valve with means of remote 
closing, to protect against uncontrolled discharge from 
the tank car or transport truck. 

(g) The requirement of (f) of this subsection shall not 
apply if the tank car or transport is equipped with a 
quick-closing internal valve that can be remotely closed. 

(h) The tank car or transport truck loading or un- 
loading point shall be located with due consideration to 
the following: 

(1) Proximity to railroads and highway traffic. 

(ii) The distance of such unloading or loading point 
from adjacent property. 

(iii) With respect to buildings on installer's property. 

(iv) Nature of occupancy. 

(v) Topography. 

(vi) Type of construction of buildings. 

(vii) Number of tank cars or transport trucks that 
may be safely loaded or unloaded at one time. 

(viii) Frequency of loading or unloading. 

(i) Where practical, the distance of the unloading or 
loading point shall conform to the distances in subsec- 
tion (6)(b) of this section. 

(16) Instructions. Personnel performing installation, 
removal, operation, and maintenance work shall be 
properly trained in such function. 

(17) Electrical equipment and other sources of 
ignition. 

(a) Electrical equipment and wiring shall be of a type 
specified by and shall be installed ов 


)) according to 
chapter 296- 24 WAC Part L, for ordinary locations ex- 


cept that fixed electrical equipment in classified areas 
shall comply with subsection (18) of this section. 

(b) Open flames or other sources of ignition shall not 
be permitted in vaporizer rooms (except those housing 
direct-fired vaporizers), pumphouses, container charging 
rooms or other similar locations. Direct-fired vaporizers 
shall not be permitted in pumphouses or container 
charging rooms. 


Note: Liquefied petroleum gas storage containers do not require 


lightning protection. Since liquefied petroleum gas is contained 
in a closed system of piping and equipment, the system need 
not be electrically conductive or electrically bonded for protec- 
tion against static electricity (see NFPA No. 77-1972-1973, 
Recommended Practice for Static Electricity). 


(c) Open flames (except as provided for in (b) of this 
subsection), cutting or welding, portable electric tools, 
and extension lights capable of igniting LP—gas, shall 
not be permitted within classified areas specified in Ta- 
ble H—28 of this section unless the L P—gas facilities have 
been freed of all liquid and vapor, or special precautions 
observed under carefully controlled conditions. 

(18) Fixed electrical equipment in classified areas. 
Fixed electrical equipment and wiring installed within 
classified areas shall comply with Table H-28 of this 
section and shall be installed ((imaccordance with -WAE 


)) according to chapter 


296—-24—956-through 296—24—960 
296-24 WAC Part L. This provision does not apply to 


fixed electrical equipment at residential or commercial 
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installations of LP—gas systems or to systems covered by 
WAC 296-24-47511 or 296-24-47515. 

(19) Liquid-level gaging device. 

(a) Each container manufactured after December 31, 
1965, and filled on a volumetric basis shall be equipped 
with a fixed liquid—level gage to indicate the maximum 
permitted filling level as provided in (e) of this subsec- 
tion. Each container manufactured after December 31, 
1969, shall have permanently attached to the container 
adjacent to the fixed level gage a marking showing the 
percentage full that will be shown by that gage. When a 
variable liquid—level gage is also provided, the fixed liq- 
uid-level gage will also serve as a means for checking 
the variable gage. These gages shall be used in charging 
containers as required in subsection (12) of this section. 

(b) All variable gaging devices shall be arranged so 
that the maximum liquid level for butane, for a fifty— 
fifty mixture of butane and propane, and for propane, to 
which the container may be charged is readily determin- 
able. The markings indicating the various liquid levels 
from empty to full shall be on the system nameplate or 
gaging device or part may be on the system nameplate 
and part on the gaging device. Dials of magnetic or ro- 
tary gages shall show whether they are for cylindrical or 
spherical containers and whether for aboveground or 
underground service. The dials of gages intended for use 
only on aboveground containers of over one thousand 
two hundred gallons water capacity shall be so marked. 

(c) Gaging devices that require bleeding of the 
product to the atmosphere, such as the rotary tube, fixed 
tube, and slip tube, shall be designed so that the bleed 
valve maximum opening is not larger than a No. 54 drill 
size, unless provided with excess flow valve. 

(d) Gaging devices shall have a design working pres- 
sure of at least 250 p.s.i.g. 

(e) Length of tube or position of fixed liquid-level 
gage shall be designed to indicate the maximum level to 
which the container may be filled for the product con- 
tained. This level shall be based on the volume of the 
product at 409Ғ at its maximum permitted filling densi- 
ty for aboveground containers and at 50?F for under- 
ground containers. The employer shall calculate the fill- 
ing point for which the fixed liquid level gage shall be 
designed according to thé method in this subsection. 


TABLE H-28 
Equipment shall 
be suitable for 
Part Location Extent of ((Natiomat 


classified area 


1, Group D^ 
A Storage containers Within 15 feet in Division 2. 
other than DOT all directions from 
cylinders. connections, except 
connections 
otherwise covered 
in Table H-28. 
B Tank vehicle and Within 5 fect in Division 1. 


all directions from 
connections 
regularly made or 
disconnected for 
product transfer. 


tank car loading 
and unloading. 
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Part Location 


Extent of 
classified area 


Equipment shall 
be suitable for 
((Nationat 
Electrical 
€odc;)) Class (9) 
1, Group D 


C Gage vent openings 
other than those 
on DOT cylinders. 


D Relief valve 
discharge other 
than those on DOT 
cylinders. 


E Pumps, compressors, 
gas-air mixers and 
vaporizers othcr 
than direct fired. 


Indoors without 
ventilation 


Elcetricat 
€ode;)) Class ((*)) 


Indoors with 
adcquate 
ventilation. 
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Beyond 5 feet but 
within 15 feet in 
all directions from 
a point where 
connections are 
regularly made or 
disconnected and 
within the 
cylindrical volume 
between the 
horizontal equator 
of the sphere and 
grade. (See 
Figure H-1.) 


Within 5 feet in 
all directions from 
point of discharge. 


Beyond 5 feet but 
within 15 feet in 
all directions from 
point of discharge. 


Within direct path 
of discharge. 


Within 5 feet in 
all directions from 
point of discharge. 


Beyond 5 feet but 
within 15 feet in 
all directions from 
point of discharge 
except within the 
direct path of 
discharge. 


Division 2. 


Division 1. 


Division 2. 


Division 1. 
МОТЕ--Ғіхей 
electrical 
equipment 
should 
preferably 
not be 
installed. 


Division 1. 


Division 2. 


Entire room and any 
adjacent room not 
separated by a 
gastight partition. 


Within 15 feet of 
the exterior side 
of any exterior 
wall or roof that 
is not vaportight 
or within 15 feet 
of any exterior 
opening. 


Entire room and any 
adjacent room not 
separated by a 
gastight partition. 


Division l. 


Division 2. 


Division 2. 


Part 


F 


Location 


Outdoors in open 
air at or 
abovegrade. 


Service station 
dispensing 
units. 


Pits or trenches 
containing or 
located beneath 
LP-gas valves, 
pumps, compressors, 
regulators, and 
similar equipment. 


Without mechanical 
ventilation. 


With adequate 
mechanical 
ventilation. 
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Extent of 
classified area 


€ode;)) Class 


Equipment shall 
be suitable for 
((Nationał 
Ełectricał 

(% 


I, Group Р 


)) 


Within 15 feet 
in all directions 


from this equipment 


and within the 
cylindrical volume 
between the 
horizontal equator 
of the sphere and 
grade. See Figure 
H-1. 


Entire space within 
dispenser enclosure, 
and 18 inches 
horizontally from 
enclosure exterior 
up to an elevation 
4 ft. above 
dispenser base. 
Entire pit or open 
space beneath 
dispenser. 


Up to 18 inches 
abovegrade within 
20 ft. horizontally 
from any edge of 
enclosure. 


NOTE: For pits 
within this area, 
see Part F of this 
table. 


Entire pit or trench 


Entire room and any 
adjacent room not 
separated by a 
gastight partition. 


Within 15 feet in 
all directions from 
pit or trench when 
located outdoors. 


Entire pit or trench 


Entire room and any 
adjacent room not 
separated by a 
gastight partition. 


Within 15 feet in 
all directions from 
pit or trench when 
located outdoors. 


Division 2. 


Division 1. 


Division 2. 


Division 1. 


Division 2. 


Division 2. 


Division 2. 


Division 2. 


Division 2. 
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Equipment shall 
be suitable for 


Part Location Extent of ((Nattonat 
classified area Electrical 
€ode;)) Class ((+)) 
I, Group D 
H Special buildings Entire room Division 2. 
or rooms for 
storage of portable 
containers. 
I Pipelines and Within 5 ft. in all Division 1. 
Connections directions from 
containing point of discharge. 
operational bleeds, 
drips, vents or 
drains. 
Beyond 5 ft. from 
point of discharge, 
same as Part E of 
this table. 
J Container filling: 
Indoors without Entire room Division 1. 
ventilation. 
Indoors with Within 5 feet in Division 1. 
adequate all directions from 
ventilation. connections 
regularly made or 
disconnected for 
product transfer. 
Beyond 5 feet and Division 2. 
entire room 
Outdoors in Within 5 feet in Division 1. 
open air all directions 
from connections 
regularly made or 
disconnected for 
product transfer. 
Beyond 5 feet but Division 2. 


within 15 feet in 
all directions from 
a point where 
Connections are 
regularly made or 
disconnected and 
within the 
cylindrical volume 
between the 
horizontal equator 
of the sphere and 
grade (See Fig. H-1.) 


'The classified area shall not extend beyond an unpierced wall, roof, 
or solid vaportight partition. 

?See chapter 296-46 WAC, and ((-&€-296—24—956-through296- 
24—960)) chapter 296-24 WAC Part L. 


3When classifying extent of hazardous area, consideration shall bc 
given to possible variations in the spotting of tank cars and tank vehi- 
cles at the unloading points and the effect these variations of actual 
spotting point may have on the point of connection. 

Ventilation, either natural or mechanical, is considered adequate 
when the concentration of the gas in a gas-air mixture does not exceed 
twenty-five percent of the lower flammable limit under normal operat- 
ing conditions. 
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SPHERE HAVING RADIUS 
OF 15 FT. -DIVISION 2 


SPHERE HAVING RADIUS 
OF SFT.~ DIVISION 1 


HORIZONTAL 
EQUATOR OR 
SPHERE 


POINT OF CONNECTION 
OR SOURCE OF 
EXCESSIVE RELEASE 
OF ПОШЛО OR GAS 


--- - 2 


CYLINDRICAL VOLUME -- 
DIVISION 2 (INCLUDES 
BOTTOM HALF OF 15 FT. 
RADIUS SPHERE) 


Figure H-1 


It is impossible to set out in a table the length of a fixed dip 
tube for various capacity tanks because of the varying tank di- 
ameters and lengths and because the tank may be installed ei- 
ther in a vertical or horizontal position. Knowing the maxi- 
mum permitted filling volume in gallons, however, the length 
of the fixed tube can be determined by the use of a strapping 
table obtained from the container manufacturer. The length of 
the fixed tube should be such that when its lower end touches 
the surface of the liquid in the container, the contents of the 
container will be the maximum permitted volume as deter- 
mined by the following formula: 


Note: 


Water capacity (gals.) 
of container* x filling 


density** Maximum 
= volume 
Specific gravity of of LP-gas 


LP-gas* x volume 
correction factor*** x 100 
*Measure at 60?F. 
**From subsection (12)(a) of this section "filling densities." 

***For aboveground containers the liquid temperature is assumed to 
be 40°F and for underground containers the liquid temperature is 
assumed to be 50°F. To correct the liquid volumes at these tem- 
peratures to 60?F the following factors shall be used. 


(i) Formula for determining maximum volume of liq- 
uefied petroleum gas for which a fixed length of dip tube 
shall be set: 


TABLE H-29 
VOLUME CORRECTION FACTORS 


Specific gravity Aboveground Underground 
0.500 1.033 1.017 
510 1.031 1.016 
520 1.029 1.015 
.530 1.028 1.014 
.540 1.026 1.013 
.550 1.025 1.013 
560 1.024 1.012 
.570 1.023 1.011 
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Specific gravity Aboveground Underground 


.580 
.590 


1.021 
1.020 


1.011 
1.010 


(ii) The maximum volume of LP-gas which can be 
placed in a container when determining the length of the 
dip tube expressed as a percentage of total water content 
of the container is calculated by the following formula. 

(iii) The maximum weight of LP-gas which may be 
placed in a container for determining the length of a 
fixed dip tube is determined by multiplying the maxi- 
mum volume of liquefied petroleum gas obtained by the 
formula in (e)(i) of this subsection by the pounds of liq- 
uefied petroleum gas in a gallon at 40?F for above- 
ground and at 50°F for underground containers. For ex- 
ample, typical pounds per gallon are specified below: 


Example: Assume a one hundred-gallon total water 
capacity tank for aboveground storage of propane having 
a specific gravity of 0.510 of 60°F. 


100 (gals.) x 42 (filling density 


from (12)(а) of this subsection) 4200 
0.510 x 1.031 (correction factor 52.6 
from Table H-29) x 100 
79.8 gallons propane, the maximum 
4200 amount permitted to be placed in a 
— = 100-gallon total water capacity 
52.6 aboveground container equipped 
with a fixed dip tube. 
Maximum volume of 
LP-gas (from formula 
in (e)(i) of 
this subsection) x 100 Maximum 
= percent 
Total water content of LP-gas 
of container in 
gallons. 
Aboveground, Underground, 
pounds pounds 
per gallon per gallon 
Ргорапе.............. 4.37 4.31 
N Butane ............ 4.97 4.92 


(f) Fixed liquid—level gages used on containers other 
than DOT containers shall be stamped on the exterior of 
the gage with the letters "DT" followed by the vertical 
distance (expressed in inches and carried out to one de- 
cimal place) from the top of container to the end of the 
dip tube or to the centerline of the gage when it is lo- 
cated at the maximum permitted filling level. For porta- 
ble containers that may be filled in the horizontal and/or 
vertical position the letters "DT" shall be followed by 
"V" with the vertical distance from the top of the con- 
tainer to the end of the dip tube for vertical filling and 
with "H" followed by the proper distance for horizontal 
filling. For DOT containers the stamping shall be placed 
both on the exterior of the gage and on the container. 
On aboveground or cargo containers where the gages are 
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positioned at specific levels, the marking may be speci- 
fied in percent of total tank contents and the marking 
shall be stamped on the container. 

(g) Gage glasses of the columnar type shall be re- 
stricted to charging plants where the fuel is withdrawn 
in the liquid phase only. They shall be equipped with 
valves having metallic handwheels, with excess flow 
valves, and with extra—heavy glass adequately protected 
with a metal housing applied by the gage manufacturer. 
They shall be shielded against the direct rays of the sun. 
Gage glasses of the columnar type are prohibited on 
tank trucks, and on motor fuel tanks, and on containers 
used in domestic, commercial, and industrial 
installations. 

(h) Gaging devices of the float, or equivalent type 
which do not require flow for their operation and having 
connections extending to a point outside the container do 
not have to be equipped with excess flow valves provided 
the piping and fittings are adequately designed to with- 
stand the container pressure and are properly protected 
against physical damage and breakage. 

(20) Requirements for appliances. 

(a) Except as provided in (b) of this subsection, new 
commercial and industrial gas consuming appliances 
shall be approved. 

(b) Any appliance that was originally manufactured 
for operation with a gaseous fuel other than LP—gas and 
is in good condition may be used with LP-gas only after 
it is properly converted, adapted, and tested for per- 
formance with LP-gas before the appliance is placed in 
use. 

(c) Unattended heaters used inside buildings for the 
purpose of animal or poultry production or care shall be 
equipped with an approved automatic device designed to 
shut off the flow of gas to the main burners, and pilot if 
used, in the event of flame extinguishment. 

(d) АП commercial, industrial, and agricultural appli- 
ances or equipment shall be installed in accordance with 
the requirements of these standards and in accordance 
with the following: 

(i) Domestic and commercial appliances. —NFPA 54- 
1969, Standard for the Installation of Gas Appliances 
and Gas Piping. 

(ii) Industrial appliances—NFPA 54А-1969, Stan- 
dard for the Installation of Gas Piping and Gas Equip- 
ment on Industrial Premises and Certain Other 
Premises. 

(iii) Standard for the Installation and Use of Station- 
ary Combustion Engines and Gas Turbines—NFPA 37- 
1970. 

(iv) Standard for the installation of Equipment for 
the Removal of Smoke and Grease-Laden Vapors from 
Commercial Cooking Equipment, NFPA 96—1970. 


AMENDATORY SECTION (Amending Order 88—25, 
filed 11/14/88) 

WAC 296-24-51009 BASIC RULES. This section 
applies to all sections of this chapter which include 
WAC 296-24-510 in the section number unless other- 
wise noted. 
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(1) Approval of equipment and systems. Each appur- 
tenance shall be approved in accordance with (a), (b), 
(c), and (d) of this subsection. 

(a) It was installed before February 8, 1973 and was 
approved and tested, and installed in accordance with 
either the provisions of the American National Standard 
for the Storage and Handling of Anhydrous Ammonia, 
K61.1, or the Fertilizer Institute Standards for the Stor- 
age and Handling of Agricultural Anhydrous Ammonia, 
M-1, in effect at the time of installation; or 

(b) It is accepted, or certified, or listed, or labeled, or 
otherwise determined to be safe by a nationally recog- 
nized testing laboratory; or 

(c) It is a type which no nationally recognized testing 
laboratory does, or will undertake to accept, certify, list, 
label, or determine to be safe; and such equipment is in- 
spected or tested by any federal, state, municipal, or 
other local authority responsible for enforcing occupa- 
tional safety provisions of a federal, state, municipal or 
other local law, code, or regulation pertaining to the 
storage, handling, transport, and use of anhydrous am- 
monia, and found to be in compliance with either the 
provisions of the American National Standard for the 
Storage and Handling of Anhydrous Ammonia, K61.1, 
or the Fertilizer Institute Standards for the Storage and 
Handling of Agricultural Anhydrous Ammonia, M-1, in 
effect at the time of installation; or 

(d) It is a custom-designed and custom-built unit, 
which no nationally recognized testing laboratory, or 
federal, state, municipal or local authority responsible 
for the enforcement of a federal, state, municipal, or lo- 
cal law, code or regulation pertaining to the storage, 
transportation and use of anhydrous ammonia is willing 
to undertake to accept, certify, list, label or determine to 
be safe, and the employer has on file a document attest- 
ing to its safe condition following the conduct of appro- 
priate tests. The document shall be signed by a regis- 
tered professional engineer or other person having spe- 
cial training or experience sufficient to permit him/her 
to form an opinion as to safety of the unit involved. The 
document shall set forth the test bases, test data and re- 
sults, and also the qualifications of the certifying person. 

(e) For the purposes of this section the word "listed" 
means that equipment is of a kind mentioned in a list 
which is published by a nationally recognized laboratory 
which makes periodic inspection of the production of 
such equipment, and states such equipment meets na- 
tionally recognized standards or has been tested and 
found safe for use in a specified manner. "Labeled" 
means there is attached to it a labeł, symbol, or other 
identifying mark of a nationally recognized testing labo- 
ratory which makes periodic inspections of the produc- 
tion of such equipment, and whose labeling indicates 
compliance with nationally recognized standards or tests 
to determine safe use in a specified manner. "Certified" 
means it has been tested and found by a nationally rec- 
ognized testing laboratory to meet nationally recognized 
standards or to be safe for use in a specified manner, or 
is of a kind whose production is periodically inspected by 
a nationally recognized testing laboratory, and it bears a 
label, tag, or other record of certification. 


WSR 91-24-017 


(Ғ) For purposes of this section, refer to federal regu- 
lation 29 CFR 1910.7 for definition of nationally recog- 
nized testing laboratory. 

(2) Requirements for construction, original test and 
requalification of not-refrigerated containers. 

(a) Containers used with systems covered in WAC 
296-24-51011 and 296-24-51017 through 296-24- 
51021 shall be constructed and tested in accordance with 
the code except that construction under Table UW-12 
at a basic joint efficiency of under eighty percent is not 
authorized. 

Containers built according to the code do not have to 
comply with paragraphs UG-125 to UG-128, inclusive, 
and paragraphs UG-132 and UG-133 of the code. 

(b) Containers exceeding thirty-six inches in diameter 
or two hundred fifty gallons water capacity shall be con- 
structed to comply with one or more of the following: 

(i) Containers shall be stress relieved after fabrication 
in accordance with the code, or 

(ii) Cold-formed heads, when used, shall be stress re- 
lieved or, 

(iii) Hot-formed heads shall be used. 

(c) Welding to the shell, head, or any other part of 
the container subject to internal pressure shall be done 
in compliance with WAC 296-24-51005(5). Other 
welding is permitted only on saddle plates, lugs, or 
brackets attached to the container by the container 
manufacturer. 

(d) Containers used with systems covered by subsec- 
tion (3)(b)(iv) of this section shall be constructed and 
tested in accordance with the DOT specifications. 

(e) The provisions of (a) of this subsection shall not 
be construed as prohibiting the continued use or rein- 
stallation of containers constructed and maintained in 
accordance with the 1949, 1950, 1952, 1956, 1959, 
1962, 1965 and 1968 editions of the Unfired Pressure 
Vessel Code of the ASME or any revisions thereof in 
effect at the time of fabrication. 

(3) Markings on nonrefrigerated containers and sys- 
tems other than DOT containers. 

(a) System nameplates, when required, shall be per- 
manently attached to the system so as to be readily ac- 
cessible for inspection and shall include markings as 
prescribed in (b) of this subsection. 

(b) Each container or system covered in WAC 296- 
24-51011, 296-24-51017, 296-24-51019 and 296-24- 
51021 shall be marked as specified in the following: 

(i) With a marking identifying compliance with the 
rules of the code under which the container is 
constructed. 

(ii) With a notation on the container and system 
nameplate when the system is designed for underground 
installation. 

(iii) With the name and address of the supplier of the 
container or the trade name of the container and with 
the date of fabrication. 

(iv) With the water capacity of the container in 
pounds at 60°F or gallons, United States standard. 

(v) With the design pressure in pounds per square 
inch gage. 

(vi) With the wall thickness of the shell and heads. 
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(vii) With marking indicating the maximum level to 
which the container may be filled with liquid anhydrous 
ammonia at temperatures between 20°F and 100°F ex- 
cept on containers provided with fixed maximum level 
indicators, such as fixed length dip tubes, or containers 
that are filled by weight. Markings shall be in incre- 
ments of not more than 20°F. 

(viii) With the outside surface area in square feet. 

(ix) With minimum temperature in Fahrenheit for 
which the container is designed. 

(x) Marking specified on container shall be on the 
container itself or on a nameplate permanently affixed 
thereto. 

(c) All main operating valves on permanently installed 
containers having a capacity of over three thousand wa- 
ter gallons shall be identified to show whether the valve 
is in liquid or vapor service. The recommended method 
of identification may be legend or color code as specified 
in (c)(i) and (ii) of this subsection: 

(i) Legend: The legend LIQUID (or LIQUID VALVE), 
VAPOR (Or VAPOR VALVE), aS appropriate, shall be 
placed on or within twelve inches of the valve by means 
of a stencil tag, or decal. 

(ii) Color code: Liquid valves shall be painted orange 
and vapor valves shall be painted yellow. The legend 
ORANGE-LIQUID, YELLOW-VAPOR shall be displayed in 
one or more conspicuous places at each permanent stor- 
age location. The legend shall have letters at least two 
inches high and shall be placed against a contrasting 
background. This is in accordance with American Na- 
tional Standard A13.1 "Schemes for Identification of 
Piping Systems" —1956, Page 5. 

(4) Marking refrigerated containers. (See WAC 296- 
24-51013(3). Marking refrigerated containers.) 

(5) Location of containers. 

(a) Consideration shall be given to the physiological 
effects of ammonia as well as to adjacent fire hazards in 
selecting the location for a storage container. Containers 
shall be located outside of buildings or in buildings or 
sections thereof especially approved for this purpose. 

(b) Containers shall be located at least fifty feet from 
a dug well or other sources of potable water supply, un- 
less the container is a part of a water treatment 
installation. 

(c) The location of permanent storage containers shall 
be outside densely populated areas. 

(d) Container locations shall comply with the follow- 
ing table: 


Minimum Distances (feet) 
from Container to: 


Line of Adjoining 


Nominal Capacity Property Which may Place of Institution 
of Container be Built upon, Public Occupancy 
Highways & Mainline Assembly 
of Railroad 
Over 500 to 2,000 25 150 250 
Over 2,000 to 30,000 50 300 500 
Over 30,000 to 100.000 50 450 750 
Over 100,000 50 600 1,000 


(e) Storage areas shall be kept free of readily ignit- 
able materials such as waste, weeds and long dry grass. 
(6) Container appurtenances. 
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(a) All appurtenances shall be designed for not less 
than the maximum working pressure of that portion of 
the system on which they are installed. All appurte- 
nances shall be fabricated from materials proved suit- 
able for anhydrous ammonia service. 

(b) All connections to containers except safety relief 
devices, gaging devices, or those fitted with a No. 54 
drill size orifice shall have shutoff valves located as close 
to the container as practicable. 

(c) Excess flow valves where required by these stan- 
dards shall close automatically at the rated flows of va- 
por or liquid as specified by the manufacturer. The con- 
nections and line including valves and fittings being pro- 
tected by an excess flow valve shall have a greater ca- 
pacity than the rated flow of the excess flow valve. 

(d) Liquid level gaging devices that require bleeding 
of the product to the atmosphere and which are so con- 
structed that outward flow will not exceed that passed by 
a No. 54 drill size opening need not be equipped with 
excess flow valves. 

(е) Openings from container or through fittings at- 
tached directly on container to which pressure gage con- 
nections are made need not be equipped with excess flow 
valves if such openings are not larger than No. 54 drill 
size. 

(f) Excess flow and back pressure check valves where 
required by these standards shall be located inside of the 
container or at a point outside as close as practicable to 
where the line enters the container. In the latter case, 
installation shall be made in such manner that any un- 
due stress beyond the excess flow or back pressure check 
valve will not cause breakage between the container and 
the valve. 

(g) Excess flow valves shall be designed with a bypass, 
not to exceed a No. 60 drill size opening to allow equal- 
ization of pressures. 

(h) Shutoff valves provided with an excess flow valve 
shall be designed for proper installation in a container 
connection so that the excess flow valve will close should 
the shutoff valve break. 

(i) All excess flow valves shall be plainly and perma- 
nently marked with the name or trademark of the man- 
ufacturer, the catalog number, and the rated capacity. 

(7) Piping, tubing and fittings. 

(a) All piping, tubing and fittings shall be made of 
material suitable for anhydrous ammonia service. 

(b) All piping, tubing and fittings shall be designed 
for a pressure not less than the maximum pressure to 
which they may be subjected in service. 

(c) All piping shall be well supported and provision 
shall be made for expansion and contraction. All refrig- 
eration system piping shall conform to the Refrigeration 
Piping Code (ANSI B31.5 1966 addenda B31.1a—1968), 
a section of the American Standard Code for Pressure 
Piping, as it applies to ammonia. 

(d) Piping used on nonrefrigerated systems shall be at 
least ASTM А-53-1969 Grade В Electric Resistance 
Welded and Electric Flash Welded Pipe or equal. Such 
pipe shall be at least Schedule 40 when joints are weld- 
ed, or welded and flanged. Such pipe shall be at least 
Schedule 80 when joints are threaded. Brass, copper, or 
galvanized steel pipe or tubing shall not be used. 
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(е) АП metal flexible connections for permanent іп- 
stallations shall have a minimum working pressure of 
250 p.s.i.g. (safety factor of 4). For temporary installa- 
tions, hose meeting the requirement of subsection (8) of 
this section may be used. 

(f) Cast iron fittings shall not be used but this shall 
not prohibit the use of fittings made specially for ammo- 
nia service of malleable or nodular iron such as Specifi- 
cation ASTM A47 or ASTM A395. 

(g) Provisions shall be made for expansion, contrac- 
tion, jarring, vibration, and for settling. 

(h) Adequate provisions shall be made to protect all 
exposed piping from physical damage that might result 
from moving machinery, the presence of automobiles or 
trucks, or any other undue strain that may be placed 
upon the piping. 

(i) Joint compounds shall be resistant to ammonia. 

(j) After assembly, all piping and tubing shall be test- 
ed and proved to be free from leaks at a pressure not less 
than the normal operating pressure of the system. 

(8) Hose specification. 

(a) Hose used in ammonia service and subject to con- 
tainer pressure shall conform to the joint Rubber Manu- 
facturers Association and the Fertilizer Institute "Hose 
Specifications for Anhydrous Ammonia" (see Appendix 
B). 

(b) Hose subject to container pressure shall be de- 
signed for a minimum working pressure of 350 p.s.i.g. 
and a minimum burst pressure of 1750 p.s.i.g. Hose as- 
semblies, when made up, shall be capable of withstand- 
ing a test pressure of 500 p.s.i.g. 

(c) Hose and hose connections located on the low 
pressure side of flow control or pressure reducing valves 
on devices discharging to atmospheric pressure shall be 
designed for the maximum low side working pressure. 
АП connections shall be designed, constructed, and in- 
stalled so that there will be no leakage when connected. 

(d) Where liquid transfer hose is not drained of liquid 
upon completion of transfer operations, such hose shall 
be equipped with an approved shutoff valve at the dis- 
charge end. Provision shall be made to prevent excessive 
hydrostatic pressure in the hose. (See subsection (9)()) 
of this section.) 

(e) On all hose one-half inch O.D. and larger, used 
for the transfer of anhydrous ammonia liquid or vapor, 
there shall be etched, cast, or impressed at five-foot in- 
tervals the following information: 


"Anhydrous Ammonia" 
XXX p.s.i.g. (Maximum working pressure) 
Manufacturer's Name or Trademark 
Year of Manufacture 


(9) Safety relief devices. 

(a) Every container used in systems covered by WAC 
296-24-51011, 296-24-51017, 296-24-51019 and 296- 
24-51021 shall be provided with one ог more safety ге- 
lief valves of the spring-loaded or equivalent type. The 
discharge from safety relief valves shall be vented away 
from the container, upward and unobstructed to the at- 
mosphere. All safety relief valve discharge openings shall 
have suitable raincaps that will allow free discharge of 
the vapor and prevent the entrance of water. Provision 
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shall be made for draining condensate which may accu- 
mulate. The rate of the discharge shall be in accordance 
with the provisions of Appendix A. 

(b) Container safety relief valves shall be set to start— 
to-discharge as follows, with relations to the design 
pressure of the container. 


Containers Minimum Maximum* 
ASME U-68, U-69 110% 125% 
ASME 09-200, U-201 95% 100% 
ASME 1952, 1956, 1959, 1962, 
1965, 1968 ог 1971 95% 100% 
API-ASME 95% 100% 


U.S. Coast Guard 
(As required by USCG regulations) 


DOT (As required by DOT regulations) 


*Note: A relief valve manufacturer's tolerance of plus ten percent is 


permitted. 


(c) Safety relief devices used in systems covered by 
WAC 296-24-51011, 296-24-51017, 296-24-51019 
and 296-24-51021 shall be constructed to discharge at 
not less than the rates required in (a) of this subsection 
before the pressure is in excess of one hundred twenty 
percent (not including the ten percent tolerance referred 
to in (b) of this subsection) of the maximum permitted 
start-to-discharge pressure setting of the device. 

(d) Safety relief valves shall be so arranged that the 
possibility of tampering will be minimized. If the pres- 
sure setting adjustment is external, the relief valves shall 
be provided with means for sealing the adjustment. 

(e) Shutoff valves shall not be installed between the 
safety relief valves and the containers or systems de- 
scribed in WAC 296-24-51011, 296-24-51017, 296- 
24-51019 and 296-24-51021, except that a shutoff valve 
may be used where the arrangement of this valve is such 
as always to afford required capacity flow through the 
relief valves. 


Note: The above exception is made to cover such cases as a threeway 


valve installed under two safety relief valves, each of which has 


the required rate of discharge and is so installed as to allow 


either of the safety relief valves to be closed off, but does not 
allow both safety valves to be closed off at the same time. An- 
other exception to this may be where two separate relief valves 
are installed with individual shutoff valves. In this case, the 
two shutoff valve stems shall be mechanically interconnected in 
a manner which will allow full required flow of one safety re- 
lief valve at all times. Still another exception is a safety relief 
valve manifold which allows one valve of two, three, four or 
more to be closed off and the remaining valve or valves will 
provide not less than the rate of discharge shown on the mani- 
fold nameplate. 


(f) Safety relief valves shall have direct communica- 
tion with the vapor space of the container. 

(g) Each safety relief valve used with systems de- 
scribed in WAC 296-24-51011, 296-24-51017, 296- 
24-51019 and 296-24-51021 shall be plainly and рег- 
manently marked as follows: 

(i) With the letters "AA" or the symbol "NH3." 

(ii) The pressure in pounds per square inch gage 
(p.s.i.g.) at which the valve is set to start-to—discharge. 

(iii) The rate of discharge of the valve in cubic feet 
per minute of air at 60°F and atmospheric pressure 
(14.7 p.s.i.a.). 
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(iv) The manufacturer's name and catalog number. 

For example, a safety relief valve marked АА-250- 
4200 (air) would mean that this valve is suitable for use 
on an anhydrous ammonia container; that it is set to 
start-to-discharge at 250 p.s.i.g.; and that its rate of 
discharge (see subsection (8)(a) through (c) of this sec- 
tion) is four thousand two hundred cubic feet per minute 
of air. 

(h) The flow capacity of the safety relief valve shall 
not be restricted by any connection to it on either the 
upstream or downstream side. 

(i) The manufacturer or supplier of a safety relief 
valve manifold shall publish complete data showing the 
flow rating through the combined assembly of the mani- 
fold with safety relief valves installed. The manifold flow 
rating shall be determined by testing the manifold with 
all but one valve discharging. If one or more openings 
have restrictions not present in the remaining openings, 
the restricted opening or openings or those having the 
lowest flow shall be used to establish the flow rate 
marked on the manifold nameplate. The marking shall 
be similar to that required in (g) of this subsection for 
individual valves. 

(j) А hydrostatic relief valve shall be installed be- 
tween each pair of valves in the liquid ammonia piping 
or hose where liquid may be trapped so as to relieve into 
the atmosphere at a safe location. 

(k) Discharge from safety relief devices shall not ter- 
minate in or beneath any building. 

(10) Safety. See CGA Pamphlet G-2, TFI Opera- 
tional Safety Manual М-2 and MCA Safety Data Sheet 
SD-8 (see Appendix C for availability). 

(a) Personnel required to handle ammonia shall be 
trained in safe operating practices and the proper action 
to take in the event of emergencies. Personnel shall be 
instructed to use the equipment listed in (c) of this sub- 
section in the event of an emergency. (Rev. 1—22-76) 

(b) If a leak occurs in an ammonia system, the per- 
sonnel trained for and designated to act in such emer- 
Bencies shall: 

(i) See that persons not required to deal with an 
emergency are evacuated from the contaminated area. 

(ii) Put on a suitable gas mask. 

(iii) Wear gauntlet type plastic or rubber gloves and 
wear plastic or rubber suits in heavily contaminated 
atmospheres. 

(iv) Shut off the appropriate valves. 

(c) АП storage systems shall һауе on hand, as a mini- 
mum, the following equipment for emergency and rescue 
purposes: 

*(1) One full face gas mask with anhydrous ammonia 
refill canisters. 

**(i1) One pair of protective gloves. 

**(iii) One pair of protective boots. 

**(iv) One protective slicker and/or protective pants 
and jacket. 

(v) Easily accessible shower and/or at least fifty 
gallons of clean water in an open top container. 

(vi) Tight fitting vented goggles or one full face shield. 

*An ammonia canister is effective for short periods of time in light 


concentrations of ammonia vapor, generally fifteen minutes in 
concentrations of three percent and will not protect breathing in 
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heavier concentrations. If ammonia vapors are detected when 
mask is applied the concentration is too high for safety. The life 
of a canister in service is controlled by the percentage of vapors to 
which it is exposed. Canisters must not be opened until ready for 
use and should be discarded after use. Unopened canisters may be 
guaranteed for as long as three years. All should be dated when 
received because of this limited life. In addition to this protection, 
an independently supplied air mask of the type used by fire de- 
partments may be used for severe emergencies. 


**Gloves, boots, slickers, jackets and pants shall be made of rubber 
or other material impervious to ammonia. 


(d) Where several persons are usually present, addi- 
tional safety equipment may be desirable. 

(е) Each tank motor vehicle transporting anhydrous 
ammonia, except farm applicator vehicles, shall carry a 
container of at least five gallons of water and shall be 
equipped with a full face gas mask, a pair of tight-fit- 
ting goggles or one full face shield. The driver shall be 
instructed in their use and the proper action to take to 
provide for his/her safety. 

(f) If a leak occurs in transportation equipment and it 
is not practical to stop the leak, the driver should move 
the vehicle to an isolated location away from populated 
communities or heavily traveled highways. | 

(g) If liquid ammonia contacts the skin or eyes, the 
affected area should be promptly and thoroughly flushed 
with water. Do not use neutralizing solutions or oint- 
ments on affected areas. A physician shall treat all cases 
of eye exposure to liquid ammonia. 

(11) Filling densities. (See WAC 296-24-51005(9).) 

(a) The filling densities for nonrefrigerated containers 
shall not exceed the following: 


Aboveground Underground 


(i) Uninsulated 56%* 58% 

(ii) Insulated 57% 

(iii) DOT containers shall be filled in accordance 
with DOT regulations. 


*This corresponds to 82% by volume at —28°F, 85% by volume at 
5°F, 87.5% by volume at 30°F, and 90.6% by volume at 60°F. 


(b) The filling density for refrigerated storage tanks 
temperature corresponding to the vapor pressure at the 
start-to-discharge pressure setting of the safety relief 
valve. 

(c) If containers are to be filled according to liquid 
level by any gaging method other than a fixed length dip 
tube gage, each container should have a thermometer 
well so that the internal liquid temperature can be easily 
determined and the amount of liquid and vapor in the 
container corrected to a 60°F basis. 

(12) Transfer of liquids. 

(a) Anhydrous ammonia shall always be at a temper- 
ature suitable for the material of construction and design 
of the receiving containers. Ordinary steels are not suit- 
able for refrigerated ammonia. See Appendix R of API 
Standard 620 "Recommended Rules for Design and 
Construction of Large Welded Low-Pressure Storage 
Tanks" for materials for low temperature service. 

(b) At least one attendant shall supervise the transfer 
of liquids from the time the connections are first made 
until they are finally disconnected. 
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(c) Flammable gases or gases which will react with 
ammonia (such as air) shall not be used to unload tank 
cars or transport trucks. 

(d) Containers shall be charged or used only upon au- 
thorization of the owner. 

(е) Containers shall be gaged and charged only in the 
open atmosphere or in buildings approved for that 
purpose. 

(f) Pumps used for transferring ammonia shall be 
recommended and labeled for ammonia service by the 
manufacturer. 

(i) Pumps shall be designed for at least 250 p.s.i.g. 
working pressure. 

(ii) Positive displacement pumps shall have installed, 
off the discharge port, a constant differential relief valve 
discharging into the suction port of the pump through a 
line of sufficient size to carry the full capacity of the 
pump at relief valve setting, which setting and installa- 
tion shall be according to pump manufacturer's 
recommendations. 

(iii) On the discharge side of the pump, before the re- 
lief valve line, there shall be installed a pressure gage 
graduated from 0 to 400 p.s.i.g. 

(iv) Plant piping shall contain shutoff valves located 
as close as practical to pump connections. 

(g) Compressors used for transferring or refrigerating 
ammonia shall be recommended and labeled for ammo- 
nia service by the manufacturer. 

(i) Compressors, except those used for refrigeration, 
shall be designed for at least 250 p.s.i.g. working pres- 
sure. Crank cases of compressors not designed to with- 
stand system pressure shall be protected with a suitable 
safety relief valve. 

(ii) Plant piping shall contain shutoff valves located as 
close as practical to compressor connections. 

(iii) A safety relief valve large enough to discharge 
the full capacity of the compressor shall be connected to 
the discharge before any shutoff valve. 

(iv) Compressors shall have pressure gages at suction 
and discharge graduated to at least one and one-half 
times the maximum pressure that can be developed. 

(v) Adequate means, such as drainable liquid trap, 
may be provided on the compressor suction to minimize 
the entry of liquid into the compressor. 

(vi) Where necessary to prevent contamination, an oil 
separator shall be provided on the discharge side of the 
compressor. 

(h) Loading and unloading systems shall be protected 
by suitable devices to prevent emptying of the storage 
container or the container being loaded or unloaded in 
the event of severance of the hose. Backflow check valves 
or properly sized excess flow valves shall be installed 
where necessary to provide such protection. In the event 
that such valves are not practical, remotely operated 
shutoff valves may be installed. 

(i) Meters used for the measurement of liquid anhy- 
drous ammonia shall be recommended and labeled for 
ammonia service by the manufacturer. 

(i) Liquid meters shall be designed for a minimum 
working pressure of 250 p.s.i.g. 

(ii) The metering system shall incorporate devices that 
will prevent the inadvertent measurement of vapor. . 
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(13) Tank car unloading points and operations. 

(a) Provisions for unloading tank cars shall conform 
to the regulations of the department of transportation. 

(b) Unloading operations shall be performed by reli- 
able persons properly instructed and made responsible 
for careful compliance with all applicable procedures. 

(c) Caution signs shall be so placed on the track or 
car as to give necessary warning to persons approaching 
car from open end or ends of siding and shall be left up 
until after car is unloaded and disconnected from dis- 
charge connections. Signs shall be of metal or other 
suitable material, at least twelve by fifteen inches in size 
and bear the words "stop—Tank car connected" or 
"STOP—Men at work" the word "STOP," being in letters 
at least four inches high and the other words in letters at 
least two inches high. The letters shall be white on a 
blue background. 

(d) The track of a tank car siding shall be буй 
tially level. 

(e) Brakes shall be set and wheels blocked on all cars 
being unloaded. 

(f) Tank cars of anhydrous ammonia shall be unload- 
ed only at approved locations meeting the requirements 
of subsections (9)(c) and (12)(h) of this section. 

(14) Liquid level gaging device. 

(a) Each container except those filled by weight shall 
be equipped with an approved liquid level gaging device. 

(b) All gaging devices shall be arranged so that the 
maximum liquid level to which the container is filled is 
readily determined. (See subsection (4)(b)(vii) of this 
section.) 

(c) Gaging devices that require bleeding of the 
product to the atmosphere such as the rotary tube, fixed 
tube, and slip tube devices, shall be designed so that the 
maximum opening of the bleed valve is not larger than 
No. 54 drill size unless provided with an excess flow 
valve. (This requirement does not apply to farm vehicles 
used for the application of ammonia as covered in WAC 
296-24-51021.) 

(4) Gaging devices shall have a design pressure equal 
to or greater than the design pressure of the container on 
which they are installed. 

(e) Fixed liquid level gages shall be so designed that 
the maximum volume of the container filled by liquid 
shall not exceed eighty-five percent of its water capacity. 
The coupling into which the fixed liquid level gage is 
threaded must be placed at the eighty-five percent level 
of the container. If located elsewhere, the dip tube of 
this gage must be installed in such a manner that it 
cannot be readily removed. 


Note: This does not apply to refrigerated storage. 


(f) Gage glasses of the columnar type shall be re- 
stricted to stationary storage installation. They shall be 
equipped with shutoff valves having metallic handwheels, 
with excess-flow valves, and with extra heavy glass ade- 
quately protected with a metal housing applied by the 
gage manufacturer. They shall be shielded against the 
direct rays of the sun. 

(15) Painting of containers. Aboveground uninsulated 
containers should have a reflective surface maintained in 
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good condition. White is recommended for painted sur- 
faces, but other light reflecting colors are acceptable. 

(16) Electrical equipment and wiring. 

(a) Electrical equipment and wiring for use in ammo- 
nia installations shall be general purpose or weather re- 
sistant as appropriate. 

(b) Where concentrations of ammonia in air in excess 
of sixteen percent by volume are likely to be encoun- 
tered, electrical equipment and wiring shall be of a type 
specified by and be installed ((im-accordance-with-Na- 

)) accord- 


tronat Etectricat-Code, NFPA 70-(CANSI-CT) 
ing to chapter 296-24 WAC Part L, for Class 1, Group 
D locations. 


AMENDATORY SECTION (Amending Order 80-21, 
filed 11/13/80) 


WAC 29624-65501 PORTABLE POWERED 
TOOLS. (1) Portable circular saws. 

(a) All portable, power-driven circular saws having a 
blade diameter greater than 2 in. shall be equipped with 
guards above and below the base plate or shoe. The up- 
per guard shall cover the saw to the depth of the teeth, 
except for the minimum arc required to permit the base 
to be tilted for bevel cuts. The lower guard shall cover 
the saw to the depth of the teeth, except for the mini- 
mum arc required to allow proper retraction and contact 
with the work. When the tool is withdrawn from the 
work, the lower guard shall automatically and instantly 
return to covering position. 

(b) (1)(a) of this section does not apply to circular 
saws used in the meat industry for meat cutting 
purposes. 

(2) Switches and controls. 

(a) All hand-held powered circular saws having a 
blade diameter-greater than 2 inches, electric, hydraulic 
or pneumatic chain saws, and percussion tools without 
positive accessory holding means shall be equipped with 
a constant pressure switch or control that will shut off 
the power when the pressure is released. АП hand—held 
gasoline powered chain saws shall be equipped with a 
constant pressure throttle control that will shut off the 
power to the saw chain when the pressure is released. 

(b) All hand-held powered drills, tappers, fastener 
drivers, horizontal, vertical, and angle grinders with 
wheels greater than 2 inches in diameter, disc sanders 
with discs greater than 2 inches in diameter, belt 
sanders, reciprocating saws, saber, scroll, and jig saws 
with blade shanks greater than a nominal one-fourth 
inch, and other similarly operating powered tools shall 
be equipped with a constant pressure switch or control 
and may have a lock-on control provided that turnoff 
can be accomplished by a single motion of the same fin- 
ger or fingers that turn it on. 

(c) All other hand-held powered tools, such as, but 
not limited to, platen sanders, grinders with wheels 2 
inches in diameter or less, disc sanders with discs 2 


-inches in diameter or less, routers, planers, laminate 
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trimmers, nibblers, shears, saber, scroll, and jig saws 
with blade shanks a nominal one-fourth of an inch wide 
or less, may be equipped with either a positive "on-off" 
control, or other controls as described by (2)(a) and (b) 
of this section. 
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(i) Saber, scroll, and jig saws with nonstandard blade 
holders may use blades with shanks which are nonuni- 
form in width, provided the narrowest portion of the 
blade shank is an integral part in mounting the blade. 

(ii) Blade shank width shall be measured at the nar- 
rowest portion of the blade shank when saber, scroll, and 
jig saws have nonstandard blade holders. 

(iii) "Nominal" in this section means +0.05 inch. 

(d) The operating control on hand-held power tools 
shall be so located as to minimize the possibility of its 
accidental operation, if such accidental operation would 
constitute a hazard to employees. 

(e) This paragraph does not apply to concrete 
vibrators, concrete breakers, powered tampers, jack 
hammers, rock drills, garden appliances, household and 
kitchen appliances, personal care appliances, medical or 
dental equipment, or to fixed machinery. 

(3) Portable belt sanding machines. Belt sanding ma- 
chines shall be provided with guards at each nip point 
where the sanding belt runs onto a pulley. These guards 
shall effectively prevent the hands or fingers of the oper- 
ator from coming in contact with the nip points. The 
unused run of the sanding belt shall be guarded against 
accidental contact. 

(4) Cracked saws. All cracked saws shall be removed 
from service. 

(5) Grounding. Portable electric powered tools shall 
meet the electrical requirements of (( 
and-296=24-955)) chapter 296-24 WAC Part L. 


AMENDATORY SECTION (Amending Order 73-5, 
filed 5/9/73) 


WAC 296-24-67509 DUST HAZARDS FROM 
ABRASIVE BLASTING. (1) Dust sources. Abrasives 
and the surface coatings on the materials blasted are 
shattered and pulverized during blasting operations and 
the dust formed will contain particles of respirable size. 
The composition and toxicity of the dust from these 
sources shall be considered in making an evaluation of 
the potential health hazards. 

(2) Types of abrasives. A large variety of solid mate- 
rials may be used as abrasives, with qualities varying 
from hard deep-cutting to soft polishing. These include; 
(a) mineral grains, either synthetic or natural, (b) me- 
tallic shot or grit, generally of steel or chilled cast iron, 
and (c) organic abrasives, such as ground corncobs or 
walnut shells. 

Silica sand is the most hazardous mineral abrasive 
commonly used and its use should be limited wherever 
possible. 

The potential hazard from steel or iron dust is consid- 
ered to be minimal. 

Readily combustible organic abrasives may be pulver- 
ized fine enough to be capable of forming explosive mix- 
tures with air. 

(3) Types of coatings. A surface coating formed dur- 
ing the fabrication of a part, or a protective coating ap- 
plied after fabrication, will be removed and dispersed as 
a dust by abrasive blasting. The type of coating should 
be known to make a proper evaluation of the potential 
hazard. 
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(a) Silica sand is frequently imbedded in the surface 
of castings and may be-pulverized by blast cleaning. 

(b) Coatings containing toxic metals will add to the 
potential seriousness of the dust exposures. Examples of 
such coatings are anti-fouling paints containing mercu- 
ry, lead paints on structural steel, cadmium plating, and 
lead deposits on pistons of internal combustion engines. 

(c) Plastic or resin coatings may be decomposed by 
the action of the abrasives to form irritating by- 
products. 

(4) Wet abrasive blasting. Wet methods will tend to 
keep dust exposures minimal, but droplets dispersed and 
dried residues which become airborne may create poten- 
tial exposures. 

(5) Concentrations of contaminants. The concentra- 
tion of respirable dust or fumes in the breathing zone of 
the abrasive—blasting operator or any other worker shall 
be kept below the levels recommended by chapter 296- 
62 WAC. 

(6) Use of combustible abrasives. Organic abrasives 
which are combustible shall be used only in automatic 
systems because the fine dust produced presents a po- 
tential fire and explosion hazard. 

(a) Where flammable or explosive dust mixtures may 
be present, the construction of the equipment, including 
the exhaust system and all electric wiring shall conform 
to the requirements of American National Standard In- 
stallation of Blower and Exhaust Systems for Dust, 
Stock, and Vapor Removal or Conveying, Z 33.1-1961 
(NFPA 91-1961; NBFU 91-1961), and ((American 
National-Strmdard- National Electriczl-Code,-C 41-1968 


)) chapter 296-24 WAC Part L. The 
blast nozzle shall be bonded and grounded to prevent the 


buildup of static charges. 

(b) Where flammable or explosive dust mixtures may 
be present, the abrasive blasting enclosure, the ducts, 
and the dust collector shall be constructed with loose 
panels or explosion venting areas, located on sides away 
from any occupied area, to provide for pressure relief in 
case of explosion, following the principles set forth in the 
National Fire Protection Association Explosion Venting 
Guide, NFPA 68-1954. 


AMENDATORY SECTION (Amending Order 73-5, 
filed 5/9/73) 


WAC 296-24-68211 ACETYLENE GENERA- 
TORS. (1) Approval and marking. 

(a) Generators shall be of approved construction and 
shall be plainly marked with the maximum rate of acet- 
ylene in cubic feet per hour for which they are designed; 
the weight and size of carbide necessary for a single 
charge; the manufacturer's name and address; and the 
name or number of the type of generator. 

(b) Carbide shall be of the size marked on the gener- 
ator nameplate. 

(2) Rating and pressure limitations. 

(a) The total hourly output of a generator shall not 
exceed the rate for which it is approved and marked. 
Unless specifically approved for higher ratings, carbide— 
feed generators shall be rated at 1 cubic foot per hour 
per pound of carbide required for a single complete 
charge. ; 
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(b) Relief valves shall be regularly operated to insure 
proper functioning. Relief valves for generating cham- 
bers shall be set to open at a pressure not in excess of 15 
p.s.i.g. Relief valves for hydraulic back pressure valves 
shall be set to open at a pressure not in excess of 20 
p.s.i.g. 

(c) Nonautomatic generators shall not be used for 
generating acetylene at pressures exceeding 1 p.s.i.g., 
and all water overflows shall be visible. 

(3) Location. The space around the generator shall be 
ample for free, unobstructed operation and maintenance 
and shall permit ready adjustment and charging. 

(4) Stationary acetylene generators (automatic and 
nonautomatic). 

(a) The foundation shall be so arranged that the gen- 
erator will be level and so that no excessive strain will be 
placed on the generator or its connections. Acetylene 
generators shall be grounded. 

(b) Generators shall be placed where water will not 
freeze. The use of common salt (sodium chloride) or 
other corrosive chemicals for protection against freezing 
is not permitted. (For heating systems see WAC 296- 
24-68211 (6)(k).) 

(c) Except when generators are prepared in accord- 
ance with WAC 296-24-68211 (7)(i), sources of igni- 
tion shall be prohibited in outside generator houses or 
inside generator rooms. 

(d) Water shall not be supplied through a continuous 
connection to the generator except when the generator is 
provided with an adequate open overflow or automatic 
water shutoff which will effectively prevent overfilling of 
the generator. Where а noncontinuous connection is 
used, the supply line shall terminate at a point not less 
than 2 inches above the regularly provided opening for 
filling so that the water can be observed as it enters the 
generator. 

(e) Unless otherwise specifically approved, generators 
shall not be fitted with continuous drain connections 
leading to sewers, but shall discharge through an open 
connection into a suitably vented outdoor receptacle or 
residue pit which may have such connections. An open 
connection for the sludge drawoff is desirable to enable 
the generator operator to observe leakage of generating 
water from the drain valve or sludge cock. 

(f) Each generator shall be provided with a vent pipe 
of Schedule 40 galvanized iron or steel, except that out- 
side of buildings, vent pipes larger than 4 inches in di- 
ameter may be not less than 14 gage galvanized tubing 
or sheet steel. 

(g) The escape or relief pipe shall be rigidly installed 
without traps and so that any condensation will drain 
back to the generator. 

(h) The escape or relief pipe shall be carried full size 
to a suitable point outside the building. It shall termi- 
nate in a hood or bend located at least 12 feet above the 
ground, preferably above the roof, and as far away as 
practicable from windows or other openings into build- 
ings and as far away as practicable from sources of ig- 
nition such as flues or chimneys and tracks used by lo- 
comotives. Generating chamber relief pipes shall not be 
inter—connected but shall be separately led to the outside 
air. The hood or bend shall be so constructed that it will 
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not be obstructed by rain, snow, ice, insects, or birds. 
The outlet shall be at least 3 feet from combustible 
construction. 

(i) Gas holders shall be constructed on the gasometer 
principle, the bell being suitably guided. The gas bell 
shall move freely without tendency to bind and shall 
have a clearance of at least 2 inches from the shell. 

(j) The gas holder may be located in the generator 
room, in a separate room or out of doors. In order to 
prevent collapse of the gas bell or infiltration of air due 
to a vacuum caused by the compressor or booster pump 
or cooling of the gas, a compressor or booster cutoff 
shall be provided at a point 12 inches or more above the 
landing point of the bell. When the gas holder is located 
indoors, the room shall be ventilated in accordance with 
WAC 296-24-68211 (6)(j) and heated and lighted in 
accordance with WAC 296-24-68211 (6)(k) and (1). 

(k) When the gas holder is not located within a 
heated building, gas holder seals shall be protected 
against freezing. 

(I) Means shall be provided to stop the generator- 
feeding mechanism before the gas holder reaches the 
upper limit of its travel. 

(m) When the gas holder is connected to only one 
generator, the gas capacity of the holder shall be not less 
than one-third of the hourly rating of the generator. 

(n) If acetylene is used from the gas holder without 
increase in pressure at some points but with increase in 
pressure by a compressor or booster pump at other 
points, approved piping protective devices shall be in- 
stalled in each supply line. The low-pressure protective 
device shall be located between the gas holder and the 
shop piping, and the medium-pressure protective device 
shall be located between the compressor or booster pump 
and the shop piping (see Figure Q-4). Approved protec- 
tive equipment (designated Pp) is used to prevent: Back- 
flow of oxygen into the fuel-gas supply system; passage 
of a flashback into the fuel-gas supply system; and ex- 
cessive back pressure of oxygen in the fuel-gas supply 
system. The three functions of the protective equipment 
may be combined in one device or may be provided by 
separate devices. 
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PROTECTIVE DEVICE 


ЗМОГ PIPING 


ACETYLENE 
HOLDEN 


ACETYLENE COMPIIESSON | | 
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Figure О-4 


(o) The compressor or booster system shall be of an 
approved type. 
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(p) Wiring and electrical equipment in compressor or 
booster pump rooms or enclosures shall conform to the 
provisions of ((the—Nationat Etectricat-€ode,Part-5, 
NFPA H Articte 564 CANSIE-€ 3-1971))) chapter 
296-24 WAC Part L for Class I, Division 2 locations. 

(q) Compressors and booster pump equipment shall be 
located in well-ventilated areas away from open flames, 
electrical or mechanical sparks, or other ignition sources. 

(r) Compressor or booster pumps shall be provided 
with pressure relief valves which will relieve pressure ex- 
ceeding 15 p.s.i.g. to a safe outdoor location as provided 
in WAC 296-24-68211 (2)(b), or by returning the gas 
to the inlet side or to the gas supply source. 

(s) Compressor or booster pump discharge outlets 
shall be provided with approved protective equipment. 
(See WAC 296-24-68211 (4)(e).) 

(5) Portable acetylene generators. 

(a) All portable generators shall be of a type approved 
for portable use. 

(b) Portable generators shall not be used within 10 
feet of combustible material other than the floor. 

(c) Portable generators shall not be used in rooms of 
total volume less than 35 times the total gas-generating 
capacity per charge of all generators in the room. Gen- 
erators shall not be used in rooms having a ceiling height 
of less than 10 feet. (To obtain the gas-generating ca- 
pacity in cubic feet per charge, multiply the pounds of 
carbide per charge by 4.5.) 

(d) Portable generators shall be protected against 
freezing. The use of salt or other corrosive chemical to 
prevent freezing is prohibited. 

(e) Portable generators shall be cleaned and recharged 
and the air mixture blown off outside buildings. 

(f) When charged with carbide, portable generators 
shall not be moved by crane or derrick. 

(g) When not in use, portable generators shall not be 
stored in rooms in which open flames are used unless the 
generators contain no carbide and have been thoroughly 
purged of acetylene. Storage rooms shall be well 
ventilated. 

.(h) When portable acetylene generators are to be 
transported and operated on vehicles, they shall be 
securely anchored to the vehicles. If transported by 
truck, the motor shall be turned off during charging, 
cleaning, and generating periods. 

(i) Portable generators shall be located at a safe dis- 
tance from the welding position so that they will not be 
exposed to sparks, slag, or misdirection of the torch 
flame or overheating from hot materials or processes. 

(6) Outside generator houses and inside generator 
rooms for stationary acetylene generators. 

(a) No opening in any outside generator house shall 
be located within 5 feet of any opening in another 
building. 

(b) Walls, floors and roofs of outside generator houses 
shall be of noncombustible construction. 

(c) When a part of the generator house is to be used 
for the storage or manifolding of oxygen cylinders, the 
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space to be so occupied shall be separated from the gen- 
erator carbide storage section by partition walls continu- 
ous from floor to roof or ceiling, of the type of construc- 
tion stated in WAC 296-24-68211 (6)(h). Such separa- 
tion walls shall be without openings and shall be joined 
to the floor, other: walls and ceiling or roof in a manner 
to effect a permanent gas-tight joint. 

(d) Exit doors shall be located so as to be readily ac- 
cessible in case of emergency. 

(e) Explosion venting for outside generator houses and 
inside generator rooms shall be provided in exterior walls 
or roofs. The venting areas shall be equal to not less 
than 1 square foot per 50 cubic feet of room volume and 
may consist of any one or any combination of the fol- 
lowing: Walls of light, noncombustible material prefera- 
bly single-thickness, single-strength glass; lightly fas- 
tened hatch covers; lightly fastened swinging doors in 
exterior walls opening outward; lightly fastened walls or 
roof designed to relieve at a maximum pressure of 25 
pounds per square foot. 

(f) The installation of acetylene generators within 
buildings shall be restricted to buildings not exceeding 
one story in height: PROVIDED, HOWEVER, That 
this will not be construed as prohibiting such installa- 
tions on the roof or top floor of a building exceeding 
such height. 

(g) Generators installed inside buildings shall be en- 
closed in a separate room of ample size. 

(h) The walls, partitions, floors, and ceilings of inside 
generator rooms shall be of noncombustible construction 
having а fire—resistance rating of at least 1 hour. The 
walls or partitions shall be continuous from floor to ceil- 
ing and shall be securely anchored. At least one wall of 
the room shall be an exterior wall. 

(1) Openings from an inside generator room to other 
parts of the building shall be protected by a swinging 
type, self-closing fire door for a Class B opening and 
having a rating of at least 1 hour. Windows in partitions 
shall be wired glass and approved metal frames with 
fixed sash. Installation shall be in accordance with the 
Standard for the Installation of Fire Doors and Win- 
dows, NFPA 80-1970. 

6) Inside generator rooms or outside generator houses 
shall be well ventilated with vents located at floor and 
ceiling levels. 

(k) Heating shall be by steam, hot water, enclosed 
electrically heated elements or other indirect means. 
Heating by flames or fires shall be prohibited in outside 
generator houses or inside generator rooms, or in any 
enclosure communicating with them. 

(1) Generator houses or rooms shall have natural light 
during daylight hours. Where artificial lighting is neces- 
sary it shall be restricted to electric lamps installed in a 
fixed position. Unless specifically approved for use in at- 
mospheres containing acetylene, such lamps shall be 
provided with enclosures of glass or other noncombusti- 
ble material so designed and constructed as to prevent 
gas vapors from reaching the lamp or socket and to re- 
sist breakage. Rigid conduit with threaded connections 
shall be used. 
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(m) Lamps installed outside of wired-glass panels set 
in gas-tight frames in the exterior walls or roof of the 
generator house or room are acceptable. 

(n) Electric switches, telephones, and all other electri- 
cal apparatus which may cause a spark, unless specifi- 
cally approved for use inside acetylene generator rooms, 
shall be located outside the generator house or in a room 
or space separated from the generator room by a ра5- 
tight partition, except that where the generator system is 
designed so that no carbide fill opening or other part of 
the generator is open to the generator house or room 
during the operation of the generator, and so that resi- 
due is carried in closed piping from the residue discharge 
valve to a point outside the generator house or room, 
electrical equipment in the generator house or room 
shall conform to the provisions of the ((NatronatEtec= 
tricat-€Code,Part 5 NFPA=1974,_ Artick- 564, ANSE 
€—1—1971))) chapter 296-24 WAC Part L for Class I, 
Division 2 locations. 

(7) Maintenance and operation. 

(a) Unauthorized persons shall not be permitted in 
outside generator houses or inside generator rooms. 

(b) Operating instructions shall be posted in a con- 
spicuous place near the generator or kept in a suitable 
place available for ready reference. 

(c) When recharging generators the order of opera- 
tions specified in the instructions supplied by the manu- 
facturer shall be followed. 

(d) In the case of batch-type generators, when the 
charge of carbide is exhausted and before additional 
carbide is added, the generating chamber shall always be 
flushed out with water, renewing the water supply in ac- 
cordance with the instruction card furnished by the 
manufacturer. 

(e) The water-carbide residue mixture drained from 
the generator shall not be discharged into sewer pipes or 
stored in areas near open flames. Clear water from resi- 
due settling pits may be discharged into sewer pipes. 

(f) The carbide added each time the generator is re- 
charged shall be sufficient to refill the space provided for 
carbide without ramming the charge. Steel or other fer- 
rous tools shall not be used in distributing the charge. 

(g) Generator water chambers shall be kept filled to 
proper level at all times except while draining during the 
recharging operation. 

(h) Whenever repairs are to be made or the generator 
is to be charged or carbide is to be removed, the water 
chamber shall be filled to the proper level. 

(1) Previous to making repairs involving welding, sold- 
ering, or other hot work or other operations which 
produce a source of ignition, the carbide charge and feed 
mechanism shall be completely removed. АП acetylene 
shall be expelled by completely flooding the generator 
shell with water and the generator shall be disconnected 
from the piping system. The generator shall be kept 
filled with water, if possible, or positioned to hold as 
much water as possible. 

(0) Hot repairs shall not be made іп a room where 
there are other generators unless all the generators and 
piping have been purged of acetylene. Hot repairs should 
preferably be made out of doors. 
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AMENDATORY SECTION (Amending Order 73-5, 
filed 5/9/73) 


WAC 296-24-68503 APPLICATION OF ARC 
WELDING EQUIPMENT. 


Note: Assurance of consideration of safety in design is obtainable by 


choosing apparatus complying with the Requirements for 
Electric Arc- Welding Apparatus, NEMA EW-1-1962, Na- 
tional Electrical Manufacturers Association or the Safety 
Standard for Transformer-Type Arc-Welding Machines, 
ANSI С33.2-1956, Underwriters' Laboratories. 


(1) Environmental conditions. 

(a) Standard machines for arc welding service shall be 
designed and constructed to carry their rated load with 
rated temperature rises where the temperature of the 
cooling air does not exceed 40°C (104°F) and where the 
altitude does not exceed 3,300 feet, and shall be suitable 
for operation in atmospheres containing gases, dust, and 
light rays produced by the welding arc. 

(b) Unusual service conditions may exist, and in such 
circumstances machines shall be especially designed to 
safely meet the requirements of the service. Chief among 
these conditions are exposure to: 

(i) Unusually corrosive fumes. 

(ii) Steam or excessive humidity. 

(iii) Excessive oil vapor. 

(iv) Flammable gases. 

(v) Abnormal vibration or shock. 

(vi) Excessive dust. 

(vii) Weather. 

(viii) Unusual seacoast or shipboard conditions. 

(2) Voltage. Open circuit (no load) voltages of arc 
welding and cutting machines should be as low as possi- 
ble consistent with satisfactory welding or cutting being 
done. The following limits shall not be exceeded: 

(a) Alternating-current machines. 

(i) Manual arc welding and cutting—£0 volts. 

(ii) Automatic (machine or mechanized) arc welding 
and cutting—100 volts. 

(b) Direct-current machines. 

(i) Manual arc welding and cutting—100 volts. 

(ii) Automatic (machine or mechanized) arc welding 
and cutting— 100 volts. 

(c) When special welding and cutting processes re- 
quire values of open circuit voltages higher than the 
above, means shall be provided to prevent the operator 
from making accidental contact with the high voltage by 
adequate insulation or other means. 


Note: For a.c. welding under wet conditions or warm surroundings 


where perspiration is a factor, the use of reliable automatic 
controls for reducing no load voltage is recommended to re- 
duce the shock hazard. 


(3) Design. 

(a) A controller integrally mounted in an electric mo- 
tor driven welder shall have capacity for carrying rated 
motor current, shall be capable of making and inter- 
rupting stalled rotor current of the motor, and may serve 
as the running overcurrent device if provided with the 
number of over-current units as specified by ((the-Na- 


tronat-Etectricat Code, Part-5-of-NFPA-19717(ANSI- 
€-+=1974))) chapter 296-24 WAC Part L. Starters 
with magnetic undervoltage release should be used with 


machines installed more than one to a circuit to prevent 
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circuit overload caused by simultaneously starting of 
several motors upon return of voltage. 

(b) On all types of arc welding machines, control ap- 
paratus shall be enclosed except for the operating 
wheels, levers, or handles. 


Control handles and wheels should be large enough to be easily 
grasped by a gloved hand. 


Note: 


(c) Input power terminals, tap change devices and live 
metal parts connected to input circuits shall be com- 
pletely enclosed and accessible only by means of tools. 

(d) Terminals for welding leads should be protected 
from accidental electrical contact by employees or by 
metal objects i.e., vehicles, crane hooks, etc. Protection 
may be obtained by use of: Dead-front receptacles for 
plug connections; recessed openings with nonremovable 
hinged covers; heavy insulating sleeving or taping or 
other equivalent electrical and mechanical protection. If 
a welding lead terminal which is intended to be used ex- 
clusively for connection to the work is connected to the 
grounded enclosure, it must be done by a conductor at 
least two AWG sizes smaller than the grounding con- 
ductor and the terminal shall be marked to indicate that 
it is grounded. 

(е) No connections for portable control devices such 
as push buttons to be carried by the operator shall be 
connected to an a.c. circuit of higher than 120 volts. Ex- 
posed metal parts of portable control devices operating 
on circuits above 50 volts shall be grounded by a 
grounding conductor in the control cable. 

(f) Auto transformers or a.c. reactors shall not be 
used to draw welding current directly from any a.c. 
power source having a voltage exceeding 80 volts. 


AMENDATORY SECTION (Amending Order 73-5, 
filed 5/9/73) 


WAC 296-24-68505 INSTALLATION OF ARC 
WELDING EQUIPMENT. (1) General. Installation 
including power supply shall be ((in-accordance-with)) 

according to the regun ements of (he Nengna ест 
)) 
сһаріег 296-24 WAC Part L. 

(2) Grounding. 

(a) The frame or case of the welding machine (except 
engine-driven machines) shall be grounded under the 
conditions and according to the methods шеп їп 


(( 
)) chapter 296-24 WAC Part L. 
(b) Conduits containing electrical conductors shall not 


be used for completing a work-lead circuit. Pipelines 
shall not be used as a permanent part of a work-lead 
circuit, but may be used during construction, extension 
or repair providing current is not carried through 
threaded joints, flanged bolted joints, or caulked joints 
and that special precautions are used to avoid sparking 
at connection of the work-lead cable. 

(c) Chains, wire ropes, cranes, hoists, and elevators 
shall not be used to carry welding current. 

(d) Where a structure, conveyor, or fixture is regular- 
ly employed as a welding current return circuit, joints 
shall be bonded or provided with adequate current col- 
lecting devices and appropriate periodic inspection 
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should be conducted to ascertain that no condition of 
electrolysis or shock, or fire hazard exists by virtue of 
such use. 

(e) АШ ground connections shall be checked to deter- 
mine that they are mechanically strong and electrically 
adequate for the required current. 

(3) Supply connections and conductors. 

(a) A disconnecting switch or controller shall be pro- 
vided at or near each welding machine which is not 
equipped with such a switch or controller mounted as an 
integral part of the machine. The switch shall be ((in 


NFPA=19H- (ANSIECH9H))) а according to chapter 
296-24 WAC Part L. Overcurrent protection shall be 


provided as specified in ((the-Nattonat Ełectricał Code; 
Part-5—of-NFPA=19H (ANSI=€-1-1974))) chapter 
296-24 WAC Part L. A disconnect switch with overload 
protection or equivalent disconnect and protection 
means, permitted by ((thc"Nationał Ełectricał Code; 
)) chapter 
296-24 WAC Part L shali be provided for each outlet 
intended for connection to a portable welding machine. 

(b) For individual welding machines, the rated cur- 
rent-carrying capacity of the supply conductors shall be 
not less than the rated primary current of the welding 
machines. 

(c) For groups of welding machines, the rated cur- 
rent-carrying capacity of conductors may be less than 
the sum of the rated primary currents of the welding 
machines supplied. The conductor rating shall be deter- 
mined in each case according to the machine loading 
based on the use to be made of each welding machine 
and the allowance permissible in the event that all the 
welding machines supplied by the conductors will not be 
in use at the same time. 

(d) In operations involving several welders on one 
structure, d.c. welding process requirements may require 
the use of both polarities; or supply circuit limitations 
for a.c. welding may require distribution of machines 
among the phases of the supply circuit. In such cases no 
load voltages between electrode holders will be 2 times 
normal in d.c. or 1, 1.4, 1.73, or 2 times normal on a.c. 
machines. Similar voltage differences will exist if both 
a.c. and d.c. welding are done on the same structure. 

(i) All d.c. machines shall be connected with the same 
polarity. 

(ii) All a.c. machines shall be connected to the same 
phase of the supply circuit and with the same instanta- 
neous polarity. 


AMENDATORY SECTION (Amending Order 73-5, 
filed 5/9/73) 


WAC 296-24-69001 GENERAL. (1) Installation. 
АП equipment shall be installed by a qualified electrician 
in conformance with ((tłre—Nationał Ełectricat Code; 
Part—-—of-NFPA—H971—0&NSI-€—1-1971))) chapter 
296-24 WAC Part L. There shall be a safety-type dis- 
connecting switch or a circuit breaker or circuit inter- 
rupter to open each power circuit to the machine, con- 
veniently located at or near the machine, so that the 
power can be shut off when the machine or its controls 
are to be serviced. 
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(2) Thermal protection. Ignitron tubes used іп resis- 
tance welding equipment shall be equipped with a ther- 
mal protection switch. 

(3) Personnel. Workmen designated to operate resis- 
tance welding equipment shall have been properly in- 
structed and judged competent to operate such 
equipment. 

(4) Guarding. Controls of all automatic or air and 
hydraulic clamps shall be arranged or guarded to pre- 
vent the operator from accidentally activating them. 


AMENDATORY SECTION (Amending Order 76-6, 
filed 3/1/76) 


WAC 296-24-79507 CARE AND MAINTE- 
NANCE AND USE OF LADDERS. (1) General. To 
get maximum serviceability, safety, and to eliminate un- 
necessary damage of equipment, good safe practices in 
the use and care of ladder equipment shall be employed 
by the users. 

The following rules and regulations are essential to 
the life of the equipment and the safety of the user. 

(2) Care of ladders. 

(a) Ladders, shall be handled with care and not sub- 
ject to unnecessary dropping, jarring, or misuse. (They 
are designed for a specific purpose or use; therefore, any 
variation from this use constitutes a mishandling of the 
equipment.) 

(b) Ladders shall be stored on racks designed to pro- 
tect the ladder when not in use. The racks shall have 
sufficient supporting points to prevent any possibility of 
excessive sagging. 

(c) Ladders transported on vehicles shall be properly 
supported. Supporting points shall be of a softer materi- 
al, such as hardwood or rubber-covered iron pipe, to 
minimize the chafing and effects of road shock. (Tying 
the ladder to each support point will greatly reduce 
damage due to road shock.) 

(d) Ladders shall be maintained in good usable condi- 
tion at all times. Hardware fittings and accessories shall 
be checked frequently and kept in good working 
condition. 

(e) Ropes or cables shall be inspected frequently and 
replaced if defective. 

(f) Complete ladder inspection shall be periodical. If a 
ladder is involved in any of the following, immediate in- 
spection is necessary: 

(i) If ladders tip over, inspect ladder for side rails 
dents or bends, or excessively dented rungs; check all 
rung-to-side-rail connections; check hardware connec- 
tions; check rivets for shear. 

(ii) If ladders are exposed to excessive heat as in the 
case of fire, the ladder should be inspected visually for 
damage and tested for deflection and strength charac- 
teristics. In doubtful cases, refer to manufacturer. 

(iii) If ladders are to be subjected to certain acids or 
alkali solutions, a protective coating such as asphalt and 
varnish should be applied to the equipment. 

(iv) If ladders are exposed to oil and grease, equip- 
ment should be cleaned of oil, grease, or slippery mate- 
rials. This can easily be done with a solvent or steam 
cleaning. 
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(g) Ladders having defects are to be marked and 
taken out of service until repaired by either maintenance 
department or the manufacturer. 

(3) Use of ladders. 

(a) Portable nonself-supporting ladders shall be 
erected at a pitch of 75 1/2 degrees for maximum bal- 
ance and strength. (A simple rule for setting up a ladder 
at the proper angle is to place the base a distance from 
the vertical wall equal to one-fourth the working length 
of the ladder.) 


Note: Portable ladders are designed as a one-man working ladder 


based on a 200-pound load. 


(b) Workmen shall not ascend or descend ladders 
while carrying tools or materials which will interfere 
with the free use of both hands. 

(c) The ladder base section must be placed with a se- 
cure footing. Safety shoes of good substantial design 
should be installed on all ladders. Where ladders with no 
safety shoes or spikes are used on hard, slick surfaces, a 
foot-ladder board should be employed. 

(d) The top of the ladder must be placed with the two 
rails supported, unless equipped with a single support 
attachment. Such an attachment should be substantial 
and large enough to support the ladder under load. 

(e) When ascending or descending, the climber must 
face the ladder. 

(f) Ladders must not be tied or fastened together to 
provide longer sections. They must be equipped with the 
hardware fittings necessary if the manufacturer endorses 
extended uses. ` 

(g) Ladders should not be used as a brace, skid, guy 
or gin pole, gangway, or for other uses than that for 
which they were intended, unless specifically recom- 
mended for use by the manufacturer. 


(h) ((Users-are-cautroned-to-take-proper-safety-mea- 
BHIeS- hen metat ładders are used JH arcas contamine 
Kind circuits” to” prevent short cireuitsorciectriczł 

a moh) See 


would—be-used-when-using—any—other—metattoot 
chapter 296-24 WAC Part L for work practices to be 
used when work is performed on ог near electrical 


circuits. 


AMENDATORY SECTION (Amending Order 90-01, 
filed 4/10/90, effective 5/25/90) 


WAC 296-24-87011 POWERED PLATFORM 
INSTALLATIONS—AFFECTED PARTS OF 
BUILDINGS. (1) General requirements. The following 
requirements apply to affected parts of buildings which 
utilize working platforms for building maintenance. 

(a) Structural supports, tie-downs, tie-in guides, 
anchoring devices and any affected parts of the building 
included in the installation shall be designed by or under 
the direction of a registered professional engineer expe- 
rienced in such design; 

(b) Exterior installations shall be capable of with- 
standing prevailing climatic conditions; 

(c) The building installation shall provide safe access 
to, and egress from, the equipment and sufficient space 
to conduct necessary maintenance of the equipment; 
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(d) The affected parts of the building shall have the 
capability of sustaining all the loads imposed by the 
equipment; and 

(е) The affected parts of the building shall be de- 
signed so as to allow the equipment to be used without 
exposing employees to a hazardous condition. 

(2) Tie-in guides. 

(a) The exterior of each building shall be provided 
with tie-in guides unless the conditions in (b) or (c) of 
this subsection are met. 


See Figure 1 in Appendix B of this section for a description of 
a typical continuous stabilization system utilizing tie-in guides. 


Note: 


(b) If angulated roping is employed, tie-in guides re- 
quired in (a) of this subsection may be eliminated for 
not more than 75 feet (22.9 m) of the uppermost eleva- 
tion of the building, if infeasible due to exterior building 
design, provided an angulation force of at least 10 
pounds (44.4 n) is maintained under all conditions of 
loading. 

(c) Tie-in guides required in (a) of this subsection 
may be eliminated if one of the guide systems in items 
(i), (i), or (iii) of this subdivision is provided, or an 
equivalent. 

(i) Intermittent stabilization system. The system shall 
keep the equipment in continuous contact with the 
building facade, and shall prevent sudden horizontal 
movement of the platform. The system may be used to- 
gether with continuous positive building guide systems 
using tie-in guides on the same building, provided the 
requirements for each system are met. 

(A) The maximum vertical interval between building 
anchors shall be 3 floors or 50 feet (15.3 m), whichever 
is less. 

(B) Building anchors shall be located vertically so that 
attachment of the stabilizer ties will not cause the plat- 
form suspension ropes to angulate the platform horizon- 
tally across the face of the building. The anchors shall 
be positioned horizontally on the building face so as to 
be symmetrical about the platform suspension ropes. 

(C) Building anchors shall be easily visible to em- 
ployees and shall allow a stabilizer tie attachment for 
each of the platform suspension ropes at each vertical 
interval. If more than two suspension ropes are used on a 
platform, only the two building-side suspension ropes at 
the platform ends shall require a stabilizer attachment. 

(D) Building anchors which extend beyond the face of 
the building shall be free of sharp edges or points. 
Where cables, suspension wire ropes and lifelines may be 
in contact with the building face, external building an- 
chors shall not interfere with their handling or operation. 

(E) The intermittent stabilization system building an- 
chors and components shall be capable of sustaining 
without failure at least 4 times the maximum anticipated 
load applied or transmitted to the components and an- 
chors. The minimum design wind load for each anchor 
shall be 300 (1334 n) pounds, if 2 anchors share the 
wind load. 

(F) The building anchors and stabilizer ties shall be 
capable of sustaining anticipated horizontal and vertical 
loads from winds specified for roof storage design which 
may act on the platform and wire ropes if the platform 
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is stranded on a building face. If the building anchors 
have different spacing than the suspension wire rope or if 
the building requires different suspension spacings on 
one platform, one building anchor and stabilizer tie shall 
be capable of sustaining the wind loads. 


Note: See Figure 2 in Appendix B of this section for a description of 


a typical intermittent stabilization system. 


(ii) Button guide stabilization system. 

(A) Guide buttons shall be coordinated with platform 
mounted equipment of WAC 296-24-87013 (5)(f). 

(B) Guide buttons shall be located horizontally on the 
building face so as to allow engagement of each of the 
guide tracks mounted on the platform. 

(C) Guide buttons shall be located in vertical rows on 
the building face for proper engagement of the guide 
tracks mounted on the platform. 

(D) Two guide buttons shall engage each guide track 
at all times except for the initial engagement. 

(E) Guide buttons which extend beyond the face of 
the building shall be free of sharp edges or points. 
Where cables, ropes and lifelines may be in contact with 
the building face, guide buttons shall not interfere with 
their handling or operation. 

(F) Guide buttons, connections and seals shall be ca- 
pable of sustaining without damage at least the weight 
of the platform, or provision shall be made in the guide 
tracks or guide track connectors to prevent the platform 
and its attachments from transmitting the weight of the 
platform to the guide buttons, connections and seals. In 
either case, the minimum design load shall be 300 
pounds (1334 n) per building anchor. 


See WAC 296-24-87013 (5)(f) for relevant equipment 
provisions. 


Note: 


Note: See Figure 3 in Appendix B of this section for a description of 


a typical button guide stabilization system. 


(iii) System utilizing angulated roping and building 
face rollers. The system shall keep the equipment in 
continuous contact with the building facade, and shall 
prevent sudden horizontal movement of the platform. 
This system is acceptable only where the suspended por- 
tion of the equipment in use does not exceed 130 feet 
(39.6 m) above a safe surface or ground level, and where 
the platform maintains no less than 10 pounds (44.4 n) 
angulation force on the building facade. 

(d) Tie-in guides for building interiors (atriums) may 
be eliminated when a registered professional engineer 
determines that an alternative stabilization system, in- 
cluding systems in (c)(i), (ii), and (iii) of this subsection, 
or a platform tie-off at each work station will provide 
equivalent safety. 

(3) Roof guarding. 

(a) Employees working on roofs while performing 
building maintenance shall be protected by a perimeter 
guarding system which meets the requirements of WAC 
296-24-75007(1). 

(b) Тһе perimeter guard shall not be more than 6 
inches (152 mm) inboard of the inside face of a barrier, 
ie. the parapet wall, or roof edge curb of the building 
being serviced; however, the perimeter guard location 
shall not exceed an 18 inch (457 mm) setback from the 
exterior building face. 
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(4) Equipment stops. Operational areas for trackless 
type equipment shall be provided with structural stops, 
such as curbs, to prevent equipment from traveling out- 
side its intended travel areas and to prevent a crushing 
or shearing hazard. 

(5) Maintenance access. Means shall be provided to 
traverse all carriages and their suspended equipment to a 
safe area for maintenance and storage. 

(6) Elevated track. 

(a) An elevated track system which is located 4 feet 
(1.2 m) or more above a safe surface, and traversed by 
carriage supported equipment, shall be provided with a 
walkway and guardrail system; or 

(b) The working platform shall be capable of being 
lowered, as part of its normal operation, to the lower 
safe surface for access and egress of the personnel and 
shall be provided with a safe means of access and egress 
to the lower safe surface. 

(7) Tie-down anchors. Imbedded tie-down anchors, 
fasteners, and affected structures shall be resistant to 
corrosion. 

(8) Cable stabilization. 

(a) Hanging lifelines and all cables not in tension 
shall be stabilized at each 200 foot (61 m) interval of 
vertical travel of the working platform beyond an initial 
200 foot (61 m) distance. 

(b) Hanging cables, other than suspended wire ropes, 
which are in constant tension shall be stabilized when 
the vertical travel exceeds an initial 600 foot (183 m) 
distance, and at further intervals of 600 feet (183 m) or 
less. 

(9) Emergency planning. A written emergency action 
plan shall be developed and implemented for each kind 
of working platform operation. This plan shall explain 
the emergency procedures which are to be followed in 
the event of a power failure, equipment failure or other 
emergencies which may be encountered. The plan shall 
also include that employees be informed about the 
building emergency escape routes, procedures and alarm 
systems before operating a platform. Upon initial as- 
signment and whenever the plan is changed the employer 
shall review with each employee those parts of the plan 
which the employee must know to protect himself or 
herself in the event of an emergency. 

(10) Building maintenance. Repairs or major mainte- 
nance of those building portions that provide primary 
support for the suspended equipment shall not affect the 
capability of the building to meet the requirements of 
this standard. 

(11) Electrical requirements. The following electrical 
requirements apply to buildings which utilize working 
platforms for building maintenance. 

(a) General building electrical installations shall com- 


ply with (( =24= -24- )) 
chapter 296-24 WAC Part L, unless otherwise specified 


in this section; 

(b) Building electrical wiring shall be of such capacity 
that when full load is applied to the equipment power 
circuit not more than a five percent drop from building 
service vault voltage shall occur at any power circuit 
outlet used by equipment regulated by this section; 
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(c) The equipment power circuit shall be an indepen- 
dent electrical circuit that shall remain separate from all 
other equipment within or on the building, other than 
power circuits used for hand tools that will be used in 
conjunction with the equipment. If the building is pro- 
vided with an emergency power system, the equipment 
power circuit may also be connected to this system; 

(d) The power circuit shall be provided with a discon- 
nect switch that can be locked in the "OFF" and "ON" 
positions. The switch shall be conveniently located with 
respect to the primary operating area of the equipment 
to allow the operators of the equipment access to the 
switch; 

(е) The disconnect switch for the power circuit shall 
be locked in the "ON" position when the equipment is in 
use; and 

(f) An effective two-way voice communication system 
shall be provided between the equipment operators and 
persons stationed within the building being serviced. The 
communications facility shall be operable and shall be 
manned at all times by persons stationed within the 
building whenever the platform is being used. 


AMENDATORY SECTION (Amending Order 76-6, 
filed 3/1/76) 


WAC 296-24-88503 GENERAL  REQUIRE- 
MENTS. (1) Unless otherwise provided in this section, 
aerial devices (aerial lifts) acquired on or after July 1, 
1975, shall be designed and constructed in conformance 
with the applicable requirements of the American Na- 
tional Standard for "Vehicle Mounted Elevating and 
Rotating Work Platforms," ANSI A92.2-1969, includ- 
ing appendix. Aerial lifts acquired for use before July 1, 
1975 which do not meet the requirements of ANSI 
A92.2-1969, may not be used after July 1, 1976, unless 
they shall have been modified so as to conform with the 
applicable design and construction requirements of 
ANSI A92.2-1969. Aerial devices include the following 
types of vehicle-mounted aerial devices used to elevate 
personnel and/or material to jobsites above ground: 

(a) Extensible boom platforms; 

(b) Aerial ladders; 

(c) Articulating boom platforms; 

(d) Vertical towers, and 

(e) A combination of any of the above. 

(f) Aerial equipment may be made of metal, wood, fi- 
berglass reinforced plastic (FRP), or other material; 
may be powered or manually operated; and are deemed 
to be aerial lifts whether or not they are capable of ro- 
tating about a substantially vertical axis. 

(2) Aerial lifts may be "field modified" for uses other 
than those intended by the manufacturer, provided the 
modification has been certified in writing by the manu- 
facturer or by any other equivalent entity, such as a na- 
tionally recognized testing laboratory, to be in conformi- 
ty with all applicable provisions of ANSI A92.2-1969 
and this section, and to be at least as safe as the equip- 
ment was before modification. 

(3) The requirements of this section do not apply to 
firefighting equipment or electric line trucks used in the 
construction and maintenance of power distribution lines 
by telecommunications employees, line clearance tree 
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trimming employees, electric contractor employees and 
electric utility employees, except with the requirement 
that a vehicle be a stable support for the aerial device. 


(4) (Wren operating zertał Hfts proximate- to; under; 
over,-by or-near electric power Hines; the requirements “of 


)) For 


сй š } id ; 
operations пеаг overhead electrical lines see chapter 
296-24 WAC Part L. 


AMENDATORY SECTION (Amending Order 76-6, 
filed 3/1/76) 


WAC 296-24-90003 GENERAL REQUIRE- 
MENTS. (1) Application. These standards apply to the 
construction, maintenance, inspection, and operation of 
manlifts in relation to accident causing hazards. Man- 
lifts covered by these standards consist of platforms or 
brackets and accompanying handholds mounted on, or 
attached to an endless belt, operating vertically in one 
direction only and being supported by, and driven 
through pulleys, at the top and bottom. These manlifts 
are intended for conveyance of persons only. It is not in- 
tended that these standards cover moving stairways, ele- 
vators with enclosed platforms ("Paternoster" elevators), 
gravity lifts, nor conveyors used only for conveying ma- 
terial. These standards apply to manlifts used to carry 
only personnel trained and authorized by the employer 
in their use. 

(2) Exceptions for new and existing equipment. The 
purpose of these standards is to provide reasonable safe- 
ty for life and limb. 

(3) Design requirements. All new manlift installations 
and equipment installed after the effective date of these 
standards shall meet the design requirements of the 
"American National Safety Standard for Manlifts 
ANSI A90.1-1969," and the requirements of this 
section. 
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(4) Reference to other codes. The following codes are 
applicable to this section. Safety Code for Mechanical 
Power Transmission Apparatus ANSI B15.1-1953 (R 


1958) and ((WA€-296-24—150-through-296-24—20533; 
Nattonat-Electricat Code, NFPA—70-1971-—XN5S1I-€4- 


)) chapter 


+971 {Rev—of 1968) and WAC-296-45=590 
296-24 WAC Part С; chapter 296-24 WAC Part L; 
Safety Code for Fixed Ladders, ANSI А14.3-1956 апа 


Safety Requirements for Floor and Wall Openings, 
Railings and Toeboards, ANSI А12.1-1967 and ((WA€ 
296-24—735-through 296=24-85505)) chapter 296-24 
WAC Part 1-1. 

(5) Floor openings. 

(a) Allowable size. Floor openings for both the "up" 
and "down" runs shall be not less than 28 inches nor 
more than 36 inches in width for a 12-inch belt not less 
than 34 inches nor more than 38 inches for a 14-inch 
belt; and not less than 36 inches nor more than 40 inches 
for a 16-inch belt and shall extend not less than 24 
inches, nor more than 28 inches from the face of the 
belt. 

(b) Uniformity. All floor openings for a given manlift 
shall be uniform in size and shall be approximately cir- 
cular, and each shall be located vertically above the 
opening below it. 

(6) Landing. 

(a) Vertical clearance. The clearance between the 
floor or mounting platform and the lower edge for the 
conical guard above it required by WAC 296-24- 
90003(7) shall not be less than 7 feet 6 inches. Where 
this clearance cannot be obtained no access to the man- 
lift shall be provided and the manlift runway shall be 
enclosed where it passes through such floor. 

(b) Clear landing space. The landing space adjacent 
to the floor openings shall be free from obstruction and 
kept clear at all times. This landing space shall be at 
least 2 feet in width from the edge of the floor opening 
used for mounting and dismounting. 

(c) Lighting and landing. Adequate lighting not less 
than S-foot candles, shall be provided at each floor 
landing at all times when the lift is in operation. 

(d) Landing surface. The landing surfaces at the en- 
trances and exits to the manlift shall be constructed and 
maintained as to provide safe footing at all times. 

(e) Emergency landings. Where there is a travel of 50 
feet or more between floor landings, one or more emer- 
gency landings shall be provided so that there will be a 
landing (either floor or emergency) for every 25 feet or 
less of manlift travel. 

(i) Emergency landings shall be accessible from both 
the "up" and "down" rungs of the manlift and shall give 
access to the ladder required in WAC 296-24- 
90003(12). 

(ii) Emergency landings shall be completely enclosed 
with a standard railing and toeboard. 

(iii) Platforms constructed to give access to bucket el- 
evators or other equipment for the purpose of inspection, 
lubrication, and repair may also serve as emergency 
landings under this rule. All such platforms will then be 
considered part of the emergency landing and shall be 
provided with standard railings and toeboards. 

(7) Guards on underside of floor openings. 
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(а) Fixed type. On the ascending side of the manlift 
floor openings shall be provided with a bevel guard or 
cone meeting the following requirements: 

(i) The cone shall make an angle of not less than 45° 
with the horizontal. An angle of 60° or greater shall be 
used where ceiling heights permit. 

(ii) The lower edge of this guard shall extend at least 
42 inches outward from any handhold on the belt. It 
shall not extend beyond the upper surface of the floor 
above. 

(iii) The cone shall be made of not less than No. 18 
U.S. gauge sheet steel or material of equivalent strength 
or stiffness. The lower edge shall be rolled to a minimum 
diameter of one-half inch and the interior shall be 
smooth with no rivets, bolts or screws protruding. 

(b) Floating type. In lieu of the fixed guards specified 
in WAC 296-24-90003 (7)(а) a floating type safety 
cone may be used, such floating cones to be mounted on 
hinges at least 6 inches below the under side of the floor 
and so constructed as to actuate a limit switch should a 
force of 2 pounds be applied on the edge of the cone 
closest to the hinge. The depth of this floating cone need 
not exceed 12 inches. 

(8) Protection of entrances and exits. 

(a) Guardrail requirement. The entrances and exits at 
all floor landings affording access to the manlift shall be 
guarded by a maze (staggered railing) or a handrail 
equipped with self-closing gates. 

(b) Construction. The rails shall be standard guard- 
rails with toeboards meeting the provisions of the Safety 
Requirements for Floor and Wall Openings, Railings 
and Toeboards, ANSI А12.1-1967 and WAC 296-24- 
750 through 296-24-75011. 

(c) Gates. Gates, if used, shall open outward and shall 
be self—closing. Corners of gates shall be rounded. 

(d) Maze. Maze or staggered openings shall offer no 
direct passage between enclosure and outer floor space. 

(е) Except where building layout prevents, entrances 
at all landings shall be in the same relative position. 

(f) If located in buildings to which the public has ac- 
cess, such manlift or manlifts shall be located in an en- 
closure protected by self-closing spring—locked doors. 
Keys to such doors shall be limited to authorized 
personnel. 

(9) Guards for openings. 

(a) Construction. The floor opening at each landing 
shall be guarded on sides not used for entrance or exit 
by a standard railing and toeboard or by panels or wire 
mesh of not less than Number 10 U.S. gage, expanded 
metal of not less than Number 13 U.S. gage or sheet 
metal of equivalent strength. 

(b) Guardrails in stairwells. When belt manlift is in- 
stalled in a stairwell a standard guardrail shall be placed 
between the floor openings of the manlift and the 
stairways. 

(c) Height and location. Such rails or guards shall be 
at least forty-two inches in height on the "up" running 
side and sixty-six inches on the "down" running side. If 
a guardrail is used the section of the guard above the 
rail may be of the construction specified in WAC 296- 
24-90003 (9)(а) or may consist of vertical or horizontal 
bars which will reject a ball six inches in diameter. Rails 
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or guards shall be located not more than one foot from 
the edge of the floor opening. 

(d) Safeguards required. Expanded metal, sheet metal 
or wood guards must be installed to cover the area from 
the floor to seven feet above the floor on each exposed 
side of the belt manlift at each floor landing, so persons 
cannot place their hands in the area where the step roll- 
ers travel. 

(10) Bottom arrangement. 

(a) Bottom landing. At the bottom landing the clear 
area shall be not smaller than the area enclosed by the 
guardrails on the floors above, and any wall in front of 
the down-running side of the belt shall be not less than 
48 inches from the face of the belt. This space shall not 
be encroached upon by stairs or ladders. 

(b) Location of lower pulley. The lower (boot) pulley 
shall be installed so that it is supported by the lowest 
landing served. The sides of the pulley support shall be 
guarded to prevent contact with the pulley or the steps. 

(c) Mounting platform. A mounting platform shall be 
provided in front or to one side of the uprun at the low- 
est landing, unless the floor level is such that the follow- 
ing requirement can be met: The floor or platform shall 
be at or above the point at which the upper surface of 
the ascending step completes its turn and assumes a 
horizontal position. 

(d) Guardrails. To guard against persons walking un- 
der a descending step, the area on the downside of the 
manlift shall be guarded in accordance with WAC 296— 
24-90003(8). To guard against a person getting between 
the mounting platform and an ascending step, the area 
between the belt and the platform shall be protected by 
a guardrail. 

(11) Top arrangements. 

(a) Clearance from floor. A top clearance shall be 
provided of at least 11 feet above the top terminal land- 
ing. This clearance shall be maintained from a plane 
through each face of the belt to a vertical cylindrical 
plane having a diameter 2 feet greater than the diameter 
of the floor opening, extending upward from the top floor 
to the ceiling on the up-running side of the belt. No en- 
croachment of structural or machine supporting mem- 
bers within this space will be permitted. 

(b) Pulley clearance. 

(i) There shall be a clearance of at least 5 feet be- 
tween the center of the head pulley shaft and any ceiling 
obstruction. 

(ii) The center of the head pulley shaft shall be not 
less than 6 feet above the top terminal landing. 

(c) Emergency grab rail. An emergency grab bar or 
rail and platform shall be provided at the head pulley 
when the distance to the head pulley is over 6 feet above 
the top landing, otherwise only a grab bar or rail is to be 
provided to permit the rider to swing free should the 
emergency stops become inoperative. 

(12) Emergency exit ladder. A fixed metal ladder ac- 
cessible from both the "up" and "down" run of the 
manlift shall be provided for the entire travel of the 
manlift. Such ladder shall be in accordance with ANSI 
A14.3-1956, Safety Code for Fixed Ladders and WAC 
296-24-810 through 296-24-81013. 
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(13) Superstructure bracing. Manlift rails shall be se- 
cured in such a manner as to avoid spreading, vibration, 
and misalignment. 

(14) Illumination. 

(a) General. Both runs of the manlift shall be illumi- 
nated at all times when the lift is in operation. An in- 
tensity of not less than 1—foot candle shall be maintained 
at all points. (However, see WAC 296-24-90003 (6)(c) 
for illumination requirements at landings.) 

(b) Control of illumination. Lighting of manlift run- 
ways shall be by means of circuits permanently tied into 
the building circuits (no switches), or shall be controlled 
by switches at each landing. Where separate switches 
are provided at each landing, any switch shall turn on all 
lights necessary to illuminate the entire runway. 

(15) Weather protection. The entire manlift and its 
driving mechanism shall be protected from the weather 
at all times. 


AMENDATORY SECTION (Amending Order 74-27, 
filed 5/7/74) 


WAC 296-24-90005 MECHANICAL REQUIRE- 
MENTS. (1) Machines, general. 

(a) Brakes. Brakes provided for stopping and holding 
a manlift shall be inherently self-engaging, by requiring 
power or force from an external source to cause dis- 
engagement. The brake shall be electrically released, 
and shall be applied to the motor shaft for direct-con- 
nected units or to the input shaft for belt-driven units. 
The brake shall be capable of stopping and holding the 
manlift when the descending side is loaded with 250 Ib 
on each step. 

(b) Belt. 

(i) The belts shall be of hard—woven canvas, rubber— 
coated canvas, leather, or other material meeting the 
strength requirements of WAC 296—24—90003(3) and 
having a co-efficient of friction such that when used in 
conjunction with an adequate tension device it will meet 
the brake test specified in WAC 296—24—90005 (1)(a). 

(ii) The width of the belt shall be not less than 12 
inches for a travel not exceeding 100 feet, not less than 
14 inches for a travel greater than 100 feet but not ex- 
ceeding 150 feet and 16 inches for a travel exceeding 
150 feet. 

(iii) A belt that has become torn while in use оп a 
manlift shall not be spliced and put back in service. 

(iv) Belt fastenings. Belts shall be fastened by a 
lapped splice or shall be butt spliced with a strap on the 
side of the belt away from the pulley. For lapped splices, 
the overlap of the belt at the splice shall be not less than 
three feet where the total travel of the manlift does not 
exceed one hundred feet and not less than four feet, if 
the travel exceeds one hundred feet. 

Where butt splices are used the straps shall extend not 
less than three feet on one side of the butt for a travel 
not in excess of one hundred feet, and four feet for a 
travel in excess of one hundred feet. 

For twelve inch belts, the joint shall be fastened with 
not less than twenty special elevator bolts, each of a 
minimum diameter of one-quarter inch. These bolts 
shall be arranged symetrically in five rows so arranged 
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as to cover the area of the joint effectively. The mini- 
mum number of bolts for a belt width of fourteen inches 
shall be not less than twenty-three and for belt widths cf 
sixteen inches, the number of bolts shall be not less than 
twenty-seven. 

(v) Pulleys. Drive pulleys and idler (boot) pulleys 
shall have a diameter not less than given in Table 1. 


TABLE 1 
Minimum Minimum 
Strength Pulley 
Belt (16. per inch (diameter 
Construction of width) inches) 
5 ply 1500 20 
6 ply 1800 20 
7 ply 2100 22 


Note: Table No. | is included solely for the purpose of determining 


the minimum diameter of pulley required for the listed number 
of plys of belt construction. 


[(vi) Pulley protection. The machine shall be so de- 
signed] and constructed as to catch and hold the driving 
pulley in event of shaft failure. 

(2) Speed. 

(a) Maximum speed. No manlift designed for a speed 
in excess of 80 feet per minute shalł be installed. 

(3) Platforms or steps. 

(a) Minimum depth. Steps or platforms shall be not 
less than 12 inches nor more than 14 inches deep, mea- 
sured from the belt to the edge of the step or platform. 

(b) Width. The width of the step or platform shall be 
not less than the width of the belt to which it is 
attached. 

(c) Distance between steps. The distance between 
steps shall be equally spaced and not less than 16 feet 
measured from the upper surface of one step to the up- 
per surface of the next step above it. 

(d) Angle of step. The surface of the step shall make 
approximately a right angle with the "up" and "down" 
run of the belt, and shall travel in the approximate hori- 
zontal position with the "up" and "down" run of the 
belt. 

(e) Surfaces. The upper or working surfaces of the 
step shall be of a material having inherent nonslip char- 
acteristics (coefficient of friction not less than 0.5) or 
shall be covered completely by a nonslip tread securely 
fastened to it. 

(f) Strength of step supports. When subjected to a 
load of 400 pounds applied at the approximate center of 
the step, step frames, or supports and their guides shall 
be of adequate strength to: 

(i) Prevent the disengagement of any step roller. 

(ii) Prevent any appreciable misalignment. 

(iii) Prevent any visible deformation of the steps or its 


. support. 


197] 


(g) Prohibition of steps without handholds. No steps 
shall be provided unless there is a corresponding hand- 
hold above or below it meeting the requirements of 
WAC 296-24-90005(4). If a step is removed for repairs 
or permanently, the handholds immediately above and 
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below it shall be removed before the lift is again placed 
in service. 

(4) Handholds. 

(a) Location. Handholds attached to the belt shall be 
provided and installed so that they are not less than 4 
feet nor more than 4 feet 8 inches above the step tread. 
These shall be so located as to be available on the both 
"up" and "down" run of the belt. 

(b) Size. The grab surface of the handhold shall be 
not less than 4 1/2 inches in width, not less than 3 inch- 
es in depth, and shall provide 2 inches of clearance from 
the belt. Fastenings for handholds shall be located not 
less than 1 inch from the edge of the belt. 

(c) Strength. The handhold shall be capable of with- 
standing, without damage, a load of 300 pounds applied 
parallel to the run of the belt. 

(d) Prohibition of handhold without steps. No hand- 
hold shall be provided without a corresponding step. If a 
handhold is removed permanently or temporarily, the 
corresponding step and handhold for the opposite direc- 
tion of travel shall also be removed before the lift is 
again placed in service. 

(e) Type. All handholds shall be of the closed type. 

(5) Up limit stops. 

(a) Requirements. Two separate automatic stop de- 
vices shall be provided to cut off the power and apply the 
brake when a loaded step passes the upper terminal 
landing. One of these shall consist of a split-rail switch 
mechanically operated by the step roller and located not 
more than 6 inches above the top terminal landing. The 
second automatic stop device may consist of any of the 
following: 

(i) Any split-rail switch placed 6 inches above and оп 
the side opposite the first limit switch. 

(ii) An electronic device. 

(iii) A switch actuated by a lever, rod, or plate, the 
latter to be placed on the "ир" side of the head pulley so 
as to just clear a passing step. 

(b) Emergency stop switch, treadle type in pit on 
down side. An emergency stop treadle switch shall be 
placed in the area below the lowest landing on the 
"down" side. This switch must stop the mechanism if a 
person should fail to get off at the lowest landing and be 
ejected from the step as it approaches its position to 
travel around the boot pulley. 

(c) Manual reset location. After the manlift has been 
stopped by a stop device it shall be necessary to reset the 
automatic stop manually. The device shall be so located 
that a person resetting it shall have a clear view of both 
the "up" and "down" runs of the manlift. It shall not be 
possible to reset the device from any step or platform. 

(d) Cut-off point. The initial limit stop device shall 
function so that the manlift will be stopped before the 
loaded step has reached a point of 24 inches above the 
top terminal landing. 

(e) Electrical requirements. 

(i) Where such switches open the main motor circuit 
directly they shall be of the multipole type. 

(ii) Where electronic devices are used they shall be so 
designed and installed that failure will result in shutting 
off the power to the driving motor. 
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(iii) Where flammable vapors or dusts may be present 
all electrical installations shall be ((m-accordance with 
the—Natronat—Etectrie—€ode-_NFPA—70=1974--ANSI 


tions)) according to chapter 296-24 WAC Part L. 
(iv) Unless of the oil-immersed type controller con- 


tacts carrying the main motor current shall be copper to 
carbon or equal, except where the circuit is broken at 
two or more points simultaneously. 

(6) Emergency stop. 

(a) General. An emergency stop means shall be 
provided. 

(b) Location. This stop means shall be within easy 
reach of the ascending and descending runs of the belt. 

(c) Operation. This stop means shall be so connected 
with the control lever or operating mechanism that it 
will cut off the power and apply the brake when pulled 
in the direction of travel. 

(d) Rope. If rope is used, it shall be not less than 
three-eighths inch in diameter. Wire rope, unless 
marlin—covered, shall not be used. 

(7) Instruction and warning signs. 

(a) Instruction signs at landings or belts. Signs of 
conspicuous and easily read style giving instructions for 
the use of the manlift shall be posted at each landing or 
stenciled on the belt. 

(i) Such signs shall be of letters not less than 1 inch in 
height and of a color having high contrast with the sur- 
face on which it is stenciled or painted (white or yellow 
on black or black on white or gray). 

(ii) The instructions shall read approximately as 
follows: 


Face the belt. 
Use the handholds. 
To stop—pull rope. 


(b) Top floor warning sign and light. (i) At the top 
floor an illuminated sign shall be displayed bearing the 
following wording: 


"TOP FLOOR—GET OFF" 


Signs shall be in block letters not less than 2 inches in 
height. This sign shall be located within easy view of an 
ascending passenger and not more than 2 feet above the 
top terminal landing. 

(ii) In addition to the sign required by WAC 296-24- 
90005(7), a red warning light of not less than 40—watt 
rating shall be provided immediately below the upper 
landing terminal and so located as to shine in the pas- 
senger's face. 

(c) Bottom of manlift warning signs, light and buzzer. 

(i) Sign or light. A sign or light warning the passenger 
he is approaching the bottom landing shall be posted 
above bottom landing in a conspicuous place. Sign or 
light to be similar in size to top warning light and sign 
noted above. 

(ii) An electric buzzer. An electric buzzer shall be in- 
stalled five feet above the bottom landing on the down 
side to warn the rider that he is approaching the bottom 
landing and the buzzer shall be activated automatically 
by the weight of a load on a step. 
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(d) Visitor warning. A conspicuous sign have the fol- 
lowing legend—AUTHORIZED PERSONNEL ONLY-shall be 
displayed at each landing. The sign shall be of block let- 
ters not less than 2 inches in height and shall be of a 
color offering high contrast with the background color. 

Reviser's note: Тһе brackets and enclosed material in the text of 


the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending Order 88-25, 
filed 11/14/88) 


WAC 296-24-95601 DEFINITIONS APPLICA- 
BLE ТО WAC 296-24-956 THROUGH ((296-24- 
956+5)) 296-24-985. Unless the context indicates 
otherwise, words used in this section shall have the 
meaning given. 

(1) Acceptable. An installation or equipment is ac- 
ceptable to the director of labor and industries, and ap- 
proved within the meaning of this section: 

(a) If it is accepted, or certified, or listed, or labeled, 
or otherwise determined to be safe by a nationally rec- 
ognized testing laboratory; or 

(b) With respect to an installation or equipment of a 
kind which no nationally recognized testing laboratory 
accepts, certifies, lists, labels, or determines to be safe, if 
it is inspected or tested by another federal agency, or by 
a state, municipal, or other local authority responsible 
for enforcing occupational safety provisions of the Na- 
tional Electrical Code, and found in compliance with the 
provisions of the National Electrical Code as applied in 
this sectioń; or 

(c) With respect to custom-made equipment or relat- 
ed installations which are designed, fabricated for, and 
intended for use by a particular customer, if it is deter- 
mined to be safe for its intended use by its manufacturer 
on the basis of test data which the employer keeps and 
makes available for inspection to the director and his 
authorized representatives. Refer to federal regulation 
29 CFR 1910.7 for definition of nationally recognized 
testing laboratory. 

(2) Accepted. An installation is "accepted" if it has 
been inspected and found by a nationally recognized 
testing laboratory to conform to specified plans or to 
procedures of applicable codes. 

(3) Accessible. (As applied to wiring methods.) Capa- 
ble of being removed or exposed without damaging the 
building structure of finish, or not permanently closed in 
by the structure or finish of the building. (See "соп- 
cealed" and "exposed.") 

(4) Accessible. (As applied to equipment.) Admitting 
close approach; not guarded by locked doors, elevation, 
or other effective means. (See "readily accessible.") 

(5) Ampacity. Current-carrying capacity of electric 
conductors expressed in amperes. 

(6) Appliances. Utilization equipment, generally other 
than industrial, normally built in standardized sizes or 
types, which is installed or connected as a unit to per- 
form one or more functions such as clothes washing, air 
conditioning, food mixing, deep frying, etc. 

(7) Approved. Acceptable to the authority enforcing 
this section. The authority enforcing this section is the 
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director of labor and industries. The definition of "ac- 
ceptable" indicates what is acceptable to the director 
and therefore approved within the meaning of this 
section. 

(8) Approved for the purpose. Approved for a specific 
purpose, environment, or application described in a par- 
ticular standard requirement. 

Suitability of equipment or materials for a specific 
purpose, environment or application may be determined 
by a nationally recognized testing laboratory, inspection 
agency or other organization concerned with product 
evaluation as part of its listing and labeling program. 
(See "labeled" or "listed.") 

(9) Armored cable. Type AC armored cable is a fab- 
ricated assembly of insulated conductors in a flexible 
metallic enclosure. 

(10) Askarel. A generic term for a group of nonflam- 
mable synthetic chlorinated hydrocarbons used as elec- 
trical insulating media. Askarels of various composition- 
al types are used. Under arcing conditions the gases 
produced, while consisting predominantly of noncom- 
bustible hydrogen chloride, can include varying amounts 
of combustible gases depending upon the askarel type. 

(11) Attachment plug (plug cap) (cap). A device 
which, by insertion in a receptacle, establishes connec- 
tion between the conductors of the attached flexible cord 
and the conductors connected permanently to the 
receptacle. 

(12) Automatic. Self-acting, operating by its own 
mechanism when actuated by some impersonal influence, 
as, for example, a change in current strength, pressure, 
temperature, or mechanical configuration. 

(13) Bare conductor, see "conductor." 

(14) Bonding. The permanent joining of metallic parts 
to form an electrically conductive path which will assure 
electrical continuity and the capacity to conduct safely 
any current likely to be imposed. 

(15) Bonding jumper. A reliable conductor to assure 
the required electrical conductivity between metal parts 
required to be electrically connected. 

(16) Branch circuit. The circuit conductors between 
the final overcurrent device protecting the circuit and the 
outlet(s). 

(17) Building. A structure which stands alone or 
which is cut off from adjoining structures by fire walls 
with all openings therein protected by approved fire 
doors. 

(18) Cabinet. An enclosure designed either for surface 
or flush mounting, and provided with a frame, mat, or 
trim in which a swinging door or doors are or may be 
hung. 

(19) Cable tray system. A cable tray system is a unit 
or assembly of units or sections, and associated fittings, 
made of metal or other noncombustible materials form- 
ing a rigid structural system used to support cables. Ca- 
ble tray systems include ladders, troughs, channels, solid 
bottom trays, and other similar structures. 

(20) Cablebus. Cablebus is an approved assembly of 
insulated conductors with fittings and conductor termi- 
nations in a completely enclosed, ventilated, protective 
metal housing. 
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(21) Center pivot irrigation machine. A center pivot 
irrigation machine is a multimotored irrigation machine 
which revolves around a central pivot and employs 
alignment switches or similar devices to control individ- 
ual motors. 

(22) Certified. Equipment is "certified" if it (a) has 
been tested and found by a nationally recognized testing 
laboratory to meet nationally recognized standards or to 
be safe for use in a specified manner, or (b) is of a kind 
whose production is periodically inspected by a national- 
ly recognized testing laboratory, and (c) it bears a label, 
tag, or other record of certification. 

(23) Circuit breaker. 

(a) (600 volts nominal, or less.) A device designed to 
open and close a circuit by nonautomatic means and to 
open the circuit automatically on a predetermined over- 
current without injury to itself when properly applied 
within its rating. 

(b) (Over 600 volts, nominal.) A switching device ca- 
pable of making, carrying, and breaking currents under 
normal circuit conditions, and also making, carrying for 
a specified time, and breaking currents under specified 
abnormal circuit conditions, such as those of short 
circuit. 

(24) Class I locations. Class I locations are those in 
which flammable gases or vapors are or may be present 
in the air in quantities sufficient to produce explosive or 
ignitible mixtures. Class I locations include the 
following: 

(a) Class I, Division 1. A Class I, Division 1 location 
is a location: 

(i) In which hazardous concentrations of flammable 
gases or vapors may exist under normal operating condi- 
tions; or 

(ii) In which hazardous concentrations of such gases 
or vapors may exist frequently because of repair or 
maintenance operations or because of leakage; or 

(ili) In which breakdown or faulty operation of equip- 
ment or processes might release hazardous concentra- 
tions of flammable gases or vapors, and might also cause 
simultaneous failure of electric equipment. 

Note: This classification usually includes locations where volatile 
flammable liquids or liquefied flammable gases are transferred 
from one container to another; interiors of spray booths and 
areas in the vicinity of spraying and painting operations where 
volatile flammable solvents are used; locations containing open 
tanks or vats of volatile flammable liquids; drying rooms or 
compartments for the evaporation of flammable solvents; loca- 
tions containing fat and oil extraction equipment using volatile 
flammable solvents; portions of cleaning and dyeing plants 
where flammable liquids are used; gas generator rooms and 
other portions of gas manufacturing plants where flammable 
gas may escape; inadequately ventilated pump rooms for flam- 
mable gas or for volatile flammable liquids; the interiors of 
refrigerators and freezers in which volatile flammable materi- 
als are stored in open, lightly stoppered, or easily ruptured 
containers; and all other locations where ignitible concentra- 


tions of flammable vapors or gases are likely to occur in the 
course of normal operations. 


(b) Class I, Division 2. A Class I, Division 2 location 
is a location: 

(i) In which volatile flammable liquids or flammable 
gases are handled, processed, or used, but in which the 
hazardous liquids, vapors, or gases will normally be con- 
fined within closed containers or closed systems from 
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which they can escape only in case of accidental rupture 

or breakdown of such containers or systems, or in case of 

abnormal operation of equipment; or 

(ii) In which hazardous concentrations of gases or va- 
pors are normally prevented by positive mechanical ven- 
tilation, and which might become hazardous through 
failure or abnormal operations of the ventilating equip- 
ment; or 

(iii) That is adjacent to a Class I, Division 1 location, 
and to which hazardous concentrations of gases or va- 
pors might occasionally be communicated unless such 
communication is prevented by adequate positive—pres- 
sure ventilation from a source of clean air, and effective 
safeguards against ventilation failure are provided. 

Note: This classification usually includes locations where volatile 
flammable liquids or flammable gases or vapors are used, but 
which would become hazardous only in case of an accident or 
of some unusual operating condition. The quantity of flamma- 
ble material that might escape in case of accident, the adequa- 
cy of ventilating equipment, the total area involved, and the 
record of the industry or business with respect to explosions or 


fires are all factors that merit consideration in determining the 
classification and extent of each location. 


Piping without valves, checks, meters, and similar de- 
vices would not ordinarily introduce a hazardous condi- 
tion even though used for flammable liquids or gases. 
Locations used for the storage of flammable liquids or a 
liquefied or compressed gases in sealed containers would 
not normally be considered hazardous unless also subject 
to other hazardous conditions. 

Electrical conduits and their associated enclosures 
separated from process fluids by a single seal or barrier 
are classed as a Division 2 location if the outside of the 
conduit and enclosures is a nonhazardous location. 

(25) Class II locations. Class II locations are those 
that are hazardous because of the presence of combusti- 
ble dust. Class II locations include the following: 

(a) Class II, Division 1. A Class II, Division 1 loca- 
tion is a location: 

(1) In which combustible dust is or may be in suspen- 
sion in the air under normal operating conditions, in 
quantities sufficient to produce explosives or ignitible 
mixtures; or 

(ii) Where mechanical failure or abnormal operation 
of machinery or equipment might cause such explosive 
or ignitible mixtures to be produced, and might also 
provide a source of ignition through simultaneous failure 
of electric equipment, operation of protection devices, or 
from other causes; or 

(iii) In which combustible dusts of an electrically 
conductive nature may be present. 

Note: This classification may include areas of grain handling and 
processing plants, starch płants, sugar-pulverizing plants, 
malting plants, hay-grinding plants, coal pulverizing plants, 
areas where metal dusts and powders are produced or pro- 
cessed, and other similar locations which contain dust produc- 
ing machinery and equipment (except where the equipment is 
dust-tight or vented to the outside). These areas would have 
combustible dust in the air, under normal operating conditions, 
in quantities sufficient to produce explosive or ignitible mix- 
tures. Combustible dusts which are electrically nonconductive 
include dusts produced in the handling and processing of grain 
and grain products, pulverized sugar and cocoa, dried egg and 


milk powders, pulverized spices, starch and pastes, potato and 
woodfiour, oil meal from beans and seed, dried hay, and other 
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organic materials which may produce combustible dusts when 
processed or handled. Dusts containing magnesium or alumi- 
num are particularly hazardous and the use of extreme caution 
is necessary to avoid ignition and explosion. 


(b) Class II, Division 2. A Class II, Division 2 loca- 
tion is a location in which: 

(i) Combustible dust will not normally be in suspen- 
sion in the air in quantities sufficient to produce explo- 
sive or ignitible mixtures; and dust accumulations are 
normally insufficient to interfere with the normal opera- 
tion of electrical equipment or other apparatus; or 

(ii) Dust may be in suspension in the air as a result of 
infrequent malfunctioning of handling or processing 
equipment, and dust accumulations resulting therefrom 
may be ignitible by abnormal operation or failure of 
electrical equipment or other apparatus. 

Note: This classification includes locations where dangerous concen- 
trations of suspended dust would not be likely but where dust 
accumulations might form on or in the vicinity of electric 
equipment. These areas may contain equipment from which 
appreciable quantities of dust would escape under abnormal 
operating conditions or be adjacent to a Class II Division 1 lo- 

‚ cation, as described above, into which an explosive or ignitible 
concentration of dust may be put into suspension under abnor- 
mal operating conditions. 


(26) Class III locations. Class III locations are those 
that are hazardous because of the presence of easily ig- 
nitible fibers or flyings but in which such fibers or flyings 
are not likely to be in suspension in the air in quantities 
sufficient to produce ignitible mixtures. Class III loca- 
tions include the following: 

(a) Class III, Division 1. A Class III, Division 1 loca- 
tion is a location in which easily ignitible fibers or mate- 
rials producing combustible flyings are handled, manu- 
factured, or used. 

Note: Such locations usually include some parts of rayon, cotton, and 
other textile mills; combustible fiber manufacturing and pro- 
cessing plants; cotton gins and cottonseed mills; flax-processing 
plants; clothing manufacturing plants; woodworking plants, 


and establishments; and industries involving similar hazardous 
processes or conditions. 


Easily ignitible fibers and flyings include rayon, cotton 
(including cotton linters and cotton waste), sisal or 
henequen, istle, jute, hemp, tow, cocoa fiber, oakum, 
baled waste kapok, Spanish moss, excelsior, and other 
materials of similar nature. 

(b) Class III, Division 2. A Class III, Division 2 loca- 
tion is a location in which easily ignitible fibers are 
stored or handled, except in process of manufacture. 

(27) Collector ring. A collector ring is an assembly of 
slip rings for transferring electrical energy from a sta- 
tionary to a rotating member. 

(28) Concealed. Rendered inaccessible by the struc- 
ture or finish of the building. Wires in concealed race- 
ways are considered concealed, even though they may 
become accessible by withdrawing them. (See "accessi- 
ble. (As applied to wiring methods.")) 

(29) Conductor. 

(a) Bare. A conductor having no covering or electrical 
insulation whatsoever. 

(b) Covered. A conductor encased within material of 
composition or thickness that is not recognized as elec- 
trical insulation. 
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(c) Insulated. A conductor encased within material of 
composition and thickness that is recognized as electrical 
insulation. 

(30) Conduit body. A separate portion of a conduit or 
tubing system that provides access through a removable 
cover(s) to the interior of the system at a junction of two 
or more sections of the system or at a terminal point of 
the system. Boxes such as FS and FD or larger cast or 
sheet metal boxes are not classified as conduit bodies. 

(31) Controller. A device or group of devices that 
serves to govern, in some predetermined manner, the 
electric power delivered to the apparatus to which it is 
connected. 

(32) Cooking unit, counter-mounted. A cooking ap- 
pliance designed for mounting in or on a counter and 
consisting of one or more heating elements, internal wir- 
ing, and built-in or separately mountable controls. (See 
"oven, wall-mounted.") 

(33) Covered conductor. See "conductor." 

(34) Cutout. (Over 600 volts, nominal.) An assembly 
of a fuse support with either a fuseholder, fuse carrier, 
or disconnecting blade. The fuseholder or fuse carrier 
may include a conducting element (fuse link), or may 
act as the disconnecting blade by the inclusion of an 
nonfusible member. 

(35) Cutout box. An enclosure designed for surface 
mounting and having swinging doors or covers secured 
directly to and telescoping with the walls of the box 
proper. (See "cabinet.") 

(36) Damp location. See "location." 

(37) Dead front. Without live parts exposed to a per- 
son on the operating side of the equipment. 

(38) Device. A unit of an electrical system which is 
intended to carry but not utilize electric energy. 

(39) Dielectric heating. Dielectric heating is the heat- 
ing of a nominally insulating material due to its own di- 
electric losses when the materials is placed in a varying 
electric filed. 

(40) Disconnecting means. A device, or group of de- 
vices, or other means by which the conductors of a cir- 
cuit can be disconnected from their source of supply. 

(41) Disconnecting (or isolating) switch. (Over 600 
volts, nominal.) A mechanical switching device used for 
isolating a circuit or equipment from a source of power. 

(42) Dry location. See "location." 

(43) Electric sign. A fixed, stationary, or portable 
self-contained, electrically illuminated utilization equip- 
ment with words or symbols designed to convey infor- 
mation or attract attention. 

(44) Enclosed. Surrounded by a case, housing, fence 
or walls which will prevent persons from accidentally 
contacting energized parts. 

(45) Enclosure. The case or housing of apparatus, or 
the fence or walls surrounding an installation to prevent 
personnel from accidentally contacting energized parts, 
or to protect the equipment from physical damage. 

(46) Equipment. A general term including. material, 
fittings, devices, appliances, fixtures, apparatus, and the 
like, used as a part of, or in connection with, an electri- 
cal installation. 

(47) Equipment grounding conductor. See "grounding 
conductor, equipment." I 
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(48) Explosion-proof apparatus. Apparatus enclosed 
in a case that is capable of withstanding an explosion of 
a specified gas or vapor which may occur within it and 
of preventing the ignition of a specified gas or vapor 
surrounding the enclosure by sparks, flashes, or explosion 
of the gas or vapor within, and which operates at such 
an external temperature that it will not ignite a sur- 
rounding flammable atmosphere. 

(49) Exposed. (As applied to live parts.) Capable of 
being inadvertently touched or approached nearer than a 
safe distance by a person. It is applied to parts not suit- 
ably guarded, isolated, or insulated. (See "accessible" 
and "concealed.") 

(50) Exposed. (As applied to wiring methods.) On or 
attached to the surface or behind panels designed to al- 
low access. (See "accessible. (As applied to wiring 
methods.")) 

(51) Exposed. (For the purpose of WAC 296-24- 
95615(5), communications systems.) Where the circuit 
is in such a position that in case of failure of supports or 
insulation, contact with another circuit may result. 

(52) Externally operable. Capable of being operated 
without exposing the operator to contact with live parts. 

(53) Feeder. All circuit conductors between the ser- 
vice equipment, or the generator switchboard of an iso- 
lated plant, and the final branch-circuit overcurrent 
device. 

(54) Fitting. An accessory such as a locknut, bushing, 
or other part of a wiring system that is intended primar- 
ily to perform a mechanical rather than an electrical 
function. 

(55) Fuse. (Over 600 volts, nominal.) An overcurrent 
protective device with a circuit opening fusible part that 
is heated and severed by the passage of overcurrent 
through it. A fuse comprises all the parts that form a 
unit capable of performing the prescribed functions. It 
тау or may not be the complete device necessary to 
connect it into an electrical circuit. 

(56) Ground. A conducting connection, whether in- 
tentional or accidental, between an electrical circuit or 
equipment and the earth, or to some conducting body 
that serves in place of the earth. 

(57) Grounded. Connected to earth or to some con- 
ducting body that serves in place of the earth. 

(58) Grounded, effectively. (Over 600 volts, nominal.) 
Permanently connected to earth through a ground con- 
nection of sufficiently low impedance and having suffi- 
cient ampacity that ground fault current which may oc- 
cur cannot build up to voltages dangerous to personnel. 

(59) Grounded conductor. A system or circuit con- 
ductor that is intentionally grounded. 

(60) Grounding conductor. A conductor used to con- 
nect equipment or the grounded circuit of a wiring sys- 
tem to a grounding electrode or electrodes. 

(61) Grounding conductor, equipment. The conductor 
used to connect the noncurrent-carrying metal parts of 
equipment, raceways, and other enclosures to the system 
grounded conductor and/or the grounding electrode 
conductor at the service equipment or at the source of a 
separately derived system. 
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(62) Grounding electrode conductor. The conductor 
used to connect the grounding electrode to the equip- 
ment grounding conductor and/or to the grounded con- 
ductor of the circuit at the service equipment or at the 
source of a separately derived system. 

(63) Ground-fault circuit-interrupter. A device whose 
function is to interrupt the electric circuit to the load 
when a fault current to ground exceeds some predeter- 
mined value that is less than that required to operate the 
overcurrent protective device of the supply circuit. 

(64) Guarded. Covered, shielded, fenced, enclosed, or 
otherwise protected by means of suitable covers, casings, 
barriers, rails, screens, mats, or platforms to remove the 
likelihood of approach to a point of danger or contact by 
persons or objects. 

(65) Health care facilities. Buildings or portions of 
buildings and mobile homes that contain, but are not 
limited to, hospitals, nursing homes, extended care facil- 
ities, clinics, and medical and dental offices, whether 
fixed or mobile. 

(66) Heating equipment. For the purposes of WAC 
296-24-95611(7), the term "heating equipment" in- 
cludes any equipment used for heating purposes if heat 
is generated by induction or dielectric methods. 

(67) Hoistway. Any shaftway, hatchway, well hole, or 
other vertical opening or space in which an elevator or 
dumbwaiter is designed to operate. 

(68) Identified. Identified, as used in reference to a 
conductor or its terminal, means that such conductor or 
terminal can be readily recognized as grounded. 

(69) Induction heating. [Induction heating is the heat- 
ing of a nominally conductive material due to its own 
PR losses when the material is placed іп a varying elec- 
tromagnetic field. 

(70) Insulated conductor. See "conductor." 

(71) Interrupter switch. (Over 600 volts, nominal.) A 
switch capable of making, carrying, and interrupting 
specified currents. 

(72) Irrigation machine. An irrigation machine is an 
electrically driven or controlled machine, with one or 
more motors, not hand portable, and used primarily to 
transport and distribute water for agricultural purposes. 

(73) Isolated. Not readily accessible to persons unless 
special means for access are used. 

(74) Isolated power system. A system comprising an 
isolating transformer or its equivalent, a line isolation 
monitor, and its ungrounded circuit conductors. 

(75) Labeled. Equipment is "labeled" if there is at- 
tached to it a label, symbol, or other identifying mark of 
a nationally recognized testing laboratory which, (a) 
makes periodic inspections of the production of such 
equipment, and (b) whose labeling indicates compliance 
with nationally recognized standards or tests to deter- 
mine safe use in a specified manner. 

(76) Lighting outlet. An outlet intended for the direct 
connection of a lampholder, a lighting fixture, or a pen- 
dant cord terminating in a lampholder. 


(77) Line-clearance tree trimming. The pruning, 
trimming, repairing, maintaining, removing, or clearing 
of trees or cutting of brush that is within 10 feet of 
electric supply lines and equipment. 
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(78) Listed. Equipment is "listed" if it is of a kind 
mentioned in a list which, (a) is published by a nation- 
ally recognized laboratory which makes periodic inspec- 
tion of the production of such equipment, and (b) states 
such equipment meets nationally recognized standards or 
has been tested and found safe for use in a specified 
manner. 

((€78))) (79) Location. 

(a) Damp location. Partially protected locations under 
canopies, marquees, roofed open porches, and like loca- 
tions, and interior locations subject to moderate degrees 
of moisture, such as some basements, some barns, and 
some cold-storage warehouses. 

(b) Dry location. A location not normally subject to 
dampness or wetness. A location classified as dry may be 
temporarily subject to dampness or wetness, as in the 
case of a building under construction. 

(c) Wet location. Installations underground or in con- 
crete slabs or masonry in direct contact with the earth, 
and locations subject to saturation with water or other 
liquids, such as vehicle-washing areas, and locations ex- 
posed to weather and unprotected. 

((6:93)) (80) Medium voltage cable. Type MV medi- 
um voltage cable is a single or multiconductor solid di- 
electric insulated cable rated 2000 volts or higher. 

((€80))) (81) Metal-clad cable. Type MC cable is a 
factory assembly of one or more conductors, each indi- 
vidually insulated and enclosed in a metallic sheath of 
interlocking tape, or a smooth or corrugated tube. 

((€84)) (82) Mineral-insulated metal-sheathed ca- 
ble. Type MI mineral-insulated metal-sheathed cable is 
a factory assembly of one or more conductors insulated 
with a highly compressed refractory mineral insulation 
and enclosed in a liquidtight and gastight continuous 
copper sheath. 

((€82})) (83) Mobile x-ray. X-ray equipment mount- 
ed on a permanent base with wheels and/or casters for 
moving while completely assembled. 

((€83})) (84) Nonmetallic-sheathed cable. Nonmetal- 
lic-sheathed cable is a factory assembly of two or more 
insulated conductors having an outer sheath of moisture 
resistant, flame-retardant, nonmetallic material. Non- 
metallic sheathed cable is manufactured in the following 
types: 

(a) Type NM. The overall covering has a flame-re- 
tardant and moisture-resistant finish. 

(b) Type NMC. The overall covering is flame-re- 
tardant, moisture-resistant, fungus-resistant, and corro- 
sion-resistant. 

(((84))) (85) Oil (filled) cutout. (Over 600 volts, 
nominal.) A cutout in which all or part of the fuse sup- 
port and its fuse link or disconnecting blade are mounted 
in oil with complete immersion of the contacts and the 
fusible portion of the conducting element (fuse link), so 
that arc interruption by severing of the fuse link or by 
opening of the contacts will occur under oil. 

((£853)) (86) Open wiring on insulators. Open wiring 
on insulators is an exposed wiring method using cleats, 
knobs, tubes, and flexible tubing for the protection and 
support of single insulated conductors run in or on 
buildings, and not concealed by the building structure. 
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((686))) (87) Outlet. A point on the wiring system at 
which current is taken to supply utilization equipment. 

((€879)) (88) Outline lighting. An arrangement of in- 
candescent lamps or electric discharge tubing to outline 
or call attention to certain features such as the shape of 
a building or the decoration of a window. 

((€88})) (89) Oven, wall-mounted. An oven for cook- 
ing purposes designed for mounting in or on a wall or 
other surface and consisting of one or more heating ele- 
ments, internal wiring, and built-in or separately 
mountable controls. (See "cooking unit, counter- 
mounted.") 

(((893)) (90) Overcurrent. Any current in excess of 
the rated current of equipment or the ampacity of a 
conductor. It may result from overload (see definition), 
short circuit, or ground fault. A current in excess of rat- 
ing may be accommodated by certain equipment and 
conductors for a given set of conditions. Hence the rules 
for overcurrent protection are specific for particular 
situations. 

((€90))) (91) Overload. Operation of equipment in 
excess of normal, full load rating, or of a conductor in 
excess of rated ampacity which, when it persists for a 
sufficient length of time, would cause damage or dan- 
gerous overheating. A fault, such as a short circuit or 
ground fault, is not an overload. (See "overcurrent.") 

((€94))) (92) Panelboard. A single panel or group of 
panel units designed for assembly in the form of a single 
panel; including buses, automatic overcurrent devices, 
and with or without switches for the control of light, 
heat, or power circuits; designed to be placed in a cabi- 
net or cutout box placed in or against a wall or partition 
and accessible only from the front. (See "switchboard.") 

((€92})) (93) Permanently installed decorative foun- 
tains and reflection pools. Those that are constructed in 
the ground, on the ground, or in a building in such a 
manner that the pool cannot be readily disassembled for 
storage and are served by electrical circuits of any na- 
ture. These units are primarily constructed for their aes- 
thetic value and not intended for swimming or wading. 

((€93})) (94) Permanently installed swimming pools, 
wading and therapeutic pools. Those that are construct- 
ed in the ground, on the ground, or in a building in such 
a manner that the pool cannot be readily disassembled 
for storage whether or not served by electrical circuits of 
any nature. 

(((943)) (95) Portable x-ray. X-ray equipment de- 
signed to be hand-carried. 

(((953)) (96) Power and control tray cable. Type TC 
power and control tray cable is a factory assembly of 
two or more insulated conductors, with or without asso- 
ciated bare or covered grounding conductors under a 
nonmetallic sheath, approved for installation in cable 
trays, in raceways, or where supported by a messenger 
wire. 

(((96))) (97) Power fuse. (Over 600 volts, nominal.) 
See "fuse." 

((€97))) (98) Power-limited tray cable. Type PLTC 
nonmetallic-sheathed power limited tray cable is a fac- 
tory assembly of two or more insulated conductors under 
a nonmetallic jacket. 
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(((983)) (99) Power outlet. An enclosed assembly 
which may include receptacles, circuit breakers, fusehol- 
ders, fused switches, buses and watt-hour meter mount- 
ing means; intended to supply and control power to mo- 
bile homes, recreational vehicles or boats, or to serve as 
a means for distributing power required to operate mo- 
bile or temporarily installed equipment. 

((99))) (100) Premises wiring system. That interior 
and exterior wiring, including power, lighting, control, 
and signal circuit wiring together with all of its associ- 
ated hardware, fittings, and wiring devices, both perma- 
nently and temporarily installed, which extends from the 
load end of the service drop, or load end of the service 
lateral conductors to the outlet(s). Such wiring does not 
include wiring internal to appliances, fixtures, motors, 
controllers, motor control centers, and similar 
equipment. 

((69Ө3)) (101) Qualified person. One familiar with 
the construction and operation of the equipment and the 
hazards involved. 


Note |: Whether an employee is considered to be a "qualified per- 
son" will depend upon various circumstances in the work- 
place. It is possible and, in fact, likely for an individual to be 
considered "qualified" with regard to certain equipment in 
the workplace, but "unqualified" as to other equipment. (See 
WAC 296-24-970 for training requirements that specifically 
apply to qualified persons.) 


Note 2: An employee who is undergoing on-the-job training and 
who, in the course of such training, has demonstrated an 
ability to perform duties safely at his or her level of training 
and who is under the direct supervision of a qualified person 
is considered to be a qualified person for the performance of 


those duties. 

((ӨЮӨЗЭ)) (102) Raceway. A channel designed ex- 
pressly for holding wires, cables, or busbars, with addi- 
tional functions as permitted in this subpart. Raceways 
may be of metal or insulating material, and the term in- 
cludes rigid metal conduit, rigid nonmetallic conduit, in- 
termediate metal conduit, liquidtight flexible metal con- 
duit, flexible metallic tubing, flexible metal conduit, 
electrical metallic tubing, underfloor raceways, cellular 
concrete floor raceways, cellular metal floor raceways, 
surface raceways, wireways, and busways. 

((G62))) (103) Readily accessible. Capable of being 
reached quickly for operation, renewal, or inspections, 
without requiring those to whom ready access is requi- 
site to climb over or remove obstacles or to resort to 
portable ladders, chairs, etc. (See "accessible." ) 

((€+03))) (104) Receptacle. A receptacle is a contact 
device installed at the outlet for the connection of a sin- 
gle attachment plug. A single receptacle is a single con- 
tact device with no other contact device on the same 
yoke. A multiple receptacle is a single device containing 
two or more receptacles. 

((ӨЮӨ4Ҙ)) (105) Receptacle outlet. An outlet where 
one or more receptacles are installed. 

(((165))) (106) Remote-control circuit. Any electric 
circuit that controls any other circuit through a relay or 
an equivalent device. 

((663)) (107) Sealable equipment. Equipment en- 
closed in a case or cabinet that is provided with a means 
of sealing or locking so that live parts cannot be made 
accessible without opening the enclosure. The equipment 
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may or may not be operable without opening the 
enclosure. 

(((097))) (108) Separately derived system. A premis- 
es wiring system whose power is derived from generator, 
transformer, or converter winding and has no direct 
electrical connection, including a solidly connected 
grounded circuit conductor, to supply conductors origi- 
nating in another system. 

((698))) (109) Service. The conductors and equip- 
ment for delivering energy from the electricity supply 
system to the wiring system of the premises served. 

((8993)) (110) Service cable. Service conductors 
made up in the form of a cable. 

((€-9))) (111) Service conductors. The supply con- 
ductors that extend from the street main or from trans- 
formers to the service equipment of the premises 
supplied. 

(((Hẹ))) (112) Service drop. The overhead service 
conductors from the last pole or other aerial support to 
and including the splices, if any, connecting to the ser- 
vice-entrance conductors at the building or other 
structure. 

((€42))) (113) Service-entrance cable. Service-en- 
trance cable is a single conductor or multiconductor as- 
sembly provided with or without an overall covering, 
primarily used for services and of the following types: 

(а) Type SE, having а flame-retardant, moisture-re- 
sistant covering, but not required to have inherent pro- 
tection against mechanical abuse. 

(b) Type USE, recognized for underground use, having 
a moisture-resistant covering, but not required to have a 
flame-retardant covering or inherent protection against 
mechanical abuse. Single-conductor cables having an 
insulation specifically approved for the purpose do not 
require an outer covering. 

((d+3H)) (114) Service-entrance conductors, over- 
head system. The service conductors between the ter- 
minals of the service equipment and a point usually out- 
side the building, clear of building walls, where joined by 
tap or splice to the service drop. 

((ӨҒҒӨ)) (115) Service entrance conductors, under- 
ground system. The service conductors between the ter- 
minals of the service equipment and the point of.con- 
nection to the service lateral. Where service equipment is 
located outside the building walls, there may be no ser- 
vice-entrance conductors, or they may be entirely out- 
side the building. 

((6+5))) (116) Service equipment. The necessary 
equipment, usually consisting of a circuit breaker or 
switch and fuses, and their accessories, located near the 
point of entrance of supply conductors to a building or 
other structure, or an otherwise defined area, and in- 
tended to constitute the main control and means of cut- 
off of the supply. 

(ӨНӨ3)) (117) Service raceway. The raceway that 
encloses the service—entrance conductors. 

((G+7)) (118) Shielded nonmetallic-sheathed cable. 


Type SNM, shielded nonmetallic-sheathed cable is a 


factory assembly of two or more insulated conductors in 
an extruded core of moisture-resistant, flame—resistant 
nonmetallic material, covered with an overlapping spiral 
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metal tape and wire shield and jacketed with an extrud- 
ed moisture-resistant, flame-resistant, oil-resistant, cor- 
rosion-resistant, fungus—resistant, and sunlight-resistant 
nonmetallic material. 

((€H8))) (119) Show window. Any window used or 
designed to be used for the display of goods or advertis- 
ing material, whether it is fully or partly enclosed or en- 
tirely open at the rear and whether or not it has a plat- 
form raised higher than the street floor level. 

((€119))) (120) Sign. See "electric sign." 

(((:2Ө3)) (121) Signaling circuit. Any electric circuit 
that energizes signaling equipment. 

((Ө>З))) (122) Special permission. The written con- 
sent of the authority having jurisdiction. 

((€22})) (123) Storable swimming or wading pool. А 
pool with a maximum dimension of fifteen feet and a 
maximum wall height of three feet and is so constructed 
that it may be readily disassembled for storage and re- 
assembled to its original integrity. 

((023))) (124) Switchboard. A large single panel, 
frame, or assembly of panels which have switches, buses, 
instruments, overcurrent and other protective devices 
mounted on the face or back or both. Switchboards are 
generally accessible from the rear as well as from the 
front and are not intended to be installed in cabinets. 
(See "panelboard.") 

((€24))) (125) Switches. 

(а) General-use switch. А switch intended for use in 
general distribution and branch circuits. It is rated in 
amperes, and it is capable of interrupting its rated cur- 
rent at its rated voltage. 

(b) General-use snap switch. A form of general-use 
switch so constructed that it can be installed in flush de- 
vice boxes or on outlet box covers, or otherwise used in 
conjunction with wiring systems recognized by this 
subpart. 

(c) Isolating switch. A switch intended for isolating an 
electric circuit from the source of power. It has no in- 
terrupting rating, and it is intended to be operated only 
after the circuit has been opened by some other means. 

(d) Motor-circuit switch. A switch, rated in horse- 
power, capable of interrupting the maximum operating 
overload current of a motor of the same horsepower rat- 
ing as the switch at the rated voltage. 

((€25))) (126) Switching devices. (Over 600 volts, 
nominal.) Devices designed to close and/or open one or 
more electric circuits. Included in this category are cir- 
cuit breakers, cutouts, disconnecting (or isolating) 
switches, disconnecting means, interrupter switches, and 
oil (filled) cutouts. 

((ӨРӨ))) (127) Transportable x-ray. X-ray equip- 
ment installed in a vehicle or that may readily be disas- 
sembled for transport in a vehicle. 

((427)) (128) Utilization equipment. Utilization 
equipment means equipment which utilizes electric ener- 
gy for mechanical, chemical, heating, lighting, or similar 
useful purpose. 

((€28)) (129) Utilization system. A utilization sys- 
tem is a system which provides electric power and light 
for employee workplaces, and includes the premises wir- 
ing system and utilization equipment. 
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((8293)) (130) Ventilated. Provided with a means to 
permit circulation of air sufficient to remove an excess of 
heat, fumes, or vapors. 

((ӨЗӨҘ)) (131) Volatile flammable liquid. A flamma- 
ble liquid having a flash point below 38 degrees C (100 
degrees F) or whose temperature is above its flash point. 

((ӨЗБ)) (132) Voltage (of a circuit). The greatest 
root-mean-square (effective) difference of potential be- 
tween any two conductors of the circuit concerned. 

((ӨЗЭ))) (133) Voltage, nominal. A nominal value 
assigned to a circuit or system for the purpose of conve- 
niently designating its voltage class (as 120/240, 
480Y /277, 600, etc.). The actual voltage at which a cir- 
cuit operates can vary from the nominal within a range 
that permits satisfactory operation of equipment. 

((€t33))) (134) Voltage to ground. For grounded cir- 
cuits, the voltage between the given conductor and that 
point or conductor of the circuit that is grounded; for 
undergrounded circuits, the greatest voltage between the 
given conductor and any other conductor of the circuit. 

((€&3:3)) (135) Watertight. So constructed that mois- 
ture will not enter the enclosure. 

((€$35))) (136) Weatherproof. So constructed or pro- 
tected that exposure to the weather will not interfere 
with successful operation. Rainproof, raintight, or wa- 
tertight equipment can fulfill the requirements for 
weatherproof where varying weather conditions other 
than wetness, such as snow, ice, dust, or temperature 
extremes, are not a factor. 

((ӨЗ63)) (137) Wet location. See "location." 

((ӨЗЗЗ)) (138) Wireways. Wireways are sheet-metal 
troughs with hinged or removable covers for housing and 
protecting electric wires and cable and in which con- 
ductors are laid in place after the wireway has been in- 
stalled as a complete system. 


AMENDATORY SECTION (Amending Order 87-24, 
filed 11/30/87) 


WAC 296-24-95603 ELECTRIC UTILIZATION 
SYSTEMS. (1) Scope. 

(a) Covered. The provisions of WAC 296-24-95603 
through ((296-24-95647)) 296-24-985 cover electrical 
installations and utilization equipment installed or used 
within or on buildings, structures, and other premises 
including: 

(i) Yards; 

(ii) Carnivals; 

(iii) Parking and other lots; 

(iv) Mobile homes; 

(v) Recreational vehicles; 

(vi) Industria] substations under 750 volts. Chapter 
296-44 WAC, Safety standards—Electrical Construc- 
tion Code, shall apply to industrial substations of 750 
volts or more; 

(vii) Conductors that connect the installations to a 
supply of electricity; and 

(viii) Other outside conductors on the premises. 

(b) Not covered. The provisions of WAC 296-24- 
95603 through ((296—-24—95617)) 296-24-985 do not 
cover: 
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(i) Installations in ships, watercraft, railway rolling 
stock, aircraft, or automotive vehicles other than mobile 
homes and recreational vehicles. 

(ii) Installations underground in mines. 

(iii) Installations of railways for generation, transfor- 
mation, transmission, or distribution of power used ex- 
clusively for operation of rolling stock or installations 
used exclusively for signaling and communication 
purposes. 

(iv) Installations of communication equipment under 
the exclusive control of communication utilities, located 
outdoors or in building spaces used exclusively for such 
installations. 

(v) Installations under the exclusive control of electric 
utilities for the purpose of communication or metering; 
or for the generation, control, transformation, transmis- 
sion, and distribution of electric energy located in build- 
ings used exclusively by utilities for such purposes or lo- 
cated outdoors on property owned or leased by the utility 
or on public highways, streets, roads, etc., or outdoors by 
established rights on private property. 

(2) Extent of application. 

(a) The requirements contained in the sections listed 
below shall apply to all electrical installations and utili- 
zation equipment, regardless of when they were designed 
or installed: 


Sections: 


WAC 296-24-95605(2) Examination, installation, 


and use of equipment. 
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Sections: 


WAC 296-24-95613 Hazardous (classified) 


locations. 


(b) Every electric utilization system and all utilization 
equipment installed after March 15, 1972, and every 
major replacement, modification, repair, or rehabilita- 
tion, after March 15, 1972, of any part of any electric 
utilization system or utilization equipment installed be- 
fore March 15, 1972, shall comply with the provisions of 
WAC 296-24-956 through ((296=24=95617)) 296-24- 
985. 


Note: "Major replacements, modifications, repairs, ог 
rehabilitations" include work similar to that involved when a 
new building or facility is built, a new wing is added, or an 


entire floor is renovated. 


(c) The following provisions apply to electric utiliza- 
tion systems and utilization equipment installed after 
April 16, 1981: 


WAC 296-24-95605 (8)(d)(i) and (ii) - Entrance and access to 


work space (over 600 


volts). 
WAC 296-24-95607 (5)(a)(vi)(B) —— Circuit breakers operated 
vertically. 
Ы " (5)(a)(vi)XC) Circuit breakers used as 
switches. 
Т " (6)(g)(ii) —————- Grounding of systems of 


1000 volts or more sup- 
plying portable or mobile 
equipment. 


WAC 296-24-95609 (10)(f) (ii)(B) —— 
WAC 296-24-95611 (3)(b) 


Switching series capaci- 
tors over 600 volts. 
Warning signs for eleva- 


^ " (3) Splices. 

M " (4) Arcing parts. 

Ы ^ (5) Marking. 

n " (6) Identification of discon- 
necting means. 

^ " (7)(b) Guarding of live parts. 

WAC 296-24-95607 (5)(a)(i) Protection of conductors 
and equipment. 

» " (S)a)(üiv) ————— Location іп ог оп 
premises. 

e ^ (5)(a)(v) Arcing or suddenly mov- 
ing parts. 

Š " (6)(a)Gi) 2-Wire DC systems to be 
grounded. 

" " (6)(a)(iüi) and (ivy) — АС systems to Бе 
grounded. 

a " (6)(a)(v) АС systems 50 to 1000 
volts not required to Бе 
grounded. 

А " (6)(c) Grounding connections. 

E " (6)(d) ——————— Grounding path. 

WAC 296-24-95607 (6)(е)(іу)(А) 
through (D) Fixed equipment required 
to be grounded. 

É " (6)(е)(у) Grounding of equipment 
connected by cord and 
plug. 

s " (6)(e)(vi) ————- Grounding or nonelectri- 
cal equipment. 

Ы " (6)()G) Methods of grounding 
fixed equipment. 

WAC 296-24-95609 (7)(a)(i) and (ii) - Flexible cords and cables, 
uses. 

Ы ^ (Туұау(і)------ Flexible cords and cables 
prohibited. 

Ы " (7)(b)ii) —————— Flexible cords and cables, 
splices. 

^ " (D(b)(iii) ——— Pull at joints and termin- 


als of flexible cords and 
cables. 


tors and escalators. 


5 " (9) Electrically controlled ir- 
rigation machines. 
Ы " (10) (е) Ground-fault circuit in- 


terrupters for fountains. 

Physical protection of 
conductors over 600 
volts. 


WAC 296-24-95615 (1)(a)(ii) 


" ^ (3)(b) Marking of Class 2 and 
Class 3 power supplies. 
ы " (4) Fire protective signaling 


circuits. 


AMENDATORY SECTION (Amending Order 87-24, 
filed 11/30/87) 


WAC 296-24-95607 WIRING DESIGN AND 
PROTECTION. (1) Use and identification of grounded 
and grounding conductors. 

(a) Identification of conductors. A conductor used as 
a grounded conductor shall be identifiable and distin- 
guishable from all other conductors. A conductor used as 
an equipment grounding conductor shall be identifiable 
and distinguishable from all other conductors. 

(b) Polarity of connections. No grounded conductor 
may be attached to any terminal or lead so as to reverse 
designated polarity. 

(c) Use of grounding terminals and devices. A 
grounding terminal or grounding-type device on a ге- 
ceptacle, cord connector, or attachment plug may not be 
used for purposes other than grounding. 

(2) ((Branch-eireuits: 


¢a}-Ground=fault—protection—for—personnet—on—con= 
I ites Fi ; hal d g 
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€b))) Outlet devices. Outlet devices shall have ап am- 
pere rating not less than the load to be served. 

(3) Outside conductors, 600 volts, nominal, or less. 
Subdivisions (a), (b), (c) and (d) of this subsection apply 
to branch circuit, feeder, and service conductors rated 
600 volts, nominal, or less and run outdoors as open 
conductors. Subdivision (e) of this subsection applies to 
lamps installed under such conductors. 

(a) Conductors on poles. Conductors supported on 
poles shall provide a horizontal climbing space not less 
than the following: 

(i) Power conductors below communication conduct- 
ors—30 inches. 

(ii) Power conductors alone or above communication 
conductors: 300 volts or less—24 inches; more than 300 
volts—30 inches. 

(iii) Communication conductors below power con- 
ductors with power conductors 300 volts or less—24 
inches; more than 300 volts—30 inches. 

(b) Clearance from ground. Open conductors shall 
conform to the following minimum clearances: 

(i) 10 feet—above finished grade, sidewalks, or from 
any platform or projection from which they might be 
reached. 

(ii) 12 feet—over areas subject to vehicular traffic 
other than truck traffic. 

(iii) 15 feet—over areas other than those specified in 
item (b)(iv) of this subsection that are subject to truck 
traffic. 

(iv) 18 feet—over public streets, alleys, roads, and 
driveways. 

(c) Clearance from building openings. Conductors 
shall have a clearance of at least 3 feet from windows, 
doors, porches, fire escapes, or similar locations. Con- 
ductors run above the top level of a window are consid- 
ered to be out of reach from that window and, therefore, 
do not have to be 3 feet away. 

(d) Clearance over roofs. Conductors shall have a 
clearance of not less than 8 feet from the highest point 
of roofs over which they pass, except that: 

(i) Where the voltage between conductors is 300 volts 
or less and the roof has a slope of not less than 4 inches 
in 12, the clearance from the roofs shall be at least 3 
feet; or 
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(ii) Where the voltage between conductors is 300 volts 
or less and the conductors do not pass over more than 4 
feet of the overhang portion of the roof and they are 
terminated at a through-the-roof raceway or approved 
support, the clearance from the roofs shall be at least 18 
inches. 

(e) Location of outdoor lamps. Lamps for outdoor 
lighting shall be located below all live conductors, trans- 
formers, or other electric equipment, unless such equip- 
ment is controlled by a disconnecting means that can be 
locked in the open position or unless adequate clearances 
or other safeguards are provided for relamping 
operations. 

(4) Services. 

(a) Disconnecting means. 

(i) General. Means shall be provided to disconnect all 
conductors in a building or other structure from the ser- 
уісе-епігапсе conductors. The disconnecting means shall 
plainly indicate whether it is in the open or closed posi- 
tion and shall be installed at a readily accessible location 
nearest the point of entrance of the service-entrance 
conductors. 

(ii) Simultaneous opening of poles. Each service dis- 
connecting means shall simultaneously disconnect all 
ungrounded conductors. 

(b) Services over 600 volts, nominal. The following 
additional requirements apply to services over 600 volts, 
nominal. 

(i) Guarding. Service-entrance conductors installed as 
open wires shall be guarded to make them accessible 
only to qualified persons. 

(ii) Warning signs. Signs warning of high voltage 
shall be posted where other than qualified employees 
might come in contact with live parts. 

(5) Overcurrent protection. 

(a) 600 volts, nominal, or less. The following require- 
ments apply to overcurrent protection of circuits rated 
600 volts, nominal, or less. 

(i) Protection of conductors and equipment. Conduct- 
ors and equipment shall be protected from overcurrent in 
accordance with their ability to safely conduct current. 

(ii) Grounded conductors. Except for motor running 
overload protection, overcurrent devices may not inter- 
rupt the continuity of the grounded conductor unless all 
conductors of the circuit are opened simultaneously. 

(iii) Disconnection of fuses and thermal cutouts. Ex- 
cept for service fuses, all cartridge fuses which are ac- 
cessible to other than qualified persons and all fuses and 
thermal cutouts on circuits over 150 volts to ground shall 
be provided with disconnecting means. This disconnect- 
ing means shall be installed so that the fuse or thermal 
cutout can be disconnected from its supply without dis- 
rupting service to equipment and circuits unrelated to 
those protected by the overcurrent device. 

(iv) Location in or on premises. Overcurrent devices 
shall be readily accessible to each employee or author- 
ized building management personnel. These overcurrent 
devices may not be located where they will be exposed to 
physical damage nor in the vicinity of easily ignitible 
material. 
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(v) Arcing or suddenly moving parts. Fuses and cir- 
cuit breakers shall be so located or shielded that em- 
ployees will not be burned or otherwise injured by their 
operation. 

(vi) Circuit breakers. 

(A) Circuit breakers shall clearly indicate whether 
they are in the open (off) or closed (on) position. 

(B) Where circuit breaker handles on switchboards 
are operated vertically rather than horizontally or 
rotationally, the up position of the handle shall be the 
closed (on) position. (See WAC 296-24-95603 (2)(c).) 

(C) If used as switches in 120-volt, fluorescent light- 
ing circuits, circuit breakers shall be approved for the 
purpose and marked "SWD." (See WAC 296-24-95603 
(2)(c).) 

(b) Over 600 volts, nominal. Feeders and branch cir- 
cuits over 600 volts, nominal, shall have short-circuit 
protection. 

(6) Grounding. Subdivisions (a) through (g) of this 
subsection contain grounding requirements for systems, 
circuits, and equipment. 

(a) Systems to be grounded. The following systems 
which supply premises wiring shall be grounded: 

(i) АП 3-міге DC systems shall have their neutral 
conductor grounded. 

(ii) Two-wire DC systems operating at over 50 volts 
through 300 volts between conductors shall be grounded 
unless: 

(A) They supply only industrial equipment in limited 
areas and are equipped with a ground detector; or 

(B) They are rectifier-derived from an AC system 
complying with items (a)(iii), (a)(iv), and (a)(v) of this 
subsection; or 

(C) They are fire-protective signaling circuits having 
a maximum current of 0.030 amperes. 

(iii) AC circuits of less than 50 volts shall be ground- 
ed if they are installed as overhead conductors outside of 
buildings or if they are supplied by transformers and the 
transformer primary supply system is ungrounded or ex- 
ceeds 150 volts to ground. 

(іу) AC systems of 50 volts to 1000 volts shall be 
grounded under any of the following conditions, unless 
exempted by item (a)(v) of this subsection: 

(A) If the system can be so grounded that the maxi- 
mum voltage to ground on the ungrounded conductors 
does not exceed 150 volts; 

(B) If the system is nominally rated 480Y /277 volt, 
3-phase, 4—wire in which the neutral is used as a circuit 
conductor; 

(C) If the system is nominally rated 240/120 volt, 3- 
phase, 4—wire in which the midpoint of one phase is used 
as a circuit conductor; or 

(D) If a service conductor is uninsulated. 

(v) AC systems of 50 volts to 1000 volts are not re- 
quired to be grounded under any of the following 
conditions: 

(A) If the system is used exclusively to supply indus- 
trial electric furnaces for melting, refining, tempering, 
and the like. 

(B) If the system is separately derived and is used ex- 
clusively for rectifiers supplying only adjustable speed 
industrial drives. 
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(C) If the system is separately derived and is supplied 
by a transformer that has a primary voltage rating less 
than 1000 volts, provided all of the following conditions 
are met: 

(I) The system is used exclusively for control circuits; 

(II) The conditions of maintenance and supervision 
assure that only qualified persons will service the 
installation; 

(IIT) Continuity of control power is required; and 

(IV) Ground detectors are installed on the control 
system. 

(D) If the system is an isolated power system that 
supplies circuits in health care facilities. 

(b) Conductors to be grounded. For AC premises wir- 
ing systems the identified conductor shall be grounded. 

(c) Grounding connections. 

(i) For a grounded system, a grounding electrode con- 
ductor shall be used to connect both the equipment 
grounding conductor and the grounded circuit conductor 
to the grounding electrode. Both the equipment ground- 
ing conductor and the grounding electrode conductor 
shall be connected to the grounded circuit conductor on 
the supply side of the service disconnecting means, or on 
the supply side of the system disconnecting means or 
overcurrent devices if the system is separately derived. 

(ii) For an ungrounded service-supplied system, the 
equipment grounding conductor shall be connected to 
the grounding electrode conductor at the service equip- 
ment. For an ungrounded separately derived system, the 
equipment grounding conductor shall be connected to 
the grounding electrode conductor at, or ahead of, the 
system disconnecting means or overcurrent devices. 

(iii) On extensions of existing branch circuits which 
do not have an equipment grounding conductor, ground- 
ing-type receptacles may be grounded to a grounded 
cold water pipe near the equipment. 

(d) Grounding path. The path to ground from circuits, 
equipment, and enclosures shall be permanent and 
continuous. 

(e) Supports, enclosures, and equipment to be 
grounded. 

(i) Supports and enclosures for conductors. Metal ca- 
ble trays, metal raceways, and metal enclosures for con- 
ductors shall be grounded, except that: 

(A) Metal enclosures such as sleeves that are used to 
protect cable assemblies from physical damage need not 
be grounded; or 

(B) Metal enclosures for conductors added to existing 
installations of open wire, knob-and-tube wiring, and 
nonmetallic-sheathed cable need not be grounded if all 
of the following conditions are met: 

(I) Runs are less than 25 feet; 

(П) Enclosures are free from probable contact with 
ground, grounded metal, metal laths, or other conductive 
materials; and 

(ІП) Enclosures are guarded against employee 
contact. 

(ii) Service equipment enclosures. Metal enclosures 
for service equipment shall be grounded. 

(iii) Frames of ranges and clothes dryers. Frames of 
electric ranges, wall-mounted ovens, counter-mounted 
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cooking units, clothes dryers, and metal outlet or junc- 
tion boxes which are part of the circuit for these appli- 
ances shall be grounded. 

(iv) Fixed equipment. Exposed noncurrent—carrying 
metal parts of fixed equipment which may become ener- 
gized shall be grounded under any of the following 
conditions: 

(A) If within 8 feet vertically or 5 feet horizontally of 
ground or grounded metal objects and subject to em- 
ployee contact. 

(B) If located in a wet or damp location and not 
isolated. 

(С) If in electrical contact with metal. 

(D) If in a hazardous (classified) location. 

(E) If supplied by a metal-clad, metal-sheathed, or 
grounded metal raceway wiring method. 

(F) If equipment operates with any terminal at over 
150 volts to the ground; however, the following need not 
be grounded: 

(I) Enclosures for switches or circuit breakers used for 
other than service equipment and accessible to qualified 
persons only; 

(II) Metal frames of electrically heated appliances 
which are permanently and effectively insulated from 
ground; and 

(III) The cases of distribution apparatus such as 
transformers and capacitors mounted on wooden poles at 
a height exceeding 8 feet above ground or grade level. 

(v) Equipment connected by cord and plug. Under 
any of the conditions described in subitems (e)(v)(A) 
through (e)(v)(C) of this subsection, exposed noncur- 
rent-carrying metal parts of cord—connected and plug- 
connected equipment which may become energized shall 
be grounded. 

(A) If in hazardous (classified) locations (see WAC 
296-24-95613). 

(В) If operated at over 150 volts to ground, except for 
guarded motors and metal frames of electrically heated 
appliances if the appliance frames are permanently and 
effectively insulated from ground. 

(C) If the equipment is of the following types: 

(Т) Refrigerators, freezers, and air conditioners; 

(П) Clothes—washing, clothes-drying and dishwashing 
machines, sump pumps, and electrical aquarium 
equipment; 

(ПІ) Hand-held motor-operated tools; 

(IV) Motor-operated appliances of the following 
types: Hedge clippers, lawn mowers, snow blowers, and 
wet scrubbers; 

(V) Cord-connected and. plug-connected appliances 
used in damp or wet locations or by employees standing 
on the ground or on metal floors or working inside of 
metal tanks or boilers; 

(VI) Portable and mobile x-ray and associated 
equipment; 

(VII) Tools likely to be used in wet and conductive 
locations; and 

(VIII) Portable hand lamps. Tools likely to be used in 
wet and conductive locations need not be grounded if 
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supplied through an isolating transformer with an un- 
grounded secondary of not over 50 volts. Listed or label- 
ed portable tools and appliances protected by an ap- 
proved system of double insulation, or its equivalent, 
need not be grounded. If such a system is employed, the 
equipment shall be distinctively marked to indicate that 
the tool or appliance utilizes an approved system of dou- 
ble insulation. 

(vi) Nonelectrical equipment. The metal parts of the 
following nonelectrical equipment shall be grounded: 
Frames and tracks of electrically operated cranes; 
frames of nonelectrically driven elevator cars to which 
electric conductors are attached; hand operated metal 
shifting ropes or cables of electric elevators, and metal 
partitions, grill work, and similar metal enclosures 
around equipment of over 750 volts between conductors. 

(f) Methods of grounding fixed equipment. 

(i) Noncurrent-carrying metal parts of fixed equip- 
ment, if required to be grounded by this section, shall be 
grounded by an equipment grounding conductor which is 
contained within the same raceway, cable, or cord, or 
runs with or encloses the circuit conductors. For DC cir- 
cuits only, the equipment grounding conductor may be 
run separately from the circuit conductors. 

(ii) Electric equipment is considered to be effectively 
grounded if it is secured to, and in electrical contact 
with, a metal rack or structure that is provided for its 
support and the metal rack or structure is grounded by 
the method specified for the noncurrent-carrying metal 
parts of fixed equipment in item (f)(i) of this subsection. 
For installations made before May 30, 1982, only, elec- 
tric equipment is also considered to be effectively 
grounded if it is secured to, and in metallic contact with, 
the grounded structural metal frame of a building. Met- 
al car frames supported by metal hoisting cables at- 
tached to or running over metal sheaves or drums of 
grounded elevator machines are also considered to be ef- 
fectively grounded. 

(g) Grounding of systems and circuits of 1000 volts 
and over (high voltage). 

(i) General. If high voltage systems are grounded, 
they shall comply with all applicable provisions of sub- 
divisions (a) through (f) of this subsection as supple- 
mented and modified by the subdivision (g) of this 
subsection. 

(ii) Grounding of systems supplying portable or mo- 
bile equipment. (See WAC 296-24-95603 (2)(c).) Sys- 
tems supplying portable or mobile high voltage equip- 
ment, other than substations installed on a temporary 
basis, shall comply with the following: 

(A) Portable and mobile high voltage equipment shall 
be supplied from a system having its neutral grounded 
through an impedance. If a delta-connected high voltage 
system is used to supply the equipment, a system neutral 
shall be derived. 

(В) Exposed noncurrent—carrying metal parts of port- 
able and mobile equipment shall be connected by an 
equipment grounding conductor to the point at which 
the system neutral impedance is grounded. 

(С) Ground-fault detection and relaying shall be pro- 
vided to automatically deenergize any high voltage sys- 
tem component which has developed a ground fault. The 
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continuity of the equipment grounding conductor shall 
be continuously monitored so as to deenergize automati- 
cally the high voltage feeder to the portable equipment 
upon loss of continuity of the equipment grounding 
conductor. 

(D) The grounding electrode to which the portable or 
mobile equipment system neutral impedance is connect- 
ed shall be isolated from and separated in the ground by 
at least 20 feet from any other system or equipment 
grounding electrode, and there shall be no direct con- 
nection between the grounding electrodes, such as buried 
pipe, fence, etc. 

(iii) Grounding of equipment. All noncurrent—carry- 
ing metal parts of portable equipment and fixed equip- 
ment including their associated fences, housings, enclos- 
ures, and supporting structures shall be grounded. How- 
ever, equipment which is guarded by location and isolat- 
ed from ground need not be grounded. Additionally, 
pole-mounted distribution apparatus at a height exceed- 
ing 8 feet above ground or grade level need not be 
grounded. 


AMENDATORY SECTION (Amending Order 82-10, 
filed 3/30/82) 


WAC 296-24-95617 ((EFFECTIVE-PATE)) RE- 
SERVED. ((W€-296-24—956-through-296-24—95617 
Ti bex fecti ; А fter fidi hti 


code-revtser-)) 


AMENDATORY SECTION (Amending Order 82-22, 
filed 6/11/82) 


WAC 296-24-960 ((PROXIMTTY—TO—OVER- 
HEXAXB-POWER-EINES)) WORKING ON OR NEAR 
EXPOSED ENERGIZED PARTS. (1) Application. 


This section applies to work performed on exposed live 
parts (involving either direct contact or contact by 
means of tools or materials) or near enough to them for 
employees to be exposed to any hazard they present. 

(2) Work on energized equipment. Only qualified per- 
sons shall work on electric circuit parts or equipment 
that have not been deenergized under the procedures of 
WAC 296-24-975(2). Such persons shall be capable of 
working safely on energized circuits and shall be famil- 
iar with the proper use of special precautionary tech- 
niques, personal protective equipment, insulating and 


shielding materials, and insulated tools. 
(3) General requirements — high voltage lines. 


(a) Minimum clearance. 

(i) No work shall be performed, no material shall be 
piled, stored or otherwise handled, no scaffolding, com- 
mercial signs, or structures shall be erected or disman- 
tled, nor any tools, machinery or equipment operated 
within the specified minimum distances from any ener- 
gized high voltage electrical conductor capable of ener- 
gizing the material or equipment; except where the elec- 
trical distribution and transmission lines have been de- 
energized and visibly grounded at point of work, or 
where insulating barriers not a part of or an attachment 
to the equipment have been erected, to prevent physical 
contact with the lines, equipment shall be operated 
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proximate to, under, over, by, or near powerlines only in 
accordance with the following: 

(ii) For lines rated 50 kv. or below, minimum clear- 
ance between the lines and any part of the equipment or 
load shall be 10 feet. 

(iii) For lines rated over 50 kv. minimum, clearance 
between the lines and any part of the equipment or load 
shall be 10 feet plus 0.4 inch for each 1 kv. over 50 kv., 
or twice the length of the line insulator but never less 
than 10 feet. 

(b) Overhead electric lines. Where overhead electric 
conductors are encountered in proximity to a work area, 
the employer shall be responsible for: 

(i) Ascertaining the voltage and minimum clearance 
distance required, and 

(ii) Maintaining the minimum clearance distance, and 

(iii) Ensuring that the requirements of subsection (1) 
of this section are complied with. 

(c) Not covered: Employees working under chapters 
296-32 and 296-45 WAC. 

((27)) (4) Low voltage lines. When work is being 
carried out in proximity to energized electrical service 
conductors operating at 750 volts or less, such work shall 
be performed in a manner to prevent contact by any 
worker with the energized conductors. 


(5) Overhead lines. If work is to be performed near 
overhead lines, the lines shall be deenergized and 
grounded, or other protective measures shall be provided 
before work is started. If the lines are to be deenergized, 
arrangements shall be made with the person or organi- 
zation that operates or controls the electric circuits in- 
volved to deenergize and ground them. If protective 
measures, such as guarding, isolating, or insulating, 
these precautions shall prevent employees from contact- 
ing such lines directly with any part of their body or in- 
directly through conductive materials, tools, or 
equipment. 

(6) Unqualified persons. When an unqualified person 
is working in an elevated position, or on the ground, near 
overhead lines, the location shall be such that the person 
and the longest conductive object he or she may contact 
cannot come closer to any unguarded, energized over- 
head line than the following distances: 

(a) For voltages to ground 50kV or below—10 ft.; 


b) For voltages to ground over 5ОКУ--10 ft. plus 0.4 
inch for every 1 kV over 50 kV. 


7 ualified persons. When a qualified person is 
working in the vicinity of overhead lines, whether in an 
elevated position or on the ground, the person shall not 
approach or take any conductive object without an ap- 
proved insulating handle closer to exposed energized 
parts than shown in subsections (3) and (4) of this sec- 
tion unless: 

(a) The person is insulated from the energized part 
(gloves, with sleeves if necessary, rated for the voltage 
involved are considered to be insulation of the person 
from the energized part on which work is performed); or 

(b) The energized part is insulated both from all other 
conductive objects at a different potential and from the 
person; or 

(c) The person is insulated from all conductive objects 
at a potential different from that of the energized part. 
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(8) Vehicular and mechanical equipment. 
(a) Any vehicle or mechanical equipment capable of 
having parts of its structure elevated near energized 


overhead lines shall be operated so that a clearance of 10 
ft. is maintained. If the voltage is higher than 50kV, the 


clearance shall be increased 0.4 inch for every ІКУ over 
that voltage. However, under any of the following con- 
ditions, the clearance may be reduced: 

(1) If the vehicle is in transit with its structure low- 
ered, the clearance may be reduced to 4 ft. If the voltage 
is higher than 50КУ, the clearance shall be increased 0.4 


inch for every 1kV over that voltage. 
ii) If insulating barriers are installed to prevent con- 


tact with the lines, and if the barriers are rated for the 
voltage of the line being guarded and are not a part of or 
an attachment to the vehicle or its raised structure, the 
clearance may be reduced to a distance within the de- 
signed working dimensions of the insulating barrier. 

(b) If the equipment is an aerial lift insulated for the 
voltage involved, and if the work is performed by a 
qualified person, the clearance (between the uninsulated 
portion of the aerial lift and the power line) may be re- 
duced to the distance given in subsections (3) and (4) of 
this section. 

(c) Employees standing on the ground shall not con- 
tact the vehicle or mechanical equipment or any of its 


attachments, unless: 
The employee is usin 


for the voltage; or 

(ii) The equipment is located so that no uninsulated 
part of its structure (that portion of the structure that 
provides a conductive path to employees on the ground) 
can come closer to the line than permitted in this 
section. 

(d) If any vehicle or mechanical equipment capable of 
having parts of its structure elevated near energized 
overhead lines is intentionally grounded, employees 
working on the ground near the point of grounding shall 
not stand at the grounding location whenever there is a 
possibility of overhead line contact. Additional precau- 
tions, such as the use of barricades or insulation, shall be 
taken to protect employees from hazardous ground po- 
tentials, depending on earth resistivity and fault cur- 
rents, which can develop within the first few feet or more 
outward from the grounding point. 

(9) Illumination. 

(а) Employees shall not enter spaces containing ex- 
posed energized parts, unless illumination is provided 
that enables the employees to perform the work safely. 

(b) Where lack of illumination or an obstruction pre- 
cludes observation of the work to be performed, employ- 
ees shall not perform tasks near exposed energized parts. 
Employees shall not reach blindly into areas which may 
contain energized parts. 

(10) Confined or enclosed work spaces. When an em- 
ployee works in a confined or enclosed space (such as a 
manhole or vault) that contains exposed energized parts, 
the employer shall provide, and the employee shall use, 
protective shields, protective barriers, or insulating ma- 
terials as necessary to avoid inadvertent contact with 
these parts. Doors, hinged panels, and the like shall be 


rotective equipment rated 
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secured to prevent their swinging into ап employee and 
causing the employee to contact exposed energized parts. 

(11) Conductive materials and equipment. Conductive 
materials and equipment that аге іп contact with any 
part of an employee's body shall be handled in a manner 
that will prevent them from contacting exposed ener- 


gized conductors or circuit parts. If an employee must 
handle long dimensional conductive objects (such as 


ducts and pipes) in areas with exposed live parts, the 


employer shall institute work practices (such as the use 
of insulation, guarding, and material handling tech- 
niques) which will minimize the hazard. 

(12) Portable ladders. Portable ladders shall have 
nonconductive siderails if they are used where the em- 
ployee or the ladder could contact exposed energized 
parts. 

(13) Conductive apparel. Conductive articles of jewel- 
ry and clothing (such as watch bands, bracelets, rings, 
key chains, necklaces, metalized aprons, cloth with con- 
ductive thread, or metal headgear) shall not be worn if 
they might contact exposed energized parts. 

(14) Housekeeping duties. 

(a) Where live parts present an electrical contact haz- 
ard, employees shall not perform housekeeping duties at 
such close distances to the parts that there is a possibili- 
ty of contact, unless adequate safeguards (such as insu- 
lating equipment or barriers) are provided. 

(b) Electrically conductive cleaning materials (includ- 
ing conductive solids such as steel wool, metalized cloth, 
and silicon carbide, as well as conductive liquid solu- 
tions) shall not be used in proximity to energized parts 
unless procedures are followed which will prevent elec- 
trical contact. ; 

(15) Interlocks. Only а qualified person following the 
requirements of this section may defeat an electrical 
safety interlock, and then only temporarily while һе ог 
she is working on the equipment. Тһе interlock system 
shall be returned to its operable condition when this 
work is completed. 


NEW SECTION 


WAC 296-24-965 SAFETY-RELATED WORK 
PRACTICES. (1) Scope. Covered work by both quali- 
fied and unqualified persons. The provisions of WAC 
296—24—960 through 296-24-985 cover electrical safe- 
ty-related work practices for both qualified persons 
(those who have training in avoiding the electrical haz- 
ards of working on or near exposed energized parts) and 
unqualified persons (those with little or no such training) 
working on, near, or with the following installations: 

(a) Premises wiring. Installations of electric conduct- 
ors and equipment within or on buildings or other struc- 
tures, and on other premises such as yards, carnival, 
parking, and other lots, and industrial substations; 

(b) Wiring for connection to supply. Installations of 
conductors that connect to the supply of electricity; 

(c) Other wiring. Installations of other outside con- 
ductors on the premises; and 

(d) Optical fiber cable. Installations of optical fiber 
cable where such installations are made along with elec- 
tric conductors. 
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Note: See WAC 296-24-95601 for the definition of "qualified per- 
son." See WAC 296-24-970 for training requirements that 
apply to qualified and unqualified persons. 


(2) Other covered work by unqualified persons. The 
provisions of WAC 296-24-960 through 296-24-985 
also cover work performed by unqualified persons on, 
near, or with the installations listed in subsection (3) of 
this section. 

(3) Excluded work by qualified persons. The provi- 
sions of WAC 296-24-960 through 296-24-985 do not 
apply to work performed by qualified persons on or di- 
rectly associated with the following installations: 

(a) Generation, transmission, and distribution instal- 
lations. Installations for the generation, control, trans- 
formation, transmission, and distribution of electric en- 
ergy (including communication and metering) located in 
buildings used for such purposes or located outdoors. 
Note 1: Work on or directly associated with installations of utiliza- 

tion equipment used for purposes other than generating, 
transmitting, or distributing electric energy (such as instal- 
lations which are in office buildings, warehouses, garages, 
machine shops, or recreational buildings, or other utilization 
installations which are not an integral part of a generating 


installation, substation, or control center) is covered under 
subsection (1)(a) of this section. 


Note 2: Work on or directly associated with generation, transmission, 
or distribution installations includes: 
1. Work performed directly on such installations, such as re- 
pairing overhead or underground distribution lines or repair- 
ing а feed-water pump for the boiler in a generating plant. 
2. Work directly associated with such installations, such as 
line-clearance tree trimming and replacing utility poles. 
3. Work on electric utilization circuits in a generating plant 
provided that: 
a. Such circuits are commingled with installations of power 
generation equipment or circuits; and 
b. The generation equipment or circuits present greater elec- 
trical hazards than those posed by the utilization equipment 
or circuits (such as exposure to higher voltages or lack of 
overcurrent protection). 


(b) Communications installations. Installations of 
communication equipment to the extent that the work is 
covered under chapter 296-32 WAC. 

(c) Installations in vehicles. Installations in ships, wa- 
tercraft, railway rolling stock, aircraft, or automotive 
vehicles other than mobile homes and recreational 
vehicles. 

(d) Railway installations. Installations of railways for 
generation, transformation, transmission, or distribution 
of power used exclusively for operation of rolling stock 
or installations of railways used exclusively for signaling 
and communication purposes. 


NEW SECTION 


WAC 296-24-970 TRAINING. (1) Scope. The 
training requirements contained in this section apply to 
employees who face a risk of electric shock that is not 
reduced to a safe level by the electrical installation re- 
quirements of WAC 296-24-95605 through 296-24- 
95615. 


Note: Employees in occupations listed in Table 5-4 face such а risk 
and are required to be trained. Other employees who also may 
reasonably be expected to face a comparable risk of injury due 
to electric shock or other electrical hazards must also be 
trained. 
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(2) Content of training. 

(a) Practices addressed in this standard. Employees 
shall be trained іп and familiar with the safety-related 
work practices required by WAC 296-24-960 through 
296-24-985 that pertain’ to. their respective job 
assignments. 

(b) Additional requirements for unqualified persons. 
Employees who are covered by subsection (1) of this 
section but who are not qualified persons shall also be 
trained in and familiar with any electrically related 
safety practices not specifically addressed by WAC 296- 
24-960 through 296-24-985 but which are necessary for 
their safety. 

(c) Additional requirements for qualified persons. 
Qualified persons (i.e., those permitted to work on or 
near exposed energized parts) shall, at a minimum, be 
trained in and familiar with the following: 

(i) The skills and techniques necessary to distinguish 
exposed live parts from other parts of electric 
equipment; 

(ii) The skills and techniques necessary to determine 
the nominal voltage of exposed live parts; and 

(iii) The clearance distances specified in WAC 296- 
24-960 and the corresponding voltages to which the 
qualified person will be exposed. 

Note 1: For the purposes of WAC 296-24-960 through 296-24-985 


a person must have the training required by (c) of this sub- 
section in order to be considered a qualified person. 


Note 2: Qualified persons whose work on energized equipment in- 
volves either direct contact or contact by means of tools or 
materials must also have the training needed to meet WAC 
296-24-960. 


(3) Туре of training. The training required by this 
section shall be of the classroom or on-the-job type. The 
degree of training provided shall be determined by the 
risk to the employee. 

TABLE S-4.—TYPICAL OCCUPATIONAL 
CATEGORIES OF EMPLOYEES FACING A 


HIGHER THAN NORMAL RISK OF 
ELECTRICAL ACCIDENT 


Occupation 


Blue collar supervisors.' 

Electrical and electronic engineers.! 
Electrical and electronic equipment assemblers.’ 
Electrical and electronic technicians. 
Electricians. 

Industrial machine operators.’ 

Material handling equipment operators." 
Mechanics and repairers. 

Painters. 

Riggers and roustabouts.! 

Stationary engineers. 

Welders. 


Workers in these groups do not need to be trained if their work or 
the work of those they supervise does not bring them or the em- 
ployees they supervise close enough to exposed parts of electric cir- 
cuits operating at 50 volts or more to ground for a hazard to exist. 


1 


NEW SECTION 


WAC 296-24-975 SELECTION AND USE OF 
WORK PRACTICES. (1) General. Safety-related work 
practices shall be employed to prevent electric shock or 
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other injuries resulting from either direct or indirect 
electrical contacts, when work is performed near or on 
equipment or circuits which are or may be energized. 
The specific safety-related work practices shall be con- 
sistent with the nature and extent of the associated elec- 
trical hazards. 

(a) Deenergized parts. Live parts to which an em- 
ployee may be exposed shall be deenergized before the 
employee works on or near them, unless the employer 
can demonstrate that deenergizing introduces additional 
or increased hazards or is infeasible due to equipment 
design or operational limitations. Live parts that operate 
at less than 50 volts to ground need not be deenergized if 
there will be no increased exposure to electrical burns or 
to explosion due to electric arcs. 

Note 1: Examples of increased or additional hazards include inter- 
ruption of life support equipment, deactivation of emergency 


alarm systems, shutdown of hazardous location ventilation 
equipment, or removal of illumination for an area. 


Note 2: Examples of work that may be performed on or near епег- 
gized circuit parts because of infeasibility due to equipment 
design or operational limitations include testing of electric 
circuits that can only be performed with the circuit ener- 
gized and work on circuits that form an integral part of a 
continuous industrial process in a chemical plant that would 
otherwise need to be completely shut down in order to per- 
mit work on one circuit or piece of equipment. 


Note 3: Work on or near deenergized parts is covered by subsection 
(2) of this section. 


(b) Energized parts. If the exposed live parts are not 
deenergized (і.е., for reasons of increased or additional 
hazards or infeasibility), other safety-related work prac- 
tices shall be used to protect employees who may be ex- 
posed to the electrical hazards involved. Such work 
practices shall protect employees against contact with 
energized circuit parts directly with any part of their 
body or indirectly through some other conductive object. 
The work practices that are used shall be suitable for the 
conditions under which the work is to be performed and 
for the voltage level of the exposed electric conductors or 
circuit parts. Specific work practice requirements are 
detailed in WAC 296-24-960. 

(2) Working on or near exposed deenergized parts. 

(a) Application. This subsection applies to work on 
exposed deenergized parts or near enough to them to 
expose the employee to any electrical hazard they 
present. Conductors and parts of electric equipment that 
have been deenergized but have not been locked out or 
tagged according to this subsection shall be treated as 
energized parts, and WAC 296-24-960 applies to work 
on or near them. 

(b) Lockout and tagging. While any employee is ex- 
posed to contact with parts of fixed electric equipment or 
circuits which have been deenergized, the circuits ener- 
gizing the parts shall be locked out or tagged or both 
according to the requirements of this section. The re- 
quirements shall be followed in the order in which they 
are presented (i.e., (b)(i) of this subsection first, then 
(b)(ii) of this subsection. 


Note 1: Ав used in this section, fixed equipment refers to equipment 
fastened in place or connected by permanent wiring 
methods. 
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Note 2: Lockout and tagging procedures that comply with chapter 
296-24 WAC Part A-4 will also be deemed to comply with 
(b) of this subsection provided that: 
1. The procedures address the electrical safety hazards cov- 
ered by this subpart; and 
2. The procedures also incorporate the requirements of 
(b)(iii)(D) and (b)(iv)(B) of this subsection. 


(i) Procedures. The employer shall maintain a written 
copy of the procedures outlined in (b) of this subsection 
and shall make it available for inspection by employees 
and by the director and his or her authorized 
representatives. 


Note: The written procedures may be in the form of a copy of sub- 
section (2) of this section. 


(ii) Deenergizing equipment. 

(A) Safe procedures for deenergizing circuits and 
equipment shall be determined before circuits or equip- 
ment are deenergized. 

(B) The circuits and equipment to be worked on shall 
be disconnected from all electric energy sources. Control 
circuit devices, such as push buttons, selector switches, 
and interlocks, shall not be used as the sole means for 
deenergizing circuits or equipment. Interlocks for elec- 
tric equipment shall not be used as a substitute for lock- 
out and tagging procedures. 

(C) Stored electric energy which might endanger per- 
sonnel shall be released. Capacitors shall be discharged 
and high capacitance elements shall be short-circuited 
and grounded, if the stored electric energy might endan- 
ger personnel. 


Note: If the capacitors or associated equipment are handled in meet- 
ing this requirement, they shall be treated as energized. 


(D) Stored nonelectrical energy in devices that could 
reenergize electric circuit parts shall be blocked or re- 
lieved to the extent that the circuit parts could not be 
accidentally energized by the device. 

(iii) Application of locks and tags. 

(A) A lock and a tag shall be placed on each discon- 
necting means used to deenergize circuits and equipment 
on which work is to be performed, except as provided in 
subitems (C) and (E) of this item. The lock shall be at- 
tached to prevent persons from operating the discon- 
necting means unless they resort to undue force or the 
use of tools. 

(B) Each tag shall contain a statement prohibiting 
unauthorized operation of the disconnecting means and 
removal of the tag. 

(C) If a lock cannot be applied, or if the employer can 
demonstrate that tagging procedures will provide a level 
of safety equivalent to that obtained by the use of a lock, 
a tag may be used without a lock. 

(D) A tag used without a lock, as permitted by subi- 
tem (C) of this item, shall be supplemented by at least 
one additional safety measure that provides a level of 
safety equivalent to that obtained by the use of a lock. 
Examples of additional safety measures include the re- 
moval of an isolating circuit element, blocking of a con- 
trolling switch, or opening of an extra disconnecting 
device. 

(E) A lock may be placed without a tag only under 
the following conditions: | 
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(I) Only one circuit or piece of equipment is deener- 
gized; and 

(ID The lockout period does not extend beyond the 
work shift; and 

(III) Employees exposed to the hazards associated 
with reenergizing the circuit or equipment are familiar 
with this procedure. 

(iv) Verification of deenergized condition. The re- 
quirements of this paragraph shall be met before any 
circuits or equipment can be considered and worked as 
deenergized. 

(A) A qualified person shall operate the equipment 
operating controls or otherwise verify that the equipment 
cannot be restarted. 

(B) A qualified person shall use test equipment to test 
the circuit elements and electrical parts of equipment to 
which employees will be exposed and shall verify that 
the circuit elements and equipment parts are deenergiz- 
ed. The test shall also determine if any energized condi- 
tion exists as a result of inadvertently induced voltage or 
unrelated voltage backfeed even though specific parts of 
the circuit have been deenergized and presumed to be 
safe. If the circuit to be tested is over 600 volts, nominal, 
the test equipment shall be checked for proper operation 
immediately before and immediately after this test. 

(v) Reenergizing equipment. These requirements shall 
be met, in the order given, before circuits or equipment 
are reenergized, even temporarily. 

(A) A qualified person shall conduct tests and visual 
inspections, as necessary, to verify that all tools, electri- 
cal jumpers, shorts, grounds, and other such devices have 
been removed, so that the circuits and equipment can be 
safely energized. 

(B) Employees exposed to the hazards associated with 
reenergizing the circuit or equipment shall be warned to 
stay clear of circuits and equipment. 

(C) Each lock and tag shall be removed by the em- 
ployee who applied it or under his or her direct supervi- 
sion. However, if this employee is absent from the work- 
place, then the lock or tag may be removed by a quali- 
fied person designated to perform this task provided that: 

(I) The employer ensures that the employee who ap- 
plied the lock or tag is not available at the workplace; 
and 

(II) The employer ensures that the employee is aware 
that the lock or tag has been removed before he or she 
resumes work at that workplace. 

(D) There shall be a visual determination that all em- 
ployees are clear of the circuits and equipment. 


NEW SECTION 


WAC 296-24-980 SAFEGUARDS FOR РЕК- 
SONNEL PROTECTION. (1) Use of protective 
equipment. 

(a) Personal protective equipment. 

(i) Employees working in areas where there are po- 
tential electrical hazards shall be provided with, and 
shall use, electrical protective equipment that is appro- 
priate for the specific parts of the body to be protected 
and for the work to be performed. 
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Note: Personal protective equipment requirements are contained in 


chapter 296-24 WAC Part A-2. 


(ii) Protective equipment shall be maintained in a 
safe, reliable condition and shall be periodically inspect- 
ed or tested, as required by chapter 296-24 WAC Part 
A-2. 

(iii) If the insulating capability of protective equip- 
ment may be subject to damage during use, the insulat- 
ing material shall be protected. (For example, an outer 
covering of leather is sometimes used for the protection 
of rubber insulating material.) 

(iv) Employees shall wear nonconductive head protec- 
tion wherever there is a danger of head injury from 
electric shock or burns due to contact with exposed en- 
ergized parts. 

(v) Employees shall wear protective equipment for the 
eyes or face wherever there is danger of injury to the 
eyes or face from electric arcs or flashes or from flying 
objects resulting from electrical explosion. 

(b) General protective equipment and tools. 

(i) When working near exposed energized conductors 
or circuit parts, each employee shall use insulated tools 
or handling equipment if the tools or handling equip- 
ment might make contact with such conductors or parts. 
If the insulating capability of insulated tools or handling 
equipment is subject to damage, the insulating material 
shall be protected. 

(A) Fuse handling equipment, insulated for the circuit 
voltage, shall be used to remove or install fuses when the 
fuse terminals are energized. 

(B) Ropes and handlines used near exposed energized 
parts shall be nonconductive. 

(ii) Protective shields, protective barriers, or insulat- 
ing materials shall be used to protect each employee 
from shock, burns, or other electrically related injuries 
while that employee is working near exposed energized 
parts which might be accidentally contacted or where 
dangerous electric heating or arcing might occur. When 
normally enclosed live parts are exposed for maintenance 
or repair, they shall be guarded to protect unqualified 
persons from contact with the live parts. 

(2) Alerting techniques. The following alerting tech- 
niques shall be used to warn and protect employees from 
hazards which could cause injury due to electric shock, 
burns, or failure of electric equipment parts: 

(a) Safety signs and tags. Safety signs, safety sym- 
bols, or accident prevention tags shall be used where 
necessary to warn employees about electrical hazards 
which may endanger them, as required by chapter 296- 
24 WAC Part B-2. 

(b) Barricades. Barricades shall be used in conjunc- 
tion with safety signs where it is necessary to prevent or 
limit employee access to work areas exposing employees 
to uninsulated energized conductors or circuit parts. 
Conductive barricades may not be used where they 
might cause an electrical contact hazard. 

(c) Attendants. If signs and barricades do not provide 
sufficient warning and protection from electrical haz- 
ards, an attendant shall be stationed to warn and protect 
employees. 
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NEW SECTION 


WAC 296-24-985 USE OF EQUIPMENT. (1) 
Portable electric equipment. This section applies to the 
use of cord— and plug-connected equipment, including 
flexible cord sets (extension cords). 

(a) Handling. Portable equipment shall be handled in 
a manner which will not cause damage. Flexible electric 
cords connected to equipment shall not be used for rais- 
ing or lowering the equipment. Flexible cords shall not 
be fastened with staples or otherwise hung in such a 
fashion as could damage the outer jacket or insulation. 

(b) Visual inspection. 

(i) Portable cord- and plug-connected equipment and 
flexible cord sets (extension cords) shall be visually in- 
spected before use on any shift for external defects (such 
as loose parts, deformed and missing pins, or damage to 
outer jacket or insulation) and for evidence of possible 
interna] damage (such as pinched or crushed outer jack- 
et). Cord- and plug-connected equipment and flexibie 
cord sets (extension cords) which remain connected once 
they are put in place and are not exposed to damage 
need not be visually inspected until they are relocated. 

(ii) If there is a defect or evidence of damage that 
might expose an employee to injury, the defective or 
damaged item shall be removed from service, and no 
employee shall use it until repairs and tests necessary to 
render the equipment safe have been made. 

(iii) When an attachment plug is to be connected to a 
receptacle (including any on a cord set), the relationship 
of the plug and receptacle contacts shall first be checked 
to ensure they are of proper mating configurations. 

(c) Grounding-type equipment. 

(i) A flexible cord used with grounding-type equip- 
ment shall contain an equipment grounding conductor. 

(п) Attachment plugs and receptacles shall not be 
connected or altered in a manner which would prevent 
proper continuity of the equipment grounding conductor 
at the point where plugs are attached to receptacles. 
Additionally, these devices shall not be altered to allow 
the grounding pole of a plug to be inserted into slots in- 
tended for connection to the current-carrying 
conductors. 

(iii) Adapters which interrupt the continuity of the ` 
equipment grounding connection shall not be used. 

(d) Conductive work locations. Portable electric 
equipment and flexible cords used in highly conductive 
work locations (such as those inundated with water or 
other conductive liquids), or in job locations where em- 
ployees are likely to contact water or conductive liquids, 
shall be approved for those locations. 

(e) Connecting attachment plugs. 

(i) Employees' hands shall not be wet when plugging 
and unplugging flexible cords and cord- and plug-con- 
nected equipment, if energized equipment is involved. 

(ii) Energized plug and receptacle connections shall be 
handled only with insulating protective equipment if the 
condition of the connection could provide a conducting 
path to the employee's hand (if, for example, a cord 
connector is wet from being immersed in water). 

(iii) Locking-type connectors shall be properly se- 
cured after connection. 
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(2) Electric power and lighting circuits. 

(a) Routine opening and closing of circuits. Load rat- 
ed switches, circuit breakers, or other devices specifically 
designed as disconnecting means shall be used for the 
opening, reversing, or closing of circuits under load con- 
ditions. Cable connectors not of the load—break type, 
fuses, terminal lugs, and cable splice connections shall 
not be used for such purposes, except in an emergency. 

(b) Reclosing circuits after protective device opera- 
tion. After a circuit is deenergized by a circuit protective 
device, the circuit shall not be manually reenergized un- 
til it has been determined that the equipment and circuit 
can be safely energized. The repetitive manual reclosing 
of circuit breakers ог reenergizing circuits through ге- 
placed fuses is prohibited. 


Note: When it can be determined from the design of the circuit and 


the overcurrent devices involved that the automatic operation 
of a device was caused by an overload rather than a fault con- 
dition, no examination of the circuit or connected equipment is 
needed before the circuit is reenergized. 


(c) Overcurrent protection modification. Overcurrent 
protection of circuits and conductors shall not be modi- 
fied, even on a temporary basis, beyond that allowed by 
chapter 296-24 WAC Part L the installation safety re- 
quirements for overcurrent protection. 

(3) Test instruments and equipment. 

(a) Use. Only qualified persons shall perform testing 
work on electric circuits or equipment. 

(b) Visual inspection. Test instruments and equipment 
and all associated test leads, cables, power cords, probes, 
and connectors shall be visually inspected for external 
defects and damage before the equipment is used. If 
there is a defect or evidence of damage that might ex- 
pose an employee to injury, the defective or damaged 
item shall be removed from service, and по етріоуее 
shall use it until necessary repairs and tests to render the 
equipment safe have been made. 

(c) Rating of equipment. Test instruments and equip- 
ment and their accessories shall be rated for the circuits 
and equipment to which they will be connected and shall 
be designed for the environment in which they will be 
used. 

(4) Occasional use of flammable or ignitible materials. 
Where flammable materials are present only occasional- 
ly, electric equipment capable of igniting them shall not 
be used, unless measures are taken to prevent hazardous 
conditions from developing. Such materials include, but 
are not limited to: Flammable gases, vapors, or liquids; 
combustible dust; and ignitible fibers or flyings. 


Note: Electrical installation requirements for locations where flam- 


mable materials are present on a regular basis are contained in 
WAC 296-24-95613. 


AMENDATORY SECTION (Amending Order 89-03, 
filed 5/15/89, effective 6/30/89) 


WAC 296-27-020 DEFINITIONS. (1) "Act" 
means the Washington Industrial Safety and Health Act 
of 1973, chapter 49.17 RCW, as now or hereafter 
amended. 

(2) The definitions and interpretations included in 
RCW 49.17.020 shall be applicable to such terms when 
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used in this chapter, unless a different interpretation is 
clearly required by the context. 

(3) "Recordable occupational injuries or illnesses of 
employees" means any occupational injury or illness of 
employees which result in: 

(a) Occupational fatalities, regardless of the length of 
time between injury and death, or the length of the ill- 
ness preceding the time of death (no recording is re- 
quired for fatalities occurring after a termination of em- 
ployment, except when recording may otherwise be re- 
quired by a specific industrial safety and health standard 
adopted pursuant to the act); or 

(b) Lost workday cases, other than fatalities, that re- 
sult in lost workdays (see subsection (7) of this section); 
or 

(c) Occupational illnesses, or nonfatal cases without 
lost workdays which result in transfer to another job or 
termination of employment, or require medical treat- 
ment (other than first aid) or involve loss of conscious- 
ness or restriction of work or motion. This category also 
includes any diagnosed occupational illnesses which are 
reported to the employer but are not classified as fatali- 
ties or lost workday cases. 

(4) "Medical treatment" means and includes treat- 
ment administered by a physician or by registered pro- 
fessional personnel under the standing orders of a physi- 
cian. Medical treatment does not include first aid treat- 
ment even though provided by a physician or registered 
professional personnel. 

(5) "First-aid treatment" means any one-time treat- 
ment, and any follow-up visit or visits for the purpose of 
observation of minor scratches, cuts, burns, splinters and 
so forth which do not ordinarily require professional 
medical care, the extent of treatment that could be ex- 
pected to be given by a person trained in basic first-aid 
using supplies from a first-aid kit. Such one-time treat- 
ment and follow—up visit or visits for the purpose of ob- 
servation are considered first aid even though provided 
by a physician or registered professional personnel. 
Tests, such as x-rays, shall not be confused with 
treatment. 

(6) "Hospitalization" means to be sent to; to go to; or 
be admitted to a hospital or an equivalent medical facil- 
ity and receive medical treatment beyond what would be 
generally classified as first-aid treatment. 

(7) "Lost workdays": 

(a) "Lost workdays - days away from work" means 
the number of days (consecutive or not) after the day of 
injury or illness which the employee would have worked 
but could not because of occupational injury or illness. 
The number of "lost workdays — days away from work," 
should not include the day of the injury, or the day the 
illness occurred, or any days which the employee was not 
scheduled to work; e.g. Saturday, Sunday, or holidays. 

(b) "Lost workdays — days of restricted activity" 
means the number of workdays (consecutive or not) on 
which, because of the injury or illness: 

(i) The employee was assigned to a temporary job; or 

(п) The employee worked at a permanent job less 
than full time; or 
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(iii) The employee worked at a permanently assigned 
job but could not perform all the duties normally as- 
signed to that job. 

The number of "lost workdays — days of restricted ac- 
tivity" should not include the day of the injury or the 
day the illness occurred, or any other days which the 
employee was not scheduled to work; e.g. Saturday, 
Sunday, or holidays, etc. 

(8) "Establishment" means: 

(a) A single physical location where business is con- 
ducted or where services or industrial operations are 
performed. (For example: A factory, mill, store, hotel, 
restaurant, movie theater, farm, ranch, bank, sales office, 
warehouse, or central administrative office.) Where dis- 
tinctly separate activities are performed at a single 
physical location, such as contract construction activities 
operated from the same physical location as a lumber 
yard, each activity shall be treated as a separate 
establishment. 

(b) For firms engaged in activities such as agriculture, 
construction, transportation, communications, electric, 
gas or sanitary services, which may be physically dis- 
bursed, "establishment" means a place to which employ- 
ees report each day. 

(c) For employees who do not primarily report or 
work at a single establishment, and who are generally 
not supervised in their daily work, such as travelling 
salesmen, technicians, engineers, etc., "establishment" 
means the location from which they are paid, or the base 
from which employees operate to carry out their 
activities. 

(9) Establishments classified in standard industrial 
classification codes (SIC) 52 through 89. 

(a) Establishments whose primary activity constitutes 
retail trade; finance, insurance, real estate and services 
are classified іп SIC's 52 through 89. 

(b) Retail trades are classified as SIC's 52 through 59 
and for the most part include establishments engaged in 
selling merchandise to the general public for personal or 
household consumption. Some of the retail trades are: 
Automotive dealers, apparel and accessory stores, furni- 
ture and home furnishing stores, and eating and drinking 
places. 

(c) Finance, insurance and real estate are classified as 
SIC's 60 through 67 and include establishments which 
are engaged in banking, credit other than banking, secu- 
rity dealings, insurance, and real estate. 

(4) Services are classified as SIC's 70 through 89 and 
include establishments which provide a variety of ser- 
vices for individuals, businesses, government agencies, 
and other organizations. Some of the service industries 
are: Personal and business services, in addition to legal, 
education, social, and cultural; and membership 
organizations. 

(e) The primary activity of an establishment is deter- 
mined as follows: For finance, insurance, real estate, and 
services establishments, the value of receipts or revenue 
for services rendered by an establishment determines its 
primary activity. In establishments with diversified ac- 
tivities, the activities determined to account for the larg- 
est share of production, sales or revenue will identify the 
primary activity. In some instances these criteria will not 
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adequateły represent the relative economic importance 
of each of the varied activities. In such cases, employ- 
ment or payroll should be used in place of the normal 
basis for determining the primary activity. 

(10) "WISHERS" means Washington industrial safe- 
ty and health evaluation and reporting system. 


(11) "WISHA poster" means the Job safety and 
health protection poster — form F416-081—000. 


(12) "Occupational illness" means such illness as 
arises naturally and approximately out of employment 
under the provisions of the act. 


Note: Examples of occupational illnesses appear on the instruction 


page of Form OSHA No. 200. 


((6ҒЭ))) (13) "Occupational" means industrial and 
industrial means occupational. 

((33)) (14) "OSHA" means occupational safety and 
health administration. 


AMENDATORY SECTION (Amending Order 86—48, 
filed 1/12/87) 


WAC 296-27-16001 DEFINITIONS. For the pur- 
pose of these inspection rules: 

(1) "Department" shall mean the department of labor 
and industries. 

(2) "De minimus violation" is a violation of a stan- 


dard, where such violation, has no direct relationship to 
safety or health. 

(3) "General violation" is a violation where any acci- 
dent or occupational illness resulting from such violation 
probably would not cause death or serious physical harm 
but which would have a direct or immediate relationship 
to the safety and health of employees. 

4) "Nonabatement violation" exists when any em- 
ployer fails to correct a violation(s) for which they have 
been cited, by the set abatement date. 

5) "Imminent danger violation" is any violation(s 
resulting from conditions or practices in апу place of 
employment, which are such that a danger exists which 
could reasonably be expected to cause death or serious 
physical harm, immediately or before such danger can 
be eliminated through the enforcement procedures 


otherwise provided by the Washington Industrial Safety 
and Health Act. 


(6) "Industrial insurance ((nrodification)) experience 
factor" is based on a comparison of the actual incurred 
losses to the expected losses for the oldest three of the 
four fiscal years preceding the effective date of premium 
rates. 

(a) ((A&-modificatton)) An experience factor greater 
than 1.0000 indicates that an employer's actual incurred 
losses are greater than expected. 

(b) ((A—modification)) An experience factor of less 
than 1.0000 indicates that an employer's actual incurred 
losses are less than expected. 

(c) New firms and some firms qualifying for transition 
rating adjustments are assigned a base ((modification)) 
experience factor of 1.0000. Self-insured employers will 
be assigned a modification factor of less than 1.0000. 

((ӨЭ)) (7) "Industry" shall mean a group of busi- 
nesses classified by standard industrial classification 
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(SIC) code according to the type of activity in which 
they are engaged. 


(8) "Repeat violation" includes any violation of a 
standard or order when a violation has previously been 
cited to the same employer when it identifies the same 
type of hazard. 

(9) "Serious violation" shall be deemed to exist in a 
workplace if there is a substantial probability that death 
or serious physical harm could result from a condition 
which exists, or from one or more practices, means, 
methods, operations, or processes which have been 
adopted or are in use in such workplace, unless the em- 
ployer did not, and could not with the exercise of rea- 
sonable diligence, know of the presence of the violation. 

10) "Willful violation" is one involving a voluntar 
action, done either with an intentional disregard of, or 
plain indifference to, the requirements of the applicable 
Washington Administrative Code (WAC) rule(s). 


Note: When management has knowledge that resistance to a specific 
WAC rule or rules exists within its work force, which results in 


a serious or imminent danger violation, and management fails 
to institute efforts to overcome that resistance, which are ef- 


fective in practice, there shall be a rebuttable presumption that 
such failure constitutes voluntary action. This presumption 
may be rebutted by the employer's demonstration of good faith 
efforts to overcome resistance to the specific WAC rule or 


rules. 

((€9)) (11) "WISHA'" shall mean the Washington 
Industrial Safety and Health Act. 

((€5)) (12) "Working hours" shall mean those times 
that an employer assigns an employee or employees to 
work at the work place. 

((€6))) (13) "Work place," "work site," and "job site" 
may be used interchangeably in the text of this chapter 
and shall mean any plant, yard, premises, room, or other 
place where an employee or employees are employed for 
the performance of labor or service over which the em- 
ployer has the right of access or control. Work place 
shall include temporary labor camps. 


AMENDATORY SECTION (Amending Order 86-48, 
filed 1/12/87) 


WAC 296-27-16007 CITATIONS, PENALTY 
ASSESSMENTS AND NOTICES OF VIOLATIONS. 
(1) The inspector shall record the violations observed on 
a compliance worksheet. 

(2) The compliance worksheet, the photographs, and 
sample tests, will be used to prepare: 

(a) A citation; and 

(b) A proposed penalty assessment; and 

(c) A notice of violation. 

(3) The citation and the proposed penalty assessment 
will be sent to the employer. The citation and notice will 
set an abatement date for each violation. This is the date 
by which the employer must correct the violation. 

(4) The inspector may give a notice of violation at the 
end of inspection with the employers consent instead of 
the department issuing a citation and notice. The notice 
of violation sets short abatement dates and is issued only 
for general violations and contains no penalties. The no- 
tice of violation, shall be given to the highest available 
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management official or designated company representa- 
tive at the work place or sent to the employer. 


(5) For a period of three years following the issuance 
of a final order which cites any violation of a safety 
standard, order of RCW 49.17.060, the department may 
issue a citation for a repeat violation. A repeat violation 
may incur a penalty based solely upon the repeat nature 
of the violation, without regard to the seriousness of the 
hazard being cited. 


AMENDATORY SECTION (Amending Order 88-04, 
filed 5/11/88) 


WAC 296-45-65026 PERSONAL PROTECTIVE 
GROUNDING. (1) Purpose. 

(a) Reduce the potential voltage differences across the 
worker: The primary function of personal protective 
grounds is to provide maximum safety for personnel 
while they are working on de-energized lines or equip- 
ment. This will be accomplished by making provisions 
which will reduce the potential voltage differences at the 
worksite (voltage across the worker) to a safe value in 
case the equipment or line being worked on is acciden- 
tally energized from any possible source. 

(b) Protect from induced voltage: The secondary 
function is also to protect against induced voltage from 
adjacent parallel energized lines. 

(c) Insure adequate operation of protective devices: 
The third function is to make the protective devices (re- 
lays and circuit breakers or fuses) disconnect the ener- 
gizing source within a given time/current relationship. 

(2) Application. 

(a) Deenergized line: When an energized line over 
seven hundred fifty volts is removed from service to be 
worked on, the line shall be treated as though it is ener- 
gized until the line is cleared, tagged, tested, and 
grounded. 

(b) Communication conductors: Bare wire communi- 
cation conductors on power poles and structures are 
subject to these rules as energized lines and voltages in 
excess of seven hundred fifty volts unless protected by 
insulating materials. 

(c) New construction: The grounding rule is advisory, 
rather than compulsory, when work is being done on new 
construction that is known to be deenergized and it is 
not possible to energize the line. 

(d) Minimum distance from ungrounded conductors: 
The minimum distance shown in Table 1 of WAC 296- 
45-65027(14) shall be maintained from ungrounded 
conductors at the work location. The ground may be 
omitted if the making of a ground is impractical, or the 
conditions resulting therefrom are more hazardous than 
working on the lines or equipment without grounding. 
However, all work must be done in accordance with this 
chapter as if the line or equipment is energized. 

(3) Grounding equipment. 

(a) Availability: Grounding equipment shall be avail- 
able for use when work is being done on deenergized 
lines or equipment. 

(b) Approved capacity: Grounding equipment shall be 
of approved current carrying capacity capable of accom- 
modating the maximum fault current to which the line 
or equipment could be subjected. 
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(c) Approved connector: Grounding shall be made 
with an approved connector capable of conducting the 
available fault current. 

(d) Approved ferrules and grounding clamps: 
Grounding jumpers shall have approved ferrules and 
grounding clamps that provide mechanical support for 
jumper cables independent of the electrical connection. 

(e) Minimum conductance: A ground lead shall have 
a minimum conductance of #2 AWG copper. 

(4) Testing prior to installation of ground. Before 
grounds are installed, the deenergized line or equipment 
shall be tested for voltage by the following approved 
methods: 

(a) Tester testing: Approved testers (audio and/or vi- 
sual) may be used; however, they shall be tested imme- 
diately before and after use to verify that the tester is in 
good working condition. 

(b) Hot line tool testing: A deenergized line may be 
buzzed or tested, to insure that it is deenergized, using 
an approved hot line tool with a substantial piece of 
metal on the end. 

(5) Attaching and removing ground(s). | 

(a) Inspection before use: Grounding equipment shall 
be given a visual inspection and all mechanical connec- 
tions shall be checked for tightness before each use. 

(b) Ground surface cleaning: The surface to which the 
ground is to be attached shall be clean before the 
grounding clamp is installed; otherwise, а self-cleaning 
clamp shall be used. 

(c) Ground attachment procedure: When attaching 
ground(s), the ground end shall be firmly attached first 
to a reliable ground and then the other end shall be at- 
tached to the line or equipment by means of approved 
hot line tools. 

(d) Ground removal procedure: No ground shall be 
removed until all employees are clear of the temporary 
grounded lines or equipment. In those instances where 
the specific line or equipment that has been previously 
energized at 750 volts or more is being taken out of ser- 
vice or moved to another location, and it has been iden- 
tified, isolated, tested and grounded, and the safe dis- 
tances provided in Table 1 are maintained or barriers 
are installed to protect against contact with energized 
sources, and it is no longer possible to energize the line 
or equipment from any source, the grounds may be re- 
moved and the line or equipment may be removed from 
service or moved to another location. When removing 
the grounding set, it shall be disconnected from the line 
or equipment first with an approved hot line tool and 
lowered to a point below all energized conductors before 
the ground end is disconnected. 

(6) Selection of ground location. Attached grounds: 
Ground(s) attached to each conductor being worked on 
are adequate when connected in a manner that will re- 
duce the potential voltage difference across the worksite 
to a safe level. See examples: Figures A, B, and C. 
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(7) Testing without ground(s): Ground(s) may be 
temporarily removed when necessary for testing purpos- 
es. During a test procedure, with ground(s) removed, 
care shall be exercised. 

(8) Conductor separation: Іп cases where the conduc- 
tor separation at any pole or structure is so great as to 
make it impractical to apply shorts on all conductors, 
and where only one conductor is to be worked on, only 
that conductor which is to be worked on needs to be 
grounded. 

(9) Ground personnel: In cases where ground rods or 
pole grounds are utilized for personal protective ground- 
ing, personnel working on the ground should maintain 
sufficient distance from such equipment or utilize other 
approved procedures designed to prevent "touch-and 
step potential" hazards. 

Note: Touch potential hazards refers to the difference in voltage 
measured between the grounding equipment and a worker in 
contact with the grounding equipment at the time it is acci- 
dently energized. Step potential hazards refers to the differ- 
ence in voltage measured between the feet of the worker 


standing or walking in an electrical field created by high volt- 
age being brought to earth. 


| 
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EXAMPLE OF INSTALLATION ОҒ 
PERSONAL PROTECTIVE QROUNDS ON OVERHEAD LINES 
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AMENDATORY SECTION (Amending Order 89-03, 
filed 5/15/89, effective 6/30/89) 


WAC 296-56-60001 SCOPE AND APPLICA- 
BILITY. (1) The rules included in this chapter apply 
throughout the state of Washington, to any and all wa- 
terfront operations under the jurisdiction of the depart- 
ment of labor and industries, division of industrial safety 
and health. 

(2) These minimum requirements are promulgated in 
order to augment the general safety and health stan- 
dards, and any other safety and health standards pro- 
mulgated by the department of labor and industries 
which are applicable to all places of employment under 
the jurisdiction of the department of labor and indus- 
tries. The rules of this chapter, and the rules of chapters 
296-24 and 296-62 WAC are applicable to all long- 
shore, stevedore and related waterfront operations: 
PROVIDED, That such rules shall not be applicable to 
those operations under the exclusive safety jurisdiction 
of the federal government. 

(3) The provisions of this chapter shall prevail in the 
event of a conflict with, or duplication of, provisions 
contained in chapters 296-24 and 296-62 WAC. Spe- 
cific standards which are applicable include, but are not 
limited to: 

(a) Electrical—((WA€E-296=24—-956 through -296-24— 
960)) Chapter 296-24 WAC Part L. 

(b) Toxic and hazardous substances are regulated by 
chapter 296-62 WAC. Where references to this chapter 
are given they are for informational purposes only. 
Where specific requirements of this chapter conflict with 
the provisions of chapter 296-62 WAC this chapter pre- 
vails. Chapter 296-62 WAC does not apply when a sub- 
stance or cargo is contained within a manufacturer's 
original, sealed, intact means of packaging or contain- 
ment complying with the department of transportation 
or International Maritime Organization requirements. 

(c) Hearing conservation—((WA€E—296=62-09015 

= )) Chapter 296-62 WAC Part K. 

(d) Standards for commercial diving operations— 
Chapter 296-37 WAC. 

(e) Safety requirements for scaffolding—((W-A€-296- 
24—825-through-296—24—-82545)) Chapter 296-24 WAC 
Part J-1. 

(f) Safe practices of abrasive blasting operations— 
(( - -24- )) Chapter 
296-24 WAC Part H-2. 

(g) Access to employee exposure and medical re- 
cords—((WA€E—296—62-052through 29662-05224) ) 


Chapter 296-62 WAC Part B. 
(h) Respiratory protection—((WA€C—296-62-07+ 


)) Chapter 296-62 WAC Part E. 

(i) Safety ((rułes)) standards for grain ((elevator-op- 
erators)) handling facilities—Chapter 296-99 WAC. 

(j) Hazard communication purpose—((WAC—296= 
62-054 through 296-62-05427)) Chapter 296-62 WAC 
Part C. 

(k) Asbestos—((WAC—296=62-075+7)) Chapters 
296-62 Part I-1 and 296-65 WAC. 

(1) Confined space—(( 

296-62—14529)) Chapter 296-62 WAC Part M. 
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(4) The provisions of this chapter do not apply to the 
following: 

(a) Fully automated bulk coal handling facilities con- 
tiguous to electrical power generating plants. 

(b) Facilities subject to the regulations of the office of 
pipeline safety regulation of the materials transportation 
bureau, department of transportation, to the extent such 
regulations apply. 


AMENDATORY SECTION (Amending Order 86-02, 
filed 1/17/86) 


WAC 296-56-60237 SPRAY PAINTING. (1) 
Scope. This section covers painting operations connected 
with maintenance of structures, equipment and gear at 
the marine terminal and of transient equipment serviced 
at the terminal. It does not apply to overall painting of 
terminal structures under construction, major repair or 
rebuilding of terminal structures, or portable spraying 
apparatus not used regularly in the same location. 

(2) Definitions. 

(a) "Spraying area" means any area where flammable 
vapors, mists or combustible residues, dusts or deposits 
may be present due to paint spraying operations. 

(b) "Spray booth" means an enclosure containing a 
flammable or combustible spraying operation and con- 
fining and limiting the escape of paint, vapor and residue 
by means of a powered exhaust system. 

(c) "Approved" means, for the purpose of this section, 
that the equipment has been approved for the specified 
use by a nationally recognized testing laboratory. 

(3) Spray painting requirements for indoor and out- 
door spraying areas and booths. 

(a) Shut-off valves, containers or piping with attached 
hoses or flexible connections shall have shut-off valves 
closed at the connection when not in use. 

(b) Pumps used to transfer paint supplies shall have 
automatic pressure—relieving devices. 

(c) Hoses and couplings shall be inspected before use. 
Hoses showing deterioration, leakage or weakness in the 
carcass or at the couplings shall be removed from 
service. 

(d)(i) No open flame or spark-producing equipment 
shall be within ((twenty)) 20 feet (((6-тп))) of a spray- 
ing area unless it is separated from the spraying area by 
a fire-retardant partition. 

(ii) Hot surfaces shall not be located in spraying 
areas. 

(iii) Whenever combustible residues may accumulate 
on electrical installations, wiring shall be in rigid conduit 
or in boxes containing no taps, splices or connections. 

(iv) Portable electric lights shall not be used during 
spraying operations. Lights used during cleaning or re- 
pairing operations shall be approved for the location in 
which they are used. 

(e) When flammable or combustible liquids are being 
transferred between containers, both containers shall be 
bonded and grounded. 

(f)(i) Spraying shall be performed only in designated 
spray booths or spraying areas. 

(ii) Spraying areas shall be kept as free from combus- 
tible residue accumulations as practical. 
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(iii) Residue scrapings, debris, rags, and waste shall 
be removed from the spraying area as they accumulate. 

(р) Spraying with organic peroxides and other dual- 
component coatings shall only be conducted in sprinkler— 
equipped spray booths. 

(h) Only the quantity of flammable or combustible 
liquids required for the operation shall be allowed in the 
spraying area, and in no case shall the amount exceed a 
one-day supply. 

(i) Smoking shall be prohibited and "No Smoking" 
signs shall be posted in spraying and paint storage areas. 

(4) Additional requirements for spraying areas and 
spray booths. 

(a) Distribution or baffle plates shall be of noncom- 
bustible material and shall be removable or accessible 
for cleaning. They shall not be located in exhaust ducts. 

(b) Any discarded filter shall be removed from the 
work area or placed in water. 

(c) Filters shall not be used when the material being 
sprayed is highly susceptible to spontaneous heating and 
ignition. 

(d) Filters shall be noncombustible or of an approved 
type. The same filter shall not be used when spraying 
with different coating materials if the combination of 
materials may spontaneously ignite. 

(e) Spraying areas shall be mechanically ventilated 
for removal of flammable and combustible vapor and 
mist. 

(f) Mechanical ventilation shall be in operation during 
spraying operations and long enough thereafter to thor- 
oughly exhaust hazardous vapor concentrations. 

(g) Rotating fan elements shall be nonsparking or the 
casing shall consist of or be lined with nonsparking 
material. 

(h) Piping systems conveying flammable or combusti- 
ble liquids to the spraying booth or area shall be made 
of metal and be both electrically bonded and grounded. 

(i) Air exhausted from spray operations shall not con- 
taminate makeup air or other ventilation intakes. Ex- 
hausted air shall not be recirculated unless it is first 
cleaned of any hazardous contaminants. 

(j) Original closed containers, approved portable 
tanks, approved safety cans or a piping system shall be 
used to bring flammable or combustible liquids into 
spraying areas. 

(k) If flammable or combustible liquids are supplied 
to spray nozzles by positive displacement pumps, the 
pump discharge line shall have a relief valve discharging 
either to a pump Section or detached location, or the line 
shall be equipped with a device to stop the prime mover 
when discharge pressure exceeds the system's safe oper- 
ating pressure. 

(1) Wiring, motors and equipment in a spray booth 
shall be of approved explosion-proof type for Class I, 
Group D locations and conform with the requirements of 


((W€—296-24—956—through 296—-24-960)) chapter 
296—24 W AC Part L for Class I, Division 1, Hazardous 


Locations. Wiring, motors and equipment within 
((twenty)) 20 feet (((6-m))) of any interior spraying 
area and not separated by vapor-tight partitions shall 
not produce sparks during operation and shall conform 


to the requirements of ((WA€—296=24—956-through 
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296—24—960)) chapter 296-24 WAC Part L for Class I, 
Division 2, Hazardous Locations. 

(m) Outside electrical lights within ((ten)) 10 feet 
((€3-m))) of spraying areas and not separated from the 
areas by partitions shall be enclosed and protected from 
damage. 

(5) Additional requirements for spray booths. 

(a) Spray booths shall be substantially constructed of 
noncombustible material and have smooth interior sur- 
faces. Spray booth floors shall be covered with noncom- 
bustible material. As an aid to cleaning, paper may be 
used to cover the floor during painting operations if it is 
removed after the painting is completed. 

(b) Spray booths shall be separated from other opera- 
tions by at least ((three)) 3 feet (((Ө:94-тп))) or by fire— 
retardant partitions or walls. 

(c) A space of at least ((three)) 3 feet (((Ө:94-пт))) on 
all sides of the spray booth shall be maintained free of 
storage or combustible materials. 

(d) Metal parts of spray booths, exhaust ducts, 
pipings airless high-pressure spray guns and conductive 
objects being sprayed shall be grounded. 

(e) Electric motors driving exhaust fans shall not be 
located inside booths or ducts. 

(f) Belts shall not enter ducts or booths unless the 
belts are completely enclosed. 

(g) Exhaust ducts shall be made of steel, shall have 
sufficient access doors to permit cleaning, and shall have 
a minimum clearance of ((eighteen)) 18 inches (((8-46 
m))) from combustible materials. Any installed dampers 
shall be fully opened when the ventilating system is 
operating. 

(h) Spray booths shall not be alternately used to spray 
different types of coating materials if the combination of 
the materials may spontaneously ignite unless deposits of 
the first material are removed from the booth and from 
exhaust ducts before spraying of the second material 
begins. 


AMENDATORY SECTION (Amending Order 81-19, 
filed 7/27/81) 


WAC 296-62-07105 DEFINITIONS. (1) Abra- 
sive-blasting respirator. See "respirator." A respirator 
designed to protect the wearer against inhalation of 
abrasive material and against impact and abrasion from 
rebounding abrasive material. 

(2) Accepted. Reviewed and listed as satisfactory for 
a specified use by the director or his or her designee. 

(3) Aerodynamic diameter. The diameter of a unit 
density sphere having the same settling velocity as the 
particle in question of whatever shape and density. 

(4) Aerosol. A system consisting of particles, solid or 
liquid, suspended in air. 

(5) Air-line respirator. See "respirator." 

(6) Air-purifying respirator. See "respirator." 

(7) Air-regulating valve. An adjustable valve used to 
regulate, but which cannot completely shut off the air- 
flow to the facepiece, helmet, hood, or suit of an air-line 
respirator. 

(8) Air-supply device. А hand- or motor-operated 
blower for the hose mask, or a compressor or other 
source of respirable air for the air—line respirator. 
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(9) Approved. Tested and listed as satisfactory by the 
Bureau of Mines (BM) of the U.S. Department of Inte- 
rior, or jointly by the Mining Enforcement and Safety 
Administration (MESA) of the U.S. Department of In- 
terior and the National Institute for Occupational Safety 
and Health (NIOSH) of the U.S. Department of Health 
and Human Services, or jointly by the Mine Safety and 
Health Administration (MSHA) of the U.S. Depart- 
ment of Labor and NIOSH under the provisions of Title 
30, Code of Federal Regulations, Part 11. 

(10) Bioassay. A determination of the concentration 
of a substance in a human body by an analysis of urine, 
feces, blood, bone, or tissue. 

(11) Breathing tube. A tube through which air or ox- 
ygen flows to the facepiece, mouthpiece, helmet, hood, or 
suit. 

(12) Canister (air-purifying). A container with a fil- 
ter, sorbent, or catalyst, or any combination thereof, 
which removes specific contaminants from the air drawn 
through it. 

(13) Canister (oxygen-generating). A container filled 
with a chemical which generates oxygen by chemical 
reaction. 

(14) Carcinogen. A substance known to produce can- 
cer in some individuals following a latent period (for ex- 
ample: Asbestos, Chromates, radioactive particulates). 

(15) Cartridge (air-purifying). A small canister. 

(16) Catalyst. In respirator use, a substance which 
converts a toxic gas (or vapor) into a less-toxic gas (or 
vapor). 

(17) Ceiling concentration. The concentration of an 
airborne substance that shall not be exceeded. 

(18) Chemical-cartridge respirator. See respirator. 

(19) Confined space. See WAC 296-62-14501(1). 

(20) Contaminant. A' harmful, irritating, or nuisance 
material that is foreign to the normal atmosphere. 

(21) Corrective lens. A lens ground to the wearer's 
individual corrective prescription to permit normal visual 
acuity. 

(22) Demand. A type of self-contained breathing ap- 
paratus or type of air-line respirator which functions 
due to the negative pressure created by inhalation (i.e., 
air flow into the facepiece on "demand"). 

(23) Detachable coupling. A device which permits the 
respirator wearer, without using hand tools, to detach 
the air-supply line from that part of the respirator worn 
on the person. 

(24) Dust. See WAC 296-62—07001 (1). 

(25) Emergency respirator use. Wearing a respirator 
when a hazardous atmosphere suddenly occurs that re- 
quires immediate use of a respirator either for escape 
from the hazardous atmosphere or for entry into the 
hazardous atmosphere. 

(26) Exhalation valve. A device that allows exhaled 
air to leave a respirator and prevents outside air from 
entering through the valve. 

(27) Eyepiece. A gas-tight, transparent window(s) in 
a full facepiece, helmet, hood, or suit, through which the 
wearer may see. 

(28) Facepiece. That portion of a respirator that cov- 
ers the wearer's nose and mouth in quarter-mask (above 
the chin) or half-mask (under the chin) facepiece or 
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that covers the nose, mouth, and eyes in a full facepiece. 
It is designed to make a gas-tight or particle-tight fit 
with the face and includes the headbands, exhalation 
valve(s), and connections for an air—purifying device or 
respirable gas source, or both. 

(29) Face shield. A device worn in front of the eyes 
and a portion of, or all of, the face, whose predominant 
function is protection of the eyes and the face. 

(30) Fibrosis-producing dust. Dust which, when іп- 
haled, deposited, and retained in the lungs, may produce 
findings of fibrotic growth that may cause pulmonary 
disease. 

(31) Filter. A media component used in respirators to 
remove solid or liquid particles from the inspired air. 

(32) Filter respirator. See respirator. 

(33) Fog. A mist of sufficient concentration to per- 
ceptibly obscure vision. 

(34) Full facepiece. See facepiece. 

(35) Fume. See WAC 296-62-07001(2). 

(36) Gas. An aeriform fluid which is in the gaseous 
state at ordinary temperature and pressure. 

(37) Gas mask. See respirator. 

(38) Goggle. A device, with contour-shaped eyecups 
with glass or plastic lenses, worn over eyes and held in 
place by a headband or other suitable means for the 
protection of the eyes and eye sockets. 

(39) Half—mask facepiece. See facepiece. 

(40) Hazardous atmosphere. Any atmosphere, either 
immediately or not immediately dangerous to life or 
health, which is oxygen deficient or which contains a 
toxic ог disease-producing contaminant. 

(41)Head harness. That part of a facepiece assembly 
which secures the facepiece to the wearer. 

(42) Helmet. That portion of a respirator which 
shields the eyes, face, neck, and other parts of the head. 

(43) High-efficiency filter. A filter which removes 
from air 99.97% or more of monodisperse dioctyl phth- 
alate (DOP) particles having a mean particle diameter 
of 0.3 micrometer. 

(44) Hood. That portion of a respirator which com- 
pletely covers the head, neck, and portions of the 
shoulders. 

(45) Hose mask. See respirator. 

(46) Immediately dangerous to life or health (IDLH). 
Any atmosphere that poses an immediate hazard to life 
or produces immediate irreversible debilitating effects on 
health. 

(47) Inhalation valve. A device that allows respirable 
air to enter a respirator and prevents exhaled air from 
leaving the respirator through the valve. 

(48) Irrespirable. Unfit for breathing. 

(49) Maximum use limit of filter, cartridge, or canis- 
ter. The maximum concentration of a contaminant for 
which an air-purifying filter, cartridge, or canister is 
approved for use. 

(50) Mist. See WAC 296-62-07001(4). 

(51) Mouthpiece. That portion of a respirator which is 
held in the wearer's mouth and is connected to an air- 
purifying device or respirable gas source, or both. It is 
designed to make a gas-tight or particle-tight fit with 
the mouth. 
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(52) MPCa. Maximum permissible airborne concen- 
tration. These concentrations are set by the National 
Committee on Radiation Protection. They are recom- 
mended maximum average concentrations of radionu- 
clides to which a worker may be exposed, assuming that 
he works 8 hours a day, 5 days a week, and 50 weeks a 
year. 

(53) Negative pressure respirator. A respirator in 
which the air pressure inside the respiratory—inlet cover- 
ing is positive during exhalation in relation to the air 
pressure of the outside atmosphere and negative during 
inhalation in relation to the air pressure of the outside 
atmosphere. 

(54) Nonroutine respirator use. Wearing a respirator 
when carrying out a special task that occurs 
infrequently. 

(55) Nose clamp. A device used with a respirator 
equipped with a mouthpiece that closes the nostrils of 
the wearer (sometimes called a nose clip). 

(56) Not immediately dangerous to life or health. Any 
hazardous atmosphere which may produce physical dis- 
comfort immediately, chronic poisoning after repeated 
exposure, or acute adverse physiological symptoms after 
prolonged exposure. 

(57) Odor threshhold limit. The lowest concentration 
of a contaminant in air that can be detected by the ol- 
factory sense. 

(58) Oxygen deficiency — immediately dangerous to 
life or health. An atmosphere which causes an oxygen 
partial pressure of 100 millimeters of mercury column or 
less in the freshly inspired air in the upper portion of the 
lungs which is saturated with water vapor. 

(59) Oxygen deficiency — not immediately dangerous 
to life or health. An atmosphere having an oxygen con- 
centration below the minimum legal requirement of 
((*8:0)) 19.5% by volume for respirable air at sea—level 
conditions, but above that which is immediately danger- 
ous to life or health. 

(60) Particulate matter. A suspension of fine solid or 
liquid particles in air, such as: Dust, fog, fume, mist, 
smoke, or spray. Particulate matter suspended in air is 
commonly known as an aerosol. 

(61) Permissible exposure limit (PEL). The legally 
established time-weighted average (TWA) concentra- 
tion or ceiling concentration of a contaminant that shall 
not be exceeded. 

(62) Pneumoconiosis-producing dust. Dust which, 
when inhaled, deposited, and retained in the lungs, may 
produce signs, symptoms, and findings of pulmonary 
disease. 

(63) Positive-pressure respirator. А respirator in 
which the air pressure inside the respiratory-inlet cover- 
ing is positive in relation to the air pressure of the out- 
side atmosphere during exhalation and inhalation. 

(64) Powered air-purifying respirator. See respirator. 

(65) Pressure demand. Similar to a demand type res- 
pirator but so designed to maintain positive pressure in 
the facepiece at all times. 

(66) Protection factor. The ratio of the ambient con- 
centration of an airborne substance to the concentration 
of the substance inside the respirator at the breathing 
zone of the wearer. The protection factor is a measure of 
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the degree of protection provided by a respirator to the 
wearer. As used herein, a protection factor is synony- 
mous with the fit factor assigned to a respirator face- 
piece by the use of qualitative and quantitative fitting 
tests. 

(67) Rescue respirator use. Wearing a respirator for 
entry into a hazardous atmosphere to rescue a person(s) 
in the hazardous atmosphere. 

(68) Resistance. Opposition to the flow of air, as 
through a canister, cartridge, particulate filter, orifice, 
valve, or hose. 

(69) Respirable. Suitable for breathing. 

(70) Respirator. A device designed to protect the 
wearer from the inhalation of harmful atmospheres. 

(71) Respiratory-inlet covering. That portion of a 
respirator which connects the wearer's respiratory tract 
to an air—purifying device or respirable gas source, or 
both. It may be a facepiece, helmet, hood, suit, or 
mouthpiece/nose clamp. 

(72) Routine respirator use. Wearing a respirator as a 
normal procedure when carrying out a regular and fre- 
quently repeated task. 

(73) Sanitization. The removal of dirt and the inhibi- 
ting of the action of agents that cause infection or 
disease. 

(74) Self-contained breathing apparatus. See 
respirator. 

(75) Service life. The period of time that a respirator 
provides adequate protection to the wearer — for exam- 
ple, the period of time that an air—purifying device is ef- 
fective for removing a harmful substance from inspired 
air. 
(76) Smoke. A system which includes the products of 
combustion, pyrolysis, or chemical reaction of substances 
in the form of visible and invisible solid and liquid parti- 
cles and gaseous products in air. Smoke is usually of 
sufficient concentration to perceptibly obscure vision. 

(77) Sorbent. A material which is contained in car- 
tridge or canister and which removes toxic gases and va- 
pors from the inhaled air. 

(78) Spray. A liquid, mechanically produced particle 
with sizes generally in the visible or macroscopic range. 

(79) Supplied—air respirator. See respirator. 

(80) Supplied—air suit. A suit that is impermeable to 
most particulate and gaseous contaminants and that is 
provided with an adequate supply of respirable air. 

(81) Time-weighted average (TWA). The average 
concentration of a contaminant in air during a specific 
time period. 

(82) Valve (air or oxygen). A device which controls 
the pressure, direction, or rate of flow of air or oxygen. 

(83) Vapor. The gaseous state of a substance that is 
solid or liquid at ordinary temperature and pressure. 

(84) Welding helmet. A device designed to provide 
protection for the eyes and face against intense radiant 
energy and molten metal splatter encountered in the 
welding and cutting of metals. 

(85) Window indicator. A device on a cartridge or 
canister that visually denotes the service life of the car- 
tridge or canister. 
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AMENDATORY SECTION (Amending Order 81-20, 
filed 7/27/81) 


WAC 296-62-100 OXYGEN DEFICIENT AT- 
MOSPHERES. (1) Definition. A lack of sufficient oxy- 
gen is deemed to exist if the atmosphere at sea level has 
less than ((+8%)) 19.5% oxygen by volume or has a par- 
tial pressure of oxygen of ((+35)) 148 millimeters of 
mercury (mm. Hg) or less. This may deviate when 
working at higher elevations and should be determined - 
for an individual location. Factors such as acclimatiza- 
tion, physical conditions of the persons involved, etc., 
must be considered for such circumstances and 
conditions. 

(2) Entering areas with possible oxygen deficient at- 
mospheres. ((Workmen)) Workers entering any area 
where a lack of sufficient oxygen is probable shall be 
supplied with and shall use approved equipment (for 
specific requirements see applicable provisions of chapter 
296-62 WAC) capable of providing safe respirable air, 
or prior to entry and at all times when ((workmen)) 
workers are in such areas a sufficient supply of safe, res- 
pirable air shall be provided. All workers so exposed 
shall be under constant observation. If the oxygen con- 
tent is unknown or may change during occupation, tests 
shall be required prior to and during occupation of 
questionable areas. 


AMENDATORY SECTION (Amending Order 81-20, 
filed 7/27/81) 


WAC 296-62-11021 
(1) General. 

(a) This section applies to all operations involving the 
immersion of materials in liquids, or in the vapors of 
such liquids, for the purpose of cleaning or altering the 
surface or adding to or imparting a finish thereto or 
changing the character of the materials, and their sub- 
sequent removal from the liquid or vapor, draining, and 
drying. These operations include washing, electroplating, 
anodizing, pickling, quenching, dyeing, dipping, tanning, 
dressing, bleaching, degreasing, alkaline cleaning, strip- 
ping, rinsing, digesting, and other similar operations. 

(b) Except where specific construction specifications 
are prescribed in this section, hoods, ducts, elbows, fans, 
blowers, and all other exhaust system parts, components, 
and supports thereof shall be so constructed as to meet 
conditions of service and to facilitate maintenance and 
shall conform in construction to the specifications con- 
tained in American National Standard Fundamentals 
Governing the Design and Operation of Local Exhaust 
Systems, Z9.2-1960. 

(2) Classification of open-surface tank operations. 

(a) Open-surface tank operations shall be classified 
into 16 classes, numbered A—1 to D-4, inclusive. 

(b) Determination of class. Class is determined by two 
factors, hazard potential designated by a letter from A 
to D, inclusive, and rate of gas, vapor, or mist evolution 
designated by a number from 1 to 4, inclusive (for ex- 
ample, B.3). 

(c) Hazard potential is an index, on a scale of from A 
to D, inclusive, of the severity of the hazard associated 
with the substance contained in the tank because of the 


OPEN SURFACE TANKS. 
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toxic, flammable, or explosive nature of the vapor, gas, 
or mist produced therefrom. The toxic hazard is deter- 
mined from the concentration, measured in parts by vol- 
ume of a gas or vapor, per million parts by volume of 
contaminated air (ppm), or in milligrams of mist per 
cubic meter of air (mg/m’), below which ill effects are 
unlikely to occur to the exposed worker. The concentra- 
tions shall be those in WAC 296—62-075 through 296- 
62-07515. 

(4) Тһе relative fire or explosion hazard is measured 
in degrees Fahrenheit in terms of the closed—cup flash 
point of the substance in the tank. Detailed information 
on the prevention of fire hazards in dip tanks may be 
found in Dip Tanks Containing Flammable or Combus- 
tible Liquids, NFPA No. 34-1966, National Fire Pro- 
tection Association. Where the tank contains a mixture 
of liquids, other than organic solvents, whose effects are 
additive, the hygienic standard of the most toxic compo- 
nent (for example, the one having the lowest ppm or 
mg/m’) shall be used, except where such substance con- 
stitutes an insignificantly small fraction of the mixture. 
For mixtures of organic solvents, their combined effect, 
rather than that of either individually, shall determine 
the hazard potential. In the absence of information to 
the contrary, the effects shall be considered as additive. 
If the sum of the ratios of the airborne concentration of 
that contaminant exceeds unity, the toxic concentration 
shall be considered to have been exceeded. (See Note A 
of (2)(e) of this section.) 

(е) Hazard potential shall be determined from Table 
16, with the value indicating greater hazard being used. 
When the hazardous material may be either a vapor 
with a permissible exposure limit in ppm or a mist with 
a TLV in mg/m’, the TLV indicating the greater haz- 
ard shall be used (for example, A takes precedence over 
B or C; B over C; C over D). 


Note A: 
с c C3 См 
+ + Tuv >] 
PEL PEL PEL PEL 
where: 
c = Concentration measured at the operation in ppm. 
TABLE 16 
DETERMINATION OF HAZARD POTENTIAL 
Toxicity Group 
Hazard Gas or Flash point 
potential vapor (ppm) Mist (mg/m?) (in degrees F.) 
Акаде 0- 10 0 - 01 ға 
Bou П- 100 0.11 — 1.0 Under 100 
Que 101- 500 11 - 10 100-200 
Dil Over 500 Over 10 Over 200 


(f) Rate of gas, vapor, or mist evolution is a numerical 
index, on a scale of from 1 to 4, inclusive, both of the 
relative capacity of the tank to produce gas, vapor, or 
mist and of the relative energy with which it is projected 
or carried upwards from the tank. Rate is evaluated in 
terms of; 

(i) The temperature of the liquid in the tank in de- 
grees Fahrenheit; 
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(ii) The number of degrees Fahrenheit that this tem- 
perature is below the boiling point of the liquid in de- 
grees Fahrenheit; 

(iii) The relative evaporation of the liquid in still air 
at room temperature in an arbitrary scale—fast, medi- 
um, slow, or nil; and 

(iv) The extent that the tank gases or produces mist in 
an arbitrary scale—high, medium, low, and nil. (See 
Table 17, Note 2.) Gassing depends upon 
electrochemical or mechanical processes, the effects of 
which have to be individually evaluated for each instal- 
lation (see Table 17, Note 3). 

(g) Rate of evolution shall be determined from Table 
17. When evaporation and gassing yield different rates, 
the lowest numerical value shall be used. 

TABLE 17 


DETERMINATION OF RATE OF GAS, 
VAPOR, OR MIST EVOLUTION! 


Degrees 

Liquid below 
Rate tempera— boiling еуарога- Ке!апуе 

ture, °F point tion Gassing? 
КӨӨР О, Оуег 200 0-20 Fast....... High 
2 тан 150-200 21-50 Medium . Medium 
E xe 94-149 51-100 Slow ...... Low 
ауа бел Опдег 94 Over 100 Nil. za sy Nil 
Note I. Іп certain classes of equipment, specifically vapor 


degreasers, an internal condenser or vapor level thermostat 
is used to prevent the vapor from leaving the tank during 
normal operations. In such cases, rate of vapor evolution 
from the tank into the workroom is not dependent upon the 
factors listed in the table, but rather upon abnormalities of 
operating procedure, such as carry out of vapors from ex- 
cessively fast action, dragout of liquid by entrainment in 
parts, contamination of solvent by water and other materi- 
als, or improper heat balance. When operating procedure is 
excellent, effective rate of evolution may be taken as 4. 
When operating procedures are average, the effective rate of 
evolution may be taken as 3. When operation is poor, a rate 
of 2 or 1 is indicated, depending upon observed conditions. 


Note 2. Relative evaporation rate is determined according to the 
methods described by A. K. Doolittle in Industrial and En- 
gineering Chemistry, vol. 27, p. 1169, (3) where time for 
100— percent evaporation is as follows: Fast: 0—3 hours; 
Medium: 3-12 hours; Slow: 12-50 hours; Nil: more than 50 
hours. 


Note 3. Gassing means the formation by chemical or 
electrochemical action of minute bubbles of gas under the 
surface of the liquid in the tank and is generally limited to 
aqueous solutions. 


(3) Ventilation. Where ventilation is used to control 
potential exposures to workers as defined in (2)(c) of 
this section, it shall be adequate to reduce the concen- 
tration of the air contaminant to the degree that a haz- 
ard to the worker does not exist. Methods of ventilation 
are discussed in American National Standard Funda- 
mentals Governing the Design and Operation of Local 
Exhaust Systems, 79.2-1960. 

(4) Control requirements. 

. (a) Control velocities shall conform to Table 18 in all 
cases where the flow of air past the breathing or working 
zone of the operator and into the hoods is undisturbed 
by local environmental conditions, such as open win- 
dows, wall fans, unit heaters, or moving machinery. 
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(b) АП tanks exhausted by means of hoods which; 

(i) Project over the entire tank; 

(ii) Are fixed in position in such a location that the 
head of the workman, in all his normal operating posi- 
tions while working at the tank, is in front of all hood 
openings; and 

(iii) Are completely enclosed on at least two sides, 
shall be considered to be exhausted through an enclosing 
hood. 

(iv) The quantity of air in cubic feet per minute nec- 
essary to be exhausted through an enclosing hood shall 
be not less than the product of the control velocity times 
the net area of all openings in the enclosure through 
which air can flow into the hood. 

TABLE 18 


CONTROL VELOCITIES IN FEET PER MINUTE (F.P.M.) FOR 
UNDISTURBED LOCATIONS 


Class 


(See Sub- Enclosing Canopy hood” 
paragraph hood (See (See Sub- 
(2) and Subparagraph Lateral paragraph 
Tables 16 (4)(ii)) exhaust (4)(iv)) 
and 17) (See Sub- 
One Two Paragraph Three Four 
open open (4)Giii)) open open 
side sides sides sides 
Do Do 
А-1 and not not 
A-2 ————— 100 150 150 use use 
A-3 
(Note 2), 
В-І, В-2, 
апа C-1 —— 75 100 100 125 175 
В-3, С-2, 
and D-1 
(Note 3) 65 90 75 ` 100 150 
A-4 (Note 2), 
С-3, апа 
D-2 
(Note 3) 50 75 50 75 125 
В-4, С-4, 
D-3 (Note °), 
and 
D-4 —— — —— General room ventilation required. 


ISee Table 19 for computation of ventilation rate. 
?Do not use canopy hood for Hazard Potential A processes. 


3Where complete control of hot water is desired, design as next 
highest class. 


(c) All tanks exhausted by means of hoods which do 
not project over the entire tank, and in which the direc- 
tion of air movement into the hood or hoods is substan- 
tially horizontal, shall be considered to be laterally ex- 
hausted. The quantity of air in cubic feet per minute 
necessary to be laterally exhausted per square foot of 
tank area in order to maintain the required control ve- 
locity shall be determined from Table 19 for all varia- 
tions in ratio of tank width (W) to tank length (L). The 
total quantity of air in cubic feet per minute required to 
be exhausted per tank shall be not less than the product 
of the area of tank surface times the cubic feet per min- 
ute per square foot of tank area, determined from Table 
19. 

(i) For lateral exhaust hoods over 42 inches wide, or 
where it is desirable to reduce the amount of air re- 
moved from the workroom, air supply slots or orifices 
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shall be provided along the side or the center of the tank 
opposite from the exhaust slots. The design of such sys- 
tems shall meet the following criteria: 

(A) The supply air volume plus the entrained air shall 
not exceed 50 percent of the exhaust volume. 

(B) The velocity of the supply airstream as it reaches 
the effective control area of the exhaust slot shall be less 
than the effective velocity over the exhaust slot area. 

(C) The vertical height of the receiving exhaust hood, 
including any baffle, shall not be less than one-quarter 
the width of the tank. 

(D) The supply airstream shall not be allowed to im- 
pinge on obstructions between it and the exhaust slot in 
such a manner as to significantly interfere with the per- 
formance of the exhaust hood. 

TABLE 19 
MINIMUM VENTILATION RATE IN CUBIC FEET OF AIR 


PER MINUTE PER SQUARE FOOT OF TANK AREA FOR 
LATERAL EXHAUST 


Required 

minimum 

control C.f.m. per sq. ft. to maintain required 

velocity, minimum velocities at following ratigs 

f.p.m. (tank width (W)/tank length (L)). 

(from Table 
0.0- 0.1- 0.25- 0.5- 1.0- 
0.09 0.24 0.49 0.99 2.0 


Hood along one side or two parallel sides of tank when опе hood is 
against a wall or baffle. А 
Also for a manifold along tank centerline. 


SQ—————————- 50 60 75 90 100 
75---- 75 90 10 130 150 
100----- 100 125 150 175 200 
150— y. 150 190 225 260 300 


Hood along one side or two parallel sides of free standing tank not 
against wall or baffle. 


50-------- 75 90 100 110 125 
75-----: 110 130 150 170 190 
100-------- 150 175 200 225 250 
150--------225 260 300 340 375 


Mt is not practicable to ventilate across the long dimension of a 
tank whose ratio W/L exceeds 2.0. 

It is understandable to do so when W/L exceeds 1.0. For 
circular tanks with lateral exhaust along up the circumference use 
W/L = 1.0 for over one-half the circumference use W/L = 0.5. 


?Baffle is a vertical plate the same length as the tank, and with the 
top of the plate as high as the tank is wide. If the exhaust hood is 
on the side of a tank against a building wall or close to it, it is 
perfectly baffled. 


"Use W/L as tank width in computing when manifold is along 
centerline, or when hoods are used on two parallel sides of a tank. 

Tank Width (W) means the effective width over which the 
hood must pull air to operate (for example, where the hood face is 
not back from the edge of the tank, this set back must be added in 
measuring tank width). The surface area of tanks can frequently 
be reduced and better control obtained (particularly on 
conveyorized systems) by using covers extending from the upper 
edges of the slots toward the center of the tank. 


(E) Since most failure of push-pull systems result 
from excessive supply air volumes and pressures, meth- 
ods of measuring and adjusting the supply air shall be 
provided. When satisfactory control has been achieved, 
the adjustable features of the hood shall be fixed so that 
they will not be altered. 
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(d) All tanks exhausted by means of hoods which 
project over the entire tank, and which do not conform 
to the definition of enclosing hoods, shall be considered 
to be overhead canopy hoods. The quantity of air in cu- 
bic feet per minute necessary to be exhausted through a 
canopy hood shall be not less than the product of the 
control velocity times the net area of all openings be- 
tween the bottom edges of the hood and the top edges of 
the tank. 

(e) The rate of vapor evolution (including steam or 
products of combustion) from the process shall be esti- 
mated. If the rate of vapor evolution is equal to or 
greater than 10 percent of the calculated exhaust volume 
required, the exhaust volume shall be increased in equal 
amount. 

(5) Spray cleaning and degreasing. Wherever spraying 
or other mechanical means are used to disperse a liquid 
above an open-surface tank, control must be provided 
for the airborne spray. Such operations shall be enclosed 
as completely as possible. The inward air velocity into 
the enclosure shall be sufficient to prevent the discharge 
of spray into the workroom. Mechanical baffles may be 
used to help prevent the discharge of spray. Spray 
painting operations are covered in WAC 296-62-11019. 

(6) Control means other than ventilation. Tank cov- 
ers, foams, beads, chips, or other materials floating on 
the tank surface so as to confine gases, mists, or vapors 
to the area under the cover or to the foam, bead, or chip 
layer; or surface tension depressive agents added to the 
liquid in the tank to minimize mist formation, or any 
combination thereof, may all be used as gas, mist, or 
vapor control means for open-surface tank operations, 
provided that they effectively reduce the concentrations 
of hazardous materials in the vicinity of the worker be- 
low the limits set in accordance with (2) of this section. 

(7) System design. 

(a) The equipment for exhausting air shall have suffi- 
cient capacity to produce the flow of air required in each 
of the hoods and openings of the system. 

(b) The capacity required in (7)(a) of this section 
shall be obtained when the airflow producing equipment 
is operating against the following pressure losses, the 
sum of which is the static pressure: 

(i) Entrance losses into the hood. 

(ii) Resistance to airflow in branch pipe including 
bends and transformations. 

(iii) Entrance loss into the main pipe. 

(iv) Resistance to airflow in main pipe including bends 
and transformations. 

(v) Resistance of mechanical equipment; that is, fil- 
ters, washers, condensers, absorbers, etc., plus their en- 
trance and exit losses. 

(vi) Resistance in outlet duct and discharge stack. 

(c) Two or more operations shall not be connected to 
the same exhaust system where either one or the combi- 
nation of the substances removed may constitute a fire, 
explosion, or chemical reaction hazard in the duct sys- 
tem. Traps or other devices shall be provided to insure 
that condensate in ducts does not drain back into any 
tank. 
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(d) The exhaust system, consisting of hoods, ducts, air 
mover, and discharge outlet shall be designed in accord- 
ance with American National Standard Fundamentals 
Governing the Design and Operation of Local Exhaust 
Systems, Z9.2—1960, or the manual, Industrial Ventila- 
tion, published by the American Conference of Govern- 
mental Industrial Hygienists. Airflow and pressure loss 
data provided by the manufacturer of any air cleaning 
device shall be included in the design calculations. 

(8) Operation. 

(a) The required airflow shall be maintained at all 
times during which gas, mist, or vapor is emitted from 
the tank, and at all times the tank, the draining, or the 
drying area is in operation or use. When the system is 
first installed, the airflow from each hood shall be mea- 
sured by means of a pitot traverse in the exhaust duct 
and corrective action taken if the flow is less than that 
required. When the proper flow is obtained, the hood 
Static pressure shall be measured and recorded. At in- 
tervals of not more than 3 months operation, or after a 
prolonged shutdown period, the hoods and duct system 
shall be inspected for evidence of corrosion or damage. 
In any case where the airflow is found to be less than 
required, it shall be increased to the required value. (In- 
formation on airflow and static pressure measurement 
and calculations may be found in American National 
Standard Fundamentals Governing the Design and Op- 
eration of Local Exhaust Systems, Z9.2-1960, or in the 
manual, Industrial Ventilation, published by the Ameri- 
can Conference of Governmental Industrial Hygienists.) 

(b) The exhaust system shall discharge to the outer 
air in such a manner that the possibility of its effluent 
entering any building is at a minimum. Recirculation 
shall only be through a device for contaminant removal 
which will prevent the creation of a health hazard in the 
room or area to which the air is recirculated. 

(c) A volume of outside air in the range of 90 percent 
to 110 percent of the exhaust volume shall be provided 
to each room having exhaust hoods. The outside air sup- 
ply shall enter the workroom in such a manner as not to 
be detrimental to any exhaust hood. The airflow of the 
makeup air system shall be measured on installation. 
Periodically, thereafter, the airflow should be 
remeasured, and corrective action shall be taken when 
the airflow is below that required. The makeup air shall 
be uncontaminated. 

(9) Personal protection. 

(a) All employees working in and around open surface 
tank operations must be instructed as to the hazards of 
their respective jobs, and in the personal protection and 
first aid procedures applicable to these hazards. 

(b) АШ persons required to work in such a manner 
that their feet may become wet shall be provided with 
rubber or other impervious boots or shoes, rubbers, or 
wooden-soled shoes sufficient to keep feet dry. 

(c) АП persons required to handle work wet with a 
liquid other than water shall be provided with gloves 
impervious to such a liquid and of a length sufficient to 
prevent entrance of liquid into the tops of the gloves. 
The interior of gloves shall be kept free from corrosive 
or irritating contaminants. 
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(а) АП persons required to work in such а manner 
that their clothing may become wet shall be provided 
with such aprons, coats, jackets, sleeves, or other gar- 
ments made of rubber, or of other materials impervious 
to liquids other than water, as are required to keep their 
clothing dry. Aprons shall extend well below the top of 
boots to prevent liquid splashing into the boots. Provision 
of dry, clean, cotton clothing along with rubber shoes or 
short boots and an apron impervious to liquids other 
than water shall be considered a satisfactory substitute 
where small parts are cleaned, plated, or acid dipped in 
open tanks and rapid work is required. 

(e) Whenever there is a danger of splashing, for ex- 
ample, when additions are made manually to the tanks, 
or when acids and chemicals are removed from the 
tanks, the employees so engaged shall be required to 
wear either tight-fitting chemical goggles or an effective 
face shield. (See WAC 296-24-078.) 

(f) When, during emergencies as described in (11)(e) 
of this section, workers must be in areas where concen- 
trations of air contaminants are greater than the limit 
set by (2)(c) of this section, or oxygen concentrations 
are less than ((t8—percent)) 19.5%, they shall be re- 
quired to wear respirators adequate to reduce their ex- 
posure to a level below these limits, or to provide ade- 
quate oxygen. Such respirators shall also be provided in 
marked, quickly accessible storage compartments built 
for the purpose, when there exists the possibility of acci- 
dental release of hazardous concentrations of air con- 
taminants. Respirators shall meet the applicable provi- 
sions of chapter 296-62 WAC and shall be selected by a 
competent industrial hygienist or other technically qual- 
ified source. Respirators shall be used in accordance with 
the applicable provisions of chapter 296-62 WAC, and 
persons who may require them shall be trained in their 
use. 

(е) Near each tank containing a liquid which may 
burn, irritate, or otherwise be harmful to the skin if 
splashed upon the worker's body, there shall be a supply 
of clean cold water. The water pipe (carrying a pressure 
not exceeding 25 pounds) shall be provided with a quick 
opening valve and at least 48 inches of hose not smaller 
than three-fourths inch, so that no time may be lost in 
washing off liquids from the skin or clothing. Alterna- 
tively, deluge showers and eye flushes shall be provided 
in cases where harmful chemicals may be splashed on 
parts of the body. 

(h) Operators with sores, burns, or other skin lesions 
requiring medical treatment shall not be allowed to work 
at their regular operations until so authorized by a phy- 
sician. Any small skin abrasions, cuts, rash, or open 
sores which are found or reported shall be treated by a 
properly designated person so that chance of exposures 
to the chemicals are removed. Workers exposed to chro- 
mic acids shall have a periodic examination made of the 
nostrils and other parts of the body, to detect incipient 
ulceration. 

(i) Sufficient washing facilities, including soap, indi- 
vidual towels, and hot water, shall be provided for all 
persons required to use or handle any liquids which may 
burn, irritate, or otherwise be harmful to the skin, on the 
basis of at least one basin (or its equivalent) with a hot 
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water faucet for every 10 employees. (See WAC 296- 
24-12009.) 

(j) Locker space or equivalent clothing storage facili- 
ties shall be provided to prevent contamination of street 
clothing. 

(k) First aid facilities specific to the hazards of the 
operations conducted shall be readily available. 

(10) Special precautions for cyanide. Dikes or other 
arrangements shall be provided to prevent the possibility 
of intermixing of cyanide and acid in the event of tank 
rupture. 

(11) Inspection, maintenance, and installation. 

(a) Floors and platforms around tanks shall be pre- 
vented from becoming slippery both by original type of 
construction and by frequent flushing. They shall be 
firm, sound, and of the design and construction to mini- 
mize the possibility of tripping. 

(b) Before cleaning the interior of any tank, the con- 
tents shall be drained off, and the cleanout doors shall be 
opened where provided. All pockets in tanks or pits, 
where it is possible for hazardous vapors to collect, shall 
be ventilated and cleared of such vapors. 

(c) Tanks which have been drained to permit employ- 
ees to enter for the purposes of cleaning, inspection, or 
maintenance may contain atmospheres which аге haz- 
ardous to life or health, through the presence of flam- 
mable or toxic air contaminants, or through the absence 
of sufficient oxygen. Before employees shall be permitted 
to enter any such tank, appropriate tests of the atmos- 
phere shall be made to determine if the limits set by 
(2)(c) of this section are exceeded, or if the oxygen con- 
centration is less than ((+8-pereent)) 19.5%. 

(d) If the tests made in accordance with (11)(c) of 
this section indicate that the atmosphere in the tank is 
unsafe, before any employee is permitted to enter the 
tank, the tank shall be ventilated until the hazardous at- 
mosphere is removed, and ventilation shal] be continued 
so as to prevent the occurrence of a hazardous atmos- 
phere as long as an employee is in the tank. 

(e) If, in emergencies, such as rescue work, it is nec- 
essary to enter a tank which may contain a hazardous 
atmosphere, suitable respirators, such as self-contained 
breathing apparatus; hose mask with blower, if there is a 
possibility of oxygen deficiency; or a gas mask, selected 
and operated in accordance with (9)(f) of this section, 
shall be used. If a contaminant in the tank can cause 
dermatitis, or be absorbed through the skin, the employ- 
ee entering the tank shall also wear protective clothing. 
At least one trained standby employee, with suitable 
respirator, shall be present in the nearest uncontaminat- 
ed area. The standby employee must be able to commu- 
nicate with the employee in the tank and be well able to 
haul him out of the tank with a lifeline if necessary. 

(f) Maintenance work requiring welding or open 
flame, where toxic metal fumes such as cadmium, chro- 
mium, or lead may be evolved, shall be done only with 
sufficient local exhaust ventilation to prevent the cre- 
ation of a health hazard, or be done with respirators se- 
lected and used in accordance with (9)(f) of this section. 
Welding, or the use of open flames near any solvent 
cleaning equipment shall be permitted only after such 
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equipment has first been thoroughly cleared of solvents 
and vapors. 

(12) Vapor degreasing tanks. 

(a) In any vapor degreasing tank equipped with a 
condenser and vapor level thermostat, the condenser or 
thermostat shall keep the level of vapors below the top 
edge of the tank by a distance at least equal to one-half 
the tank width, or at least 36 inches, whichever is 
shorter. 

(b) Where gas is used as a fuel for heating vapor 
degreasing tanks, the combustion chamber shall be of 
tight construction, except for such openings as the ex- 
haust flue, and those that are necessary for supplying air 
for combustion. Flues shall be of corrosion-resistant 
construction and shall extend to the outer air. If me- 
chanical exhaust is used on this flue, a draft diverter 
shall be used. Special precautions must be taken to pre- 
vent solvent fumes from entering the combustion air of 
this or any other heater when chlorinated or fluorinated 
hydrocarbon solvents (for example, trichloroethylene; 
Freon) are used. 

(c) Heating elements shall be so designed and main- 
tained that their surface temperature will not cause the 
solvent or mixture to decompose, break down, or be 
converted into an excessive quantity of vapor. 

(d) Tanks or machines of more than 4 square feet of 
vapor area, used for solvent cleaning or vapor 
degreasing, shall be equipped with suitable cleanout or 
sludge doors located near the bottom of each tank or 
still. These doors shall be so designed and gasketed that 
there will be no leakage of solvent when they are closed. 

(13) Scope. 

(a) This paragraph applies to all operations involving 
the immersion of materials in liquids, or in the vapors of 
such liquids, for the purpose of cleaning or altering their 
surfaces, or adding or imparting a finish thereto, or 
changing the character of the materials, and their sub- 
sequent removal from the liquids or vapors, draining, 
and drying. Such operations include washing, electro- 
plating, anodizing, pickling, quenching, dyeing, dipping, 
tanning, dressing, bleaching, degreasing, alkaline clean- 
ing, stripping, rinsing, digesting, and other similar oper- 
ations, but do not include molten materials handling op- 
erations, or surface coating operations. 

(b) "Molten materials handling operations" means all 
operations, other than welding, burning, and soldering 
operations, involving the use, melting, smelting, or pour- 
ing of metals, alloys, salts, or other similar substances in 
the molten state. Such operations also include heat 
treating baths, descaling baths, die casting stereotyping, 
galvanizing, tinning, and similar operations. 

(c) "Surface coating operations" means all operations 
involving the application of protective, decorative, adhe- 
sive, or strengthening coating or impregnation to one or 
more surfaces, or into the interstices of any object or 
material, by means of spraying, spreading, flowing, 
brushing, roll coating, pouring, cementing, or similar 
means; and any subsequent draining or drying opera- 
tions, excluding open-tank operations. 
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AMENDATORY SECTION (Amending Order 80-14, 
filed 8/8/80) 


WAC 296-62-14501 DEFINITIONS. (1) "Con- 
fined space” means any space having a limited means of 
egress which is subject to the accumulation of toxic or 
flammable contaminants or an oxygen deficient atmos- 
phere. Confined spaces include but are not limited to 
storage tanks, process vessels, bins, boilers, ventilation or 
exhaust ducts, sewers, underground utility vaults, tun- 
nels, pipelines and open top spaces more than 4 feet in 
depth, such as pits, tubes, vaults and vessels. 

(2) Toxic atmospheres are atmospheres having con- 
centrations of airborne chemicals in excess of permissi- 
ble exposure limits as defined in WAC 296-62-075 
through 296-62-07517. 

(3) Chemical contact agents are defined in WAC 
296-62-07003. 

(4) Oxygen deficient atmospheres аге deemed to exist 
if the atmosphere at sea level has less than ((+8)) 19.5% 
oxygen by volume or has a partial pressure of ((+35)) 
148 millimeters of mercury or less. This may deviate 
when working at higher altitudes and should be deter- 
mined for an individual location. Factors such as accli- 
matization, physical condition of persons involved, etc., 
must be considered for such circumstances and 
conditions. 

(5) Flammable atmospheres are atmospheres in excess 
of 20% of the lower explosive limit. These are usually 
toxic as well as flammable. 


AMENDATORY SECTION (Amending Order 73-3, 
filed 5/7/73) 


WAC 296-62-14511 OXYGEN DEFICIENCY 
OR EXCESS. (1) All employees required to enter into 
confined spaces shall be instructed as to the nature of 
the hazards involved, the necessary precautions to be 
taken and in the use of protective and emergency equip- 
ment required. The employer shall comply with any spe- 
cific regulations that apply to work in dangerous or po- 
tentially dangerous areas. 

(2) Atmospheres having an oxygen content less than 
((+8)) 19.5% oxygen at sea level (this may deviate at 
higher elevations) shall not be entered without approved 
respiratory protective equipment which will provide an 
adequate supply of breathing air. 

(3) In the event that the air may be diluted by an un- 
known gas, the atmosphere shall be considered highly 
toxic and/or flammable. 


AMENDATORY SECTION (Amending Order 73-3, 


` filed 5/7/73) 


WAC 296-62-14519 REMOVAL OF FLAMMA- 
BLE OR TOXIC MATERIAL. (1) Remove all possible 
liquid product, sludge or residue if present by draining, 
pumping or washing as applicable. Dispose of solid, liq- 
uid or gaseous materials in a manner which will not 
cause air or water pollution, a fire hazard or endanger 
((workmen)) workers or equipment. 

(2) Vent any pressure as required. 

(3) Isolate tank or confined space from all potential 
sources of hazardous materials by one of the following: 
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(a) Remove a valve, spool piece, or expansion joint 
and cap open ends. Tag line. 
(b) Insert a blank in the line and tag it. 


AMENDATORY SECTION (Amending Order 82-1, 
filed 1/15/82) | 


WAC 296-62-14525 ENTRY INTO CONFINED 
SPACE. After initial cleaning, vapor freeing, and evalu- 
ation of the atmosphere, the confined space may be en- 
tered to complete cleaning, repair or other work. 

(1) Respiratory protective equipment shall be used 
when indicated. 

(2) An observer capable of maintaining communica- 
tion at all times shall be located outside the confined 
space. He/she shall have respiratory protection available 
when indicated. 

(3) If the possibility of a highly toxic or flammable 
atmosphere, or oxygen deficiency exists or can develop, 
workers shall wear safety harness with lifeline attached 
and a means of rescue shall be provided. 

(4) Fire extinguishing equipment shall be immediately 
available when indicated. 

(5) Ventilation shall be maintained at all times when 
employees are in confined spaces except when the at- 
mosphere has been purposely inerted to provide safer 
working conditions. All work shall stop and the area 
shall be evacuated if ventilation fails. 

(6) All tools and equipment shall be available as 
required. 

(7) Emergency lighting shall be available as required. 

(8) The area shall be evacuated if any indication of ill 
effects such as dizziness, irritation or excessive odors are 
noted. 


AMENDATORY SECTION (Amending Order 88-11, 
filed 7/6/88) 


WAC 296-62-07113 SELECTION OF RESPIR- 
ATORS. (1) General considerations. Proper selection of 
respirators shall be made in accordance with the classifi- 
cation, capabilities, and limitations listed in tables I 
through IV of this section. Additional guidance may be 
obtained by referring to American National Standard 
Practices for Respiratory Protection 288.2 - 1980. 

(2) Respirator protection factor (PF). Respirators 
shall be selected according to the characteristics of the 
hazards involved, the capabilities and limitations of the 
respirators, and the ability of each respirator wearer to 
obtain a satisfactory fit with a respirator. Taking into 
account the capabilities and limitations of respirators 
and the results of respirator-fitting tests, a table of res- 
pirator protection factors has been prepared (see Table 
V). A respirator protection factor is a measure of the 
degree of protection provided by a respirator to a wear- 
er. Multiplying either (a) the permissible time—weighted 
average concentration or the permissible ceiling concen- 
tration, whichever is applicable, for a toxic substance, or 
(b) the maximum permissible airborne concentration for 
a radionuclide by a protection factor assigned to a respi- 
rator gives the maximum concentration of the hazardous 


Washington State Register, Issue 91-24 


substance in which the respirator can be used. Limita- 
tions of filters, cartridges, and canisters also shall be 
considered (see Table V). 

(3) Respirator-fitting tests. A qualitative or quantita- 
tive respirator—fitting test shall be used to determine the 
ability of each individual respirator wearer to obtain a 
satisfactory fit with a negative-pressure respirator. The 
results of qualitative or quantitative respirator fitting— 
tests shall be used to select specific types, makes, and 
models of negative—pressure respirators for use by indi- 
vidual respirator wearers. A respirator-fitting test shall 
be carried out for each wearer of a negative—pressure 
respirator equipped with a facepiece. Respirator-fitting 
tests shall not be required for positive-pressure respira- 
tors or for mouthpiece respirators. 

(a) Qualitative respirator—fitting test — А person 
wearing a respirator is exposed to an irritant smoke, an 
odorous vapor, or other suitable test agent. An air—pu- 
rifying respirator must be equipped with an air—purify- 
ing element(s) which effectively removes the test agent 
from inspired air. If the respirator wearer is unable to 
detect penetration of the test agent into the respirator, 
the respirator wearer has achieved a satisfactory fit with 
the respirator. 

(b) Quantitative respirator-fitting test — A person 
wears a respirator in a test atmosphere containing a test 
agent in the form of an aerosol, vapor, or gas. Instru- 
mentation, which samples the test atmosphere and the 
air inside the respiratory-inlét covering of the respirator, 
is used to measure quantitatively the penetration of the 
test agent into the respiratory-inlet covering. 

(c) When carrying out a qualitative or quantitative 
respirator-fitting test, the respirator wearer shall carry 
out a series of exercises which simulate work 
movements. 

(d) When carrying out respirator-fitting tests, it shall 
be an acceptable procedure to make the following modi- 
fications to respirators provided that such modifications 
do not affect the seal of the respirators to wearers. 

(i) When carrying out a qualitative or quantitative 
respirator-fitting test which uses an aerosol as the test 
agent, it shall be acceptable procedure to equip an air- 
purifying respirator with a high-efficiency filter. 

(ii) When carrying out a qualitative or quantitative 
respirator—fitting test which uses a vapor or gas as the 
test agent, it shall be acceptable procedure to equip an 
air-purifying respirator with an appropriate cartridge or 
canister which removes the vapor or gas from air. 

(iii) When carrying out a quantitative respirator-fit- 
ting test, it shall be acceptable procedure to attach a 
sampling probe to the respirator which is connected by 
flexible tubing to an instrument which measures the 
penetration of the test agent into the respirator. 

(e) If a qualitative respirator-fitting test has been 
used in respirator selection, a person shall be allowed to 
use only the specific make(s) and model(s) of 
respirator(s) for which the person obtained a satisfactory 
fit, and the respirator protection factor listed under 
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"qualitative test” in Table V shall apply. Under no cir- 
cumstances shall a person be allowed to use any respira- 
tor for which the results of the qualitative respirator fit- 
ting test indicate that the person is unable to obtain a 
satisfactory fit. 

(f) If a quantitative respirator—fitting test has been 
used in selecting a respirator, the test results shall be 
used to assign a respirator protection factor to each per- 
son for each specific make and model of respirator test- 
ed. The assigned respirator protection factor shall be 
applied when the person wears the specific respirator in 
a hazardous atmosphere, but it shall not exceed the res- 
pirator protection factor listed under "quantitative test" 
in table V for the particular type of respirator. 

(4) Respirator-fitting test records. Records of respira- 
tor-fitting tests shall be kept for at least the duration of 
employment. These records shall include the following 
information: 
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(a) Type of respirator-fitting test used; 

(b) Specific make and model of respirator tested; 

(c) Name of person tested; 

(d) Name of test operator; 

(e) Date of test; 

(f) Results of respirator—fitting tests; 

(i) Success or failure of person to obtain satisfactory 
fit if a qualitative respirator-fitting test was carried out. 

(ii) Respirator protection factor based upon test re- 
sults if a quantitative respirator-fitting test was carried 
out. 

(5) Face dimensions and facepiece sizes. The wide 
range of face dimensions may require more than a single 
size of respirator facepiece to provide a proper fit to all 
respirator users. Therefore, respirator facepieces of more 
than one size should be available in any respirator—se- 


lection program involving respirators equipped with 
facepieces. 


, Қ Tele t ^ 
[/ Classificatton of Respiratory Hazards According to Their 8101001 ез! Effect ` 
` 
\ * Particulate Lontaminan 
Oxygen Def felenc -. Q3 and Vapor Contaminants Oust, fog, fuse, mitt, ipote, and трга 


| recuirements; 16.01 by voluse for respir- 


Winters | 
-ievel conditions. (See Hote 1.) 


able alr at 

d or unventilated cetlacs, wells, 

3, burning buildings, and 
atmospheres. 


ent by voluse) verzus 


Occurrences Сол! 
sines, ship holds, t. 
enclosures containing 


Atsosoherte orgen content (р 
wpected conditions: 

10.91: Oxygen content of normal afr s4-lavel 
conditions. 


Origen 

Yoluwe 

Percent 

at Sea ‘ 

Leave! Physiologica! Effects 

161-122 Loss of periohera! vision, Increased breathing 
Yoluse, accelerated heartbeat, Inosired st- 
tention and thinking, imoaired coordination. 

121-101 Yery faulty Judqeeent, very poor wiscular 

coordination, suscular exertion causes ^ 

fatigue that may cause perusnent heart 

damage, intermittent respiration. 

101-61  Mauiaa, vomiting, Inabifity to perform vigorous 

movement, unconsciousness followed by death. 


tess Scesmatic breathing, comrulstye movements, 
than 61 death (n minutes, 


MOTE 1: 
dangerous to life or health. 


Asphyxiants: Interfere with utilization of 
ba | ut іп the body. 
sole asohyxtantz: Physiologically tnert 

1ubitances that dilute oxygen іп the air 
(for эхапо!е: nitrogen, hydrogen, heltua, 
methane), See Oxygen Oeflciency, Colusa 1. 

Chemical втрћухіапёз: Low concentrations 
Interfere with supply or utilization of 
oyygen in the body (for exasole: carton 
ponoxide, hydrogen cyanide, cyanogen, and 
nitriles). 


Irritantr: Corrosive Їп ection. Мау cause 
irritation and Inftasestion of parts of the 

respiratory systew (also skin and eyes) and 

pulsonary edema (for exsmole: seecnia hydro 

gan chloride, formaidenyde, sulfur dioxide, 

chlorine, оголе, nitrogen dioxide, phosgene, 
ad arsenic trichloride). 


Aner fex: Causes loss of feeling and sen 
sation whtQ uocooscfousnest and death pos- 
sibie (for жәжісі nitrous oxide, hydro- 
carbons, and etagrs). Some snestnetics 
injure body orgs for axarole: carton tet- 
racnioride (liver ai kidneys}, chloroforw 
(liver and ИП benteqe (bone serrov), 
and carbon disulfide (ne: s system)). 


Sensitizers: Cause fncreased pi 
{ological reactions (for aumie: 
epoxy resin systems). 


ac potsonst Dasaqe organs and sytte 
the body (for examolet wercury (nervous sys 
and varlous organs], phosphorus (бопе), hyd 
rogen sulfide respiratory paratysisj, and 
arsine (red blood calls aod liver]). 


Relatively inert: Мау cause dircoafort and ainor 
irritation, but (ану without injury at reasonable 
concentrations (lor ахаар! ег marble, gypiua). 


Pulsonary-fidbrozis-producinqi produce nodulation and 
fibrosis in tne lung, possibly Lesdiog to comlica- 
tions (for example: quartz, asbestos). 


Carctnogenst Produce cancer in some Individuals 
after latent period (for example: asbestos, chromates, 
radioactive particulates). 


Chemical irritants: Produce Irritation, Inflammation, 
and uicerstion in the upoer respiratory tract (for 
exaapler acidic mists, alkalies). 


Systeale polsonz: Produce pathologte reactions In 
various systems of the body (for example: lead, 
wanganese, caoniun). `_7— 


Arter pogo Produce reactions such as ttehinq, 
sneering, aod estimas (for wxasolet pollent, spices, 
and animal fur). n 


febríle-ceaction-producing: Produce chills followed 
by fever (for example: fumes of zinc and ссррег). 


błabiiity of phys- 
(ocyanatas, 


Carcinogens: produce cancer in soes individuals 


after a latent period (for example: vinyl 
chloride, benzene). 


Combination of Cas, Yapor, and Particulate Coss 


Inants 


Combinations of contasinants may occur simultaneously Їп the atwospnere. Contasinants пау be entire! 


different substances {ovate and 


Synergizt 
tnst the sum of thetr ind 
protective measures. 


See definition In МАС 295-52-0710$ for "oxygen deficiency - not immediately dangerous te life oc health" and "oxygen deficiency - immediately 
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Table 
Classification of Respiratory Harards Accor 
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ding to Their Biological Effect 


аг ate Contaminants 


Parti curate Contant! 
Oxygen Deficiency Gas and Vapor Contsminants (Dust, fog, fume, mist, smoke, and spray) 


Міпізуе legal requirements: 19.5% by volume for respir- 
able air at sea-level conditions. (See Note 1.) 


Occurrence: Confined or unventilatad cellars, wells, 
mines, ship holds, tanks, burning buildings, and 
enclosures containing inert atmospheres. 


Atzospheric oxgen content (parcent by volume) versus 
expected conditions: 


20.91: Oxygen content of normal alr at sea-tevel 
conditions. 


Oxygen 
Yolume 
Percent 
at Sea 
Level 


161-121 


Physiological Effects 


loss of peripheral viston, increased breathing 
volume, accelerated heartbeat, Impaired at- 
tention and thinking, ispatred coordination, 


121-101 Very faulty judgement, very poor muscular 
coordination, muscular exertion causes 
fatigue that may cause permanent heart 
damage, intermittent respiration. 
101-61 Nausea, voaiting, гъ to pertoru vigorous 
movement, unconsciousness followed by death. 
Less Spaswatic breathing, convulsive movesenta,: 
than 6% death in minutes. d 


Asphyxtants: Interfere with utllizśtion of 
oxygen іп the body, 

Tiro e asphyxtants: Physlologically Inert 
substances that dilute oxygen іп the afr 
(for example: nitrogen, hydrogen, helium, 
Bethane). See Oxygen Daficiency, Column i. 

Cheatcal asphyxiants: Low concentrattons 
interfere with supply or utilization of 
oyygen іп the body (for example: carbon 
monoxide, hydrogen cyanide, cyanogen, and 
пі). 


Irritants: Corrosive 1n action, Hay cause 
irritation and inflammatton of parts of the 
respiratory systeg (also skin and eyes) and 
pulmonary edens (for example: ammonia рауы 
gen chloride, formaldehyde, sulfur dtoxide, 
chlorine, ozone, nitrogen dioxide, phosgene, 
and arsenic trichloride). 


Anesthetics: Causes loss of fealing and sen- 
sation with unconsciousness and death pose 
sible (for exagple: nitrous oxide, hydro- 
carbons, and ethers), Some anesthetics 
injure body organs (for example: carbon tet- 
rachloride (liver and kidneys), chloroform 
(1tver and heart) benzene [bons marrow], 
and carbon disulllde (nervous systea]). 


Relatively inert: May cause discomfort and minor 
irritation, but generally without Injury at reasonable 
concentrations (for example: marble, gypsum). 


Pulsonsry-f brosis-producing: produce nodutation and 
fibrosis in the lung, possibly leading to complica- 
tions (for example: quartz, asbestor). 


Careinogens: Produce cancer In some individuals ° 
after latent period (for example: asbestos, chrosates, 
radioactive particulates). * ^ 


Chemical irritants: Produce irritation, {nflamat{on, 
and ulceration їп the upper respiratory tract (for 
exemple: acidic wists, alkalies), 


Systemic polsons: Produce pathologic reactions 1n 
various systems of the body (for example: lead, 
manganese, cadmium). 


Atlery-producing: Produce reactions such as Itching, 
sneering, and asthmas (for example: pollens, spices, 
and animal fur). 


Febrile-reaction-producing: Produce chills followed 
by fever (for example: fumes of zinc and copper). 


Sensttizers: Cause Increased probability of phys- 


fological reactions (for example: isocyanates, 


epoxy resin systems), 


drożej polsons: Da 
U 


e organs and systems іп 


е body (for sxszplei mercury [nervous system 
To 


and various organs), phosphorus (bone), hyd- 
rogen sulfide respiratory paralysis), and 
arsine [red blood cells and Iiver)). 


tarcinogens: produce cancer іп some individuals 


after a latent period (for example: vinyl 
‘chloride, benzene). 


Combination of Gas, Vapor, and Particulate Cowtawinants 


Corbinations of contaminants may occur simultaneously in the atmosphere, 


different substances fost: and 
substance, Synergist c effects 
greater that 

protective measures, 


Contaminants way be entirety 


asos from blasting) or the particulate and vapor forms of the sane 
oint action of two or wore agents that results 1n an effect which ts 
he sum of their individual effects) may occur. 


uch effects may require extraordinary 


lyre 


NOTE 1: See definition in V 
dangerous to life or healt‘. 
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Table 2 
Classification of Respiratory Hazards According to Thetr Properties Which Influence Respirator Selection 


Gas and Vapor Contaminants 


Inert: Substances that do not react with other substances 
under most conditions, but create а respiratory hazard 
by displacing alr and producing oxygen deficiency (for 


example: helium, neon, argon). 


Acidic: Substances that are acids or that react with water 
to produce an acid [п katar, they produce positively 
charged hydrogen 1=.15 (Ht!) and a pH of less than 7. 

They taste sour, and вапу are corrosive to tissues (for 
example: hydrogen chloride, sulfur dioxide, fluorine, 
nitrogen dioxide, acetic acid, carbon dioxide, hydrogen 
sulfide, and hydrogen cyanide). 


Alkaline: Substances that are alkaltes or that react with 
water to produce ап alkali, In water, they result'jn tha 
. production of negativel changed hydroxyl lons (0471) and 
8 pH greater than 7, They taste b tter, and many are 
corrostve to tissues (for example! ammonia, amines, 
phospine, arsine, and stibine). 


panic? The components of carbon, Examples are saturated 
hydrocarbons (methane, ethane, butane) unsaturated hydro- 
carbons (алуаи, acatylene) alcohols (methyl ether, ethyl 
шег) aldehydes (forma dehyde), ketones (methyl ketone), 
organie acids (formic acid, acetic acid), halides 
(chloroform, carbon tetrachloride), amides (formamide, 
acatamide), nitriles (acetonitrile), Isocyanates 

pbi. ditsocyanate „ amines (nethylamine), xias 
epoxyathane, propylene oxide), and aromatics (benzene, 
toluene, xylene). 


Organometaliic: Compounds tn which wetals are chealcally 
bonded to organic groups (гог example: ethyl silicate, 
tetraethyl lead, and organic phosphate). 


Hydrides: Compounds in which hydrogen Í$ chemically bonded 
to metals and certain other elements (for example: 
diborane and tetraborane). 


Particulate Contaminants 


Particles are produced by mechanical means by disin- 
ӨТІНЕН rocesses such as grinding, crushing, 
drilling, blasting, and spraying; or by phystocheatcal 
reactfons such as coebustion, vaporiza fon, distil- 
lation, sublimation, caletnation, and condensation. 
Particles are classified as follows: 


Dust: A solid, mechznically produced particle with 
Мін varying frea submicroscopic to visible or Bacro- 
scopic. 


Spray: A liquid, ORA? Produced particle with 
sizes generally in the visible or macroscopic range. 


Fume: A solid condensation particle of extremely sealt ` 
partiele size, generally less than one micrometer tn 
| ameter. 


Mist: A liquid condensation particle with sizes ranging 
from submiscroscopic to visible or macroscopic. 


Fog: A mist of sufficient concentration to perceptibly 
obscure vision. 

Smoke: A systeu which Includes the 
bustion, pyrolysis, 
іп the fora of visible and invisible solid and liquid 
particles and Hrs products іп air. 

usually of suf 

obscure vision. 


— ы ZR ыы ар ы Н Н ы ыз ы. оч ОЕР 
— eee 


[133] 


WSR 91-24-017 


WSR 91-24-017 


Washington State Register, Issue 91-24 


Table у A 
Classification and Description of Retptrators by Mode of Operation 


i ———————— 


Atr-Supply! 


A respirable ataosptere independent of the asbient air Ís supplied to the 


wearer, 


Self-Contained Breathing 
Apparatus (SCBA) 

A supoly of alr, oxygen, or oxygen 
enerated material is carried by 
arar, Mormalty equipped with 
full facepiece, but Bay be equipped 
with а querter-wask facepiece, half- 
mask feceolece, helmet, hood or 
soutipiece and nose clamp. 


al Closed-Circuit SCBA (oxygen 
enly, negative pressure’ or positive 
pressure? ), 
(a) Compressed liquid oxygen 
£guipoed with a facepiece 
and note clamp. 
High-pressure oxygen (row a gat 
cylinder pastes throoc', > high- 
pressure reducing v 
some designs, throu low-pressure 
aÓnission valve to s preatning beg 
or container. Liquid oxygen 13 
converted to low-pressure gaseous 
Oxygen and delivered to the brsath- 
fog bag. The wearer inhales froe 
the bag, through a corrugated tube 
connected to а әсчігсізсе or face- 
lece and a one-way check valve. 
haled eir passes through snother 
check valve and tube into a con- 
tainer of carbon-dloxide removing 
.chemtcat and reenters the breath- 


an edalssion valve. 
relief systee ix provided, 
жагыз! bypass and saliva 
pay be provided depending upon 

the design. 

(b) Oxygen-generating type. 
Zasipoed with а faceolece or mouth- 
piece and note clamo. Weter vapor 
in the exhaled breath reacts with 
cheaical in the cantater to ro- 
lease oxygen to the breathing bag. 
The wearer inha!es from the bag 
through a corrugated tube and one- 
way check valve at the facepiece. 


se - 


Respirators 


Atr-Purtfytng Respirators 


Asbtent air, prior to being inhaled, 19 passed through a filter, cartridge, or 
canister which resores particles, vapors, gases, or 8 cosbination of there con- 
tasinants. The breathing action of the wearer operates the norpovered type of 
respirator. The powered type contains a blower - stationary or carried the 
wearer - which passes ambient air through ап S1 DW MYIN Component and then 

supo! les purified alr to the resolrator-iniet covering. ihe noroowered type 78 
eauipped with e fecepiece or poutholece and nose clamp, The powered type 14 

equipped with a facepiece, ће! ве, hood, or suit. 


Suoplied-Air Resplrators, 
1) Hose Kask 
‘quipped with а faceolece, bresth= 
ing tube, rugged safety harness, 
and large-diameter heavy-duty non- 
du alr-suoply hose, The 
breathing tube and air-supply hose 
are securely attached to the har- 
nest. The Гастсізсе 19 equipped 
with ал exhatetion valve. the har- 
ness has provision for attaching 


Yapor-and Cas-Resortng Respirators 
Equipped with carte loge(s or can 
istar(s] to remove a single vapor 
or gus (for example: chlorine ga 
single сїзїї of vapors or ga 


Parttculate-Reworving Respirators 
Equipped with fiiter(3) to rewove e 
single type of particulate wetter (for 
exasple: dust) or а combination of two 
or wor 


typer of particulate eatter. 
a ety line. exawoler orgentc vaoort), or a combine (for exswol t 
Hose mask with blower, AIr ation of two or more сїазтех of vapors alr, Fit 


{з suppited by 9 motor-driven or 
hand-operated blower, The wearer 
can continue to inhale through the 
hose if the blower falls. Up to 
300 feet (91 matera) of hose length 
1s permissible. 

(b) Hose mask without blover. 
The wearer provides motivating 
force Lo puil air through the hose, 
The hose inlet 1s anchored and 
fitted with a funnel or like object 
covered with & fine Besh screen to 
prevent entrance of совгте pertic- 
ulate matter, Up to 7$ feet (22 
meters) of hose Length 1s peruiszible. 


2) Airline Respirator 

esolrable air 1s supplied through a 
zmall-dianeter hore (rom ü cowprestor 
or coepressed-air cylinóer(s). The 
hose із attached to the wearer by 8 
belt or other suitable and can 
be detached rapidly in en egergency. 
A flow-control valve or orifice 13 
provided to govern the rate of air 
flow to the wearer. Exhaled alr passes 
to the ambient atmosphere through а 
valve(1) or opening(1) іп the enclosure 
(facepiece, helmet, hood, or suit). 
Up to 300 feet (91 ve ) of hose 
length 13 permissible. 


or gases (for exascie: organic vapors 


part or a pe 
and acidic gases) (rom alr. 


respirator. Filter шау be of 
single-use or the reusable type. 


Cosbination Partfculuco-and Yapor-and Cat-Removing Rerpirstors 
Equipped with csrtri: el or canister(1) to remove particulate sattar 
and gases (rog air. e filter вау be a permanent part or a replaceable 
of a cartridge or canister. 


vapori 
part 


Continued 
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Table 3 
Classification and Description of Respirators by Hode of Operation (Continued) 


—.—————————-——-———.—-——-———<—<—————————————--+-—-——-.—————-.-.——————— 


Atto sphere-Suppl ying Respirators Air-Purtfytng Respirators 


Self-Contained Breathing 
Aoparatus (SCBA) (Continued) 
Exhaled air pastes through @ second 
check valve/ remi tube asseably 

into the canister. The oxygen- 
release rate 13 governed by the 
volume of exhaled afr. Carbon 
dixotde іп the exhaled breath 13 
reeoved by the canister 7111. 
(2) Open-Circult (SCBA) (cororest<u 
air, coepressed oxygen, liquid sir, 
Viqu!d oxygen). A bypass system 15 
provided in case of regulator falt- 
ure except on ascspe-type units. 
ү) Deasnd-type.© Equipped with 
а facepiece ог souttolece and nose 
clam. The demand valve permits 
oxygen or air flow only during 1п- 
halation, Exhaled breath passes to 
ambient atmosphere through a valve(1) 


Suppl Ted-Alr Respirators (Continued) 

(а) Continuous-flow class. Equipped 
with a facepiece, hood, heiset, or 
suit. At lasst 115 titers (four cubie 
feet) of air per minute to tight- 
fitting facepieces and 170 liters 

tix cubic feet) of air per minute to 
осте fitting helmets, hoods and sults 
1s required. Air 1s supplied to a sult 
through a systes of internal tubes to 
the head, trunk and extreeities through 
valves located In appropriate parts ał 
the suit. 

(b) Oesand type.© Equipped with a 
facepiece only. The demand valve per- 
Rits flow of atr only during Inhalation. 

(с) Pressure-demand type.0 Equipped 
with a facepiece only. A positive 
pressure із maintained in the facepiece. 


in the facepiece, 

(b) Pressure-deaand type. Equipped 
with a facepiece oniy. Positive 
pressure í: eatntained In the face- 
piece. The apparatus may have 
provision for the wearer to select 
the demand or pressure-desand mode 
of operation, in which case the 
demand mode should be used oniy 
when donning or removing the 
apparatus. 


Cosbination Alr-Line Respirators with Auxilfery Self-Contained Air ly 
Includes an alr-line respirator with an auxiliary self-contained sir supply. То escape free 
a hazardous atmosphere in the event the primary air supply fatts to operate, the wearer 
switches to the auxilfary self-contained alr'supoly. Oevices approved for both entry into 
and escape froe dangerous atmospheres have a low-pressure warning alarm and contain 
at least а 15-аїписе self-contained alr supply 
E бойға оп Atsosphere-Supplying and Alr-Purifying Respirators 


Provide the wearer with the option of using elthar of tw) differant wodes of operation: (1) an ateorchere-supoly ing respirator with an suxtlicry alr- 
purifying attacrment mnich provides protection 1л the event the alr supply falls or (2) an M asd Db J respirator with an auxiliary self-contained air 
supply which 13 used when the atmosphere may exceed safe conditions for use of ап air-purifying respirator, 


aqgvice produces negative pressure (n respiratory-inist covering during inhalation. 
boevice produces positive pressure in respiratory-iniet covering during both inhalation and exhatatton, 


CEquipped with a desand valve that fs activated on Initiation of inhalation and permits the (low of breathing atmosphere to the facepiece. Оп 
exhalation, pressure іп the facepiece becomes positive and the demand valve is deactivated. 


dA positive pressure Is ma{ntalned tn the facepiece by е spring-loaded or balanced regulator and axhalation valve. 


mT 
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Atmosphere-Supp! 


(See МАС 296-62-07111 for 
Atzospheric-supplying respirators 
and toxic atwospheres. 
atwospheric conditions. 
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Table 4 
Capabilities and Liaitations of Respirators 


rw 


Inq Resptrators 


specifications on respirable atmospheres, ) 
provide protection against oxygen deficiency 
The breathing atmosphere 1s independent of ambient 


General limitations: Except for some atr-tine sults, no protection 1% provided 


against skin irritation by materials such es 


or agalnst sorption of 
phosphate pesticides through the skin, 


individuals required to wear prescription lenses. 
respirators 1n atmospheres {mediately da 


Baterials such as hydrogen cyanide, t 


ammonia and hydrogen chloride, 
ritius, or organic 
resent special probleas to 
зө of atmosphere-supplying 
erous to life or health 1s limited 


Facepleces 


to specific devices under specified conditions (see Table 5.) 


Self-Contained Breathing 
Apparatus (SCBA) 


The wearer carrier his own breathing 
atmosphere, 


Limttations: The period over which 
the device will provide protection 
ts Matted by the amount of air or 
oxygen іп the apparatus, the asbient 
atmospherie pressure (service life 
of open-circuit devices is cut in 
half by a doubling of the atmos- 
pherfe pressure), and the type of | 
work being performed. Some SCBA 
devices have a short service life 
(less than 15 minutes) and sre suit- 
able only for escape (self-rescue) 
from an Irrespirable atmosphere. 


Chief limitations of SCBA devices 
are their welght or bulk, or both 
limited service life, and the train- 
ing required for their maintenance 
and safe use. 


{1 Closed-Circutt SCBA 

he closed-circult operation con- 
serves oxygen and peraits longer 
Service Wife at reduced weight. 


‘entry. T 
Severed or pinched off. 


Supptted-Air Respirators 


The respirable sir supply is not limited 
to the quantity the Individual can carry, 
and the devices are lightweight and 
simple. 


Limitations: Limited to use іп atmospheres 
from which the wearer can escape unharmed 
without the ald of the respirator. 


The wearer is restricted іп movement by 
vhs hose and must return to a respirable 
siho Pera by retracing his route of 

he hose 13 subject to being 


{10 Hose Mask, 
he hose inlet or blower mst be located 
and secured In a respirable atmosphere. 
o) Hose mask with blower, 
If the blower falls, the unit stil? pro- 
vides protection although a negative 
pressure exists the faceplece during 
fnhalatton. 
(b) Hose mask without blower. 
Maxipus hose length may restrict appli- 
cation of device. 


In 


Alr-Purifying Respirators 


General Itmitations: Alr-purifying respirators do not protect egatnst oxygen- 


deficient atmospheres nor against skin irritation by, or Sorption through the 
skin of, alrborne contaminants, 
The maximum contaminant concentration agatnst which an atr-purifylnq respir- 


ator will protect Is determined by the design efficlency and capacity of the 
cartridge, canister, or filter and the faceplece-to-face seal on the User. 

For gases and vapors, the maximus concentration for which the air-purifying 
біевелі 13 designed ls specifted by the manufacturer or 1s listed on label’ 
of cartridges and canisters. 


Honpowered air-purifying respirators witt not provide the waxisum design 
Protection specified unless the facepiece or woutholece/nose claro 15 care- 
аНЫ to the wearer's face to prevent imard leskags (МАС 295-62- 


07115(4). The {1кө period over which protection 15 provided 15 dependent 
on canister 


cartridge, or filter type; concentration of contaminant; humid- 
ity levels In 


the ambient atmosphere; and the wearer's respiratory rate. 


The proper type of canister, cartridge, or filter wust be selected for the 
particular atmosphere and conditions. Honpowered afr-purify! respirators 
may cause discomfort due to a noticeable reststence to inhalat on. This 
problow 1s miniwized in powered respirators. Respirator facepleces present 
speciał probleas to Individuals required to wear prescription lenses 
These devices do have 
1n operation, 


the advantage of belng small, light, and simple 


Use of БЕСІНЕН respirators in atmospheres amas lately dangerous to 
life or health fs Ilmited to specific davices under specif led conditions 
(See Table 5). 


Vapor and Gas-Removing Respirators Particulate-Removing Respirators 
limitations: Ho protection 1s provided 
agains particulate contaminants. A 
rise іп canister or cartridge tempera- 
ture Indicates that a gas or vapor 14 
being removed from the Inspired alr. 


Lis!tations: Protection against non 
volatile particles only. Но pro- 
tection against gases and vapors. 


Hot for use in atmospheres Inzedla- 
tely dangerous to life or health un 
less the device із а powered-type 
respirator with escape provisions 
(sea Tabie 5). 


Ап uncoafortably high temperature indi- 
cates a high concentration of gas or 
vapor and requires an (mediate return 
to fresh alr. 


Continued 
ты шү Cw 4 WU ee UI 7 АГ 
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Atnosphere-5 


Self-Contained Breathing 
Apparatus (Cont.) 


The negative-oresture type produces 
a negative pressure tn the Гөзріг- 
atory-Intet covering ot intala- 
tion, and this Bay perwit d 
leakage of contaslnants; xherees 
Lhe potitive-pressure type always 
satntainy в positive pressure tn 
the respiratory-lniet covering and 
13 less apt to permit trmard loek- 
age of contaminants, 


2) œen Circuit SCBA, 

he demand type produces a neqetive 
pressure in the respiratory-iniet 
covering during inhalation, whereas 
the pressure-desand type maintains 
а positive pressure 1n the respir- 
story-Iniet covering during Inhale 
tion and Ís less apt to permit tne 
ward leakage of contaminants, 


t 
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Table 4 
Capabilities and Limttattons of Respirators (Cont ти») 


ing Respirators 


Suoplled-Air 
Reipiratora (Cont.) 


i Mr-Line Respirator (Continuous Flow, 
jemand and Presture-Denand Typer). 

The demand type produces a negative 
Pressure іп the facepiece on Inhalation, 
whereas continuous-flow and preszure- 
domand types maintain a posltive-pressure 
Іп the reslpirstor-iniet covering and are 
less apt to permit Inward leakage of 
Contaminants. 


Alr-line suits Bay protect against atmos- 
pM that frritate the skin or that may 
e absorbed through the unbroken skin. 


Lieltations: Alr-line respirators provide 
тэ protection If the alr supply falls, 
Some contasinants, such аз tritium, Bay 
penetrate the material of an atr-1lne 
suit and liait its effectiveness, 


Other contaminants, such as fluorine, 
may react chealca! [у with the material 
alr-line sult and damage it. 


Combination Atrtine Resptrators with Аш ағу SC Alr Supply 


The auxiliary se!f-contained alr supply on thie type af device allows the wearar 


to escape from а dangerous a 
ate suppty 18 approved for e 


The advantages and disadvantages, expressed above, 
woda) will wainiy determine the overall capabilities and linitations of the гер 


iphere. 
ape and may be used for entry when 
least 1$-atmute auxiliary self-contained alr suppiy,. (See Fable 5). 


telr-contained 


This device kith auxilia 
1 contains et 


of the sode of operation Бе! 


of operation even though conditions would requíre such а change, 
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used wit? 
rator, zinc 


Atr-Purtfyinq_Re 


Vapor end Caz-Reaov1 
Respirators (Сопу, 


Use should be avotded 1n atmorpheres 
where the contastnant(s) lack sufficient 
Karning properties (that ist odor, taste, 
or irritation et a concentretion In иг 
$t or above the permissible exposure 
Matt), (Yapor- and gas-removing 
resotretors are not approved for con- 
tam{inants that tack adequate warning 
properties, 


Kot for use {п atmospheres immediately 
waj pa to life ar health unless the 
dev 13 a powered-type respiretor 

WIth escape provistons (tee [able 5). 


(1) Full Faceolece Rempirator, 


Provides protection against oye 
irritation ín addition to respirstory 
protection. 


(2) Quarter-Mask and Half-Kask Fece~ 

piece Respirator, A fabric covering 
facelet) evellable from some maru- 
scturerz shall not be used. 


(3) Houtłniece Respirator. Shall be 
used only for escape application, 
Mouth bresthing prevents detection 
9f contaminant by odor, ‘Nose Clamp 
sust be securely in place to prevent 
Prevent nasal breathing. 


A suali l!ghtwelght device that can 
be donned quickly. 
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Irators 


Parttculate-Removitqg 
Respirators (Cont. ) 


(1) Full Faceptece Respirator, 
Provides protection against eye 
irritation 10 addition to 
respiratory protection. 


(2) Querter-Wask and Half-Mark Foce 
piece Respirator. A fabric covering 
facelet) evellable from tome sai 
acturers shall rot be used unless 
approved for use with respirator. 


3) thp lece Respirator, 
hall be used only for escape 
applications. Mouth breathing 
prevents detection of contam- 
Inant by odor. Mose chaso 
must be securely in place to 
prevent nasa! breathing. 


A smalt, Vightralght device 
that can be donned quickly. 


Combination Partieulate-and-Yepor-and Qs1-Removing Respirators 


The edvantag 


and dissdventaget of the component sections of the 


combination respirator as described above apply. 
Combination Atao phere-Supolytng and Alr-Purifying Respiretors 


үегп. 
the wearer may for sose reason 


The mode with the greater limitations 


(air-purifying 


fall to change the sods 
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Table S c! 
RESPIRATOR PROTECTION FACTORS® 


Peraitted for Use 
1n Oxygen-Def icient 


Type of Respirator 


Peruitted for Use in 


Tom ediately-Oarmerout-to 


» Qualitative Test. 


Quantitative Test 


Ataospnere Life-or-Health Atmosphere 
Particulate-filter № No 10 As »easured on each person with maximas 
querter-eask oF halt- of 100. 
mask Тасер!есе?,С 
Vapor- or gat-resovinj, No No 10, or usximug use Iisit At peatured on each person with saxisue 
quarter-sask or half- ot cartridge or canister of 100, or maximum use liait ° cartridge 
mask facepiece” for vapor or gas, which or canister for vapor or gas!, , wnich- 
aver із less. ever 1s less. 
Coebination particulate- No No 10, or Baximug use tieit At peasured on sach persen with sariwa 
өг and vapor- or gas- of cartridge or canister of 100, or siaxisuw use AL АРШ 
-i . mi 
REED PRICE er КЛР ын, remo | neon ог gente ser. 
Particulate-fi]ter, No No 100 As searured on esch person with өзлімге 
ful! facepiec of 100 1f dust, (use, or elst filter 14 
used or sarima of 1,000 1f high-efft- 
ctency filter 11 used. 
Yapor- or gas-removing, No Mo 100, or saximus use 11816 Аз seasured on each person with sariwa 
E full faceplece of cartridge or cantster of 1,000 or saximue use иө y cartridge 
for чарог ог gas, which- or canister for vapor or gasi«Jo whichever 
b ever 13 less. ts less. 
Coebtnatton particulate- Mo ж 100, or вах! тла узе liait Аз weatured оп each person with вах! ме 
filter and vapor-or 1%; of cartridge or canister of 100 if dust, fuse, or mist (liter fs 
removing, full facep ece? for vspor-ar gat, which- Used ind mazieus of 1.000 "f high= 
. Ж ever ir lesz. . efficiency (liter 18 used, or saxiaue use 
5 ШЫ qf cartridge or canister for vapor 
or gatl.J, whichever 13 less. 
Powered particulate- No Ко (yes, If escape К/А К/А 
filter, sny ге pirgtory- provisions are providedd) Ko tasts are required due to posttive-pressure operation of respirator, 
Inlet loved 0206, The saximus protection factor 1s 100 1f dust, fume, or mist filter ts 
used and 3,000 if high-efficiency filter Is used. 
Pevered vapor- or No Mo (yes, If escape RZA N/A 
gas-resoring, sr provisions are providedd) Mo tests are rewired due to positive-oressure operation or respirator. 
resptratory-Iriel, The sariem protect!oa isctor IK 1,000 or захімж ute 11811 of cartridge 
coverings or canister for vapor of gas'sde whichever 15 less. 
Powered coebinat ion ko Mo (yet, If escape NIA К/А 
particulate-filter and provisions are providedd) Мо tests are required due to positive-prezsure operation of respirator. 
vapor- or gas-resoving, The maximus protection fector 14 100 1f dust, fume, or sist (liter 14 
any resplratgr-iniet used and 3,000 1f high-efficiency filter IM Used, or maximus use lisit 
covering. i of cartridge or canister for repor or gaz DM unichever ts less. C 
Atr-line, demand, төз! No 10 


quarter-satk or helf- 
mark facepiece, with or 


without escape provisionsć. € 


Аз wessur ed on each person, but 1181000 to 
the use of the respirator іп concentrations 
of contsalnants below the immediately- 
dangerous-to-l {fe-or-health (1014) values. 


{Continued} 
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Table 5 
RESPIRATOR PRT Facrors® 
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ы зш Y 


Peruitted for Use 
1n Oxygen-Oef 1ctent 


Туре of Respirator 


Atmosphere 


Atmosphere Fee Мір UU MM 


Atr-tine, desund, full 
facepiece, with or with 
out escape provistons® 


Air-line, continuous- 
flow or pressures 
demand type, sny face- 
piece without escape 
provistons® 


Mr-line, conttwous- 
flow or preszure-demand 
type, any feceplece with 
escape provisionsC,% 


Мг-Ипе, continuous 
flow, helmet, hood, or 
guit, without escape 
provistons 


Alr-tine continuous 
flow, helmet, hood, or 
suit, with escape 
provistons® 


Hose mask, with or with- 
out blower, full facepiece 


Self-contained dDreatiing 
apparatus, demand-type 
open-circult, or negativo- 
pressure-type closed- 
circuit, quarter-mask 

or half-mask faceplece® 


$alf-contalned breathing 
apparatus, desand-type 
open-circuit or negative- 
pressure-type closed- 
circuit, full facepiece or 
pouthplece/nose claape 


Yes! 


Yor? 


Yes 


т“! 


Yes 


Tal 


тн! 


Yes (Тез, 17 
respirator 14 
used for wins 
rescue and mine 


recovery 


Peruitted for Use іп 


Quantitative Test 


As weasured on sach person, but limited 
to the ute of the respirators 1n concen- 
trations of contaminants below the 
temedi stel y-dangerous-to-l 1fe-or-health 
(IDUM) valuas. 


МА 


Mo tests аға required due to positive-pressure operation of respirator. 
Тһе protection factor provided by the respirator 11 1101004 to the use 
of the respirator tn concentrations of contaminants below the 
Imzediately-dangarou2-t0-11[e-0r-hoal th (IDUI) values. 


М/А 


Ko tests are reasired due to positive-pressure operation of respirator. 
hz 


К/А 


Wo tasts are reaiired due to poattive-oressure operatton of respirator. 


бед by the respirator is 1191000 to the өзе 


of the respirator in concentrations of contaminants below the 
{emedlately-dangerous-to-Iife-or-heslth (IDLH) values. 


МА 


Ko tests are rearired dus to posittve-pressupe operation of respirator. 


At uaaiured on each person, but limited 
to the use of the respirator in concen- 
trations of contaminants below the 
еве! ttel y-dangerous- to- | Ife-or-health 
(IDLH) values, 


A1 veasured on sach person, but limited 
to the use of the respirator іп concen- 
trations of contaminants below the 
immedi ately-dangerous-to-1 1fe-or-heal th 
(ОН) values. 


]wued!atet y-Oangerous-to Qualitative Test 
Ulfe-or-Health Atmosphere? 
Mo 100 
Ho К/А 
Yes МА 
Тһе maximum protection factor is 10,000 plus 
но МА 
The protection factor provi 
No ` N/A 
The maximum protection factor 13 10,000 plus 
No 10 
~ 10 
Wo (Yes If respirator 100 


1s used for mine rescue 
and wine recovery 
operations.) 


operations. ) 


As seasured on each person, but Iiuited 
to the use of the respirator 1n concen- 
trations of contaminanti below the 

fumed! ately-dangerous-to-l 1f e-or-heatth 
10{Н) values, except when the respirator 
з used for mine rescue and aine rocovory 

operations 


NENA 
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Table $ 
RESPIRATOR РҮРТЕСІ |ж FACTORS* 


Permitted for Use 
1n Oxygen-Def icient, 
Atmosphere 


Permitted for Use іп 
Type of Respirator 


Self-contained breathing Yes9 Yes 
apparatus, pressure-deaand 

type open-circult or 

posttive-pressure type 

closed-circutt, quarter- 

mask or half-Bask face- 

ptece, full facepiece, 

or mouthpiece/nose 

сімес 


lepediately-Oangerous-to 
Life-or-Health Átzospheref. 


Qualitative Test Quantitative Test 


К/А N/A 


Ko tests are required due to posttive-pressure operation of respirator. 
The maximum protection factor it 10,000 plus" 


Coabination respirators The type and mode of operation having the lowest respirator protection factor shall be applied to the Combination Respirator 


not listed. | aw: 


W/A/ means not applicable since a respirator-fitting test 13 not carried out. 


aA respirator protection factor 1s a measure of the degree of protection provided by a respirator to a respirator wearer. Multiplying the permissible 
time-weighted average concentration or the permissible ceiling concentration, whichever 1s applicable, for a toxic substance, or the maximum pervissible 
airborne concentration for a radionuclide, by s protection factor assigned to s respirator gives the maxivus concentration of the hazardous substance 
for which the respirator can be used. Limitations of filters, cartridges, and canisters used in air-purifying respirators shall be considered in 


determining protection factors. 


bihon the respirator 1s used for protection against alrborns particulate matter having a permissible time-weighted average concentration less than 0.05 
wiliigras particulate matter per cubic meter of air or less than 2 million particies per cubic foot of air, or for protection against airborne 
radionuclide particulate matter, the respirator shall be equipped with a high-efficiancy filter(s), 


Cif the air contaminant causes eye irritation, the wearer of а respirator equipoed with a quarter-mask or half-mask facepiece or mouthpiece and nose 
champ shall be permitted to use a protective goggle or to use a respirator equipped with a full facepiece. 


dif the powered atr-purifying respirator is equipped with a facepiece, the escape provision means that the wearer 1s able to breathe through the filter, 
cartridge, or а canister and through the pump. If the powered air-purifying respirator їз equipped with a helmet, hood, or suit, the escape 


provision shall be an auxiliary self-contained supply of respirable air. 


@The escape proviston shail be an ::'х111агу self-contained supply of respirable air. 


fFor definition of "oxygen dei'Liency - not immediately dangerous to life or health" see МАС 296-62-07105, 


9For definition of "oxygen deficiency - immediately dangerous to life or health" see WAC 295-62-07105. 


hthe protection factor measurement exceeds the limit of sensitivity of the test apparatus. Therefore, the respirator has been classified for use in 


atmospheres having unknown concentrations of contaminants. 


‘the service life of a vapor-or-gas removing cartridge canister depends on the specific vapor or gas, the concentration of the vapor or gas in alr, 
the temperature and decries of the air, the type and quantity of the sorbent in the cartridge or canister, and the ectivity of the respirator 
s 


wearsr. Cartridges and can 
rec 
gas life data for cartridges and canisters. 


S¥apor-a 
concentrations in air at or above the permissibie exposure limits. 


ters may provide only very short service lives for certain vapors and Prod Vapor/gas service life testing is 
to ensure that cartridgas and canisters provide adequate service lines. Reference shou 


d be made to published reports which gtve уарог/ 


аз removing respirators are not approved for contaminants that jack adequate warning properties of odor, irritation, or taste at 


MOTE: Respirator protection factors for air-purifying-type respirators equipped with a mouthplece/nose clarp form of respirator-iniat 
covering are not given, since such respirators are approved only for escape purposes. 


AMENDATORY SECTION (Amending Order 88-04, 
filed 5/11/88) 


WAC 296-62-07344 APPENDIX  B—SUB- 
STANCE TECHNICAL GUIDELINES FOR DBCP. 
(1) Physical and chemical data. 

(a) Substance identification. 

(i) Synonyms: 1,2-dibromo-3-chloropropane; DBCP, 
Fumazone; Nemafume; Nemagon; Nemaset; BBC 12; 
OS 1879. DBCP is also included in agricultural pesti- 
cides and fumigants which include the phrase 
"Мета "іп their name. 

(ii) Formula: C3HSBr2 Cl. 

(iii) Molecular weight: 236. 

(b) Physical data: 

(i) Boiling point (760 mm HG): 195С (383F) 

(ii) Specific gravity (water = 1): 2.093. 

(iii) Vapor density (air = 1 at boiling point of 
DBCP): Data not available. 

(iv) Melting point: 6C (43F). 

(v) Vapor pressure at 20C (68F): 0.8 mm HG 

(vi) Solubility in water: 1000 ppm. 

(vii) Evaporation rate (Butyl Acetate = 1): very much 
less than 1. 


(с) Appearance and odor: Dense yellow or amber liq- 
uid with a pungent odor at high concentrations. Any de- 
tectable odor of DBCP indicates overexposure. 

(2) Fire explosion and reactivity hazard data. 

(a) Fire. 

(i) Flash point: 170F (77C) 

(ii) Autoignition temperature: Data not available. 

(iii) Flammable limits in air, percent by volume: Data 
not available. 

(iv) Extinguishing media: Carbon dioxide, dry 
chemical. 

(v) Special fire-fighting procedures: Do not use a solid 
stream of water since a stream will scatter and spread 
the fire. Use water spray to cool containers exposed to a 
fire. 

(vi) Unusual fire and explosion hazards: None known. 

(vii) For purposes of complying with the requirements 
of WAC 296-24-330, liquid DBCP is classified as a 
Class III A combustible liquid. 

(viii) For the purpose of complying with (AWAE296= 
24—95613)) chapter 296-24 WAC Part L, the classifica- 
tion of hazardous locations as described in article 500 of 
the National Electrical Code for DBCP shall be Class I, 
Group D. 
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(ix) For the purpose of compliance with WAC 296- 
24-592, DBCP is classified as a Class В fire hazard. 

(x) For the purpose of compliance with WAC 296- 
24-230, locations classified as hazardous locations due to 
the presence of DBCP shall be Class I, Group D. 

(xi) Sources of ignition are prohibited where DBCP 
presents a fire or explosion hazard. 

(b) Reactivity. 

(i) Conditions contributing to instability: None 
known. 

(ii) Incompatibilities: Reacts with chemically active 
metals, such as aluminum, magnesium and tin alloys. 

(їп) Hazardous decomposition products: Toxic gases 
and vapors (such as HBr, НСІ and carbon monoxide) 
may be released in a fire involving DBCP. 

(iv) Special precautions: DBCP will attack some rub- 
ber materials and coatings. 

(3) Spill, leak and disposal procedures. 

(a) If DBCP is spilled or leaked, the following steps 
should be taken: 

(i) The area should be evacuated at once and ге-еп- 
tered only after thorough ventilation. 

(ii) Ventilate area of spill or leak. 

(iii) If in liquid form, collect for reclamation or ab- 
sorb in paper, vermiculite, dry sand, earth or similar 
material. 

(iv) If in solid form, collect spilled material in the 
most convenient and safe manner for reclamation or for 
disposal. 

(b) Persons not wearing protective equipment must be 
restricted from areas of spills or leaks until cleanup has 
been completed. 

(c) Waste disposal methods: 

(i) For small quantities of liquid DBCP, absorb on 
paper towels, remove to a safe place (such as a fume 
hood) and burn the paper. Large quantities can be re- 
claimed or collected and atomized in a suitable combus- 
tion chamber equipped with an appropriate effluent gas 
cleaning device. If liquid DBCP is absorbed in 
vermiculite, dry sand, earth or similar material and 
placed in sealed containers it may be disposed of in a 
state-approved sanitary landfill. 

(ii) If in solid form, for small quantities, place on pa- 
per towels, remove to a safe place (such as a fume hood) 
and burn. Large quantities may be reclaimed. However, 
if this is not practical, dissolve in a flammable solvent 
(such as alcohol) and atomize in a suitable combustion 
chamber equipped with an appropriate effluent gas 
cleaning device. DBCP in solid form may also be dis- 
posed in a state-approved sanitary landfill. 

(4) Monitoring and measurement procedures. 

(a) Exposure above the permissible exposure limit. 

(i) Eight hour exposure evaluation: Measurements 
taken for the purpose of determining employee exposure 
under this section are best taken so that the average 
eight-hour exposure may be determined from a single 
eight-hour sample or two four-hour samples. Air 
samples should be taken in the employee's breathing 
zone (air that would most nearly represent that inhaled 
by the employee). 

(ii) Monitoring techniques: The sampling and analysis 
under this section may be performed by collecting the 
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DBCP vapor on petroleum based charcoal absorption 
tubes with subsequent chemical analyses. The method of 
measurement chosen should determine the concentration 
of airborne DBCP at the permissible exposure limit to 
an accuracy of plus or minus twenty-five percent. If 
charcoal tubes are used, a total volume of ten liters 
should be collected at a flow rate of 50 cc per minute for 
each tube. Analyze the resultant samples as you would 
samples of halogenated solvent. 

(b) Since many of the duties relating to employee 
protection are dependent on the results of monitoring 
and measuring procedures, employers should assure that 
the evaluation of employee exposures is performed by a 
competent industrial hygienist or other technically qual- 
ified person. 

(5) Protective clothing. Employees should be required 
to wear appropriate protective clothing to prevent any 
possibility of skin contact with DBCP. Because DBCP is 
absorbed through the skin, it is important to prevent skin 
contact with both liquid and solid forms of DBCP. Pro- 
tective clothing should include impermeable coveralls or ` 
similar fullbody work clothing, gloves, headcoverings, 
and workshoes or shoe coverings. Standard rubber and 
neoprene gloves do not offer adequate protection and 
should not be relied upon to keep DBCP off the skin. 
DBCP should never be allowed to remain on the skin. 
Clothing and shoes should not be allowed to become 
contaminated with the material; and if they do, they 
should be promptly removed and not worn again until 
completely free of the material. Any protective clothing 
which has developed leaks or is otherwise found to be 
defective should be repaired or replaced. Employees 
should also be required to wear splashproof safety gog- 
gles where there is any possibility of DBCP contacting 
the eyes. 

(6) Housekeeping and hygiene facilities. 

(a) The workplace must be kept clean, orderly and in 
a sanitary condition. 

(b) Dry sweeping and the use of compressed air is 
unsafe for the cleaning of floors and other surfaces 
where DBCP dust or liquids are found. To minimize the 
contamination of air with dust, vacuuming with either 
portable or permanent systems must be used. If a porta- 
ble unit is selected, the exhaust must be attached to the 
general workplace exhaust ventilation system, or collect- 
ed within the vacuum unit equipped with high efficiency 
filters or other appropriate means of contamination re- 
moval and not used for other purposes. Units used to 
collect DBCP must be labeled. 

(c) Adequate washing facilities with hot and cold wa- 
ter must be provided, and maintained in a sanitary con- 
dition. Suitable cleansing agents should also be provided 
to assure the effective removal of DBCP from the skin. 

(d) Change or dressing rooms with individual clothes 
storage facilities must be provided to prevent the con- 
tamination of street clothes with DBCP. Because of the 
hazardous nature of DBCP, contaminated protective 
clothing must be stored in closed containers for cleaning 
or disposal. 

(7) Miscellaneous precautions. 

(a) Store DBCP in tightly closed containers in a cool, 
well ventilated area. 
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(b) Use of supplied—air suits or other impervious 
clothing (such as acid suits) may be necessary to prevent 
skin contact with DBCP. Supplied—air suits should be 
selected, used, and maintained under the supervision of 
persons knowledgeable in the limitations and potential 
life-endangering characteristics of supplied-air suits. 

(c) The use of air-conditioned suits may be necessary 
in warmer climates. 

(d) Advise employees of all areas and operations 
where exposure to DBCP could occur. 

(8) Common operations. Common operations in which 
exposure to DBCP is likely to occur are: during its pro- 
duction; and during its formulation into pesticides and 
fumigants. 


AMENDATORY SECTION (Amending Order 88-11, 
filed 7/6/88) ë 


WAC 296-62-07385 APPENDIX В—80В- 
STANCE TECHNICAL GUIDELINES FOR ETH- 
YLENE OXIDE (NONMANDATORY ). (1) Physical 
and chemical data: 

(a) Substance identification: 

(i) Synonyms: Dihydrooxirene, dimethylene oxide, 
ЕО, 1,2-epoxyethane, EtO, ETO, oxacyclopropane, 
oxane, oxidoethane, alpha/beta—oxidoethane, oxiran, 
oxirane. 

(ii) Formula: (C,H,O). 

(iii) Molecular weight: 44.06. 

(b) Physical data: 

(i) Boiling point (760 mm Hg): 10.70°C (51.3°F); 

(ii) Specific gravity (water = 1): 0.87 (at 20°C or 
68°F); : 

(iii) Vapor density (air - 1): 1.49; 

(iv) Vapor pressure (at 20°С): 1,095 mm Hg; 

(v) Solubility in water: Complete; 

(vi) Appearance and odor: Colorless liquid; gas at 
temperature above 10.7?F or 51.3°C with ether-like 
odor above 700 ppm. 

(2) Fire, explosion, and reactivity hazard data: 

(a) Fire: 

(i) Flash point; Less than 0°F (open cup); 

(ii) Stability; Decomposes violently at temperatures 
above 800°F; 

(iii) Flammable limits in air, percent by volume: 
Lower: 3, Upper: 100; 

(iv) Extinguishing media: Carbon dioxide for small 
fires, polymer or alcohol foams for large fires; 

(v) Special fire fighting procedures: Dilution of ethyl- 
ene oxide with 23 volumes of water renders it non- 
flammable; 

(vi) Unusual fire and explosion hazards: Vapors of 
EtO will burn without the presence of air or other oxi- 
dizers. EtO vapors are heavier than air and may travel 
along the ground and be ignited by open flames or 
sparks at locations remote from the site at which EtO is 
being used. 

(vii) For purposes of compliance with the require- 
ments of WAC 296—24-330, EtO is classified as a flam- 
mable gas. For example, 7,500 ppm, approximately one— 
fourth of the lower flammable limit, would be considered 
to pose a potential fire and explosion hazard. 
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(viii) For purposes of compliance with WAC 296-24- 
585, EtO is classified as a Class B fire hazard. 

(ix) For purpose of compliance with ((WAC-296-24= 
956)) chapter 296-24 WAC Part L, locations classified 
as hazardous due to the presence of EtO shall be Class I. 

(b) Reactivity: 

(i) Conditions contributing to instability: EtO will 
polymerize violently if contaminated with aqueous alka- 
lies, amines, mineral acids, metal chlorides, or metal 
oxides. Violent decomposition will also occur at temper- 
atures above 800°F; 

(ii) Incompatibilities: Alkalines and acids; 

(iii) Hazardous decomposition products: Carbon mon- 
oxide and carbon dioxide. 

(3) Spill, leak, and disposal procedures: 

(a) If EtO is spilled or leaked, the following steps 
should be taken: 

(i) Remove all ignition sources. 

(ii) The area should be evacuated at once and ге-еп- 
tered only after the area has been thoroughly ventilated 
and washed down with water. 

(b) Persons not wearing appropriate protective equip- 
ment should be restricted from areas of spills or leaks 
until cleanup has been completed. 

(c) Waste disposal method: Waste material should be 
disposed of in a manner that is not hazardous to em- 
ployees or to the general population. In selecting the 
method of waste disposal, applicable local, State, and 
Federal regulations should be consulted. 

(4) Monitoring and Measurement Procedures: 

(a) Exposure above the permissible exposure limit: 

(i) Eight-hour exposure evaluation: Measurements 
taken for the purpose of determining employee exposure 
under this section are best taken with consecutive 
samples covering the full shift. Air samples should be 
taken in the employee's breathing zone (air that would 
most nearly represent that inhaled by the employee.) 

(ii) Monitoring techniques: The sampling and analysis 
under this section may be performed by collection of the 
EtO vapor on charcoal adsorption tubes or other compo- 
sition adsorption tubes, with subsequent chemical analy- 
sis. Sampling and analysis may also be performed by in- 
struments such as real time continuous monitoring sys- 
tems, portable direct reading instruments, or passive do- 
simeters as long as measurements taken using these 
methods accurately evaluate the concentration of EtO in 
employees' breathing zones. 

(iii) Appendix D describes the validated method of 
sampling and analysis which has been tested by OSHA 
for use with EtO. Other available methods are also de- 
scribed in Appendix D. The employer has the obligation 
of selecting a monitoring method which meets the accu- 
racy and precision requirements of the standard under 
his/her unique field conditions. The standard requires 
that the method of monitoring should be accurate, to a 
95 percent confidence level, to plus or minus 25 percent 
for concentrations of EtO at 1 ppm, and to plus or minus 
35 percent for concentrations at 0.5 ppm. In addition to 
the method described in Appendix D, there are numer- 
ous other methods available for monitoring for EtO in 
the workplace. Details on these other methods have been 
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submitted by various companies to the rulemaking 
record, and are available at the OSHA Docket Office. 

(b) Since many of the duties relating to employee ex- 
posure are dependent on the results of measurement 
procedures, employers should assure that the evaluation 
of employee exposures is performed by a technically 
qualified person. 

(5) Protective clothing and equipment: 

(а) Employees should be provided with and be re- 
quired to wear appropriate protective clothing wherever 
there is significant potential for skin contact with liquid 
EtO or EtO-containing solutions. Protective clothing 
shall include impermeable coveralls or similar full-body 
work clothing, gloves, and head coverings, as appropriate 
to protect areas of the body which may come in contact 
with liquid EtO or EtO-containing solutions. 

(b) Employers should ascertain that the protective 
garments are impermeable to EtO. Permeable clothing, 
including items made of rubber, and leather shoes should 
not be allowed to become contaminated with liquid EtO. 
If permeable clothing does become contaminated, it 
should be immediately removed, while the employer is 
under an emergency deluge shower. If leather footwear 
or other leather garments become wet from EtO they 
should be discarded and not be worn again, because 
leather absorbs EtO and holds it against the skin. 

(c) Any protective clothing that has been damaged or 
is otherwise found to be defective should be repaired or 
replaced. Clean protective clothing should be provided to 
the employee as necessary to assure employee protection. 
Whenever impermeable clothing becomes wet with liq- 
uid EtO, it should be washed down with water before 
being removed by the employee. Employees are also re- 
quired to wear splashproof safety goggles where there is 
any possibility of EtO contacting the eyes. 

(6) Miscellaneous precautions: 

(a) Store EtO in tightly closed containers in a cool, 
well-ventilated area and take all necessary precautions 
to avoid any explosion hazard. 

(b) Nonsparking tools must be used to open and close 
metal containers. These containers must be effectively 
grounded and bonded. 

(c) Do not incinerate EtO cartridges, tanks or other 
containers. 

(d) Employers should advise employees of all areas 
and operations where exposure to EtO occurs. 

(7) Common operations: 

Common operations in which exposure to EtO is likely 
to occur include the following: (a) Manufacture of EtO, 
(b) surfactants, (с) ethanolamines, (d) glycol ethers, (е) 
specialty chemicals, and (f) use as a sterilant in the hos- 
pital, health product and spice industries. 


AMENDATORY SECTION (Amending Order 81-20, 
filed 7/27/81) 


WAC 296-62-11015 ABRASIVE BLASTING. (1) 
Definitions. 

(a) "Abrasive" means a solid substance used in an 
abrasive blasting operation. 

(b) "Abrasive-blasting respirator" means a continu- 
ous flow air-line respirator constructed so that it will 
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cover the wearer's head, neck, and shoulders to protect 
him from rebounding abrasive. 

(c) "Blast cleaning barrel" means a complete enclo- 
sure which rotates on an axis, or which has an internal 
moving tread to tumble the parts, in order to expose 
various surfaces of the parts to the action of an auto- 
matic blast spray. 

(d) "Blast cleaning room" means a complete enclosure 
in which blasting operations are performed and where 
the operator works inside of the room to operate the 
blasting nozzle and direct the flow of the abrasive 
material. 

(e) "Blasting cabinet" means an enclosure where the 
operator stands outside and operates the blasting nozzle 
through an opening or openings in the enclosure. 

(f) "Clean air" means air of such purity that it will 
not cause harm or discomfort to an individual if it is in- 
haled for extended periods of time. 

(g) "Dust collector" means a device or combination of 
devices for separating dust from the air handled by an 
exhaust ventilation system. 

(h) "Exhaust ventilation system" means a system for 
removing contaminated air from a space, comprising two 
or more of the following elements (i) enclosure or hood, 
(ii) duct work, (iii) dust collecting equipment, (iv) ex- 
hauster, and (v) discharge stack. 

(i) "Particulate-filter respirator" means an air purify- 
ing respirator, commonly referred to as a dust or a fume 
respirator, which removes most of the dust or fume from 
the air passing through the device. 

(j) "Respirable dust" means airborne dust in sizes ca- 
pable of passing through the upper respiratory system to 
reach the lower lung passages. 

(k) "Rotary blast cleaning table" means an enclosure 
where the pieces to be cleaned are positioned on a rotat- 
ing table and are passed automatically through a series 
of blast sprays. 

(І) "Abrasive blasting” means the forcible application 
of an abrasive to a surface by pneumatic pressure, hy- 
draulic pressure, or centrifugal force. 

(2) Dust hazards from abrasive blasting. 

(а) Abrasives and the surface coatings on the materi- 
als blasted are shattered and pulverized during blasting 
operations and the dust formed will contain particles of 
respirable size. The composition and toxicity of the dust 
from these sources shall be considered in making an 
evaluation of the potential health hazards. 

(b) The concentration of respirable dust or fume in 
the breathing zone of the abrasive-blasting operator or 
any other worker shall be kept below the levels specified 
in WAC 296-62-075 through 296-62-07515. 

(c) Organic abrasives which are combustible shall be 
used only in automatic systems. Where flammable or 
explosive dust mixtures may be present, the construction 
of the equipment, including the exhaust system and all 
electric wiring shall conform to the requirements of 
American National Standard Installation of Blower and 
Exhaust Systems for Dust, Stock, and Vapor Removal 
or Conveying, Z33.1-1961 (NFPA 91-1961), and 
((American—Nattonat Standard—Electricat €ode;-ECt- 


T968-NFPA-70=1968))) chapter 296-24 WAC Part L. 
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The blast nozzle shall be bonded and grounded to pre- 
vent the build—up of static charges. Where flammable or 
explosive dust mixtures may be present, the abrasive 
blasting enclosure, the ducts, and the dust collector shall 
be constructed with loose panels or explosion venting ar- 
eas, located on sides away from any occupied area, to 
provide for pressure relief in case of explosion, following 
the principles set forth in the National Fire Protection 
Association Explosion Venting Guide, NFPA 68-1954. 

(3) Blast-cleaning enclosures. 

(а) Blast-cleaning enclosures shall be exhaust venti- 
lated in such a way that a continuous inward flow of air 
will be maintained at all openings in the enclosure, dur- 
ing the blasting operation. 

(i) All air inlets and access openings shall be baffled 
or so arranged that by the combination of inward air 
flow and baffling the escape of abrasive or dust particles 
into an adjacent work area will be minimized and visible 
spurts of dust will not be observed. 

(ii) The rate of exhaust shall be sufficient to provide 
prompt clearance of the dust-laden air within the enclo- 
sure after the cessation of blasting. 

(iii) Before the enclosure is opened, the blast shall be 
turned off and the exhaust system shall be run for a suf- 
ficient period of time to remove the dusty air within the 
enclosure. 

(iv) Safety glass protected by screening shall be used 
in observation windows, where hard deep-cutting abra- 
sives are used. 

(v) Slit abrasive-resistant baffles shall be installed in 
multiple sets at all small access openings where dust 
might escape, and shall be inspected regularly and re- 
placed when needed. 3 

(A) Doors shall be flanged and tight when closed. 

(B) Doors on blast-cleaning rooms shall be operable 
from both inside and outside, except that where there is 
a small operator access door, the large work access door 
may be closed or opened from the outside only. 

(4) Exhaust ventilation systems. 

(a) The construction, installation, inspection, and 
maintenance of exhaust systems shall conform to the 
principles and requirements set forth in American Na- 
tional Standard Fundamentals Governing the Design 
and Operation of Local Exhaust Systems, 79.2-1960, 
and ANSI Z33.1-1961. 

(i) When dust leaks are noted, repairs shall be made 
as soon as possible. 

(ii) The static pressure drop at the exhaust ducts 
leading from the equipment shall be checked when the 
installation is completed and periodically thereafter to 
assure continued satisfactory operation. Whenever an 
appreciable change in the pressure drop indicates a par- 
tial blockage, the system shall be cleaned and returned 
to normal operating condition. 

(b) In installations where the abrasive is recirculated, 
the exhaust ventilation system for the blasting enclosure 
shall not be relied upon for the removal of fines from the 
spent abrasive instead of an abrasive separator. An 
abrasive separator shall be provided for the purpose. 

(c) The air exhausted from blast-cleaning equipment 
shall be discharged through dust collecting equipment. 
Dust collectors shall be set up so that the accumulated 
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dust can be emptied and removed without contaminating 
other working areas. 

(5) Personal protective equipment. See applicable 
provisions of chapters 296—24 and 296-62 WAC. 

(a) Abrasive-blasting respirators shall be worn by all 
abrasive-blasting operators: 

(i) When working inside of blast-cleaning rooms, or 

(ii) When using silica sand in manual blasting opera- 
tions where the nozzle and blast are not physically sepa- 
rated from the operator in an exhaust ventilated enclo- 
sure, or 

(iii) Where concentrations of toxic dust dispersed by 
the abrasive-blasting may exceed the limits set in WAC 
296-62-075 through 296-62-07515 and the nozzle and 
blast are not physically separated from the operator in 
an exhaust-ventilated enclosure. 

(b) Particulate filter respirators, commonly referred to 
as dust-filter respirators, properly fitted, may be used for 
short, intermittent, or occasional dust exposures such as 
cleanup, dumping of dust collectors, or unloading ship- 
ments of sand at a receiving point, when it is not feasible 
to control the dust by enclosure, exhaust ventilation, or 
other means. Respirators used shall be approved for 
protection against the specific type of dust encountered. 

(i) Dust-filter respirators may be used to protect the 
operator of outside abrasive—blasting operations where 
nonsilica abrasives are used on materials having low 
toxicities. 

(ii) Dust-filter respirators shall not be used for con- 
tinuous protection where silica sand is used as the blast- 
ing abrasive, or toxic materials are blasted. 

(c) A respiratory protection program as defined and 
described in applicable provisions of chapters 296-24 
and 296-62 WAC, shall be established wherever it is 
necessary to use respiratory protective equipment. 

(d) Refer to applicable provisions of chapter 296-24 
WAC for operators personal protective equipment. 

(6) Operational procedures and general safety. Dust 
shall not be permitted to accumulate on the floor or on 
ledges outside of an abrasive—blasting enclosure, and 
dust spills shall be cleaned up promptly. Aisles and 
walkways shall be kept clear of steel shot or similar 
abrasive which may create a slipping hazard. 

(7) Scope. This paragraph applies to all operations 
where an abrasive is forcibly applied to a surface by 
pneumatic or hydraulic pressure, or by centrifugal force. 
It does not apply to steam blasting, or steam cleaning, or 
hydraulic cleaning methods where work is done without 
the aid of abrasives. 


AMENDATORY SECTION (Amending Order 83-19, 
filed 7/13/83, effective 9/12/83) 


WAC 296-62-14515 ELECTRICAL HAZARDS. 
(1) Electrical circuits in the confined area which may 
present a hazard shall be disconnected, locked out and 
tagged in accordance with WAC 296-62-14513(1)(a). 
All temporary lights shall be protected against damage 
and cords shall be heavy duty and kept clear of working 
spaces and walkways. Only low voltage, battery operat- 
ed, or ground fault protected equipment shall be used on 
water-sides of boilers or when electrically conductive 
liquids are involved. 
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(2) Electric supply circuits, lighting, portable tools, 
and other equipment used where potentially hazardous 
concentrations of flammable vapors, gases or dusts are 
present ог may develop shall conform to ((the-current 
Nattonat Etectric-Code-requirements)) chapter 296-24 
WAC Part L. 

(3) Portable electric tools shall be grounded or isola- 
tion transformers, ground fault interrupters or double 
insulated tools shall be required. 


AMENDATORY SECTION (Amending Order 88-25, 
filed 11/14/88) 


WAC 296-62-07355 ((SEGPE—AND—APPŁICA= 
TION)) ETHYLENE OXIDE. Scope and application. 
(1) WAC 296-62-07355 through 296-62-07389 applies 
to all occupational exposures to ethylene oxide (EtO), 
Chemical Abstracts Service Registry Мо. 75-21-48, ex- 
cept as provided in subsection (2) of this section. 

(2) WAC 296-62-07355 through 296-62-07389 does 
not apply to the processing, use, or handling of products 
containing EtO where objective data are reasonably re- 
lied upon that demonstrate that the product is not capa- 
ble of releasing EtO in airborne concentrations at or 
above the action level, and may not reasonably be fore- 
seen to release EtO in excess of the excursion limit, un- 
der the expected conditions of processing, use, or han- 
dling that will cause the greatest possible release. 

(3) Where products containing EtO are exempted un- 
der subsection (2) of this section, the employer shall 
maintain records of the objective data supporting that 
exemption and the basis for the employer's reliance on 
the data, as provided in WAC 296-62-07375(1). 


AMENDATORY SECTION (Amending Order 90-14, 
filed 10/1/90, effective 11/15/90) 


WAC 296-62-300 SCOPE, APPLICATION, 
AND DEFINITIONS. (1) Scope. This section covers 


((the—fottowing—operatrons_tmtess—_the-emptoyer—can 
demonstrate that the-operatton does not involve-emptoy= 


exposure-to-safety-or-health-hazards)) employers who 
have employees who work in the following operations: 


(a) Clean-up operations required by a governmental 
body, whether federal, state, local, or other involving 
hazardous substances that are conducted at uncontrolled 
hazardous waste sites (including, but not limited to, the 
EPA's National Priority Site List (NPL), state priority 
site lists, sites recommended for the EPA NPL, and ini- 
tial investigations of government identified sites which 
are conducted before the presence or absence of hazard- 
ous substances has been ascertained); 

(b) Corrective actions involving clean-up operations 
at sites covered by the Resource Conservation and Re- 
covery Act of 1976 (RCRA) as amended (42 U.S.C. 
6901 et seq.); 

(c) Voluntary clean-up operations at sites recognized 
by federal, state, local, or other governmental bodies as 
uncontrolled hazardous waste sites; 

(d) Operations involving hazardous wastes that are 
conducted at treatment, storage, and disposal (TSD) fa- 
cilities regulated by 40 CFR Parts 264 and 265 pursuant 
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to RCRA; or by agencies under agreement with 
U.S.E.P.A. to implement RCRA regulations; and 

(e) Emergency response operations for releases of, or 
substantial threats of releases of, hazardous substances 
without regard to the location of the hazard. 

(2) Application. 

(a) АП requirements of this chapter and chapters 
296-24 and 296-155 WAC apply pursuant to their 
terms to hazardous waste and emergency response oper- 
ations whether covered by this part or not. If there is a 
conflict or overlap, the provision more protective of em- 
ployee safety and health shall apply. 

(b) Hazardous substance clean-up operations within 
the scope of subsection (1)(a), (b), and (c) of this sec- 
tion must comply with all sections (WAC 296-62-300 
through 296-62-3145) except WAC 296-62-3140, 296- 
62-3110 (4) and (5), and 296-62-3112. 

(c) Operations within the scope of subsection (1)(d) of 
this section must comply only with the requirements of 


WAC 296-62-3140 ((and-296-62—3Hr9-(4)-2mnd-(5))). 


(i) АП provisions of WAC 296-62-3140 cover 
any treatment, storage, or disposal (TSD) op- 
eration regulated by 40 CFR parts 264 and 
265 or by state law authorized under RCRA, 
and required to have a permit or interim stat- 
us from EPA pursuant to 40 CFR 270.1 or 
from a state agency pursuant to RCRA. 

(ii) Employers who are not required to have a 
permit or interim status because they are con- 
ditionally exempt small quantity generators 
under 40 CFR 261.5 or are generators who 
qualify under 40 CFR 262.34 for exemptions 
from regulation under 40 CFR parts 264, 
265, and 270 ("excepted employers") are not 
covered by WAC 296-62-3140 (1) through 
(7). Excepted employers who are required by 
the EPA or state agency to have their em- 
ployees engage in emergency response or who 
direct their employees to engage in emergency 
response are covered by WAC 296-62- 
3140(8), and cannot be exempted by WAC 
296-62-3140 (8)(a). Excepted employers who 
are not required to have employees engage in 
emergency response, who direct their employ- 
ees to evacuate in the case of such emergen- 
cies and who meet the requirements of WAC 
296-62-3140 (8)(a) are exempt from the bal- 
ance of WAC 296-62-3140(8). 

(iii) If an area is used primarily for treat- 
ment, storage or disposal, any emergency re- 
sponse operations in that area shall comply 
with WAC 296-62-3140(8). In other areas 
not used primarily for treatment, storage or 
disposal, any emergency response operations 
shall comply with WAC ((296=62=3+46695)) 
296-62-3112. Compliance with the require- 
ments of WAC ((296=62=3+409))) 296-62- 
3112 shall be deemed to be in compliance 
with the requirements of WAC 296-62- 
3140(8). 


Notes and Exceptions: 


(d) Emergency response operations for releases of, or 
substantial threats of releases of hazardous substances 
which are not covered by subsection (1)(a) through (d) 
of this section must only comply with the requirements 
of WAC 296-62-3112. 

(3) Definitions. 

(a) "Buddy system" means a system of organizing 
employees into work groups in such a manner that each 
employee of the work group is designated to be observed 


WSR 91-24-017 


by at least one other employee іп the work group. Тһе 
purpose of the buddy system is to provide rapid assist- 
ance to employees in the event of an emergency. 

(b) "Clean-up operation" means an operation where 
hazardous substances are removed, contained, incinerat- 
ed, neutralized, stabilized, cleared—up, ог in any other 
manner processed or handled with the ultimate goal of 
making the site safer for people or the environment. 

(c) "Contamination reduction zone" means the buffer 
between the exclusion zone and the outermost clean 
zone. 

(d) "Decontamination" means the removal of hazard- 
ous substances from employees and their equipment to 
the extent necessary to preclude the occurrence of fore- 
seeable adverse health effects. 

(e) "Emergency response" or "responding to emer- 
gencies" means a response effort by employees from 
outside the immediate release area or by other designat- 
ed responders (i.e., mutual aid groups, local fire depart- 
ments, etc.) to an occurrence which results, or is likely 
to result, in an uncontrolled release of a hazardous sub- 
stance. Responses to incidental releases of hazardous 
substances where the substance can be absorbed, neu- 
tralized, or otherwise controlled at the time of release by 
employees in the immediate release area or by mainte- 
nance personnel are not considered to be emergency re- 
sponses within the scope of this standard. Responses to 
release of hazardous substances where there is no poten- 
tial safety or health hazard (i.e., fire, explosion, or 
chemical exposure) are not considered to be emergency 
responses. 

(f) "Exclusion zone" means the innermost zone at a 
site where contamination does occur. 

(g) "Facility" means (i) any building structure, in- 
stallation, equipment, pipe or pipeline (including any 
pipe into a sewer or publicly-owned treatment works), 
well, pit, pond, lagoon, impoundment, ditch, storage 
container, motor vehicle, rolling stock, or aircraft, or (ii) 
any site or area where a hazardous substance has been 
deposited, stored, disposed of, or placed, or otherwise 
come to be located; but does not include any consumer 
product in consumer use or any water-borne vessel. 

(h) "Hazardous materials response (HAZMAT) 
team" means an organized group of employees, desig- 
nated by the employer, who are expected to perform 
work, to handle and control actual or potential leaks or 
spills of hazardous substances requiring possible close 
approach to the substance. The team members perform 
responses to releases or potential releases of hazardous 
substances for the purpose of control or stabilization of 
the incident. A HAZMAT team is not a fire brigade nor 
is a typical fire brigade a HAZMAT team. A 
HAZMAT team, however, may be a separate compo- 
nent of a fire brigade or fire department. 

(i) "Hazardous substance" means any substance des- 
ignated or listed under (i)(i) through (iv) of this subsec- 
tion, exposure to which results or may result in adverse 
effects on the health or safety of employees: 

(i) Any substance defined under section 101(14) of 
CERCLA; 

(ii) Any biological agent and other disease—causing 
agent which after release into the environment and upon 
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exposure, ingestion, inhalation, or assimilation into any 
person, either directly from the environment or indirect- 
ly by ingestion through food chains, will or may reason- 
ably be anticipated to cause death, disease, behavioral 
abnormalities, cancer, genetic mutation, physiological 
malfunctions (including malfunctions in reproduction) or 
physical deformations in such persons or their offspring; 

(iii) Any substance listed by the United States De- 
partment of Transportation as hazardous materials un- 
der WAC 480-1 2-195; and 

(iv) Hazardous waste as herein defined. 

() "Hazardous waste" means: 

((6))) A waste or combination of wastes as defined in 


(( > ; 
m-Fhrose-substances-defimedin WA C—480=4+2-195) ) 
(m) of this subsection. 

(К) "Hazardous waste operation" means any opera- 
tion conducted within the scope of this standard. 

(1) "Hazardous waste site" or "site" means any facili- 
ty or location within the scope of this standard at which 
hazardous waste operations take place. 

(m) "Health hazard" means a chemical, mixture of 
chemicals, or a pathogen for which there is statistically 
significant evidence based on at least one study conduct- 
ed in accordance with established scientific principles 
that acute or chronic health effects may occur in exposed 
employees. The term "health hazard” includes chemicals 
which are carcinogens, toxic or highly toxic agents, re- 
productive toxins, irritants, corrosives, sensitizers, 
hepatotoxins, nephrotoxins, neurotoxins, agents which 
act on the hematopoietic system, and agents which dam- 
age the lungs, skin, eyes, or mucous membranes. It also 
includes stress due to temperature extremes. Further 
definition of the terms used above can be found in Ap- 
pendix A to. WAC 296-62-054 through 296-62-05427. 

(n) "IDLH" or "immediately dangerous to life or 
health" means any atmospheric concentration of any 
toxic, corrosive, or asphyxiant substance that poses an 
immediate threat to life or would cause irreversible or 
delayed adverse health effects or would interfere with an 
individual's ability to escape from a dangerous 
atmosphere. 

(o) "Oxygen deficiency" means that concentration of 
oxygen by volume below which atmosphere supplying 
respiratory protection must be provided. It exists in at- 
mospheres where the percentage of oxygen by volume is 
less than 19.5 percent oxygen. 

(p) "Permissible exposure limit" means the exposure, 
inhalation, or dermal permissible limit specified in WAC 
296-62-075 through 296-62-07515. 

(а) "Published exposure level" means the exposure 
limits published in "NIOSH Recommendations for Oc- 
cupational Health Standards" dated 1986 incorporated 
by reference, or if none is specified, the exposure limits 
published in the standards specified by the American 
Conference of Governmental Industrial Hygienists in 
their publication "Threshold Limit Values and Biologi- 
cal Exposure Indices for 1988-89" dated 1988 іпсогро- 
rated by reference. 

(r) "Post emergency response" means that portion of 
an emergency response performed after the immediate 
threat of a release has been stabilized or eliminated and 
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clean-up of the site has begun. If post emergency re- 
sponse is performed by an employer's own employees 
who were part of the initial emergency response, it is 
considered to be part of the initial response and not post 
emergency response. However, if a group of an employ- 
er's own employees, separate from the group providing 
initial response, performs the clean-up operation, then 
the separate group of employees would be considered to 
be performing post-emergency response and subject to 
WAC 296-62-3112(11). 

(s) "Qualified person" means a person with specific 
training, knowledge, and experience in the area for 
which the person has responsibility and the authority to 
control. 

(t) "Site safety and health supervisor (or official)" 
means the individual located on a hazardous waste site 
who is responsible to the employer and has the authority 
and knowledge necessary to implement the site safety 
and health płan and verify compliance with applicable 
safety and health requirements. 

(u) "Site work zones” means an exclusion zone, con- 
tamination reduction zone, and a clean zone established 
at a hazardous waste site before clean-up work begins to 
prevent or reduce the movement of contaminants from 
the site to uncontaminated areas and to control public, 
employee, and equipment exposure to hazardous 
substances. 

(i) The exclusion zone is the innermost of the zones 
and is where contamination does occur. The contamina- 
tion reduction zone is the zone between the exclusion 
zone and the clean zone and serves as a transition and 
buffer between the contaminated and clean zone to fur- 
ther reduce the physical transfer of contaminating sub- 
stances to the public, employees, and equipment. The 
clean zone is the outermost of the zones and is a non- 
contaminated or clean area. The level of contamination 
in these zones is not defined and some designated exclu- 
sion zones can have very little contamination directly af- 
fecting employees. 

(ii) The contaminated reduction corridors are the des- 
ignated areas within the contaminated reduction zone 
for the decontamination of personnel and equipment. 

(v) "Small quantity generator" means a generator of 
hazardous wastes who in any calendar month generates 
no more than 1000 kilograms (2205 pounds) of hazard- 
ous waste in that month. 

(w) "Uncontrolled hazardous waste site" means an 
area identified as an uncontrolled hazardous waste site 
by a governmental body, whether federal, state, local, or 
other where an accumulation of hazardous ((waste)) 
substances creates a threat to the health and safety of 
individuals or the environment or both. Some sites are 
found on public lands, such as those created by former 
municipal, county, or state landfills where illegal or 
poorly managed waste disposal has taken place. Other 
sites are found on private property, often belonging to 
generators or former generators of hazardous substance 
waste. Examples of such sites include, but are not limit- 
ed to, surface impoundments, landfills, dumps, and tank 
or drum farms. Normal operations at TSD sites are not 
covered by this definition. 
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AMENDATORY SECTION (Amending Order 90-14, 
filed 10/1/90, effective 11/15/90) 


WAC 296-62-3040 TRAINING. (1) General. 

(a) All employees working on site (such as but not 
limited to equipment operators, general laborers, and 
others) exposed to hazardous substances, health hazards, 
or safety hazards, and their supervisors and management 
responsible for the site, shall receive training meeting the 
requirements of this subsection before they are permitted 
to engage in hazardous waste operations that could ex- 
pose them to hazardous substances, safety, or health 
hazards, and they shall review training as specified in 
this subsection. 

(b) Employees shall not be permitted to participate in 
or supervise field activities until they have been trained 
to a level required by their job function and 
responsibility. 

(2) Elements to be covered. The training shall thor- 
oughly cover the following: 

(a) Names of personnel and alternates responsible for 
site safety and health; 

(b) Safety, health, and other hazards present on the 
site; 

(c) Use of personal protective equipment; 

(d) Work practices by which the employee can mini- 
mize risks from hazards; 

(e) Safe use of engineering controls and equipment on 
the site; 

(f) Medical surveillance requirements including rec- 
ognition of symptoms and signs which might indicate 
overexposure to hazards; and 

(g) The contents of items (vii) through (x) of the site 
safety and health plan set forth in WAC 296-62-3010 
(4)(b). 

(3) Initial training. General site workers (such as 
equipment operators, general laborers, and supervisory 
personnel) engaged in hazardous substance removal or 
other activities which expose or potentially expose work- 
ers to hazardous substances and health hazards shall re- 
ceive the following required training: 

(a) General site workers required to wear Level A or 
Level B personal protective equipment because of the 
types of hazards to which they are exposed or have the 
potential for being exposed are required to have 80 hours 


of training and a minimum of three days actual field ex- 
perience under the direct supervision of a trained, expe- 
rienced supervisor. 


(b) General site workers required to wear Level C or 
D personal protective equipment, equipment operators or 
transport vehicle operators, are required to have 40 


hours of training and a minimum of three days actual 
field experience under the direct supervision of a trained, 
experienced supervisor. 


(c) General site workers on site only occasionally for 
specific limited tasks, and supervisors not working in the 
two inner zones are required to have 24 hours of train- 
ing. For example, certain Environmental Protection 
Agency, and department of ecology employees, labor 
and industries inspectors and other short-term monitor- 
ing and surveying personnel would be required to only 


[147] 


WSR 91-24-017 


have 24 hours of training if they are on-site only occa- 
sionally for a specific limited task and are unlikely to be 
exposed over permissible exposure levels and published 
exposure limits. A minimum of one day actual field ex- 
perience under direct supervision is also required. 


(d) Workers regularly on site who work іп areas 
which have been monitored and fully characterized indi- 
cating that exposures are under permissible exposure 
limits and published exposure limits where respirators 
are not necessary, and the characterization indicates that 
there are no health hazards or the possibility of an 
emergency developing, shall receive a minimum of 24 
hours of instruction off the site and the minimum of one 
day actual field experience under the direct supervision 
of a trained, experienced supervisor. 

(e) Workers with 24 hours of training who are cov- 
ered by (c) and (d) of this subsection, and who become 
general site workers or who are required to wear respir- 
ators, shall have the additional 16 hours and two days of 
training necessary to total the training specified in (b) of 


this subsection. 

(4) Management and supervisor training. On-site 
management and supervisors directly responsible for, or 
who supervise employees engaged in, hazardous waste 
operations shall receive the same initial training as listed 
іп (((а))) subsection (3) of this ((strbseetion)) section, 
and three days of supervised field experience and at least 
eight additional hours of specialized training at the time 
of job assignment on such topics as, but not limited to, 
the employer's safety and health program and the asso- 
ciated employee training program, personal protective 
equipment program, spill containment program, and 
health hazard monitoring procedure and techniques. 

(5) Law enforcement at illicit drug labs. 

Exception: WISHA did not intend application of the 80 hour train- 
ing requirement to law enforcement personnel required to 
enter illicit drug labs, secure the premise, and obtain nec- 
essary evidence for law enforcement purposes. Attendance 
at a specific 40 hours course, such as that presented by 
the criminal justice training commission, is acceptable. 

Note: If cleanup activities are conducted by law enforcement person- 


nel, then appropriate hazardous waste cleanup training would 
be required. 


(6) Training course content. 

(a) 40 and 80 hour hazardous waste cleanup courses. 
As a minimum, the training course content for the 40 
hour and 80 hour training program shall include the fol- 
lowing topics: 

(i) Overview of the applicable sections of Part P of 
chapter 296-62 WAC and the elements of an employer's 
effective occupational safety and health program. 

(ii) Effect of chemical exposure to hazardous sub- 
stances (i.e., toxicity, carcinogens, irritants, sensitizers, 
etc.). 

(iii) Effects of biological and radiological exposures. 

(iv) Fire and explosion hazards (і.е., flammable and 
combustible liquids, reactive materials). 

(v) General safety hazards, including electrical haz- 
ards, powered equipment hazards, walking-working sur- 
face hazards and those hazards associated with hot and 
cold temperature extremes. 

(vi) Confined space, tank, and vault hazards and entry 
procedures. 
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(vii) Names of personnel and alternates, where appro- 
priate, responsible for site safety and health at the site. 

(viii) Specific safety, health, and other hazards that 
are to be addressed at a site and in the site safety and 
health plan. 

(ix) Use of personal protective equipment and the im- 
plementation of the personal protective equipment 
program. 

(x) Work practices that will minimize employee risk 
from site hazards. 

(xi) Safe use of engineering controls and equipment 
and any new relevant technology or procedure. 

(xii) Content of the medical surveillance program and 
requirements, including the recognition of signs and 
symptoms of overexposure to hazardous substances. 

(xiii) The contents of an effective site safety and 
health plan. 

(xiv) Use of monitoring equipment with "hands-on" 
experience and the implementation of the employee and 
site monitoring program. 

(xv) Implementation and use of the information 
program. 

(xvi) Drum and container handling procedures and 
the elements of a spill containment program. 

(xvii) Selection and use of material handling 
equipment. 

(xviii) Methods for assessment of risk and handling of 
radioactive wastes. 

(xix) Methods for handling shock-sensitive wastes. 

(xx) Laboratory waste pack handling procedures. 

(xxi) Container sampling procedures and safeguards. 

(xxii) Safe preparation procedures for shipping and 
transport of containers. 

(xxiii) Decontamination program and procedures. 

(xxiv) Emergency response plan and procedures in- 
cluding first aid. 

(xxv) Safe site illumination levels. 

(xxvi) Site sanitation procedures and equipment for 
employee needs. 

(xxvii) Review of the applicable appendices to Part P 
of chapter 296-62 WAC. 

(xxviii) Overview and explanation of WISHA's haz- 
ard communication standard Part C of chapter 296-62 
WAC. 

(xxix) Sources of reference, additional information 
and efficient use of relevant manuals and hazard coding 
systems. 

(xxx) Principles of toxicology and biological 
monitoring. 

(xxxi) Rights and responsibilities of employees and 
employers under WISHA and CERCLA. 

(xxxii) "Hands-on" field exercises апа 
demonstrations. 

(b) 24-hour hazardous waste cleanup course. As a 
minimum, the 24—hour training course required in WAC 
296-62-3040 (3)(c) and (d) for employees engaged in 
occasional visits to uncontrolled hazardous waste sites 
shall include the following topics where they are appli- 
cable to the job function to be performed: 

(i) Overview of applicable sections of Part P of chap- 
ter 296-62 WAC and the elements of the employer's ef- 
fective occupational safety and health program. 
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(ii) Employee rights and responsibilities under 
WISHA and CERCLA. 

(iii) Overview of relevant chemical exposures to haz- 
ardous substances (i.e., toxics, carcinogens, irritants, 
sensitizers, etc.). 

(iv) Overview of the principles of toxicology and bio- 
logical monitoring. 

(v) Use of monitoring equipment with hands-on prac- 
tice and an overview of a site monitoring program. 

(vi) Overview of site hazards including fire and explo- 
sion, confined spaces, oxygen deficiency, electrical haz- 
ards, powered equipment hazards, walking—working sur- 
face hazards. 

(vii) The contents of an effective site safety and health 
plan. 

(viii) Use of personal protective equipment and the 
implementation of the personal protective equipment 
program. 

(ix) Work practices that will minimize employee risk 
from site hazards. 

(x) Site simulations with "hands—on" exercises and 
practice. | 

(хі) Emergency response planning and response іп- 
cluding first aid. 

(xii) Content of the medical surveillance program and 
requirements, including the recognition of signs and 
symptoms of overexposure to hazardous substances. 

(xiii) Decontamination programs and procedures. 

(xiv) Safe use of engineering controls and equipment. 

(xv) Sources of references and efficient use of relevant 
manuals and knowledge of hazard coding systems. 

(c) 16-hour supplemental training for hazardous 
waste sites. As a minimum, employees who have received 
24 hours of training for hazardous waste site operations 
shall receive training in the following topics before they 
are allowed to work as general site workers or if they are 
required to wear respirators: 

(i) Relevant chemical exposures to hazardous sub- 
stances beyond that previously covered. 

(ii) Site hazards including fire and explosion, confined 
spaces, oxygen deficiency, electrical, powered equipment, 
and walking-working surfaces beyond that previously 
covered. 

(iii) Names of personnel and alternates responsible for 
site safety and health at the site, where appropriate. 

(іу) Use of monitoring equipment and the implemen- 
tation of the employee and the site monitoring program 
beyond that previously covered. 

(v) Implementation and use of the informational 
program. 

(vi) Drum and container handling procedures and the 
elements of a spill containment program. 

(vii) Selection and use of material 
equipment. 

(viii) Methods for assessment of risk and handling of 
radioactive wastes. 

(ix) Methods for handling shock-sensitive wastes. 

(x) Laboratory waste pack handling procedures. 

(xi) Container sampling procedures and safeguards. 

(xii) Safe preparation procedures for shipping and 
transport of containers. 

(xiii) Decontamination program and procedures. 


handling 
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(xiv) Safety site illumination levels. 

(xv) Site sanitation procedures and equipment. 

(xvi) Review of the applicable appendices to Part P of 
chapter 296-62 WAC. 

(xvii) Overview and explanation of WISHA's Hazard 
communication standard Part C of chapter 296-62 
WAC. 

(xviii) Sources of 
information. 

(d) Additional 8 hours of training for supervisors and 
managers. Supervisors and managers shall receive an 
additional eight hours of training in the following 
subjects: 

(i) Management of hazardous wastes and their 
disposal. 

(ii) Federal, state, and local agencies to be contacted 
in the event of a release of hazardous substances. 

(iii) Management of emergency procedures in the 
event of a release of hazardous substances. 

(7) Qualifications for trainers. Trainers shall be quali- 
fied to instruct employees about the subject matter that 
is being presented in training. Such trainers shall have 
satisfactorily completed a training program for teaching 
the subjects they are expected to teach, or they shall 
have the academic credentials and instructional experi- 
ence necessary for teaching the subjects. Instructors 
shall demonstrate competent instructional skills and 
knowledge of the applicable subject matter. 

(8) Training certification. Employees and supervisors 
that have received and successfully completed the train- 
ing and field experience specified in subsections (1) 
through (4) of this section shall be certified by their in- 
structor or the head instructor and trained supervisor as 
having successfully completed the necessary training. A 
written certificate shall be given to each person so certi- 
fied. Any person who has not been so certified or who 
does not meet the requirements of subsection (11) of this 
section shall be prohibited from engaging in hazardous 
waste operations. 

(9) Emergency response. Employees who are engaged 
in responding to hazardous emergency situations at haz- 
ardous waste clean-up sites that may expose them to 
hazardous substances shall be trained in how to respond 
to expected emergencies. 

(10) Refresher training. Employees specified in sub- 
section (1) of this section, and managers specified in 
subsection (4) of this section, shall receive eight hours of 
refresher training annually on the items specified in sub- 
sections (2) and/or (4) of this section, any critique of 
incidents that have occurred in the past year that can 
serve as training examples of related work, and other 
relevant topics. 

(11) Equivalent training. Employers who can show by 
documentation or certification that an employee's work 
experience and/or training has resulted in training 
equivalent to that training required in subsections (1) 
through (4) of this section shall not be required to pro- 
vide the initial training requirements of those sections to 


such employees and shall provide a copy of the certifica- 
tion ог documentation to the employee upon request. 


However, certified employees or employees with equiva- 
lent training new to a site shall receive appropriate, site 


reference and additional 
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specific training before site entry and have appropriate 
supervised field experience at the new site. Equivalent 
training includes any academic training or the training 
that existing employees might have already received 
from actual hazardous waste site work experience. The 
80 hours of instruction required can be fulfilled as 
follows: 

(a) Instruction can include a combination of presently 
available 40 hour training sessions and other related 
classes or training including additional supervised оп- 
the-job training as long as material covered includes el- 
ements required in the training section WAC 296-62- 
3040(2) of the regulations. A single 80 hour training 
session is also acceptable. 

(b) Previously attended courses including eight-hour 
refresher courses apply toward the 80 hour requirement 
and need not be repeated. 

(c) Documentation of previous experience and train- 
ing by qualified trainers is required of employers and 
must be available to inspectors for review. 

(d) When calculating hours of training, WISHA as- 
sumes a "normal" work day to be eight hours with suffi- 
cient time for lunch and other breaks. 


AMENDATORY SECTION (Amending Order 90-14, 
filed 10/1/90, effective 11/15/90) 


WAC 296-62-3140 CERTAIN OPERATIONS 
CONDUCTED UNDER THE RESOURCE CON- 
SERVATION AND RECOVERY ACT OF 1976 
(RCRA). Employers conducting operations at treat- 
ment, storage, and disposal (TSD) facilities specified in 
WAC 296-62-300 ((€33€)) (1)(d) shall provide and 
implement the programs specified in this section. See the 
"Notes and Exceptions" of WAC 296-62-300 (2)(c) for 
employers not covered. 

(1) Safety and health program. The employer shall 
develop and implement a written safety and health pro- 
gram for employees involved in hazardous waste opera- 
tions that shall be available for inspection by employees, 
their representatives and WISHA personnel. The pro- 
gram shall be designed to identify, evaluate and control 
safety and health hazards in their facilities for the pur- 
pose of employee protection, to provide for emergency 
response meeting the requirements of WAC 296-62- 
3110 and to address as appropriate site analysis, engi- 
neering controls, maximum exposure limits, hazardous 
waste handling procedures and uses of new technologies. 

(2) Hazard communication program. The employer 
shall implement a hazard communication program 
meeting the requirements of WAC 296-62-054 through 
296—62-05427 as part of the employer's safety and 
health program. 


Note: The exemption for hazardous waste provided in WAC 296- 
62-054 is applicable to this section. 


(3) Medical surveillance program. The employer shall 
develop and implement a medical surveillance program 
meeting the requirements of WAC 296-62-3050. 

(4) Decontamination program. The employer shall 
develop and implement a decontamination procedure 
meeting the requirements of WAC 296-62-3100. 
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(5) New technology programs. The employer shall 
develop and implement procedures meeting the require- 
ments of WAC 296-62-3138 for introducing new and 
innovative equipment into the workplace. 

(6) Material handling program. Where employees will 
be handling drums or containers, the employer shall de- 
velop and implement procedures meeting the require- 
ments of WAC 296-62-3090 (1)(b) through (h) and 
(k), as well as WAC 296-62—3090 (3) and (8), prior to 
starting such work. 

(7) Training program. 

(a) New employees. The employer shall develop and 
implement a training program, which is part of the em- 
ployer's safety and health program, for employees ex- 
posed to health hazards or hazardous substances at TSD 
operations to enable the employees to perform their as- 
signed duties and functions in a safe and healthful man- 
ner so as not to endanger themselves or other employees. 
The initial training shall be for 24 hours and refresher 
training shall be for eight hours annually. Employees 
who have received the initial training required by this 
section shall be given a written certificate attesting that 
they have successfully completed the necessary training. 

(b) Current employees. Employers who can show by 
an employee's previous work experience and/or training 
that the employee has had training equivalent to the ini- 
tial training required by this section, shall be considered 
as meeting the initial training requirements of this sec- 
tion as to that employee. Equivalent training includes 
the training that existing employees might have already 
received from actual site work experience. Current em- 
ployees shall receive eight hours of refresher training 
annually. 

(c) Trainers. Trainers who teach initial training shall 
have satisfactorily completed a training course for 
teaching the subjects they are expected to teach or they 
shall have the academic credentials and instruction ex- 
perience necessary to demonstrate a good command of 
the subject matter of the courses and competent instruc- 
tional skills. 

(8) Emergency response program. 

(a) Emergency response plan. An emergency response 
plan shall be developed and implemented by all employ- 
ers. Such plans need not duplicate any of the subjects 
fully addressed in the employer's contingency planning 
required by permits, such as those issued by the United 
States Environmental Protection Agency, provided that 
the contingency plan is made part of the emergency re- 
sponse plan. The emergency response plan shall be a 
written portion of the employer's safety and health pro- 
gram required in this section. Employers who will evac- 
uate their employees from the worksite location when an 
emergency occurs and who do not permit any of their 
employees to assist in handling the emergency are ex- 
empt from the requirements of WAC 296-62- 
3140((€4))) (8) if they provide an emergency action plan 
complying with WAC 296-24-567. 

(b) Elements of an emergency response plan. The em- 
ployer shall develop an emergency response plan for 
emergencies which shall address, as a minimum, the fol- 
lowing areas to the extent that they are not addressed in 
any specific program required in this section: 
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(i) Preemergency planning and coordination with out- 
side parties. 

(ii) Personnel 
communication. 

(iii) Emergency recognition and prevention. 

(iv) Safe distances and places of refuge. 

(v) Site security and control. 

(vi) Evacuation routes and procedures. 

(vii) Decontamination procedures. 

(viii) Emergency medical treatment and first aid. 

(ix) Emergency alerting and response procedures. 

(x) Critique of response and follow-up. 

(xi) PPE and emergency equipment. 

(c) Training. 

(i) Training for emergency response employees shall 
be completed before they are called upon to perform in 
real emergencies. Such training shall include the ele- 
ments of the emergency response plan, standard operat- 
ing procedures the employer has established for the job, 
the personal protective equipment to be worn, and pro- 
cedures for handling emergency incidents. 


roles, lines of authority, and 


Exception 1: An employer need not train all employees to the de- 
gree specified if the employer divides the workforce in 
a manner such that a sufficient number of employees 
who have responsibility to control emergencies have 
the training specified, and all other employees, who 
may first respond to an emergency incident, have suf- 
ficient awareness training to recognize that an emer- 
gency response situation exists and that they are in- 
structed in that case to summon the fully trained em- 
ployees and not attempt to control activities for which 
they are not trained. 


Exception #2: An employer need not train all employees to the de- 
gree specified if arrangements have been made in ad- 
vance for an outside fully trained emergency response 
team to respond in a reasonable period and all em- 
ployees, who may come to the incident first, have suf- 
ficient awareness training to recognize that an emer- 
gency response situation exists and they have been in- 
structed to call the designated outside fully trained 
emergency response team for assistance. 


(ii) Employee members of TSD facility emergency re- 
sponse organizations shall be trained to a level of com- 
petence in the recognition of health and safety hazards 
to protect themselves and other employees. This would 
include training in the methods used to minimize the 
risk from safety and health hazards; in the safe use of 
control equipment; in the selection and use of appropri- 
ate personal protective equipment; in the safe operating 
procedures to be used at the incident scene; in the tech- 
niques of coordination with other employees to minimize 
risks; in the appropriate response to over exposure from 
health hazards or injury to themselves and other em- 
ployees; and in the recognition of subsequent symptoms 
which may result from over exposures. 

(iii) The employer shall certify that each covered em- 
ployee has attended and successfully completed the 
training required in this subsection, or shall certify the 
employee's competency at least yearly. The method used 
to demonstrate competency for certification of training 
shall be recorded and maintained by the employer. 

(d) Procedures for handling emergency incidents. 
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(i) In addition to the elements for the emergency re- 
sponse plan required in (b) of this subsection, the fol- 
lowing elements shall be included for emergency re- 
sponse plans to the extent that they do not repeat any 
information already contained in the emergency response 
plan: 

(A) Site topography, layout, and prevailing weather 
conditions. 

(B) Procedures for reporting incidents to local, state, 
and federal governmental agencies. 

(ii) The emergency response plan shall be compatible 
and integrated with the disaster, fire, and/or emergency 
response plans of local, state, and federal agencies. 

(iii) The emergency response plan shall be rehearsed 
regularly as part of the overall training program for site 
operations. 

(iv) The site emergency response plan shall be re- 
viewed periodically and, as necessary, be amended to 
keep it current with new or changing site conditions or 
information. 

(v) An employee alarm system shall be installed in 
accordance with WAC 296-24-631 to notify employees 
of an emergency situation; to stop work activities if nec- 
essary; to lower background noise in order to speed 
communication; and to begin emergency procedures. 

(vi) Based upon the information available at time of 
the emergency, the employer shall evaluate the incident 
and the site response capabilities and proceed with the 
appropriate steps to implement the site emergency re- 
sponse plan. 


AMENDATORY SECTION (Amending Order 90-14, 
filed 10/1/90, effective 11/15/90) 


WAC 296-62-3160 APPENDIX A—PERSONAL 
PROTECTIVE EQUIPMENT TEST METHODS. 
This appendix sets forth the nonmandatory examples of 
tests which may be used to evaluate compliance with 
WAC 296-62-3060. Other tests and other challenge 
agents may be used to evaluate compliance. 

(1) Totally-encapsulating chemical protective suit 
pressure test. 

(a) Scope. 

(i) This practice measures the ability of a gas tight 
totally-encapsulating chemical protective suit material, 
seams, and closures to maintain a fixed positive pressure. 
The results of this practice allow the gas tight integrity 
of a total-encapsulating chemical protective suit to be 
evaluated. 

(ii) Resistance of the suit materials to permeation, 
penetration, and degradation by specific hazardous sub- 
stances is not determined by this test method. 

(b) ((Bescription)) Definition of terms. 

(i) "Totally-encapsulated chemical protective suit 
(TECP suit)" means a full body garment which is con- 
structed of protective clothing materials; covers the 
wearer's torso, head, arms, and legs; may cover the 
wearer's hands and feet with tightly attached gloves and 
boots; completely encloses the wearer and respirator by 
itself or in combination with the wearer's gloves and 
boots. 

(ii) "Protective clothing material" means any material 
or combination of materials used in an item of clothing 
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for the purpose of isolating parts of the body from direct 
contact with a potentially hazardous liquid or gaseous 
chemicals. 

(iii) "Gas tight" means for the purpose of this test 
method the limited flow of a gas under pressure from the 
inside of a TECP suit to atmosphere at a prescribed 
pressure and time interval. 

(c) Summary of test method. The TECP suit is visu- 
ally inspected and modified for the test. The test appa- 
ratus is attached to the suit to permit inflation to the 
pretest suit expansion pressure for removal of suit 
wrinkles and creases. The pressure is lowered to the test 
pressure and monitored for three minutes. If the pres- 
sure drop is excessive, the TECP suit fails the test and is 
removed from service. The test is repeated after leak lo- 
cation and repair. 

(d) Required supplies. 

(i) Source of compressed air. 

(ii) Test apparatus for suit testing including a pres- 
sure measurement device with a sensitivity of at least 
1/4 inch water gauge. 

(iii) Vent valve closure plugs or sealing tape. 

((€vi))) (iv) Soapy water solution and soft brush. 

(v) Stop watch or appropriate timing device. 

(e) Safety precautions. Care shall be taken to provide 
the correct pressure safety devices required for the 
source of compressed air used. 

(f) Test procedure. Prior to each test, the tester shall 
perform a visual inspection of the suit. Check the suit 
for seam integrity by visually examining the seams and 
gently pulling on the seams. Ensure that all air supply 
lines, fittings, visor, zippers, and valves are secure and 
show no signs of deterioration. 

(i) Seal off the vent valves along with any other nor- 
mal inlet or exhaust points (such as umbilical air line 
fittings or facepiece opening) with tape or other appro- 
priate means (caps, plugs, fixture, etc.). Care should be 
exercised in the sealing process not to damage any of the 
suit components. 

(ii) Close all closure assemblies. 

(iii) Prepare the suit for inflation by providing an im- 
provised connection point on the suit for connecting an 
airline. Attach the pressure test apparatus to the suit to 
permit suit inflation from a compressed air source 
equipped with a pressure indicating regulator. The leak 
tightness of the pressure test apparatus should be tested 
before and after each test by closing off the end of the 
tubing attached to the suit and assuring a pressure of 
three inches water gauge for three minutes can be main- 
tained. If а component is removed for the test, that 
component shall be replaced and a second test conducted 
with another component removed to permit a complete 
test of the ensemble. i 

(iv) The pretest expansion pressure (A) and the suit 
test pressure (B) shall be supplied by the suit manufac- 
turer, but in no case shall they be less than (A) = 3 
inches water gauge and (B) = 2 inches water gauge. The 
ending suit pressure (C) shall be no less than eighty 
percent of the test pressure (B); i.e., the pressure drop 
shall not exceed twenty percent of the test pressure (B). 

(v) Inflate the suit until the pressure inside is equal to 
pressure (A), the pretest expansion suit pressure. Allow 
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at least one minute to fill out the wrinkles in the suit. 
Release sufficient air to reduce the suit pressure to pres- 
sure (B), the suit test pressure. Begin timing. At the end 
of three minutes, record the suit pressure as pressure 
(C), the ending suit pressure. The difference between the 
suit test pressure and the ending suit test pressure (В)- 
(C) shall be defined as the suit pressure drop. 

(vi) If the suit pressure drop is more than twenty per- 
cent of the suit test pressure (B) during the three minute 
test period, the suit fails the test and shall be removed 
from service. 

(g) Retest procedure. 

(i) If the suit fails the test check for leaks by inflating 
the suit to pressure (A) and brushing or wiping the en- 
tire suit (including seams, closures, lens gaskets, glove- 
to-sleeve joints, etc.) with a mild soap and water solu- 
tion. Observe the suit for the formation of soap bubbles, 
which is an indication of a leak. Repair all identified 
leaks. 

(ii) Retest the TECP suit as outlined in (f) of this 
subsection. 

(h) Report. Each TECP suit tested by this practice 
shall have the following information recorded. 

(i) Unique identification number, identifying brand 
name, date of purchase, material of construction, and 
unique fit features; e.g., special breathing apparatus. 

(ii) The actual values for test pressures (A), (B), and 
(C) shall be recorded along with the specific observation 
times. If the ending pressure (C) is less than eighty per- 
cent of the test pressure (B), the suit shall be identified 
as failing the test. When possible, the specific leak loca- 
tion shall be identified in the test records. Retest pres- 
sure data shall be recorded as an additional test. 

(іі) The source of the test apparatus used shall be 
identified and the sensitivity of the pressure gauge shall 
be recorded. 

(iv) Records shall be kept for each pressure test even 
if repairs are being made at the test location. 

Caution. Visually inspect all parts of the suit to be 
sure they are positioned correctly and secured tightly 
before putting the suit back into service. Special care 
should be taken to examine each exhaust valve to make 
sure it is not blocked. Care should also be exercised to 
assure that the inside and outside of the suit is com- 
pletely dry before it is put into storage. 

(2) Totally-encapsulating chemical protective suit 
qualitative leak test. 

(a) Scope. 

(i) This practice semi-qualitatively tests gas tight to- 
tally-encapsulating chemical protective suit integrity by 
detecting inward leakage of ammonia vapor. Since no 
modifications are made to the suit to carry out this test, 
the results from this practice provide a realistic test for 
the integrity of the entire suit. 

(ii) Resistance of the suit materials to permeation, 
penetration, and degradation is not determined by this 
test method. ASTM test methods are available to test 
suit materials for those characteristics and the tests are 
usually conducted by the manufacturers of the suits. 

(b) Definition of terms. 
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(i) "Totally-encapsulated chemical protective suit 
(TECP suit)" means a full body garment which is con- 
structed of protective clothing materials; covers the 
wearer's torso, head, arms, and legs; may cover the 
wearer's hands and feet with tightly attached gloves and 
boots; completely encloses the wearer and respirator by 
itself or in combination with the wearer's gloves and 
boots. 

(ii) "Protective clothing material" means any material 
or combination of materials used in an item of clothing 
for the purpose of isolating parts of the body from direct 
contact with a potentially hazardous liquid or gaseous 
chemicals. 

(iii) "Gas tight" means for the purpose of this test 
method the limited flow of a gas under pressure from the 
inside of a TECP suit to atmosphere at a prescribed 
pressure and time interval. 

(iv) "Intrusion coefficient." A number expressing the 
level of protection provided by a gas tight totally— 
encapsulating chemical protective suit. The intrusion co- 
efficient is calculated by dividing the test room challenge 
agent concentration by the concentration of challenge 
agent found inside the suit. The accuracy of the intru- 
sion coefficient is dependent on the challenge agent 
monitoring methods. The larger the intrusion coefficient, 
the greater the protection provided by the TECP suit. 

(c) Summary of recommended practice. The volume 
of concentrated aqueous ammonia solution (ammonia 
hydroxide, NH,OH) required to generate the test at- 
mosphere is determined using the directions outlined in 
WAC 296-62-3190 (2)(0)(1). The suit is donned by a 
person wearing the appropriate respiratory equipment 
(either a positive pressure self-contained breathing ap- 
paratus or a supplied air respirator) and worn inside the 
enclosed test room. The concentrated aqueous ammonia 
solution is taken by the suited individual into the test 
room and poured into an open plastic рап. А two-min- 
ute evaporation period is observed before the test room 
concentration is measured using a high range ammonia 
length of stain detector tube. When the ammonia reach- 
es a concentration of between 1000 and 1200 ppm, the 
suited individual starts a standardized exercise protocol 
to stress and flex the suit. After this protocol is complet- 
ed the test room concentration is measured again. The 
suited individual exits the test room and his stand-by 
person measures the ammonia concentration inside the 
suit using a low range ammonia length of stain detector 
tube or other more sensitive ammonia detector. A stand— 
by person is required to observe the test individual dur- 
ing the test procedure, aid the person in donning and 
doffing the TECP suit and monitor the suit interior. The 
intrusion coefficient of the suit can be calculated by di- 
viding the average test area concentration by the interior 
suit concentration. A colorimetric indicator strip of 
bromophenol blue is placed on the inside of the suit 
facepiece lens so that the suited individual is able to de- 
tect a color change and know if the suit has a significant 
leak. If a color change is observed the individual should 
leave the test room immediately. 

(d) Required supplies. 

(i) A supply of concentrated ((ammonia)) aqueous 
ammonium hydroxide, 58% by weight. 
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(ii) A supply of bromophenol/blue indicating paper, 
sensitive to 5-10 ppm ammonia or greater over a two- 
minute period of exposure [pH 3.0 (yellow) to pH 4.6 
(blue)]. 

(iii) A supply of high range (0.5-10 volume percent) 
and low range (5—700 ppm) detector tubes for ammonia 
and the corresponding sampling pump. More sensitive 
ammonia detectors can be substituted for the low range 
detector tubes to improve the sensitivity of this practice. 

(iv) A shallow plastic pan (PVC) at least 12":14":1" 
and a half pint plastic container (PVC) with tightly 
closing lid. 

(v) A graduated cylinder or other volumetric measur- 
ing device of at least fifty milliliters in volume with an 
accuracy of at least +1 milliliters. 

(e) Safety precautions. 

(1) Concentrated aqueous ammonium hydroxide, NH, 
OH is a corrosive volatile liquid requiring eye, skin, and 
respiratory protection. The person conducting the test 
shall review the MSDS for aqueous ammonia. 

(ii) Since the established permissible exposure limit 
for ammonia is 35 ppm as a 15 minute ((PEE)) STEL, 
only persons wearing a positive pressure self-contained 
breathing apparatus or a supplied air respirator shall be 
in the chamber. Normally only the person wearing the 
total-encapsulating suit will be inside the chamber. A 
stand-by person shall have a self-contained breathing 
apparatus, or a positive pressure supplied air respirator 
available to enter the test area should the suited individ- 
ual need assistance. 

(iii) A method to monitor the suited individual must 
be used during this test. Visual contact is the simplest 
but other methods using communication devices are 
acceptable. 

(iv) The test room shall be large enough to allow the 
exercise protocol to be carried out and then to be venti- 
lated to allow for easy exhaust of the ammonia test at- 
mosphere after the test(s) are completed. 

(v) Individuals shall be medically screened for the use 
of respiratory protection and checked for allergies to 
ammonia before participating in this test procedure. 

(f) Test procedure. 

(i) Measure the test area to the nearest foot and cal- 
culate its volume in cubic feet. Multiply the test area 
volume by 0.2 milliliters of concentrated aqueous am- 
monia per cubic foot of test area volume to determine 
the approximate volume of concentrated aqueous ammo- 
nia required to generate 1000 ppm in the test area. 

(A) Measure this volume from the supply of concen- 
trated ammonia and place it into a closed plastic 
container. 

(B) Place the container, several high range ammonia 
detector tubes and the pump in the clean test pan and 
locate it near the test area entry door so that the suited 
individual has easy access to these supplies. 

(ii) In a noncontaminated atmosphere, open а 
presealed ammonia indicator strip and fasten one end of 
the strip to the inside of the suit face shield lens where it 
can be seen by the wearer. Moisten the indicator strip 
with distilled water. Care shall be taken not to contami- 
nate the detector part of the indicator paper by touching 
it. A small piece of masking tape or equivalent should be 
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used to attach the indicator strip to the interior of the 
suit face shield. 

(iii) If problems are encountered with this method of 
attachment the indicator strip can be attached to tne 
outside of the respirator facepiece being used during the 
test. 

(iv) Don the respiratory protective device normally 
used with the suit, and then don the TECP suit to be 
tested. Check to be sure all openings which are intended 
to be sealed (zippers, gloves, etc.) are completely sealed. 
DO NOT, however, plug off any venting valves. 

(v) Step into the enclosed test room such as a closet, 
bathroom, or test booth, equipped with an exhaust fan. 
No air should be exhausted from the chamber during 
the test because this will dilute the ammonia challenge 
concentrations. 

(vi) Open the container with the premeasured volume 
of concentrated aqueous ammonia within the enclosed 
test room, and pour the liquid into the empty plastic test 
pan. Wait two minutes to allow for adequate volatiliza- 
tion of the concentrated aqueous ammonia. A small 
mixing fan can be used near the evaporation pan to in- 
crease the evaporation rate of the ammonia solution. 

(vii) After two minutes a determination of the ammo- 
nia concentration within the chamber should be made 
using the high range colorimetric detector tube. A con- 
centration of 1000 ppm ammonia or greater shall be 
generated before the exercises are started. 

(viii) To test the integrity of the suit the following 
four minute exercise protocol should be followed: 

(A) Raising the arms above the head with at least fif- 
teen raising motions completed in one minute. 

(B) Walking in place for one minute with at least fif- 
teen raising motions of each leg іп a one-minute period. 

(C) Touching the toes with at least ten complete mo- 
tions of the arms from above the head to touching of the 
toes in a one-minute period. 

(D) Knee bends with at least ten complete standing 
and squatting motions in a one-minute period. 

(ix) If at any time during the test the colorimetric in- 
dicating paper should change colors the test should be 
stopped and (f)(x) and (xi) of this subsection initiated. 

(x) After completion of the test exercise, the test area 
concentration should be measured again using the high 
range colorimetric detector tube. 

(xi) Exit the test area. 

(xii) The opening created by the suit zipper or other 
appropriate suit penetration should be used to determine 
the ammonia concentration in the suit with the low 
range length of stain detector tube or other ammonia 
monitor. The internal TECP suit air should be sampled 
far enough from the enclosed test area to prevent a false 
ammonia reading. 

(xiii) After completion of the measurement of the suit 
interior ammonia concentration the test is concluded and 
the suit is doffed and the respirator removed. 

(xiv) The ventilating fan for the test room should be 
turned on and allowed to run for enough time to remove 
the ammonia gas. The fan shall be vented to the outside 
of the building. 

(xv) Any detectable ammonia in the suit interior (5 
ppm ammonia (NH3) or more for the length of stain 


Washington State Register, Issue 91—24 


detector tube) indicates the suit failed the test. When 
other ammonia detectors are used, a lower level of de- 
tection is possible and it should be specified as the pass/ 
fail criteria. 

(xvi) By following this test method an intrusion coef- 
ficient of approximately two hundred or more can be 
measured with the suit in a completely operational con- 
dition. If the intrusion coefficient is 200 or more, then 
the suit is suitable for emergency response and field use. 

(g) Retest procedures. 

(i) If the suit fails this test, check for leaks by follow- 
ing the pressure test in test (A) above. 

(ii) Retest the TECP suit as outlined in the test pro- 
cedure in (f) of this subsection. 

(h) Report. 

(i) Each gas tight totally-encapsulating chemical pro- 
tective suit tested by this practice shall have the follow- 
ing information recorded. 

(A) Unique identification number, identifying brand 
name, date of purchase, material of construction, and 
unique suit features; e.g., special breathing apparatus. 

(B) General description of test room used for test. 

(C) Brand name and purchase date of ammonia de- 
tector strips and color change data. 

(D) Brand name, sampling range, and expiration date 
of the length of stain ammonia detector tubes. The 
brand name and model of the sampling pump should 
also be recorded. If another type of ammonia detector is 
used, it should be identified along with its minimum de- 
tection limit for ammonia. 

(E) Actual test results shall list the two test area con- 
centrations, their average, the interior suit concentration, 
and the calculated intrusion coefficient. Retest data shall 
be recorded as an additional test. 

(ii) The evaluation of the data shall be specified as 
"suit passed" or "suit failed" and the date of the test. 
Any detectable ammonia (5 ppm or greater for the 
length of stain detector tube) in the suit interior indi- 
cates the suit fails this test. When other ammonia detec- 
tors are used, a lower level of detection is possible and it 
should be specified as the pass/fail criteria. 

Caution. Visually inspect all parts of the suit to be 
sure they are positioned correctly and secured tightly 
before putting the suit back into service. Special care 
should be taken to examine each exhaust valve to make 
sure it is not blocked. 

Care should also be exercised to assure that the inside 
and outside of the suit is completely dry before it is put 
into storage. 

Reviser's note: The brackets and enclosed material in the text of 


the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending Order 90-10, 
filed 8/13/90, effective 9/24/90) 


WAC 296-62-07521 LEAD. 
application. 

(a) This section applies to all occupational exposure to 
lead, except as provided in subdivision (1)(b). 

(b) This section does not apply to the construction in- 
dustry or to agricultural operations covered by chapter 
296-306 WAC. 


(1) Scope and 
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(2) Definitions as applicable to this part. 

(a) "Action level" — employee exposure, without re- 
gard to the use of respirators, to an airborne concentra- 
tion of lead of thirty micrograms per cubic meter of air 
(30 ug/ т?) averaged over an eight-hour period. 

(b) "Director" - the director of the department of la- 
bor and industries. 

(c) "Lead" — metallic lead, all inorganic lead com- 
pounds, and organic lead soaps. Excluded from this defi- 
nition are all other organic lead compounds. 


(3) General requirements. 

(a) Employers will assess the hazards of lead in the 
work place and provide information to the employees 
about the hazards of the lead exposures to which they 
may be exposed. 

(b) Information provided shall include: 

(i) Exposure monitoring (including employee 
notification); 

(ii) Written compliance programs; 

(iii) Respiratory protection programs; 

(iv) Personnel protective equipment and housekeeping; 

(v) Medical surveillance and examinations; 

(vi) Training requirements; 


(vii) Recordkeeping requirements. 
(4) Permissible exposure limit (PEL). 


(a) The employer shall assure that no employee is ex- 
posed to lead at concentrations greater than fifty micro- 
grams per cubic meter of air (50 ug/m ) averaged over 
an eight-hour period. 

(b) If an employee is exposed to lead for more than 
eight hours in any work day, the permissible exposure 
limit, as a time weighted average (TWA) for that day, 
shall be reduced according to the following formula: 


Maximum permissible limit (in ug/ m^) - 
400 -- hours worked in the day. 


(c) When respirators are used to supplement engi- 
neering and work practice controls to comply with the 
PEL and all the requirements of subsection (((6))) (7) 
have been met, employee exposure, for the purpose of 
determining whether the employer has complied with the 
PEL, may be considered to be at the level provided by 
the protection factor of the respirator for those periods 
the respirator is worn. Those periods may be averaged 
with exposure levels during periods when respirators are 
not worn to determine the employee's daily TWA 
exposure. 

((44))) (5) Exposure monitoring. 

(a) General. 

(i) For the purposes of subsection ((€4))) (5), em- 
ployee exposure is that exposure which would occur if 
the employee were not using a respirator. 

(ii) With the exception of monitoring under subdivi- 
sion ((€4)) (5)(с), the employer shall collect full shift 
(for at least seven continuous hours) personal samples 
including at least one sample for each shift for each job 
classification in each work area. 

(iii) Full shift personal samples shall be representative 
of the monitored employee's regular, daily exposure to 
lead. 

(b) Initial determination. Each employer who has a 
workplace or work operation covered by this standard 
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shall determine if any employee may be exposed to lead 
at or above the action level. 

(c) Basis of initial determination. 

(i) The employer shall monitor employee exposures 
and shall base initial determinations on the employee 
exposure monitoring results and any of the following, 
relevant considerations: 

(A) Any information, observations, or calculations 
which would indicate employee exposure to lead; 

(B) Any previous measurements of airborne lead; and 

(C) Any employee complaints of symptoms which 
may be attributable to exposure to lead. 

(ii) Monitoring for the initial determination may be 
limited to a representative sample of the exposed em- 
ployees who the employer reasonably believes are ex- 
posed to the greatest airborne concentrations of lead in 
the workplace. 

(iii) Measurements of airborne lead made in the pre- 
ceding twelve months may be used to satisfy the re- 
quirement to monitor under item ((€4))) (5)(c)(i) if the 
sampling and analytical methods used meet the accuracy 
and confidence levels of subdivision ((€4))) (5)(i) of this 
section. 

(d) Positive initial determination and initial 
monitoring. | 

(i) Where a determination conducted under subdivi- 
sion ((64))) (5)(b) and ((€4)) (5)(c) of this section 
shows the possibility of any employee exposure at or 
above the action level, the employer shall conduct moni- 
toring which is representative of the exposure for each 
employee in the workplace who is exposed to lead. 

(ii) Measurements of airborne lead made in the pre- 
ceding twelve months may be used to satisfy this re- 
quirement if the sampling and analytical methods used 
meet the accuracy and confidence levels of subdivision 
((€43)) (5)(1) of this section. 

(e) Negative initial determination. Where a determi- 
nation, conducted under subdivisions ((€4))) (5)(b) and 
((43)) (5)(c) of this section is made that no employee is 
exposed to airborne concentrations of lead at or above 
the action level, the employer shall make a written 
record of such determination. The record shall include at 
least the information specified in subdivision ((€43)) 
(5Хс) of this section and shall also include the date of 
determination, location within the worksite, and the 
name and social security number of each employee 
monitored. 

(f) Frequency. 

(i) If the initial monitoring reveals employee exposure 
to be below the action level the measurements need not 
be repeated except as otherwise provided in subdivision 
((643)) (5)(g) of this section. 

(ii) If the initial determination or subsequent moni- 
toring reveals employee exposure to be at or above the 
action level but below the permissible exposure limit the 
employer shall repeat monitoring in accordance with this 
subsection at least every six months. The employer shall 
continue monitoring at the required frequency until at 
least two consecutive measurements, taken at least seven 
days apart, are below the action level at which time the 
employer may discontinue monitoring for that employee 
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except as otherwise provided in subdivision ((€4})) 
(5)(g) of this section. 

(iii) If the initial monitoring reveals that employee 
exposure is above the permissible exposure limit the em- 
ployer shall repeat monitoring quarterly. The employer 
shall continue monitoring at the required frequency until 
at least two consecutive measurements, taken at least 
seven days apart, are below the PEL but at or above the 
action level at which time the employer shall repeat 
monitoring for that employee at the frequency specified 
in item ((€4))) (5)(f)(ii), except as otherwise provided in 
subdivision (((43)) (5)(g) of this section. 

(g) Additional monitoring. Whenever there has been a 
production, process, control or personnel change which 
may result in new or additional exposure to lead, or 
whenever the employer has any other reason to suspect a 
change which may result in new or additional exposures 
to lead, additional monitoring in accordance with this 
subsection shall be conducted. 

(h) Employee notification. 

(i) Within five working days after the receipt of mon- 
itoring results, the employer shall notify each employee 
in writing of the results which represent that employee's 
exposure. 

(ii) Whenever the results indicate that the representa- 
tive employee exposure, without regard to respirators, 
exceeds the permissible exposure limit, the employer 
shall include in the written notice a statement that the 
permissible exposure limit was exceeded and a descrip- 
tion of the corrective action taken or to be taken to re- 
duce exposure to or below the permissible exposure limit. 

(i) Accuracy of measurement. The employer shall use 
a method of monitoring and analysis which has an accu- 
racy (to a confidence level of ninety-five percent) of not 
less than plus or minus twenty percent for airborne con- 
centrations of lead equal to or greater than 30 ug/m'. 

((65))) (6) Methods of compliance. 

(a) Engineering and work practice controls. 

(i) Where any employee is exposed to lead above the 
permissible exposure limit for more than thirty days per 
year, the employer shall implement engineering and 
work practice controls (including administrative con- 
trols) to reduce and maintain employee exposure to lead 
in accordance with the implementation schedule in Table 
I below, except to the extent that the employer can 
demonstrate that such controls are not feasible. Wher- 
ever the engineering and work practice controls which 
can be instituted are not sufficient to reduce employee 
exposure to or below the permissible exposure limit, the 
employer shall nonetheless use them to reduce exposures 
to the lowest feasible level and shall supplement them by 
the use of respiratory protection which complies with the 
requirements of subsection ((€6})) (7) of this section. 

(ii) Where any employee is exposed to lead above the 
permissible exposure limit, but for thirty days or less per 
year, the employer shall implement engineering controls 
to reduce exposures to 200 ug/m', but thereafter may 
implement any combination of engineering, work prac- 
tice (including administrative controls), and respiratory 
controls to reduce and maintain employee exposure to 
lead to or below 50 ug/m'. 
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TABLE I 
IMPLEMENTATION SCHEDULE 


Compliance Dates? 
100 


ug/ m* 


200 , 
ug/m 


50 


Industry! ug/m? 


June 29, 1991. 


Q) ?June 29, 1984 
June 29, 1986. 


Primary lead production . . 
(C) June 29, 1984 


Secondary lead production 
Lead-acid battery 
manufacturing 
Automobile manufacture/ 

solder grinding 
Electronics, gray iron found 
ries, ink manufacture, 
paints and coatings man- 
ufacture, wall paper man- 
ufacture, can manufac— 
ture, and printing 
Brass and bronze ingot 
manufacture, lead 
chemical manufacture, 
and secondary copper 
smelting 
Nonferrous foundries 
All other industries 


() June 29, 1983... "June 29, 1986. 


N/A ? june 29, 1986. 


N/A June 29, 1982. 


45 years. 
455 years. 
42 1/2 years. 


N/A 
N/A 
N/A 


Note: ! Includes ancillary activities located on the same worksite. 


2This date is calculated by counting, from June 29, 1981, (the 
date when the United States Supreme Court denied certiorari 
and lifted the stay on the implementation of paragraph ((€5})) 
(6)(a)), the number of years specified for the particular indus- 
try in the original lead standard for compliance with the given 
airborne exposure level. The denial of certiorari followed a de- 
cision of the United States Court of Appeals for the District of 
Columbia Circuit finding compliance with paragraph (((53)) 

6)(a) to be feasible for the relevant industries. 

On effective date. This continues an obligation from WAC 
296-62-07515 Table 1 which had been in effect since 1973. 
^Expressed as the number of years from the date on which the 
court lifts the stay on the implementation of paragraph ((€53)) 
{6)(а) for the particular industry. 

Large nonferrous foundries (20 or more employees) are re- 
quired to achieve 50 ug/m' by means of engineering and work 
practice controls. Small nonferrous foundries (fewer than 20 
employees), however, are only required to achieve 75 ug/m 
by such controls. All foundries are required to comply within 
five years. 


(b) Respiratory protection. Where engineering and 
work practice controls do not reduce employee exposure 
to or below the 50 ug/m” permissible exposure limit, the 
employer shall supplement these controls with respira- 
tors in accordance with subsection (((6))) (7). 

(c) Compliance program. 

(i) Each employer shall establish and implement a 
written compliance program to reduce exposures to or 
below the permissible exposure limit, and interim levels 
if applicable, solely by means of engineering and work 
practice controls in accordance with the implementation 
schedule in subdivision ((€5))) (6)(a). 

(ii) Written plans for these compliance programs shall 
include at least the following: 

(A) A description of each operation in which lead is 
emitted; e.g., machinery used, material processed, con- 
їго]з in place, crew size, employee job responsibilities, 
operating procedures and maintenance practices; 

(B) A description of the specific means that will be 
employed to achieve compliance, including engineering 
plans and studies used to determine methods selected for 
controlling exposure to lead; 
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(C) A report of the technology considered in meeting 
the permissible exposure limit; 

(D) Air monitoring data which documents the source 
of lead emissions; 

(E) A detailed schedule for implementation of the 
program, including documentation such as copies of 
purchase orders for equipment, construction contracts, 
etc.; 

(F) A work practice program which includes items 
required under subsections ((€7)) (8), ((83)) (9) and 
((€9))) (10) of this regulation; 

(G) An administrative control schedule required by 
subdivision ((£53)) (6)(f), if applicable; and 

(H) Other relevant information. 

(iii) Written programs shall be submitted upon re- 
quest to the director, and shall be available at the work- 
site for examination and copying by the director, any 
affected employee ог authorized | employee 
representatives. 

(iv) Written programs shall be revised and updated at 
least every six months to reflect the current status of the 
program. 

(d) Bypass of interim level. Where an employer's 
compliance plan provides for a reduction of employee 
exposures to or below the PEL solely by means of engi- 
neering and work practice controls in accordance with 
the implementation schedule in Table I, and the em- 
ployer has determined that compliance with the 100 
ug/ m? interim level would divert resources to the extent 
that it clearly precludes compliance, otherwise attain- 
able, with the PEL by the required time, the employer 
may proceed with the plan to comply with the PEL in 
lieu of compliance with the interim level if: 

(i) The compliance plan clearly documents the basis 
of the determination; 

(ii) The employer takes all feasible steps to provide 
maximum protection for employees until the PEL is met; 
and 

(iii) The employer notifies the director in writing 
within ten working days of the completion or revision of 
the compliance plan reflecting the determination. 

(e) Mechanical ventilation. 

(i) When ventilation is used to control exposure, mea- 
surements which demonstrate the effectiveness of the 
system in controlling exposure, such as capture velocity, 
duct velocity, or static pressure shall be made at least 
every three months. Measurements of the system's effec- 
tiveness in controlling exposure shall be made within five 
days of any change in production, process, or control 
which might result in a change in employee exposure to 
lead. 

(ii) Recirculation of air. If air from exhaust ventila- 
tion is recirculated into the workplace, the employer 
shall assure that (A) the system has a high efficiency fil- 
ter with reliable back-up filter; and (B) controls to 
monitor the concentration of lead in the return air and 
to bypass the recirculation system automatically if it 
fails are installed, operating, and maintained. 

(f) Administrative controls. If administrative controls 
are used as a means of reducing employees TWA expo- 
sure to lead, the employer shall establish and implement 
a job rotation schedule which includes: 
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(i) Name or identification number of each affected 
employee; 

(ii) Duration and exposure levels at each job or work 
station where each affected employee is located; and 

(iii) Any other information which may be useful in 
assessing the reliability of administrative controls to re- 
duce exposure to lead. 

((66))) (7) Respiratory protection. 

(a) General. Where the use of respirators is required 
under this section, the employer shall provide, at no cost 
to the employee, and assure the use of respirators which 
comply with the requirements of this subsection. Respir- 
ators shall be used in the following circumstances: 

(i) During the time period necessary to install or im- 
plement engineering or work practice controls, except 
that after the dates for compliance with the interim lev- 
els in Table I, no employer shall require an employee to 
wear a negative pressure respirator longer than 4.4 hours 
per day; 

(ii) In work situations in which engineering and work 
practice controls are not sufficient to reduce exposures to 
or below the permissible exposure limit; and 

(iii) Whenever an employee requests a respirator. 

(b) Respirator selection. 

(i) Where respirators are required under this section 
the employer shall select the appropriate respirator or 
combination of respirators from Table II. 


TABLE li 
RESPIRATORY PROTECTION FOR LEAD AEROSOLS 


Airborne Concentration of 


Lead or Condition of Use Required Respirator! 


Not in excess of 0.5 mg/m? Half-mask, air-purifying respirator 
(10X PEL). equipped with high efficiency 
filters.“ 


Not in excess of 2.5 mg/m? 
(50X PEL). 


Full facepiece, air-purifying res— 
pirator with high efficiency 
filters. 


Not in excess of 50 mg/m? 
(1000X PEL). 


(1) Any powered, air-purifying 
respirątor with high efficiency 
filters”; or (2) Half-mask sup- 
plied air respirator operated in 
positive-pressure mode. 
Supplied-air respirators with full 


facepiece, hood, helmet, or suit, 
operated in positive pressure mode. 


Not in excess of 100 mg/m? 
(2000X PEL). 


Full facepiece, self-contained 
breathing apparatus operated in 
positive-pressure mode. 


Greater than 100 mg/m), 
unknown concentration or 
fire fighting. 


Note: 'Respirators specified for high concentrations can be used at 
lower concentrations of lead. 
Full facepiece is required if the lead aerosols cause eye or 
skin irritation at the use concentrations. 
3A high efficiency particulate filter means 99.97 percent effi- 
cient against 0.3 micron size particles. 


(ii) The employer shall provide a powered, air—puri- 
fying respirator in lieu of the respirator specified, in Ta- 
ble IT whenever: 

(A) An employee chooses to use this type of respira- 
tor; and 

(B) This respirator will provide adequate protection to 
the employee. 

(iii) The employer shall select respirators from among 
those approved for protection against lead dust, fume, 
and mist by the Mine Safety and Health Administration 
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and the National Institute for Occupational Safety and 
Health (NIOSH) under the provisions of 30 CFR Part 
11. 

(c) Respirator usage. 

(i) The employer shall assure that the respirator is- 
sued to the employee exhibits minimum facepiece leak- 
age and that the respirator is fitted properly. 

(ii) Employers shall perform either quantitative or 
qualitative face fit tests at the time of initial fitting and 
at least every six months thereafter for each employee 
wearing negative pressure respirators. The qualitative fit 
tests may be used only for testing the fit of half-mask 
respirators where they are permitted to be worn, and 
shall be conducted in accordance with Appendix D. The 
tests shall be used to select facepieces that provide the 
required protection as prescribed in Table II. 

(iii) If an employee exhibits difficulty in breathing 
during the fitting test or during use, the employer shall 
make available to the employee an examination in ac- 
cordance with subitem ((€48))) (11)(c)G)(C) of this 
section to determine whether the employee can wear a 
respirator while performing the required duty. 

(d) Respirator program. 

(i) The employer shall institute a respiratory protec- 
tion program in accordance with WAC 296-62-071. 

(ii) The employer shall permit each employee who 
uses a filter respirator to change the filter elements 
whenever an increase in breathing resistance is detected 
and shall maintain an adequate supply of filter elements 
for this purpose. 

(iii) Employees who wear respirators shall be permit- 
ted to leave work areas to wash their face and respirator 
facepiece whenever necessary to prevent skin irritation 
associated with respirator use. 

((€4)) (8) Protective work clothing and equipment. 

(a) Provision and use. If an employee is exposed to 
lead above the PEL, without regard to the use of respir- 
ators or where the possibility of skin or eye irritation ex- 
ists, the employer shall provide at no cost to the em- 
ployee and assure that the employee uses appropriate 
protective work clothing and equipment such as, but not 
limited to: 

(i) Coveralls or similar full-body work clothing; 

(ii) Gloves, hats, and shoes or disposable shoe cover- 
lets; and 

(iii) Face shields, vented goggles, or other appropriate 
protective equipment which complies with WAC 296- 
24-078. 

(b) Cleaning and replacement. 

(i) The employer shall provide the protective clothing 
required in subdivision ((€7)) (8)(a) of this section in a 
clean and dry condition at least weekly, and daily to 
employees whose exposure levels without regard to a 
respirator are over 200 „g/m? of lead as an eight-hour 
TWA. 

(ii) The employer shall provide for the cleaning, laun- 
dering, or disposal of protective clothing and equipment 
required by subdivision ((€7))) (8)(a) of this section. 

(iii) The employer shall repair or replace required 
protective clothing and equipment as needed to maintain 
their effectiveness. 
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(iv) The employer shall assure that all protective 
clothing is removed at the completion of a work shift 
only in change rooms provided for that purpose as pre- 
scribed in subdivision (((9))) (10)(b) of this section. 

(v) The employer shall assure that contaminated pro- 
tective clothing which is to be cleaned, laundered, or 
disposed of, is placed in a closed container in the 
change-room which prevents dispersion of lead outside 
the container. 

(vi) The employer shall inform in writing any person 
who cleans or launders protective clothing or equipment 
of the potentially harmful effects of exposure to lead. 

(vii) The employer shall assure that the containers of 
contaminated protective clothing and equipment re- 
quired by subdivision (((7))) (8)(b)(v) are labeled as 
follows: 


CAUTION: CLOTHING CONTAMINATED WITH 
LEAD. DO NOT REMOVE DUST BY BLOWING 
OR SHAKING. DISPOSE OF LEAD CONTAMINA- 
TED WASH WATER IN ACCORDANCE WITH 
APPLICABLE LOCAL, STATE, OR FEDERAL 
REGULATIONS. 


(viii) The employer shall prohibit the removal of lead 
from protective clothing or equipment by blowing, shak- 
ing, or any other means which disperses lead into the air. 

(((83)) (9) Housekeeping. 

(a) Surfaces. All surfaces shall be maintained as free 
as practicable of accumulations of lead. 

(b) Cleaning floors. 

(1) Floors and other surfaces where lead accumulates 
may not be cleaned by the use of compressed air. 

(ii) Shoveling, dry or wet sweeping, and brushing may 
be used only where vacuuming or other equally effective 
methods have been tried and found not to be effective. 

(c) Vacuuming((;)) . Where vacuuming methods аге 
selected, the vacuums shall be used and emptied in a 
manner which minimizes the reentry of lead into the 
workplace. 

(((93)) (10) Hygiene facilities and practices. 

(a) The employer shall assure that in areas where 
employees are exposed to lead above the PEL, without 
regard to the use of respirators, food or beverage is not 
present or consumed, tobacco products are not present or 
used, and cosmetics are not applied, except in change 
rooms, lunchrooms, and showers required under subdivi- 
sion (((9))) (10)(b) through ((€9})) (10)(d) of this 
section. 

(b) Change rooms. 

(i) The employer shall provide clean change rooms for 
employees who work in areas where their airborne expo- 
sure to lead is above the PEL, without regard to the use 
of respirators. 

(ii) The employer shall assure that change rooms are 
equipped with separate storage facilities for protective 
work clothing and equipment and for street clothes 
which prevent cross-contamination. 

(c) Showers. 

(i) The employer shall assure that employees who 
work in areas where their airborne exposure to lead is 
above the PEL, without regard to the use of respirators, 
shower at the end of the work shift. 
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(ii) The employer shall provide shower facilities in ac- 
cordance with WAC 296-24-12009. 

(iii) The employer shall assure that employees who 
are required to shower pursuant to item (((93)) 
(10)(c)(i) do not leave the workplace wearing any cloth- 
ing or equipment worn during the work shift. 

(d) Lunchrooms. 

(i) The employer shall provide lunchroom facilities for 
employees who work in areas where their airborne expo- 
sure to lead is above the PEL, without regard to the use 
of respirators. 

(ii) The employer shall assure that lunchroom facili- 
ties have a temperature controlled, positive pressure, fil- 
tered air supply, and are readily accessible to employees. 

(iii) The employer shall assure that employees who 
work in areas where their airborne exposure to lead is 
above the PEL without regard to the use of a respirator 
wash their hands and face prior to eating, drinking, 
smoking or applying cosmetics. 

(iv) The employer shall assure that employees do not 
enter lunchroom facilities with protective work clothing 
or equipment unless surface lead dust has been removed 
by vacuuming, downdraft booth, or other cleaning 
method. 

(e) Lavatories. The employer shall provide an ade- 
quate number of lavatory facilities which comply with 
WAC 296-24-12009 (1) and (2). 

((ӨӨҘ)) (11) Medical surveillance. 

(a) General. 

(i) The employer shall institute a medical surveillance 
program for all employees who are or may be exposed 
above the action level for more than thirty days per year. 

(ii) The employer shall assure that all medical exami- 
nations and procedures are performed by or under the 
supervision of a licensed physician. 

(iii) The employer shall provide the required medical 
surveillance including multiple physician review under 
item ((69))) (11)(c)(iii) without cost to employees and 
at a reasonable time and place. 

(b) Biological monitoring. 

(i) Blood lead and ZPP level sampling and analysis. 
The employer shall make available biological monitoring 
in the form of blood sampling and analysis for lead and 
zinc protoporphyrin levels to each employee covered un- 
der item ((09))) (11)(a)(i) of this section on the fol- 
lowing schedule: 

(A) At least every six months to each employee cov- 
ered under item (((19))) (11)(a)(i) of this section; 

(B) At least every two months for each employee 
whose last blood sampling and analysis indicated a blood 
lead level at or above 40 4g/100 g of whole blood. This 
frequency shall continue until two consecutive blood 
samples and analyses indicate a blood lead level below 
40 ug/100 g of whole blood; and 

(C) At least monthly during the removal period of 
each employee removed from exposure to lead due to an 
elevated blood lead level. 

(ii) Follow-up blood sampling tests. Whenever the re- 
sults of a blood lead level test indicate that an 
employee's blood lead level exceeds the numerical crite- 
rion for medical removal under item ((€H3)) (12)(a)(i), 
the employer shall provide a second (follow-up) blood 
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sampling test within two weeks after the employer re- 
ceives the results of the first blood sampling test. 

(iii) Accuracy of blood lead level sampling and analy- 
sis. Blood lead level sampling and analysis provided pur- 
suant the this section shall have an accuracy (to a confi- 
dence level of ninety-five percent) within plus or minus 
fifteen percent or 6 ир/100 ml, whichever is greater, and 
shall be conducted by a laboratory licensed by the Cen- 
ter for Disease Control (CDC), United States Depart- 
ment of Health, Education and Welfare or which has 
received a satisfactory grade in blood lead proficiency 
testing from CDC in the prior twelve months. 

(iv) Employee notification. Within five working days 
after the receipt of biological monitoring results, the 
employer shall notify in writing each employee whose 
blood lead level exceeds 40 ug/100 g: (A) of that 
employee's blood lead level and (B) that the standard 
requires temporary medical removal with medical re- 
moval protection benefits when an employee's blood lead 
level exceeds the numerical criterion for medical removal 
under item ((€FP)) (12) (a) (i) of this section. 

(c) Medical examinations and consultations. 

(i) Frequency. The employer shall make available 
medical examinations and consultations to each employ- 
ee covered under item ((€*03)) (11)(a)(i) of this section 
on the following schedule: 

(A) At least annually for each employee for whom a 
blood sampling test conducted at any time during the 
preceding twelve months indicated a blood lead level at 
or above 40 ug/100 g; 

(B) Prior to assignment for each employee being as- 
signed for the first time to an area in which airborne 
concentrations of lead are at or above the action level; 

(C) As soon as possible, upon notification by an em- 
ployee either that the employee has developed signs or 
symptoms commonly associated with lead intoxication, 
that the employee desires medical advice concerning the 
effects of current or past exposure to lead on the 
employee's ability to procreate a healthy child, or that 
the employee has demonstrated difficulty in breathing 
during a respirator fitting test or during use; and 

(D) As medically appropriate for each employee ei- 
ther removed from exposure to lead due to a risk of sus- 
taining material impairment to health, or otherwise lim- 
ited pursuant to a final medical determination. 

(п) Content. Medical examinations made available 
pursuant to subitems (((30))) (11)(c)()(A) through (B) 
of this section shall include the following elements: 

(A) A detailed work history апа-а medical history, 
with particular attention to past lead exposure (occupa- 
tional and nonoccupational), personal habits (smoking, 
hygiene), and past gastrointestinal, hematologic, renal, 
cardiovascular, reproductive and neurological problems; 

(B) A thorough physical examination, with particular 
attention to teeth, gums, hematologic, gastrointestinal, 
renal, cardiovascular, and neurological systems. Pulmo- 
nary status should be evaluated if respiratory protection 
will be used; 

(C) A blood pressure measurement; 

(D) A blood sample and analysis which determines: 

(I) Blood lead level; 
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(II) Hemoglobin and hematocrit determinations, red 
cell indices, and examination of peripheral smear 
morphology; 

(III) Zinc protoporphyrin; 

(IV) Blood urea nitrogen; and 

(V) Serum creatinine; 

(E) A routine urinalysis with microscopic examina- 
tion; and 

(F) Any laboratory or other test which the examining 
physician deems necessary by sound medical practice. 

The content of medical examinations made available 
pursuant (о subitems ((€t9))) (11)(c)(i)(C) through (D) 
of this section shall be determined by an examining 
physician and, if requested by an employee, shall include 
pregnancy testing or laboratory evaluation of male 
fertility. 

(iii) Multiple physician review mechanism. 

(A) If the employer selects the initial physician who 
conducts any medical examination or consultation pro- 
vided to an employee under this section, the employee 
may designate a second physician: 

(I) To review any findings, determinations or recom- 
mendations of the initial physician; and 

(II) To conduct such examinations, consultations, and 
laboratory tests as the second physician deems necessary 
to facilitate this review. 

(B) The employer shall promptly notify an employee 
of the right to seek a second medical opinion after each 
occasion that an initial physician conducts a medical ex- 
amination or consultation pursuant to this section. The 
employer may condition its participation in, and pay- 
ment for, the multiple physician review mechanism upon 
the employee doing the following within fifteen days af- 
ter receipt of the foregoing notification, or receipt of the 
initial physician's written opinion, whichever is later: 

(I) The employee informing the employer that he or 
she intends to seek a second medical opinion, and 

(II) The employee initiating steps to make an ap- 
pointment with a second physician. 

(C) If the findings, determinations ог recommenda- 
tions of the second physician differ from those of the 
initial physician, then the employer and the employee 
shall assure that efforts are made for the two physicians 
to resolve any disagreement. 

(D) If the two physicians have been unable to quickly 
resolve their disagreement, then the employer and the 
employee through their respective physicians shall desig- 
nate a third physician: 

(I) To review any findings, determinations or recom- 
mendations of the prior physicians; and 

(II) To conduct such examinations, consultations, lab- 
oratory tests and discussions with the prior physicians as 
the third physician deems necessary to resolve the disa- 
greement of the prior physicians. 

(E) The employer shall act consistent with the find- 
ings, determinations and recommendations of the third 
physician, unless the employer and the employee reach 
an agreement which is otherwise consistent with the rec- 
ommendations of at least one of the three physicians. 

(iv) Information provided to examining and consulting 
physicians. 
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(A) The employer shall provide an initial physician 
conducting a medical examination or consultation under 
this section with the following information: 

(D A copy of this regulation for lead including all 
appendices; 

(II) A description of the affected employee's duties as 
they relate to the employee's exposure; 

(III) The employee's exposure level or anticipated ex- 
posure level to lead and to any other toxic substance (if 
applicable); 

(IV) A description of any personal protective equip- 
ment used or to be used; 

(V) Prior blood lead determinations; and 

(VI) АП prior written medical opinions concerning the 
employee in the employer's possession or control. 

(B) The employer shall provide the foregoing infor- 
mation to a second or third physician conducting a med- 
ical examination or consultation under this section upon 
request either by the second or third physician, or by the 
employee. 

(v) Written medical opinions. 

(A) The employer shall obtain and furnish the em- 
ployee with a copy of a written medical opinion from 
each examining or consulting physician which contains 
the following information: 

(I) The physician's opinion as to whether the employ- 
ee has any detected medical condition which would place 
the employee at increased risk of material impairment of 
the employee's health from exposure to lead; 

(II) Any recommended special protective measures to 
be provided to the employee, or limitations to be placed 
upon the employee's exposure to lead; 

(ІШ) Any recommended limitation upon the 
employee's use of respirators, including a determination 
of whether the employee can wear a powered air purify- 
ing respirator if a physician determines that the employ- 
ee cannot wear a negative pressure respirator; and 

(IV) The results of the blood lead determinations. 

(B) The employer shall instruct each examining and 
consulting physician to: 

(I) Not reveal either in the written opinion, or in any 
other means of communication with the employer, find- 
ings, including laboratory results, or diagnoses unrelated 
to an employee's occupational exposure to lead; and 

(II) Advise the employee of any medical condition, 
occupational or nonoccupational, which dictates further 
medical examination or treatment. 

(vi) Alternate physician determination mechanisms. 
The employer and an employee or authorized employee 
representative may agree upon the use of any expedi- 
tious alternate physician determination mechanism in 
lieu of the multiple physician review mechanism provid- 
ed by this subsection so long as the alternate mechanism 
otherwise satisfies the requirements contained in this 
subsection. 

(d) Chelation. 

(i) The employer shall assure that any person whom 
he retains, employs, supervises or controls does not en- 
gage in prophylactic chelation of any employee at any 
time. 

(ii) If therapeutic or diagnostic chelation is to be per- 
formed by any person in item (((9))) (11)(d)(1), the 
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employer shall assure that it be done under the supervi- 
sion of a licensed physician in a clinical setting with 
thorough and appropriate medical monitoring and that 
the employee is notified in writing prior to its 
occurrence. 

((ӨНӘ)) (12) Medical removal protection. 

(a) Temporary medical removal and return of an 
employee. 

(i) Temporary removal due to elevated blood lead 
levels. 

(A) First year of the standard. During the first year 
following the effective date of the standard, the employer 
shall remove an employee from work having a daily 
eight hour TWA exposure to lead at or above 100 
ug/ m? on each occasion that a periodic and a follow-up 
blood sampling test conducted pursuant to this section 
indicate that the employee's blood lead level is at or 
above 80 ug/100 g of whole blood; 

(B) Second year of the standard. During the second 
year following the effective date of the standard, the 
employer shall remove an employee from work having a 
daily eight hour TWA exposure to lead at or above 50 
ug/m” on each occasion that a periodic and a follow-up 
blood sampling test conducted pursuant to this section 
indicate that the employee's blood lead level is at or 
above 70 ug/100 g of whole blood; 

(C) Third year of the standard, and thereafter. Be- 
ginning with the third year following the effective date 
of the standard, the employer shall remove an employee 
from work having an exposure to lead at or above the 
action level on each occasion that a periodic and a fol- 
low-up blood sampling test conducted pursuant to this 
section indicate that the employee's blood lead level is at 
or above 60 ug/100 g of whole blood; and 

(D) Fifth year of the standard, and thereafter. Begin- 
ning with the fifth year following the effective date of 
the standard, the employer shall remove an employee 
from work having an exposure to lead at or above the 
action level on each occasion that the average of the last 
three blood sampling tests conducted pursuant to this 
section (or the average of all blood sampling tests con- 
ducted over the previous six months, whichever is long- 
er) indicates that the employee's blood lead level is at or 
above 50 ир/100 g of whole blood; provided, however, 
that an employee need not be removed if the last blood 
sampling test indicates a blood lead level at or below 40 
ug /100 g of whole blood. 

(ii) Temporary removal due to a final medical 
determination. 

(A) The employer shall remove an employee from 
work having an exposure to lead at or above the action 
level on each occasion that a final medical determination 
results in a medical finding, determination, or opinion 
that the employee has a detected medical condition 
which places the employee at increased risk of material 
impairment to health from exposure to lead. 

(B) For the purposes of this section, the phrase "final 
medical determination" shall mean the outcome of the 
multiple physician review mechanism or alternate medi- 
cal determination mechanism used pursuant to the med- 
ical surveillance provisions of this section. 
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(C) Where a final medical determination results in 
any recommended special protective measures for an 
employee, or limitations on an employee's exposure to 
lead, the employer shall implement and act consistent 
with the recommendation. 

(iii) Return of the employee to former job status. 

(A) The employer shall return an employee to his or 
her former job status: 

(I) For an employee removed due to a blood lead level 
at or above 80 4g/100 g, when two consecutive blood 
sampling tests indicate that the employee's blood lead 
level is at or below 60 4g/100 g of whole blood; 

(II) For an employee removed due to a blood lead 
level at or above 70 ug/100 р, when two consecutive 
blood sampling tests indicate that the employee's blood 
lead level is at or below 50 „g/100 g of whole blood; 

(III) For an employee removed due to a blood lead 
level at or above 60 ир/100 р, or due to an average 
blood lead level at or above 50 ug/100 g, when two con- 
secutive blood sampling tests indicate that the 
employee's blood lead level is at or below 40 ug/100 р of 
whole blood; 

(IV) For an employee removed due to a final medical 
determination, when a subsequent final medical determi- 
nation results in a medical finding, determination, or 
opinion that the employee no longer has a detected 
medical condition which places the employee at in- 
creased risk of material impairment to health from ex- 
posure to lead. 

(B) For the purposes of this section, the requirement 
that an employer return an employee to his or her 
former job status is not intended to expand upon or re- 
strict any rights an employee has or would have had, 
absent temporary medical removal, to a specific job 
classification or position under the terms of a collective 
bargaining agreement. 

(іу) Removal of other employee special protective 
measure or limitations. The employer shall remove any 
limitations placed on an employee or end any special 
protective measures provided to an employee pursuant to 
a final medical determination when a subsequent final 
medical determination indicates that the limitations or 
special protective measures are no longer necessary. 

(v) Employer options pending a final medical deter- 
mination. Where the multiple physician review mecha- 
nism, or alternate medical determination mechanism 
used pursuant to the medical surveillance provisions of 
this section, has not yet resulted in a final medical de- 
termination with respect to an employee, the employer 
shall act as follows: 

(A) Removal. The employer may remove the employ- 
ee from exposure to lead, provide special protective 
measures to the employee, or place limitations upon the 
employee, consistent with the medical findings, determi- 
nations, or recommendations of any of the physicians 
who have reviewed the employee's health status. 

(B) Return. The employer may return the employee to 
his or her former job status, end any special protective 
measures provided to the employee, and remove any 
limitations placed upon the employee, consistent with the 
medical findings, determinations, or recommendations of 
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any of the physicians who have reviewed the employee's 
health status, with two exceptions. If: 

(1) The initial removal, special protection, or limita- 
tion of the employee resulted from a final medical deter- 
mination which differed from the findings, determina- 
tions, or recommendations of the initial physician; or 

(II) The employee has been on removal status for the 
preceding eighteen months due to an elevated blood lead 
level, then the employer shall await a final medical 
determination. 

(b) Medical removal protection benefits. 

(i) Provision of medical removal protection benefits. 
. The employer shall provide to an employee up to eight- 
een months of medical removal protection benefits on 
each occasion that an employee is removed from expo- 
sure to lead or otherwise limited pursuant to this section. 

(ii) Definition of medical removal protection benefits. 
For the purposes of this section, the requirement that an 
employer provide medical removal protection benefits 
means that the employer shall maintain the earnings, 
seniority and other employment rights and benefits of an 
employee as though the employee had not been removed 
from normal exposure to lead or otherwise limited. 

(iii) Follow-up medical surveillance during the period 
of employee removal or limitation. During the period of 
time that an employee is removed from normal exposure 
to lead or otherwise limited, the employer may condition 
the provision of medical removal protection benefits 
upon the employee's participation in follow-up medical 
surveillance made available pursuant to this section. 

(iv) Workers' compensation claims. If a removed em- 
ployee files a claim for workers' compensation payments 
for a lead-related disability, then the employer shall 
continue to provide medical removal protection benefits 
pending disposition of the claim. To the extent that an 
award is made to the employee for earnings lost during 
the period of removal, the employer's medical removal 
protection obligation shall be reduced by such amount. 
The employer shall receive no credit for workers' com- 
pensation payments received by the employee for treat- 
ment related expenses. 

(v) Other credits. The employer's obligation to pro- 
vide medical removal protection benefits to a removed 
employee shall be reduced to the extent that the em- 
ployee receives compensation for earnings lost during the 
period of removal either from a publicly or employer— 
funded compensation program, or receives income from 
employment with another employer made possible by 
virtue of the employee's removal. 

(vi) Employees whose blood lead levels do not ade- 
quately decline within eighteen months of removal. The 
employer shall take the following measures with respect 
to any employee removed from exposure to lead due to 
an elevated blood lead level whose blood lead level has 
not declined within the past eighteen months of removal 
so that the employee has been returned to his or her 
former job status: 

(A) The employer shall make available to the em- 
ployee a medical examination pursuant to this section to 
obtain a final medical determination with respect to the 
employee; 
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(B) The employer shall assure that the final medical 
determination obtained indicates whether or not the em- 
ployee may be returned to his or her former job status, 
and if not, what steps should be taken to protect the 
employee's health; 

(C) Where the final medical determination has not yet 
been obtained, or once obtained indicates that the em- 
ployee may not yet be returned to his or her former job 
status, the employer shall continue to provide medical 
removal protection benefits to the employee until either 
the employee is returned to former job status, or a final 
medical determination is made that the employee is in- 
capable of ever safely returning to his or her former job 
status. 

(D) Where the employer acts pursuant to a final 
medical determination which permits the return of the 
employee to his or her former job status despite what 
would otherwise be an unacceptable blood lead level, 
later questions concerning removing the employee again 
shall be decided by a final medical determination. The 
employer need not automatically remove such an em- 
ployee pursuant to the blood lead level removal criteria 
provided by this section. 

(vii) Voluntary removal or restriction of an employee. 
Where an employer, although not required by this sec- 
tion to do so, removes an employee from exposure to 
lead or otherwise places limitations on an employee due 
to the effects of lead exposure on the employee's medical 
condition, the employer shall provide medical removal 
protection benefits to the employee equal to that re- 
quired by item ((ӨҒН)) (12) (b)(i) of this section. 

((€2})) (13) Employee information and training. 

(a) Training program. 

(i) Each employer who has a workplace in which there 
is a potential exposure to airborne lead at any level shall 
inform employees of the content of Appendices A and B 
of this regulation. 

(п) The employer shall institute a training program 
for and assure the participation of all employees who are 
subject to exposure to lead at or above the action level or 
for whom the possibility of skin or eye irritation exists. 

(iii) The employer shall provide initial training by one 
hundred eighty days from the effective date for those 
employees covered by item ((€*2))) (13)(a)(ii) on the 
standard's effective date and prior to the time of initial 
job assignment for those employees subsequently covered 
by this subsection. 

(iv) The training program shall be repeated at least 
annually for each employee. 

(v) The employer shall assure that each employee is 
informed of the following: 

(A) The content of this standard and its appendices; 

(B) The specific nature of the operations which could 
result in exposure to lead above the action level; 

(C) The purpose, proper selection, fitting, use, and 
limitations of respirators; 

(D) The purpose and a description of the medical 
surveillance program, and the medical removal protec- 
tion program including information concerning the ad- 
verse health effects associated with excessive exposure to 
lead (with particular attention to the adverse reproduc- 
tive effects on both males and females); 
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(E) The engineering controls and work practices asso- 
ciated with the employee's job assignment; 

(F) The contents of any compliance plan in effect; and 

(G) Instructions to employees that chelating agents 
should not routinely be used to remove lead from their 
bodies and should not be used at all except under the 
direction of a licensed physician. 

(b) Access to information and training materials. 

(i) The employer shall make readily available to all 
affected employees a copy of this standard and its 
appendices. 

(ii) The employer shall provide, upon request, all ma- 
terials relating to the employee information and training 
program to the director. 

(iii) In addition to the information required by item 
((&2))) (13)(a)(v), the employer shall include as part of 
the training program, and shall distribute to employees, 
any materials pertaining to the Occupational Safety and 
Health Act, the regulations issued pursuant to the act, 
and this lead standard, which are made available to the 
employer by the director. 

((A3)) (14) Signs. 

(a) General. 

(i) The employer may use signs required by other 
statutes, regulations or ordinances in addition to, or in 
combination with, signs required by this subsection. 

(ii) The employer shall assure that no statement ap- 
pears on or near any sign required by this subsection 
which contradicts or detracts from the meaning of the 
required sign. 

(b) Signs. 

(i) The employer shall post the following warning 
signs in each work area where the PEL is exceeded: 


WARNING 
LEAD WORK AREA 
POISON 
NO SMOKING OR EATING 


(ii) The employer shall assure that signs required by 
this subsection are illuminated and cleaned as necessary 
so that the legend is readily visible. 

((€+4})) (15) Recordkeeping. 

(a) Exposure monitoring. 

(i) The employer shall establish and maintain an ac- 
curate record of all monitoring required in subsection 
((€43)) (5) of this section. 

(ii) This record shall include: 

(A) The date(s), number, duration, location and re- 
sults of each of the samples taken, including a descrip- 
tion of the sampling procedure used to determine repre- 
sentative employee exposure where applicable; 

(B) A description of the sampling and analytical 
methods used and evidence of their accuracy; 

(C) The type of respiratory protective devices worn, if 
any; 

(D) Name, social security number, and job classifica- 
tion of the employee monitored and of all other employ- 
ees whose exposure the measurement is intended to rep- 
resent; and 

(E) the environmental variables that could affect the 
measurement of employee exposure. 
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(iii) The employer shall maintain these monitoring re- 
cords for at least forty years or for the duration of em- 
ployment plus twenty years, whichever is longer. 

(b) Medical surveillance. 

(i) The employer shall establish and maintain an ac- 
curate record for each employee subject to medical sur- 
veillance as required by subsection ((€(103)) (11) of this 
section. 

(ii) This record shall include: 

(A) The name, social security number, and descrip- 
tion of the duties of the employee; 

(B) A copy of the physician's written opinions; 

(C) Results of any airborne exposure monitoring done 
for that employee and the representative exposure levels 
supplied to the physician; and 

(D) Any employee medical complaints related to ex- 
posure to lead. 

(іп) The employer shall keep, or assure that the ex- 
amining physician keeps, the following medical records: 

(A) A copy of the medical examination results in- 
cluding medical and work history required under sub- 
section ((€19))) (11) of this section; 

(B) A description of the laboratory procedures and a 
copy of any standards or guidelines used to interpret the 
test results or references to that information; and 

(C) A copy of the results of biological monitoring. 

(iv) The employer shall maintain or assure that the 
physician maintains those medical records for at least 
forty years, or for the duration of employment plus 
twenty years, whichever is longer. 

(c) Medical removals. 

(1) The employer shall establish and maintain an ас- 
curate record for each employee removed from current 
exposure to lead pursuant to subsection (((t3)) (12) of 
this section. 

(ii) Each record shall include: 

(A) The name and social security number of the 
employee; 

(B) The date on each occasion that the employee was 
removed from current exposure to lead as well as the 
corresponding date on which the employee was returned 
to his or her former job status; 

(C) A brief explanation of how each removal was or is 
being accomplished; and 

(D) A statement with respect to each removal indi- 
cating whether or not the reason for the removal was an 
elevated blood lead level. 

(iii) The employer shall maintain each medical re- 
moval record for at least the duration of an employee's 
employment. 

(d) Availability. 

(1) The employer shall make available upon request all 
records required to be maintained by subsection ((f+4))) 
(15) of this section to the director for examination and 
copying. 

(ii) Environmental monitoring, medical removal, and 
medical records required by this subsection shall be pro- : 
vided upon request to employees, designated representa- 
tives, and the assistant director in accordance with 
WAC 296-62-05201 through 296-62-05209 and 296- 
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62-05213 through 296-62-05217. Medical removal ге- 
cords shall be provided in the same manner as епуігоп- 
mental monitoring records. 

(iii) Upon request, the employer shall make an 
employee's medical records required to be maintained by 
this section available to the affected employee or former 
employee or to a physician or other individual designat- 
ed by such affected employee or former employees for 
examination and copying. 

(e) Transfer of records. 

(i) Whenever the employer ceases to do business, the 
successor employer shall receive and retain all records 
required to be maintained by subsection ((4+4))) (15) of 
this section. 

(ii) Whenever the employer ceases to do business and 
there is no successor employer to receive and retain the 
records required to be maintained by this section for the 
prescribed period, these records shall be transmitted to 
the director. 

(iii) At the expiration of the retention period for the 
records required to be maintained by this section, the 
employer shall notify the director at least three months 
prior to the disposal of such records and shall transmit 
those records to the director if requested within the 
period. 

(iv) The employer shall also comply with any addi- 
tional requirements involving transfer of records set 
forth in WAC 296-62-05215. 

((€45))) (16) Observation of monitoring. 

(a) Employee observation. The employer shall provide 
affected employees or their designated representatives an 
opportunity to observe any monitoring of employee ex- 
posure to lead conducted pursuant to subsection ((€4))) 
(5) of this section. 

(b) Observation procedures. 

(i) Whenever observation of the monitoring of em- 
ployee exposure to lead requires entry into an area 
where the use of respirators, protective clothing or 
equipment is required, the employer shall provide the 
observer with and assure the use of such respirators, 
clothing and such equipment, and shall require the ob- 
server to comply with all other applicable safety and 
health procedures. 

(ii) Without interfering with the monitoring, observers 
shall be entitled to: 

(A) Receive an explanation of the measurement 
procedures; 

(B) Observe all steps related to the monitoring of lead 
performed at the place of exposure; and 

(C) Record the results obtained or receive copies of 
the results when returned by the laboratory. 

((6-63)) (17) Effective date. The effective date of this 
standard is September 6, 1980. 
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(18) Startup dates. АП obligations of this standard 
commence on the effective date except as follows: 

(a) The initial determination under subdivision ((64))) 
(S)(b) shall be made as soon as possible but no later 
than thirty days from the effective date. 

(b) Initial monitoring under subdivision ((Є9)) (5)(d) 
shall be completed as soon as possible but no later than 
ninety days from the effective date. 

(c) Initial biological monitoring and medical exami- 
nations under subsection (((19))) (11) shall be complet- 
ed as soon as possible but no later than one hundred 
eighty days from the effective date. Priority for biologi- 
cal monitoring and medical examinations shall be given 
to employees whom the employer believes to be at 
greatest risk from continued exposure. 

(d) Initial training and education shall be completed 
as soon as possible but no later than one hundred eighty 
days from the effective date. 

(e) Hygiene and lunchroom facilities under subsection 
((£93)) (10) shall be in operation as soon as possible but 
no later than one year from the effective year. 

(f) Respiratory protection required by subsection 
((€6})) (7) shall be provided as soon as possible but no 
later than the following schedule: 

(i) Employees whose eight-hour TWA exposure ex- 
ceeds 200 ug/m — on the effective date. 

(ii) Employees whose eight-hour TWA exposure ex- 
ceeds the PEL but is less than 200 шр/т” — one hun- 
dred fifty days from the effective date. 

(iii) Powered, air-purifying respirators provided under 
((€6))) (7)(b)(ii) — two hundred ten days from the ef- 
fective date. 

(iv) Quantitative fit testing required under item 
((€6))) (7)(c)(ii) — one year from effective date. Quali- 
tative fit testing is required in the interim. 

(g) Written compliance plans required by subdivision 
((657)) (6)(c) shall be completed and available for in- 
spection and copying as soon as possible but no later 
than the following schedule: 

(i) Employers for whom compliance with the PEL or 
interim level is required within one year from the effec- 
tive date - six months from the effective date. 

(ii) Employers in secondary lead smelting and refining 
and in lead storage battery manufacturing—one year 
from the effective date. 

(iii) Employers in primary smelting and refining in- 
dustry — one year from the effective date from the inter- 
im level; five years from the effective date for PEL. 

(iv) Plans for construction of hygiene facilities, if re- 
quired — six months from the effective date. 

(v) All other industries—one year from the date on 
which the court lifts the stay on the implementation of 
paragraph ((€5})) (6)(a) for the particular industry. 
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(h) The permissible exposure limit in subsection 
((@)) (4) shall become effective one hundred fifty days 
from the effective date. 


(19) Appendices. The information contained in the 
appendices to this section is not intended by itself, to 
create any additional obligations not otherwise imposed 
by this standard nor detract from any existing 
obligation. 

(a) Appendix A. Substance Data Sheet for Occupa- 
tional Exposure to Lead. 

(1) Substance identification. 


A) Substance. Pure lead (Pb) is a heavy metal at 


room temperature and pressure and is a basic chemical 
element. It can combine with various other substances to 
form numerous lead compounds. 

(B) Compounds covered by the standard. The word 
"lead" when used in this standard means elemental lead, 
all inorganic lead compounds (except those which are 
not biologically available due to either solubility or spe- 
cific chemical interaction), and a class of organic lead 
compounds called lead soaps. This standard does not ap- 
ply to other organic lead compounds. | 

(С) Uses. Exposure to lead occurs іп at least 120 dif- 
ferent_occupations, including primary and secondary 
lead smelting, lead storage battery manufacturing, lead 
pigment manufacturing and use, solder manufacturing 
and use, shipbuilding and ship repairing, auto manufac- 
turing, and printing. 

(D) Permissible exposure. The Permissible Exposure 


Limit (PEL) set by the standard is 50 micrograms of 
1 


ead per cubic meter of air (50 т”), averaged over 


an eight—hour work day. 

(E) Action level. The standard establishes an action 
level of 30 micrograms per cubic meter of air (30 z 
g/m time weighted average, based on an eight-hour 
work day. The action level initiates several requirements 
of the standard, such as exposure monitoring, medical 
surveillance, and training and education. 

(ii) Health hazard data. 

(A) Ways in which lead enters your body. 

(I) When absorbed into your body in certain doses 
lead is a toxic substance. The object of the lead standard 
is to prevent absorption of harmful quantities of lead. 
The standard is intended to protect you not only from 
the immediate toxic effects of lead, but also from the se- 
rious toxic effects that may not become apparent until 
years of exposure have passed. 

(II) Lead can be absorbed into your body by inhala- 


tion (breathing) and ingestion (eating). Lead (except for 


certain organic lead compounds not covered by the stan- 
dard, such as tetraethyl lead) is not absorbed through 
your skin. When lead is scattered in the air as a dust, 
fume or mist, it can be inhaled and absorbed through 
your lungs and upper respiratory tract. Inhalation of 
airborne lead is generally the most important source of 
occupational lead absorption. You can also absorb lead 
through your digestive system if lead gets into your 
mouth and is swallowed. If you handle food, cigarettes, 
chewing tobacco, or make-up which have lead on them 
or handle them with hands contaminated with lead, this 


will contribute to ingestion. 
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(III) A significant portion of the lead that you inhale 
or ingest gets into your blood stream. Once in your blood 
stream lead is circulated throughout your body and 
stored in various organs and body tissues. Some of this 
lead is quickly filtered out of your body and excreted, 
but some remains in your blood and other tissue. As ex- 
posure to lead continues, the amount stored in your body 
will increase if you are absorbing more lead than your 
body is excreting. Even though you may not be aware of 
any immediate symptoms of disease, this lead stored in 
your tissues can be slowly causing irreversible damage, 
first to individual cells, then to your organs and whole 
body systems. 

(B) Effects of overexposure to lead. 

I) Short-term (acute) overexposure. Lead is a potent, 
systemic poison that serves no known useful function 
once absorbed by your body. Taken in large enough 
doses, lead can kill you in a matter of days. A condition 
affecting the brain called acute encephalopathy may 
arise which develops quickly to seizures, coma, and 
death from cardiorespiratory arrest. A short-term dose 
of lead can lead to acute encephalopathy. Short-term 
occupational exposures of this magnitude are highly un- 
usual, but not impossible. Similar forms of encephalop- 
athy may, however arise from extended, chronic expo- 
sure to lower doses of lead. There is no sharp dividing 
line between rapidly developing acute effects of lead, and | 
chronic effects which take longer to acquire. Lead ad- 
versely affects numerous body systems, and causes forms 
of health impairment and disease which arise after peri- 
ods of exposure as short as days or as long as several 
years. 

(II) Long-term (chronic) overexposure. 

a) Chronic overexposure to lead may result in severe 
damage to your blood-forming, nervous, urinary and re- 
productive systems. Some common symptoms of chronic 
overexposure include loss of appetite, metallic taste in 
the mouth, anxiety, constipation, nausea, pallor, exces- 
sive tiredness, weakness, insomnia, headache, nervous ir- 
ritability, muscle and joint pain or soreness, fine tremors, 
numbness, dizziness, hyperactivity and colic. In lead col- 
ic there may be severe abdominal pain. 

b) Damage to the central nervous system in general 
and the brain (encephalopathy) in particular is one of 
the most severe forms of lead poisoning. The most se- 
vere, often fatal, form of encephalopathy may be pre- 
ceded by vomiting, a feeling of dullness progressing to 
drowsiness and stupor, poor memory, restlessness, irrit- 
ability, tremor, and convulsions. It may arise suddenly 
with the onset of seizures, followed by coma, and death. 
There is a tendency for muscular weakness to develop at 
the same time. This weakness may progress to paralysis 
often observed as a characteristic "wrist drop" or "foot 
drop" and is a manifestation of a disease to the nervous 
system called peripheral neuropathy. 

c) Chronic overexposure to lead also results in kidney 
disease with few, if any, symptoms appearing until ex- 
tensive and most likely permanent kidney damage has 
occurred. Routine laboratory tests reveal the presence of 
this kidney disease only after about two-thirds of kidney 
function is lost. When overt symptoms of urinary dys- 
function arise, it is often too late to correct or prevent 


1165) 


WSR 91-24-017 


worsening conditions, апа progression of kidney dialysis 
or death is possible. 

d) Chronic overexposure to lead impairs the герго- 
ductive systems of both men and women. Overexposure 
to lead may result in decreased sex drive, impotence and 
sterility in men. Lead can alter the structure of sperm 
cells raising the risk of birth defects. There is evidence of 
miscarriage and stillbirth in women whose husbands 
were exposed to lead or who were exposed to lead them- 
selves. Lead exposure also may result in decreased fer- 
tility, and abnormal menstrual cycles іп women. The 
course of pregnancy may be adversely affected by expo- 
sure to lead since lead crosses the placental barrier and 
poses risks to developing fetuses. Children born of par- 
ents either one of whom were exposed to excess lead 
levels are more likely to have birth defects, mental re- 
tardation, behavioral disorders or die during the first 
year of childhood. 

е) Overexposure to lead also disrupts the blood- 
forming system resulting in decreased hemoglobin (the 
substance in the blood that carries oxygen to the cells) 
and ultimately anemia. Anemia is characterized by 
weakness, pallor and fatigability as a result of decreased 
oxygen carrying capacity in the blood. 

(III) Health protection goals of the standard. 

a) Prevention of adverse health effects for most work- 
ers from exposure to lead throughout a working lifetime 
requires that worker blood lead (PbB) levels be main- 
tained at or below forty micrograms per one hundred 
grams of whole blood (40 ug/100g). The blood lead lev- 
els of workers (both male and female workers) who in- 
tend to have children should be maintained below 30 и 
g/100g to minimize adverse reproductive health effects 
to the parents and to the developing fetus. 

b) The measurement of your blood lead level is the 
most useful indicator of the amount of lead absorbed by 
your body. Blood lead levels (PbB) are most often re- 
ported in units of milligrams (mg) or micrograms (ug) 
of lead (1 те=1000 er 100 grams (100 100 
milliters (100 ml) or deciliter (dl) of blood. These three 
units are essentially the same. Sometimes PbB's are ex- 
pressed in the form of mg% or шр%. This is a shorthand 
notation for 100g, 100ml, or dl. 

c) PbB measurements show the amount of lead circu- 
lating in your blood stream, but do not give any infor- 
mation about the amount of lead stored in your various 
tissues. PbB measurements merely show current absorp- 
tion of lead, not the effect that lead is having on your 
body or the effects that past lead exposure may have al- 
ready caused. Past research into lead-related diseases, 
however, has focused heavily on associations between 
PbBs and various diseases. As a result, your PbB is an 
important indicator of the likelihood that you will grad- 
ually acquire a lead-related health impairment or 
disease. 

d) Once your blood lead level climbs above 40 yu 
g/100g, your risk of disease increases. There is a wide 
variability of individual response to lead, thus it is diffi- 
cult to say that a particular PbB in a given person will 
cause a particular effect. Studies have associated fatal 
encephalopathy with PbBs as low as 150 ug/100g. Other 
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studies have shown other forms of disease in some work- 


ers with PbBs well below 80 ug/100g. Your PbB is a 
crucial indicator of the risks to your health, but one 
other factor is extremely important. This factor is the 
length of time you have had elevated PbBs. The longer 
you have an elevated PbB, the greater the risk that large 
quantities of lead are being gradually stored in your or- 
gans and tissues (body burden). The greater your overall 
body burden, the greater the chances of substantial per- 
manent damage. 

е) The best way to prevent all forms of lead-related 
impairments and diseases—both short-term and long- 
term—is to maintain your PbB below 40 100g. The 
provisions of the standard are designed with this end in 
mind. Your employer has prime responsibility to assure 
that the provisions of the standard are complied with 
both by the company and by individual workers. You as 
a worker, however, also have a responsibility to assist 
your employer in complying with the standard. You can 
play a key role in protecting your own health by learning 
about the lead hazards and their control, learning what 
the standard requires, following the standard where it 
governs your own action, and seeing that your employer 
complies with the provisions governing his actions. 

(IV) Reporting signs and symptoms of health prob- 
lems. You should immediately notify your employer if 
you develop signs or symptoms associated with lead poi- 
soning or if you desire medical advice concerning the ef- 
fects of current or past exposure to lead on your ability 
to have a healthy child. You should also notify your em- 
ployer if you have difficulty breathing during a respira- 
tor fit test or while wearing a respirator. In each of these 
cases your employer must make available to you appro- 
priate medical examinations or consultations. These 
must be provided at no cost to you and at a reasonable 
time and place. 

(b) Appendix B. Employee Standard Summary. This 
appendix summarizes key provisions of the standard that 
you as a worker should become familiar with. The ap- 
pendix discusses the entire standard. 

(i) Permissible exposure limit (PEL). The standard 
sets a permissible exposure limit (PEL) of fifty micro- 
grams of lead per cubic meter of air (50 ug/m ), aver- 
aged over and eight-hour workday. This is the highest 
level of lead in air to which you may be permissibly ex- 
posed over an eight-hour workday. Since it is an eight- 
hour average it permits short exposures above the PEL 
so long as for each eight-hour workday your average 
exposure does not exceed the PEL. 

(ii) Exposure monitoring. 

(A) If lead is present in the work place where you 
work in any quantity, your employer is required to make 
an initial determination of whether the action level is 
exceeded for any employee. The initial determination 
must include instrument monitoring of the air for the 
presence of lead and must cover the exposure of a repre- 
sentative number of employees who are reasonably be- 
lieved to have the highest exposure levels. If your em- 
ployer has conducted appropriate air sampling for lead 
in the past year he may use these results. If there have 
been any employee complaints of symptoms which may 
be attributable to exposure to lead or if there is any 
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other information or observations which would indicate 


employee exposure to lead, this must also be considered 
as part of the initial determination. If this initial deter- 
mination shows that a reasonable possibility exists that 
any employee may be exposed, without regard to respir- 
ators, over the action level (30 ug/m') your employer 
must set up an air monitoring program to determine the 
exposure level of every employee exposed to lead at your 
work place. 

(B) In carrying out this air monitoring program, your 
employer is not required to monitor the exposure of ev- 
ery employee, but he or she must monitor a representa- 
tive number of employees and job types. Enough samp- 
ling must be done to enable each employee's exposure 
level to be reasonably represented by at least one full 
shift (at least seven hours) air sample. In addition, these 
air samples must be taken under conditions which repre- 
sent each employee's regular, daily exposure to lead. 

(C) If you are exposed to lead and air sampling is 
performed, your employer is required to quickly notify 
you in writing of air monitoring results which represent 
your exposure. If the results indicate your exposure ex- 
ceeds the PEL (without regard to your use of respira- 
tors), then your employer must also notify you of this in 
writing, and provide you with a description of the cor- 
rective action that will be taken to reduce your exposure. 

(D) Your exposure must be rechecked by monitoring 
every six months if your exposure is over the action level 
but below the PEL. Air monitoring must be repeated 
every three months if you are exposed over the PEL. 
Your employer may discontinue monitoring for you if 
two consecutive measurements, taken at least two weeks 
apart, are below the action level. However, whenever 
there is a production, process, control, or personnel 
change at your work place which may result in new or 
additional exposure to lead, or whenever there is any 
other reason to suspect a change which may result in 
new or additional exposure to lead, your employer must 
perform additional monitoring. 

(iii) Methods of compliance. Your employer is re- 
quired to assure that no employee is exposed to lead in 
excess of the PEL. The standard establishes a priority of 
methods to be used to meet the PEL. 

(iv) Respiratory protection. 

(A) Your employer is required to provide and assure 
your use of respirators when your exposure to lead is not 
controlled below the PEL by other means. The employer 
must pay the cost of the respirator. Whenever you re- 
quest one, your employer is also required to provide you 
a respirator even if your air exposure level does not ex- 
ceed the PEL. You might desire a respirator when, for 
example, you have received medical advice that your 
lead absorption should be decreased. Or, you may intend 
to have children in the near future, and want to reduce 
the level of lead in your body to minimize adverse re- 
productive effects. While respirators are the least satis- 
factory means of controlling your exposure, they are ca- 
pable of providing significant protection if properly cho- 
sen, fitted, worn, cleaned, maintained, and replaced 
when they stop providing adequate protection. 

(B) Your employer is required to select respirators 
from the seven types listed in Table II of the respiratory 
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protection section of chapter 296-62 WAC. Any respi- 
rator chosen must be approved by the Mine Safety and 
Health Administration (MSHA) or the National Insti- 
tute for Occupational Safety and Health (NIOSH). This 
respirator selection table will enable your employer to 
choose a type of respirator which will give you a proper 
amount of protection based on your airborne lead expo- 
sure. Your employer may select a type of respirator that 
provides greater protection than that required by the 
Standard; that is, one recommended for a higher concen- 
tration of lead than is present in your work place. For 
example, a powered air purifying respirator (PAPR) is 
much more protective than a typical negative—pressure 
respirator, and may also be more comfortable to wear. A 
PAPR has a filter, cartridge or canister to clean the air, 
and a power source which continuously blows filtered air 
into your breathing zone. Your employer might make a 
PAPR available to you to ease the burden of having to 
wear a respirator for long periods of time. 

C) Your employer must also start a respiratory pro- 
tection program. This program must include written 
procedures for the proper selection, use, cleaning, stor- 
age, and maintenance of respirators. 

(D) Your employer must assure that your respirator 
facepiece fits properly. Proper fit of a respirator face- 
piece is critical. Obtaining a proper fit on each employee 
may require your employer to make available two or 
three different mask types. Any respirator which has a 
filter, cartridge or canister which cleans the work room 
air before you breathe it and which requires the force of 
your inhalation to draw air through the filtering element 
is a negative pressure respirator. А positive pressure res- 
pirator supplies air to you directly. A quantitative fit test 
uses a sophisticated machine to measure the amount, if 
any, of test material that leaks into the facepiece of your 
respirator. Appendix D describes "qualitative" proce- 
dures which are acceptable under certain conditions. 

(E) You must also receive from your employer proper 
training in the use of respirators. Your employer is re- 
quired to teach you how to wear a respirator, to know 
why it is needed, and to understand its limitations. 

(F) The standard provides that if your respirator uses 
filler elements, you must be given an opportunity to 
change the filter elements whenever an increase in 
breathing resistance is detected. You also must be per- 
mitted to periodically leave your work area to wash your 
face and respirator facepiece whenever necessary to pre- 
vent skin irritation. If you ever have difficulty breathing 
during a fit test or while using a respirator, your em- 
ployer must make a medical examination available to 
you to determine whether you can safely wear a respira- 
tor. The result of this examination may be to give you a 
positive pressure respirator (which reduces breathing re- 
sistance) or to provide alternative meàns of protection. 

(v) Protective work clothing and equipment. If you 
are exposed to lead above the PEL, or if you are exposed 
to lead compounds such as lead arsenate or lead azide 
which can cause skin and eye irritation, your employer 
must provide you with protective work clothing and 
equipment appropriate for the hazard. If work clothing 
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is provided, it must be provided іп a clean and dry соп- 
dition at least weekly, and daily if your airborne expo- 


sure to lead is greater than 200 m. Appropriate 


protective work clothing and equipment can include соу- 
eralls or similar full-body work clothing, gloves, hats, 
shoes or disposable shoe coverlets, and face shields or 
vented goggles. Your employer is required to provide all 
such equipment at no cost to you. He or she is responsi- 
ble for providing repairs and replacement as necessary 
and also is responsible for the cleaning, laundering or 
disposal of protective clothing and equipment. Contami- 
nated work clothing or equipment must be removed in 
change rooms and not worn home or you will extend 
your exposure and expose your family since lead from 
your clothing can accumulate in your house, car, etc. 
Contaminated clothing which is to be cleaned, laundered 
or disposed of must be placed in closed containers in the 
change room. At no time may lead be removed from 
protective clothing or equipment by any means which 
disperses lead into the work room air. 

(vi) Housekeeping. Your employer must establish a 
housekeeping program sufficient to maintain all surfaces 
as free as practicable of accumulations of lead dust. 
Vacuuming is the preferred method of meeting this re- 
quirement, and the use of compressed air to clean floors 
and other surfaces is absolutely prohibited. Dry or wet 
sweeping, shoveling, or brushing may not be used except 
where vacuuming or other equally effective methods 
have been tried and do not work. Vacuums must be used 
and emptied in a manner which minimizes the reentry of 
lead into the work place. 

vii) Hygiene facilities and practices. 


(A) The standard requires that change rooms, showers 
and filtered air lunchrooms be constructed and made 
available to workers exposed to lead above the PEL. 
When the PEL is exceeded, the employer must assure 
that food and beverage is not present or consumed, to- 
bacco products are not present or used, and cosmetics 
are not applied, except in these facilities. Change rooms, 
showers and lunchrooms, must be used by workers ex- 
posed in excess of the PEL. After showering, no clothing 


or equipment worn during the shift may be worn home 
and this includes shoes and underwear. Your own cloth- 


ing worn during the shift should be carried home and 
cleaned carefully so that it does not contaminate your 
home. Lunchrooms may not be entered with protective 
clothing or equipment unless surface dust has been re- 
moved by vacuuming, downdraft booth or other cleaning 
methods. Finally, workers exposed above the PEL must 
wash both their hands and faces prior to eating, drink- 
ing, smoking or applying cosmetics. 

(B) АП of the facilities and hygiene practices just dis- 
cussed are essential to minimize additional sources of 
lead absorption from inhalation or ingestion of lead that 
may accumulate on you, your clothes or your posses- 
sions. Strict compliance with these provisions can virtu- 
ally eliminate several sources of lead exposure which 
significantly contribute to excessive lead absorption. 

(viii) Medical surveillance. 

(A) The medical surveillance program is part of the 
standard's comprehensive approach to the prevention of 
lead-related disease. Its purpose is to supplement the 
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main thrust of the standard which is aimed at minimiz- 


ing airborne concentrations of lead and sources of inges- 
tion. Only medical surveillance can determine if the oth- 
er provisions of the standard have effectively protected 
you as an individual. Compliance with the standard's 
provision will protect most workers from the adverse ef- 
fects of lead exposure, but may not be satisfactory to 
protect individual workers (I) who have high body bur- 
dens of lead acquired over past years, (II) who have ad- 
ditional uncontrolled sources of nonoccupational lead 
exposure, (III) who exhibit unusual variations in lead 
absorption rates, or (IV) who have specific nonwork re- 
lated medical conditions which could be aggravated by 
lead exposure (e.g., renal disease, anemia). In addition, 
control systems may fail, or hygiene and respirator pro- 
grams may be inadequate. Periodic medical surveillance 
of individual workers will help detect those failures. 
Medical surveillance will also be important to protect 
your reproductive ability — regardless of whether you are 
a man or a woman. 

(B) АП medical surveillance required by the standard 
must be performed by or under the supervision of a li- 
censed physician. The employer must provide required 
medical surveillance without cost to employees and at a 
reasonable time and place. The standard's medical sur- 
veillance program has two parts — periodic biological 
monitoring, and medical examinations. 

(C) Your employer's obligation to offer medical sur- 
veillance is triggered by the results of the air monitoring 
program. Medical surveillance must be made available 
to all employees who are exposed in excess of the action 
level for more than 30 days a year. The initial phase of 
the medical surveillance program, which included blood 
lead level tests and medical examinations, must be com- 
pleted for all covered employees no later than 180 days 
from the effective date of this standard. Priority within 
this first round of medical surveillance must be given to 
employees whom the employer believes to be at greatest 
risk from continued exposure (for example, those with 
the longest prior exposure to lead, or those with the 
highest current exposure). Thereafter, the employer 
must periodically make medical surveillance — both bio- 
logica! monitoring and medical examinations — available 
to all covered employees. 

(D) Biological monitoring under the standard consists 
of blood lead level (PbB) and zinc protoporphyrin tests 
at least every six months after the initial PbB test. A 
zinc protoporphyrin (ZPP) test is a very useful blood 
test which measures an effect of lead on your body. If a 
worker's PbB exceeds 40 „g/100g, the monitoring fre- 
quency must be increased from every six months to at 
least every two months and not reduced until two con- 
secutive PbBs indicate a blood lead level below 40 u 
g/ 100g. Each time your PbB is determined to be over 40 
ug/ 100g, your employer must notify you of this in writ- 
ing within five working days of the receipt of the test re- 
sults. The employer must also inform you that the stan- 
dard requires temporary medical removal with economic 
protection when your PbB exceeds certain criteria (see 
Discussion of Medical Removal Protection — subsection 
(12)). During the first year of the standard, this removal 
criterion is 80 ug/100g. Anytime your PbB exceeds 80 и 
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100g your employer must make available to you a 


prompt follow-up PbB test to ascertain your PbB. If the 
two tests both exceed 80 100g and you are tempo- 
rarily removed, then your employer must make succes- 
sive PbB tests available to you on a monthly basis during 
the period of your removal. 

(E) Medical examinations beyond the initial one must 
be made available on an annual basis if your blood lead 
levels exceeds 40 100g at any time during the pre- 
ceding year. The initial examination will provide infor- 
mation to establish a baseline to which subsequent data 
can be compared. An initial medical examination must 
also be made available (prior to assignment) for each 
employee being assigned for the first time to an area 
where the airborne concentration of lead equals or ex- 


ceeds the action level. In addition, a medical examina- 
tion or consultation must be made available as soon as 


possible if you notify your employer that you are experi- 
encing signs or symptoms commonly associated with 
lead poisoning or that you have difficulty breathing while 
wearing a respirator or during a respirator fit test. You 
must also be provided a medical examination or consul- 
tation if you notify your employer that you desire medi- 
cal advice concerning the effects of current or past ex- 
posure to lead on your ability to procreate a healthy 
child. 

(F) Finally, appropriate follow-up medical examina- 
tions or consultations may also be provided for employ- 
ees who have been temporarily removed from exposure 
under the medical removal protection provisions of the 
standard (see item (ix) below). 

(G) The standard specifies the minimum content of 
preassignment and annual medical examinations. The 
content of other types of medical examinations and con- 
sultations is left up to the sound discretion of the exam- 
ining physician. Preassignment and annual medical ex- 
aminations must include (I) a detailed work history and 
medical history, (II) a thorough physical examination, 
and (III) a series of laboratory tests designed to check 
your blood chemistry and your kidney function. In addi- 
tion, at any time upon your request, a laboratory evalu- 
ation of male fertility will be made (microscopic exami- 


nation of a sperm sample), or a pregnancy test will be 


given. 

(H) The standard does not require that you partici- 
pate in any of the medical procedures, tests, etc., which 
your employer is required to make available to you. 
Medical surveillance can, however, play a very impor- 
tant role in protecting your health. You are strongly en- 
couraged, therefore, to participate in a meaningful fash- 
ion. Generally, your employer will choose the physician 
who conducts medical surveillance under the lead stan- 
dard — unless you and your employer can agree on the 
choice of a physician or physicians. Some companies and 
unions have agreed in advance, for example, to use cer- 
tain independent medical laboratories or panels of phy- 
sicians. Any of these arrangements are acceptable so 
long as required medical surveillance is made available 
to workers. 

(I) The standard requires your employer to provide 
certain information to a physician to aid in his or her 
examination of you. This information includes (I) the 
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standard and its appendices, (II) a description of your 
duties as they relate to lead exposure, (III) your expo- 
sure level, (IV) a description of personal protective 
equipment you wear, (V) prior blood level results, and 
V]) prior written medical opinions concerning vou that 
the employer has. After a medical examination or con- 
sultation the physician must prepare a written report 
which must contain (1) the physician's opinion as to 
whether you have any medical conditions which places 
you at increased risk of material impairment to health 
from exposure to lead, (Il) any recommended special 
protective measures to be provided to you, (III) any 
blood lead level determinations, and (IV) any recom- 
mended limitation on your use of respirators. This last 
element must include a determination of whether you 
can wear a powered air purifying respirator (PAPR) if 
you are found unable to wear a negative pressure 
respirator. 

J) The medical surveillance program of the lead 
standard may at some point in time serve to notify cer- 
tain workers that they have acquired a disease or other 
adverse medical condition as a result of occupational 
lead exposure. If this is true these workers might have 
legal rights to compensation from public agencies, their 
employers, firms that supply hazardous products to their 
employers, or other persons. Some states have laws, in- 
cluding worker compensation laws, that disallow a 
worker to learn of a job-related health impairment to 
sue, unless the worker sues within a short period of time 
after learning of the impairment. (This period of time 
may be a matter of months or years.) An attorney can 
be consulted about these possibilities. It should be 
stressed that WISHA is in no way trying to either en- 
courage or discourage claims or lawsuits. However, since 
results of the standard's medical surveillance program 
can significantly affect the legal remedies of a worker 
who has acquired a job-related disease or impairment, it 
is proper for WISHA to make you aware of this. 

(K) The medical surveillance section of the standard 
also contains provisions dealing with chelation. 
Chelation is the use of certain drugs (administered in 
pill form or injected into the body) to reduce the amount 
of lead absorbed in body tissues. Experience accumulat- 
ed by the medical and scientific communities has largely 
confirmed the effectiveness of this type of therapy for the 
treatment of very severe lead poisoning. On the other 
hand it has also been established that there can be a 
long list of extremely harmful side effects associated 
with the use of chelating agents. The medical communi- 
ty has balanced the advantages and disadvantages re- 
sulting from the use of chelating agents in various cir- 
cumstances and has established when the use of these 
agents is acceptable. The standard includes these ac- 
cepted limitations due to a history of abuse of chelation 
therapy by some lead companies. The most widely used 
chelating agents are calcium disodium EDTA, (Ca 
Na;EDTA), Calcium Disodium Versenate (Versenate), 
and d--penicillamine (penicillamine or Cupramine). 

L) The standard prohibits "prophylactic chelation" 
of any employee by any person the employer retains, su- 
pervises or controls. "Prophylactic chelation” is the rou- 
tine use of chelating or similarly acting drugs to prevent 
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elevated blood levels in workers who are occupationally 
exposed to lead, or the use of these drugs to routinely 
lower blood lead levels to predesignated concentrations 
believed to be safe. It should be emphasized that where 
an employer takes a worker who has no symptoms of 
lead poisoning and has chelation carried out by a physi- 
cian (either inside or outside of a hospital) solely to re- 
duce the worker's blood lead level, that will generally be 
considered prophylactic chelation. The use of a hospital 
and a physician does not mean that prophylactic 
chelation is not being performed. Routine chelation to 
prevent increased or reduce current blood lead levels is 
unacceptable whatever the setting. 

(M) The standard allows the use of "therapeutic" or 
"diagnostic" chelation if administered under the super- 
vision of a licensed physician in a clinical setting with 
thorough and appropriate medical monitoring. Thera- 
peutic chelation responds to severe lead poisoning where 
there are marked symptoms. Diagnostic chelation, in- 
volves giving a patient a dose of the drug then collecting 
all urine excreted for some period of time as an aid to 
the diagnosis of lead poisoning. 

(N) In cases where the examining physician deter- 
mines that chelation is appropriate, you must be notified 
in writing of this fact before such treatment. This will 
inform you of a potentially harmful treatment, and allow 
you to obtain a second opinion. 

(ix) Medical removal protection. 

(A) Excessive lead absorption subjects you to in- 
creased risk of disease. Medical removal protection 
(MRP) is a means of protecting you when for whatever 
reasons, other methods, such as engineering controls, 
work practices, and respirators, have failed to provide 
the protection you need. MRP involves the temporary 
removal of a worker from his or her regular job to a 
place of significantly lower exposure without any loss of 
earnings, seniority, or other employment rights of bene- 
fits. The purpose of this program is to cease further lead 
absorption and allow your body to naturally excrete lead 
which has previously been absorbed. Temporary medical 


removal can result from an elevated blood lead level, or 


a medical opinion. Up to eighteen months of protection 
is provided as a result of either form of removal. The 
vast majority of removed workers, however, will return 
to their former jobs long before this eighteen month pe- 
riod expires. The standard contains special provisions to 
deal with the extraordinary but possible case where a 
long-term worker's blood lead level does not adequately 
decline during eighteen months of removal. 

(B) During the first year of the standard, if your 
blood lead level is 80 шр/100р or above you must be re- 
moved from any exposure where your air lead level 
without a respirator would be 100 ug/m ог above. If 
you are removed from your normal job you may not be 
returned until your blood lead level declines to at least 
60 100g. These criteria for removal and return will 


change according to the following schedule: 
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TABLE 1 
Effective Removal Blood Air Lead Return Blood Lead 
Date Level 100 m 100, 
9/6/81 At or above 70 50 or above At or below 50 
9/6/82 At or above 60 30 or above At or below 40 
9/6/84 At or above 50 30 or above At or below 40 


averaged over 


six months 


(C) You may also be removed from exposure even if 
your blood lead levels are below these criteria if a final 
medical determination indicates that you temporarily 
need reduced lead exposure for medical reasons. If the 
physician who is implementing your employers medical 
program makes a final written opinion recommending 
your removal or other special protective measures, your 
employer must implement the physician's recommenda- 
tion. If you are removed in this manner, you may only 
be returned when the physician indicates it is safe for 
you to do so. 

(D) The standard does not give specific instructions 
dealing with what an employer must do with a removed 
worker. Your job assignment upon removal is a matter 
for you, your employer and your union (if any) to work 
out consistent with existing procedures for job assign- 
ments. Each removal must be accomplished in a manner 
consistent with existing collective bargaining relation- 
ships. Your employer is given broad discretion to imple- 
ment temporary removals so long as no attempt is made 
to override existing agreements. Similarly, a removed 
worker is provided no right to veto an employer's choice 
which satisfies the standard. 

(E) In most cases, employers will likely transfer re- 
moved employees to other jobs with sufficiently low lead 
exposure. Alternatively, а worker's hours may be re- 
duced so that the time weighted average exposure is re- 
duced, or he or she may be temporarily laid off if no 
other alternative is feasible. 

(F) In all of these situations, MRP benefits must be 
provided during the period of removal — i.e., you contin- 
ue to receive the same earnings, seniority, and other 
rights and benefits you would have had if you had not 
been removed. Earnings include more that just your base 
wage; it includes overtime, shift differentials, incentives, 
and other compensation you would have earned if you 
had not been removed. During the period of removal you 
must also be provided with appropriate follow-up medi- 
cal surveillance. If you were removed because your blood 
lead level was too high, you must be provided with a 
monthly blood test. If a medical opinion caused your re- 
moval, you must be provided medical tests or examina- 
tions that the physician believes to be appropriate. If you 
do not participate in this follow-up medical surveillance, 
you may lose your eligibility for MRP benefits. 

(G) When you are medically eligible to return to your 
former job, your employer must return you to your 
"former job status." This means that you are entitled to 
the position, wages, benefits, etc., you would have had if 
you had not been removed. If you would still be in your 
old job if no removal had occurred, that is where you go 
back. If not, you are returned consistent with whatever 
job assignment discretion your employer would have had 


[170] 


Washington State Register, Issue 91-24 


if no removal had occurred. MRP only seeks to maintain 
your rights, not expand them or diminish them. 

(H) If you are removed under MRP and you are also 
eligible for worker compensation or other compensation 
for lost wages, your employer's MRP benefits obligation 
is reduced by the amount that you actually receive from 
these other sources. This is also true if you obtain other 
employment during the time you are laid off with MRP 
benefits. 

(1) The standard also covers situations where ап em- 
ployer voluntarily removes a worker from exposure to 
lead due to the effects of lead on the employee's medical 
condition, even though the standard does not require re- 
moval. In these situations MRP benefits must still be 
provided as though the standard required removal. Fi- 
nally, it is important to note that in all cases where re- 
moval is required, respirators cannot be used as a sub- 
stitute. Respirators may be used before removal becomes 
necessary, but not as an alternative to a transfer to a low 
exposure job, or to a lay-off with MRP benefits. 

(x) Employee information and training. 

(A) Your employer is required to provide an informa- 
tion and training program for all employees exposed to 
lead above the action level or who may suffer skin or eye 
irritation from lead. This program must inform these 
employees of the specific hazards associated with their 
work environment, protective measures which can be 
taken, the danger of lead to their bodies (including their 
reproductive systems), and their rights under the stan- 
dard. In addition, your employer must make readily 
available to all employees, included those exposed below 
the action level, a copy of the standard and its appendi- 
ces and must distribute to all employees any materials 
provided to the employer under the Washington Indus- 
trial Safety and Health Act (WISHA). 

(B) Your employer is required to complete this train- 
ing for all employees by March 4, 1981. After this date, 
all new employees must be trained prior to initial as- 
signment to areas where there is possibility of exposure 
over the action level. This training program must also be 
provided at least annually thereafter. 

(xi) Signs. The standard requires that the following 
warning sign be posted in work areas where the exposure 
to lead exceeds the PEL: 


WARNING 
LEAD WORK AREA 
NO SMOKING OR EATING 


(xii) Recordkeeping. 

(A) Your employer is required to keep all records of 
exposure monitoring for airborne lead. These records 
must include the name and job classification of employ- 
ees measured, details of the sampling and analytic tech- 
niques, the results of this sampling and the type of re- 
spiratory protection being worn by the person sampled. 
Your employer is also required to keep all records of bi- 
ological monitoring and medical examination results. 
These must include the names of the employees, the 
physician's written opinion and a copy of the results of 
the examination. All of the above kinds of records must 
be kept for 40 years, or for at least 20 years after your 
termination of employment, whichever is longer. 
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(B) Recordkeeping is also required if you are tempo- 
rarily removed from your job under the MRP program. 
This record must include your name and social security 
number, the date of your removal and return, how the 
removal was or is being accomplished, and whether or 
not the reason for the removal was an elevated blood 
lead level. Your employer is required to keep each med- 
ical removal record only for as long as the duration of an 
employee's employment. 

(C) The standard requires that if you request to see or 
copy environmental monitoring, blood lead level moni- 
toring, or medical removal records, they must be made 
available to you or to a representative that you author- 
ize. Your union also has access to these records. Medical 
records other than PbBs must also be provided to you 
upon request, to your physician or to any other person 
whom you may specifically designate. Your union does 
not have access to your personal medical records unless 
you authorize their access. 

(xiii) Observations of monitoring. When air monitor- 
ing for lead is performed at your work place as required 
by this standard, your employer must allow you or 
someone you designate to act as an observer of the mon- 
itoring. Observers are entitled to an explanation of the 
measurement procedure, and to record the results ob- 
tained. Since results will not normally be available at the 
time of the monitoring, observers are entitled to record 
or receive the results of the monitoring when returned Бу · 
the laboratory. Your employer is required to provide the 
observer with any personal protective devices required to 
be worn by employees working in the areas that is being 
monitored. The employer must require the observer to 
wear all such equipment and to comply with all other 
applicable safety and health procedures. 

(xiv) Effective date. The standard's effective date is 
September 6, 1980, and the employer's obligation under 
the standard begin to come into effect as of that date. 
The standard was originally adopted as WAC 296-62- 
07349 and later recodified to WAC 296—62-07521. 

(c) Appendix C. Medical Surveillance Guidelines. 

(i) Introduction. 

(A) The primary purpose of the Washington Industri- 
al Safety and Health Act of 1973 is to assure, so far as 
possible, safe and healthful working conditions for every 
working man and woman. The occupational health stan- 
dard for inorganic lead* was promulgated to protect 
workers exposed to inorganic lead including metallic 
lead, all inorganic lead compounds and organic lead 
soaps. 

*The term inorganic lead used throughout the medical 
surveillance appendices is meant to be synonymous with 
the definition of lead set forth in the standard. 


(B) Under this final standard in effect as of Septem- 
ber 6, 1980, occupational exposure to inorganic lead is to 


be limited to 50 m` (micrograms per cubic meter 


based on an eight hour time-weighted average (TWA). 
This level of exposure eventually must be achieved 
through a combination of engineering, work practice and 
other administrative controls. Periods of time ranging 
from one to ten years are provided for different indus- 
tries to implement these controls which are based on in- 
dividual industry considerations. Until these controls are 


[171] 


WSR 91-24-017 


in place, respirators must be used to meet the 50 ug/ m 
exposure limit. 

(C) The standard also provides for a program of bio- 
logical monitoring and medical surveillance for all em- 
ployees exposed to levels of inorganic lead above the ac- 
tion level of 30 ug/m' for more than thirty days per 
year. 

(D) The purpose of this document is to outline the 
medical surveillance provisions of the standard for inor- 
ganic lead, and to provide further information to the 
physician regarding the examination and evaluation of 
workers exposed to inorganic lead. 

(E) Item (ii) provides a detailed description of the 
monitoring procedure including the required frequency 
of blood testing for exposed workers, provisions for med- 
ical removal protection (MRP), the recommended right 
of the employee to a second medical opinion, and notifi- 
cation and recordkeeping requirements of the employer. 
A discussion of the requirements for respirator use and 
respirator monitoring and WISHA's position on prophy- 
lactic chelation therapy are also included in this section. 

(F) Item (iii) discusses the toxic effects and clinical 
manifestations of lead poisoning and effects of lead in- 
toxication on enzymatic pathways in heme synthesis. 
The adverse effects on both male and female reproduc- 
tive capacity and on the fetus are also discussed. 

(G) Item (iv) outlines the recommended medical 
evaluation of the worker exposed to inorganic lead in- 
cluding details of the medical history, physical examina- 
tion, and recommended laboratory tests, which are based 
on the toxic effects of lead as discussed in item (ii). 

(H) Item (v) provides detailed information concerning 
the laboratory tests available for the monitoring of ex- 
posed workers. Included also is a discussion of the rela- 
tive value of each test and the limitations and precau- 
tions which are necessary in the interpretation of the 
laboratory results. 

(I) Airborne levels to be achieved without reliance or 
respirator protection through a combination of engineer- 
ing and work practice or other administrative controls 
are illustrated in the following table: 


Permissible Lead Level/Compliance Date 


200ug/m? 100ug/m? SOug/m? 


Primary Lead Production 1973 06/29/84 06/29/91 
Secondary Lead Production 1973 06/29/84 06/29/91 


Lead Acid Battery 
Manufacturin, 1973 


Automobile Mfg. /Solder, 

Grindin, 1973 N/A 
Electronics, Gray Iron 

Foundries, Ink Mfg., 

Paints and Coatings Mfg., 

Can Mfg., Wallpaper Mfg., 

and Printing. 1973 N/A 


Lead Chemical Mfg., 
Nonferrous Foundries, 
Leaded Steel Mfg., Battery 
Breaking in the Collection 
and Processing of Scrap 
(when not a part of 
secondary lead smelter) 
Secondary Copper Smelter, 
Brass and Bronze Ingot 
Production. 1973 N/A N/A!* 
A 


Production. 113 МА М/А” 
АП Other Industries 1973 N/ 09/08/92 


Industr: 


06/29/83 06/29/91 
03/08/97 


06/29/91 
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* Feasibility of achieving the PEL by engineering and work practice 


controls for these industries has yet to be resolved in court, there- 
fore no date has been scheduled. 


(ii) Medical surveillance and monitoring requirements 
for workers exposed to inorganic lead. 

(A) Under the occupational health standard for inor- 
ganic lead, a program of biological monitoring and med- 
ical surveillance is to be made available to all employees 
exposed to lead above the action level of 30 ug/m 
TWA for more than thirty days each year. This program 
consists of periodic blood sampling and medical evalua- 
tion to be performed on a schedule which is defined by 
previous laboratory results, worker complaints or con- 
cerns, and the clinical assessment of the examining 
physician. 

(B) Under this program, the blood lead level of all 
employees who are exposed to lead above the action level 
of 30 ug/m is to be determined at least every six 
months. The frequency is increased to every two months 
for employees whose last blood lead level was between 
40 100g whole blood and the level requiring employ- 
ee medical removal to be discussed below. For employees 


who are removed from exposure to lead due to an ele- 


vated blood lead, a new blood lead level must be mea- 


sured monthly. Zinc protoporphyrin (ZPP) measurement 


is strongly recommended on each occasion that a blood 
lead level measurement is made. 

(C) An annual medical examination and consultation 
performed under the guidelines discussed in item (iv) is 
to be made available to each employee for whom a blood 
test conducted at any time during the preceding twelve 
months indicated a blood lead level at or above 40 
ug/ 100g. Also, an examination is to be given to all em- 
ployees prior to their assignment to an area in which 
airborne lead concentrations reach or exceed the action 
level. In addition, a medical examination must be pro- 
vided as soon as possible after notification by an em- 
ployee that the employee has developed signs or symp- 
toms commonly associated with lead intoxication, that 
the employee desires medical advice regarding lead ex- 
posure and the ability to procreate a healthy child, or 
that the employee has demonstrated difficulty in breath- 
ing during a respirator fitting test or during respirator 
use. An examination is also to be made available to each 
employee removed from exposure to lead due to a risk of 
sustaining material impairment to health, or otherwise 
limited or specially protected pursuant to medical 
recommendations. 

(D) Results of biological monitoring or the recom- 
mendations of an examining physician may necessitate 
removal of an employee from further lead exposure pur- 
suant to the standard's medical removal program 
(MRP). The object of the MRP program is to provide 
temporary medical removals to workers either with sub- 
stantially elevated blood lead levels or otherwise at risk 
of sustaining material health impairment from continued 
substantial exposure to lead. The following guidelines 
which are summarized in Table 10 were created under 
the standard for the temporary removal of an exposed 
employee and his or her subsequent return to work in an 
exposure area. 
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(E) Under the standard's ultimate worker removal 
criteria, а worker is to be removed from any work һау- 
ing any eight hour TWA exposure to lead of 30 „g/m 
or more whenever either of the following circumstances 
apply. (I) a blood lead level of 60 100g or greater is 
obtained and confirmed by a second follow-up blood 
lead level performed within two weeks after the employ- 
er receives the results of the first blood sample test, or 
(II) the average of the previous three blood lead deter- 
minations or the average of all blood lead determinations 
conducted during the previous six months, whichever en- 
compasses the longest time period, equals or exceeds 50 

100g, unless the last blood sample indicates a blood 
lead level at or below 40 ug/100g, in which case the 
employee need not be removed. Medical removal is to 
continue until two consecutive blood lead levels are 40 и 
g/ 100g or less. 

(F) During the first two years that the ultimate re- 
moval criteria are being phased in, the return criteria 
have been set to assure that a worker's blood lead level 
has substantially declined during the period of removal. 


From March 1, 1979, to March 1, 1980, the blood lead 


level requiring employee medial removal is 80 ир/100р. 


Workers found to have a confirmed blood lead at this 
level or greater need only be removed from work having 
a daily eight hour TWA exposure to lead at or above 
100 „g/m. Workers so removed are to be returned to 


work when their blood lead levels are at or below 60 
100g of whole blood. From March 1, 1980, to March 
1, 1981, the blood lead level requiring medical removal 


is 70 100g. During this period workers need only be 


removed from jobs having a daily eight hour TWA ex- 
po ug/m апа are to be re- 


sure to lead at or above 50 


turned to work when a level of 50 ug/100g is achieved. 


Beginning March 1, 1981, return depends on the work- 


er's blood lead level declining to 40 ug/100g of whole 
blood. 

(G) As part of the standard, the employer is required 
to notify in writing each employee whose whole blood 
lead level exceeds 40 ug/100g. In addition, each such 
employee is to be informed that the standard requires 


medical removal with MRP benefits, discussed below, 


when an employee's blood lead level exceeds the above 
defined limits. 

(H) In addition to the above blood lead level criteria, 
temporary worker removal may also take place as a re- 
sult of medical determinations and recommendations. 
Written medical opinions must be prepared after each 
examination pursuant to the standard. If the examining 
physician includes medical finding, determination or 
opinion that the employee has a medical condition which 
places the employee at increased risk of material health 
impairment from exposure to lead, then the employee 
must be removed from exposure to lead at or above the 
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action level. Alternatively, if the examining physician 
recommends special protective measures for an employee 
e.g. use of a powered air purifying respirator) ог гес- 
ommends limitations on an employee's exposure to lead, 
then the employer must implement these recommenda- 
tions. Recommendations may be more stringent than the 
specific provisions of the standard. The examining physi- 
cian, therefore, is given broad flexibility to tailor special 
protective procedures to the needs of individual employ- 
ees. This flexibility extends to the evaluation and man- 
agement of pregnant workers and male and female 
workers who are planning to conceive children. Based on 
the history, physical examination, and laboratory stud- 
ies, (һе physician might recommend special protective 
measures or medical removal for an employee who is 
pregnant or who is planning to conceive a child when, in 
the physician's judgment, continued exposure to lead at 
the current job would pose a significant risk. The return 
of the employee to his or her former job status, or the 
removal of special protections or limitations, depends 
upon the examining physician determining that the em- 
ployee is no longer at increased risk of material impair- 
ment or that the special measures are no longer needed. 

(I) During the period of any form of special protec- 
tion or removal, the employer must maintain the work- 
er's earnings, seniority, and other employment rights and 
benefits (as though the worker has not been removed) 
for a period of up to eighteen months. This economic 
protection will maximize meaningful worker participa- 
tion in the medical surveillance program, and is appro- 
priate as part of the employer's overall obligation to 
provide a safe and healthful work place. The provisions 
of MRP benefits during the employee's removal period 
may, however, be conditioned upon participation in 
medical surveillance. 

(J) On rare occasions, an employee's blood lead level 
may not acceptably decline within eighteen months of 
removal. This situation will arise only in unusual cir- 
cumstances, thus the standard relies on an individual 


cumstances, thus the standard reines on ап шегата 
medical examination to determine how to protect such 


an employee. This medical determination is to be based 


on both laboratory values, including lead levels, zinc 
protoporphyrin levels, blood counts, and other tests felt 
to be warranted, as well as the physician's judgment that 
any symptoms or findings on physical examination are a 
result of lead toxicity. The medical determination may 
be that the employee is incapable of ever safely return- 
ing to his or her former job status. The medical deter- 
mination may provide additional removal time past 
eighteen months for some employees or specify special 
protective measures to be implemented. 

(K) The lead standard provides for a multiple physi- 
cian review in cases where the employee wishes a second 
opinion concerning potential lead poisoning or toxicity. 
If an employee wishes a second opinion, he or she can 
make an appointment with a physician of his or her 
choice. This second physician will review the findings, 
recommendations or determinations of the first physician 
and conduct any examinations, consultations or tests 
deemed necessary in an attempt to make a final medical 
determination. If the first and second physicians do not 
agree in their assessment they must try to resolve their 
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differences. If they cannot reach an agreement then they 
must designate a third physician to resolve the dispute. 

(L) The employer must provide examining and con- 
sulting physicians with the following specific informa- 
tion: A copy of the lead regulations and all appendices, a 
description of the employee's duties as related to expo- 
sure, the exposure level to lead and any other toxic sub- 
stances (if applicable), a description of personal protec- 
tive equipment used, blood lead levels, and all prior 
written medical opinions regarding the employee in the 
employer's possession or control. The employer must also 
obtain from the physician and provide the employee with 
a written medical opinion containing blood lead levels, 
the physician's opinion as to whether the employee is at 
risk of material impairment to health, any recommended 
protective measures for the employee if further exposure 
is permitted, as well as any recommended limitations 
upon an employee's use of respirators. 

(M) Employers must instruct each physician not to 
reveal to the employer in writing or in any other way his 
or her findings, laboratory results, or diagnoses which 
are felt to be unrelated to occupational lead exposure. 
They must also instruct each physician to advise the 
employee of any occupationally or nonoccupationally re- 
lated medical condition requiring further treatment or 
evaluation. 

(N) The standard provides for the use of respirators 
when engineering and other primary controls have not 
been fully implemented. However, the use of respirator 
protection shall not be used in lieu of temporary medical 
removal due to elevated blood lead levels or findings that 
an employee is at risk of material health impairment. 
This is based on the numerous inadequacies of respira- 
tors including skin rash where the facepiece makes con- 
tact with the skin, unacceptable stress to breathing in 
some workers with underlying cardiopulmonary impair- 
ment, difficulty in providing adequate fit, the tendency 
for respirators to create additional hazards by interfering 
with vision, hearing, and mobility, and the difficulties of 
assuring the maximum effectiveness of a complicated 
work practice program involving respirators. Respirators 
do, however, serve a useful function where engineering 
and work practice are inadequate by providing interim 
or short-term protection, provided they are properly se- 
lected for the environment in which the employee will be 
working, properly fitted to the employee, maintained and 
cleaned periodically, and worn by the employee when 
required. 

(O) In its final standard on occupational exposure to 
inorganic lead, WISHA has prohibited prophylactic 
chelation. Diagnostic and therapeutic chelation are per- 
mitted only under the supervision of a licensed physician 
with appropriate medical monitoring in an acceptable 
clinical setting. The decision to initiate chelation therapy 
must be made on an individual basis and take into ac- 
count the severity of symptoms felt to be a result of lead 
toxicity along with blood lead levels, ZPP levels and 
other laboratory tests as appropriate. EDTA and 
penicillamine, which are the primary chelating agents 
used in the therapy of occupational lead poisoning, have 
significant potential side effects and their use must be 
justified on the basis of expected benefits to the worker. 
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(P) Unless frank and severe symptoms аге present, 
therapeutic chelation is not recommended given the ор- 
portunity to remove а worker from exposure and allow 
the body to naturally excrete accumulated lead. As a di- 
agnostic aid, the chelation mobilization test using СА 
EDTA has limited applicability. According to some in- 
vestigators, the tests can differentiate between lead-in- 
duced and other nephropathies. The test may also pro- 


vide an estimation of the mobile fraction of the total 


body lead burden. 

(Q) Employers are required to assure that accurate 
records are maintained on exposure monitoring, medical 
surveillance, and medical removal for each employee. 
Exposure monitoring and medical surveillance records 
must be kept for forty years or the duration of employ- 
ment plus twenty years, whichever is longer, while medi- 
cal removal records must be maintained for the duration 
of employment. All records required under the standard 
must be made available upon request to representatives 
of the director of the department of labor and industries. 
Employers must also make environmental and biological 
monitoring and medical removal records available to af- 
fected employees and to former employees or their auth- 
orized employee representatives. Employees or their spe- 
cifically designated representatives have access to their 
entire medical surveillance records. 

(R) In addition, the standard requires that the em- 
ployer inform all workers exposed to lead at or above the 
action level of the provisions of the standard and all its 
appendices, the purpose and description of medical sur- 
veillance and provisions for medical removal protection 
if temporary removal is required. An understanding of 
the potential health effects of lead exposure by all ex- 
posed employees along with full understanding of their 
rights under the lead standard is essential for an effec- 
tive monitoring program. 

(iii) Adverse health effects of inorganic lead. 

(A) Although the toxicity of lead has been known for 
2,000 years, the knowledge of the complex relationship 
between lead exposure and human response is still being 
refined. Significant research into the toxic properties of 
lead continues throughout the world, and it should be 
anticipated that our understanding of thresholds of ef- 
fects and margins of safety will be improved in future 
years. The provisions of the lead standard are founded 
on two prime medical judgments; first, the prevention of 
adverse health effects from exposure to lead throughout 
a working lifetime requires that worker blood lead levels 
be maintained at or below 40 ug/100g, and second, the 


blood lead levels of workers, male or female, who intend 


to parent in the near future should be maintained below 
30 100g to minimize adverse reproduction health ef- 
fects to the parent and developing fetus. The adverse ef- 
fects of lead on reproduction are being actively re- 
searched and WISHA encourages the physician to re- 
main abreast of recent developments in the area to best 
advise pregnant workers or workers planning to conceive 
children. 

(B) The spectrum of health effects caused by lead ex- 
posure can be sub-divided into five developmental states; 
normal, physiological changes of uncertain significance, 
pathophysiological changes, overt symptoms (morbidity), 
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and mortality. Within this process there are no sharp 
distinctions, but rather a continuum of effects. Bounda- 
ries between categories overlap due to the wide variation 
of individual respones and exposures in the working 
population. WISHA's development of the lead standard 
focused on pathophysiological changes as well as later 
stages of disease. 

(I) Heme synthesis inhibition. 

a) The earliest demonstrated effect of lead involves its 
ability to inhibit at least two enzyms of the heme syn- 
thesis pathway at very low blood levels. Inhibition of 
delta aminolevulinic acid dehydrase (ALA-D) which 
catalyzes the conversion of delta-aminolevulinic acid 
(ALA) to protoporphyrin is observed at a blood lead 
level below 20 ир/100р whole blood. At a blood lead 
level of 40 ug/100g, more than twenty percent of the 
population would have seventy percent inhibition of 
ALA-D. There is an exponential increase in ALA ex- 
cretion at blood lead levels greater than 40 ug/100g. 

b) Another enzyme, ferrochelatase, is also inhibited at 


low blood lead levels. Inhibition of ferrochelatase leads 


to increased free erythrocyte protoporphyrin (FEP) in 
the blood which can then bind to zinc to yield zinc 
protoporphyrin. At a blood lead level of 50 ug/ 100g or 
greater, nearly 100 percent of the population will have 
an increase FEP. There is also an exponential relation- 


ship between blood lead levels greater than 40 100 
and the associated ZPP level, which has led to the de- 


velopment of the ZPP screening test for lead exposure. 

c) While the significance of these effects is subject to 
debate, it is WISHA's position that these enzyme dis- 
turbances are early stages of a disease process which 
may eventually result in the clinical symptoms of lead 
poisoning. Whether or not the effects do progress to the 
later stages of clinical disease, disruption of these en- 
zyme processes over a working lifetime is considered to 
be a material impairment of health. 

d) One of the eventual results of lead-induced inhibi- 
tion of enzymes in the heme synthesis pathway is anemia 
which can be asymptomatic if mild but associated with a 
wide array of symptoms including dizziness, fatigue, and 
tachycardia when more severe. Studies have indicated 
that lead levels as low as 50 ug/ 100g can be associated 
with a definite decreased hemoglobin, although most 
cases of lead-induced anemia, as well as shortened red— 
cell survival times, occur at lead levels exceeding 80 u 
g/100g. Inhibited hemoglobin synthesis is more common 
in chronic cases whereas shortened erythrocyte life span 
is more common in acute cases. 

е) Іп lead-induced anemias, there is usually a 
reticulocytosis along with the presence of basophilic 
stippling, and ringed sideroblasts, although none of the 
above are pathognomonic for lead—induced anemia. 

(II) Neurological effects. 

a) Inorganic lead had been found to have toxic effects 
on both the central and peripheral nervous systems. The 
earliest stage of lead-induced central nervous system ef- 
fects first manifest themselves in the form of behavioral 
disturbances and central nervous system symptoms in- 
cluding irritability, restlessness, insomnia and other sleep 
disturbances, fatigue, vertigo, headache, poor memory, 
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tremor, depression, and apathy. With more severe ехро- 


sure, symptoms сап progress to drowsiness, stupor, hal- 


lucinations, delirium, convulsions and coma. 


b) The most severe and acute form of lead_poisoning 
which usually follows ingestion or inhalation of large 
amounts of lead is acute encephalopathy which may 
arise precipitously with the onset of intractable seizures, 
coma, cardiorespiratory arrest, and death within 48 
hours. 

c) While there is disagreement about what exposure 
levels are needed to produce the earliest symptoms, most 
experts agree that symptoms definitely can occur at 
blood lead levels of 60 ug/100g whole blood and there- 
fore recommend a 40 ир/100р maximum. The central 
nervous system effects frequently are not reversible fol- 
lowing discontinued exposure or chelation therapy and 
when improvement does occur, it is almost always only 
partial. 

d) The peripheral neuropathy resulting from lead ex- 
posure characteristically involves only motor function 
with minimal sensory damage and has a marked predi- 
lection for the extensor muscles of the most active ex- 
tremity. The peripheral neuropathy can occur with vary- 
ing degrees of severity. The earliest and mildest form 
which can be detected in workers with blood lead levels 
as low as 50 ug/100g is manifested by slowing or motor 


nerve conduction velocity often without clinical symp- 
toms. With progression of the neuropathy there is devel- 
opment of painless extensor muscle weakness usually in- 
volving the extensor muscles of the fingers and hand in 
the most active upper extremity, followed in severe cases 
by wrist drop, much less commonly, foot drop. 

e) In addition to slowing of nerve conduction, 


electromyographical studies in patients with blood lead 
levels greater than 50 100g have demonstrated a de- 
crease in the number of acting motor unit potentials, an 
increase in the duration of motor unit potentials, and 
spontaneous pathological activity including fibrillations 
and fasciculation. Whether these effects occur at levels 
of 40 ug/100g is undetermined. 


f) While the peripheral neuropathies can occasionally 
be reversed with therapy, again such recovery is not as- 
sured particularly in the more severe neuropathies and 
often improvement is onl artial. The lack of 
reversibility is felt to be due in part to segmental 
demyelination. 

(III) Gastrointestinal. Lead may also effect the gas- 
trointestinal system producing abdominal colic or diffuse 
abdominal pain, constipation, obstipation, diarrhea, 
anorexia, nausea and vomiting. Lead colic rarely devel- 
ops at blood lead levels below 80 ug/100g. 

(IV) Renal. 

a) Renal toxicity represents one of the most serious 
health effects of lead poisoning. In the early stages of 
disease nuclear inclusion bodies can frequently be iden- 
tified in proximal renal tubular cells. Renal functions re- 
main normal and the changes in this stage are probably 
reversible. With more advanced disease there is progres- 
sive interstitial fibrosis and impaired renal function. 
Eventually extensive interstitial fibrosis ensues with 


sclerotic glomeruli and dilated and atrophied proximal 
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tubules; all represent end stage kidney disease. Azotemia 
can be progressive, eventually resulting in frank uremia 
necessitating dialysis. There is occasionally associated 
hypertension and hyperuricemia with or without gout. 

b) Early kidney disease is difficult to detect. The 
urinalysis is normal in early lead nephropathy and the 


blood urea nitrogen and serum creatinine increase only 
when two-thirds of kidney function is lost. Measurement 


of creatinine clearance can often detect earlier disease as 
can other methods of measurement of glomerular filtra- 
tion rate. An abnormal Ca-EDTA mobilization test has 
been used to differentiate between lead-induced and 
other nephropathies, but this procedure is not widely ac- 
cepted. A form of Ғапсопі syndrome with 
aminoaciduria, glycosuria, and hyperphosphaturia indi- 
cating severe injury to the proximal renal tubules is oc- 
casionally seen in children. 

(V) Reproductive effects. 

a) Exposure to lead can have serious effects on repro- 
ductive function in both males and females. In male 
workers exposed to lead there can be a decrease in sexu- 
al drive, impotence, decreased ability to produce healthy 
sperm, and sterility. Malformed sperm (teratospermia), 
decreased number of sperm (hypospermia), and sperm 
with decreased motility (asthenospermia) can occur. 
Teratospermia has been noted at mean blood lead levels 


of 53 ug/100g and hypospermia and asthenospermia at 
41 ug/100g. Furthermore, there appears to be a dose- 
response relationship for teratospermia in lead exposed 
workers. | 

b) Women exposed to lead may experience menstrual 
disturbances including dysmenorrhea, menorrhagia and 
amenorrhea. Following exposure to lead, women have a 
higher frequency of sterility, premature births, sponta- 
neous miscarriages, and stillbirths. 

с) Germ cells can be affected by lead and cause ge- 


netic damage in the egg or sperm cells before conception 


and result in failure to implant, miscarriage, stillbirth, or 
birth defects. ) 

d) Infants of mothers with lead poisoning have a 
higher mortality during the first year and suffer from 
lowered birth weights, slower growth, and nervous sys- 
tem disorders. 

e) Lead can pass through the placental barrier and 
lead levels in the mother's blood are comparable to con- 
centrations of lead in the umbilical cord at birth. 
Transplacental passage becomes detectable at 12-14 
weeks of gestation and increases until birth. 

f) There is little direct data on damage to the fetus 
from exposure to lead but it is generally assumed that 
the fetus and newborn would be at least as susceptible to 
neurological damage as young children. Blood lead levels 
of 50-60 ир/100р in children can cause significant 
neurobehavioral impairments, and there is evidence of 
hyperactivity at blood levels as low as 25 ug/100g. Giv- 
en the overall body of literature concerning the adverse 
health effects of lead in children, WISHA feels that the 
blood lead level in children should be maintained below 
30 100g with a population mean of 15 100g. 
Blood lead levels in the fetus and newborn likewise 


should not exceed 30 ug/100g. 
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g) Because of lead's ability to pass through the pla- 
cental barrier and also because of the demonstrated ad- 
verse effects of lead on reproductive function in both 
males and females as well as the risk of genetic damage 
of lead on both the ovum and sperm, WISHA recom- 


mends a 30 100g maximum permissible blood lead 
level in both males and females who wish to bear 
children. 


(IV) Other toxic effects. 

a) Debate and research continue on the effects of lead 
on the human body. Hypertension has frequently been 
noted in occupationally exposed individuals although it is 


difficult to assess whether this is due to lead's adverse 


effects on the kidneys or if some other mechanism is 


involved. 


b) Vascular and electrocardiographic changes have 
been detected but have not been well characterized. 
Lead is thought to impair thyroid function and interfere 
with the pituitary-adrenal axis, but again these effects 
have not been well defined. 

(iv) Medical evaluation. 

(A) The most important principle in evaluating a 
worker for any occupational disease including lead poi- 
soning is a high index of suspicion on the part of the ex- 
amining physician. As discussed in Section (ii), Lead 
can affect numerous organ systems and produce a wide 
array of signs and symptoms, most of which are nonspe- 
cific and subtle in nature at least in the early stages of 
disease. Unless serious concern for lead toxicity is 
present, many of the early clues to diagnosis may easily 
be overlooked. 

(B) The crucial initial step in the medical evaluation 
is recognizing that a worker's employment can result in 
exposure to lead. The worker will frequently be able to 
define exposures to lead and lead containing materials 
but often will not volunteer this information unless spe- 
cifically asked. In other situations the worker may not 
know of any exposures to lead but the suspicion might 
be raised on the part of the physician because of the in- 
dustry or occupation of the worker. Potential occupa- 
tional exposure to lead and its compounds occur in at 
least 120 occupations, including lead smelting, the man- 
ufacture of lead storage batteries, the manufacture of 
lead pigments and products containing pigments, solder 
manufacture, shipbuilding and ship repair, auto manu- 
facturing, construction, and painting. 

(C) Once the possibility for lead exposure is raised, 
the focus can then be directed toward eliciting informa- 
tion from the medical history, physical exam, and finally 
from laboratory data to evaluate the worker for potential 
lead toxicity. 

(D) A complete and detailed work history is impor- 
tant in the initial evaluation. A listing of all previous 
employment with information on work processes, expo- 
sure to fumes or dust, known exposures to lead or other 
toxic substances, respiratory protection used, and previ- 
ous medical surveillance should all be included in the 
worker's record. Where exposure to lead is suspected, 
information concerning on-the-job personal hygiene, 
smoking or eating habits in work areas, laundry proce- 
dures, and use of any protective clothing or respiratory 
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protection equipment should be noted. A complete work 
history is essential in the medical evaluation of a worker 
with suspected lead toxicity, especially when long-term 
effects such as neurotoxicity and nephrotoxicity are 
considered. 

(E) The medical history is also of fundamental im- 
portance and should include a listing of all past and 
current medical conditions, current medications includ- 
ing proprietary drug intake, previous surgeries and hos- 
pitalizations, allergies, smoking history, alcohol con- 
sumption, and also nonoccupational lead exposures such 
as hobbies (hunting, riflery). Also known childhood ex- 
posures should be elicited. Any previous history of 
hematological, neurological, gastrointestinal, renal, psy- 
chological, gynecological, genetic, or reproductive prob- 
lems should be specifically noted. 

(F) A careful and complete review of systems must be 
performed to assess both recognized complaints and 
subtle or slowly acquired symptoms which the worker 
might not appreciate as being significant. The review of 
symptoms should include the following: 


General — weight loss, fatigue, decreased appetite. 

Head, Eyes, Ears, Nose, 

Throat (HEENT - headaches, visual disturbance or decreased 
visual acuity, hearing deficits or tinnitus, 
pigmentation of the oral mucosa, or metal- 


lic taste in mouth. 


Cardio-pulmonary - Shortness of breath, cough, chest pains, 
palpitations, or orthopnea. 

Gastrointestinal - nausea, vomiting, heartburn, abdominal 
pain, constipation or diarrhea. 

Neurologic - irritability, insomnia, weakness (fatigue), 


dizziness, loss of memory, confusion, hallu- 
cinations, incoordination, ataxia, decreased 
strength in hands or feet, disturbance in 
gait, difficulty in climbing stairs, or 


seizures. 


Hematologic ~ pallor, easy fatigability, abnormal blood 


loss, melena. 
Reproductive (male or 
female and spouse 


where relevant — history of infertility, impotence, loss of 


libido, abnormal menstrual periods, history 


of miscarriages, stillbirths, or children with 
birth defects. 


Musculo-skeletal ~ muscle and joint pains. 


(G) The physical examination should emphasize the 
neurological, gastrointestinal, and cardiovascular sys- 
tems. The worker's weight and blood pressure should be 
recorded and the oral mucosa checked for pigmentation 
characteristic of a possible Burtonian or lead line on the 
gingiva. It should be noted, however, that the lead line 
may not be present even in severe lead poisoning if good 
oral hygiene is practiced. 

(H) The presence of pallor on skin examination may 
indicate an anemia, which if severe might also be asso- 
ciated with a tachycardia. If an anemia is suspected, an 


active search for blood loss should be undertaken in- 


cluding potential blood loss through the gastrointestinal 
tract. 

(1) A complete neurological examination should in- 
clude an adequate mental status evaluation including a 
search for behavioral and psychological disturbances, 
memory testing, evaluation for irritability, insomnia, 
hallucinations, and mental clouding. Gait and coordina- 
tion should be examined along with close observation for 
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tremor. А detailed evaluation of peripheral nerve func- 
tion including careful sensory and motor function testing 
is warranted. Strength testing particularly of extensor 
muscle groups of all extremities is of fundamental 
importance. 

(J) Cranial nerve evaluation should also be included 
in the routine examination. 

(K) The abdominal examination should include aus- 
cultation for bowel sounds and abnormal bruits and pal- 
pation for organomegaly, masses, and diffuse abdominal 
tenderness. 

(L) Cardiovascular examination should evaluate pos- 
sible early signs of congestive hear failure. Pulmonary 
status should be addressed particularly if respirator pro- 
tection is contemplated. 

(M) As part of the medical evaluation, the lead stan- 
dard requires the following laboratory studies. 

(I) Blood lead level. 

(II) Hemoglobin and hematocrit determinations, red 
cell indices, and examination of the peripheral blood 
smear to evaluate red blood cell morphology. 

(III) Blood urea nitrogen. 

(IV) Serum creatinine. 

(V) Routine urinalysis with microscopic examination. 

(VI) A zinc protoporphyrin level. 

(N) In addition to the above, the physician is author- 
ized to order any further laboratory or other tests which 
he or she deems necessary in accordance with sound 
medical practice. The evaluation must also include preg- 
nancy testing or laboratory evaluation of male fertility if 
requested by the employee. 

(O) Additional tests which are probably not warrant- 
ed on a routine basis but may be appropriate when blood 
lead and ZPP levels are equivocal include delta amino- 


levulinic acid and coproporphyrin concentrations in the 


urine, and dark-field illumination for detection of 


basophilic stippling in red blood cells. 

(P) If an anemia is detected further studies including 
a careful examination of the peripheral smear, reticulo- 
cyte count, stool for occult blood, serum iron, total iron 
binding capacity, bilirubin, and, if appropriate vitamin 
B12 and folate may be of value in attempting to identify 
the cause of the anemia. 

(Q) If a peripheral neuropathy is suspected, nerve 
conduction studies are warranted both for diagnosis and 
as a basis to monitor any therapy. 

(R) If renal disease is questioned, a 24 hour urine 
collection for creatinine clearance, protein, and 
electrolytes may be indicated. Elevated uric acid levels 
may result from lead-induced renal disease and a serum 
uric acid level might be performed. 

(S) An electrocardiogram and chest x-ray may be 
obtained as deemed appropriate. 

(T) Sophisticated and highly specialized testing 
should not be done routinely and where indicated should 
be under the direction of a specialist. 

(v) Laboratory evaluation. 

(A) The blood level at present remains the single most 
important test to monitor lead exposure and is the test 
used in the medical surveillance program under the lead 
standard to guide employee medical removal. The ZPP 
has several advantages over the blood lead level. Because 
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of its relatively recent development and the lack of ex- 
tensive data concerning its interpretation, the ZPP cur- 
rently remains an ancillary test. 

(B) This section will discuss the blood lead level and 
ZPP in detail and will outline their relative advantages 
and disadvantages. Other blood tests currently available 
to evaluate lead exposure will also be reviewed. 

(C) The blood lead level is a good index of current or 
recent lead absorption when there is no anemia present 
and when the worker has not taken any chelating agents. 
However, blood lead levels along with urinary lead levels 
do not necessarily indicate the total body burden of lead 
and are not adequate measures of past exposure. One 
reason for this is that lead has a high affinity for bone 
and up to 90 percent of the body's total lead is deposited 
there. A very important component of the total lead 
body burden is lead in soft tissue (liver, kidneys, and 
brain). This fraction of the lead body burden, the bio- 
logically active lead, is not entirely reflected by blood 
lead levels since it is a function of the dynamics of lead 
absorption, distribution, deposition in bone and excre- 
tion. Following discontinuation of exposure to lead, the 
excess body burden is only slowly mobilized from bone 
and other relatively stable stores and excreted. Conse- 
quently, a high blood lead level may only represent re- 
cent heavy exposure to lead without a significant total 
body excess and likewise a low blood lead level does not 
exclude an elevated total body burden of lead. 

(D) Also due to its correlation with recent exposures, 
the blood lead level may vary considerably over short 
time intervals. 

(E) To minimize laboratory error and erroneous re- 
sults due to contamination, blood specimens must be 
carefully collected after thorough cleaning of the skin 
with appropriate methods using lead-free containers and 
analyzed by a reliable laboratory. Under the standard, 
samples must be analyzed in laboratories which are ap- 

roved by the Center for Disease Control (CDC) or 
which have received satisfactory grades in proficiency 
testing by the CDC in the previous year. Analysis is to 
be made using atomic absorption spectrophotometry 
anodic stripping; voltammetry or any method which 


meets the accuracy requirements set forth by the 
standard. 


F) The determination of lead in urine is generall 


considered a less reliable monitoring technique than 
analysis of whole blood primarily due to individual vari- 
ability in urinary excretion capacity as well as the tech- 
nical difficulty of obtaining accurate 24 hour urine col- 
lections. In addition, workers with renal insufficiency, 
whether due to lead or some other cause, may have de- 
creased lead clearance and consequently urine lead levels 
may underestimate the true lead burden. Therefore, 
urine lead levels should not be used as a routine test. 


(G) The zinc protoporphyrin test, unlike the blood 


lead determination, measures an adverse metabolic effect 


of lead and as such is a better indicator of lead toxicity 
than the level of blood lead itself. The level of ZPP re- 
flects lead absorption over the preceding three to four 
months, and therefore is a better indicator of lead body 
burden. The ZPP requires more time than the blood lead 
to read significantly elevated levels; the return to normal 
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after discontinuing lead exposure is also slower. Fur- 
thermore, the ZPP test is simpler, faster, and less ex- 
pensive to perform and no contamination is possible. 
Many investigators believe it is the most reliable means 
of monitoring chronic lead absorption. 

(H) Zinc protoporphyrin results from the inhibition of 
the enzyme ferrochelatase which catalyzes the insertion 
of an iron molecule into the protoporphyrin molecule, 
which then becomes heme. If iron is not inserted into the 
molecule then zinc, having a greater affinity for 
protoporphyrin, takes place in the iron, forming ZPP. 

(I) An elevation in the level of circulating ZPP may 
occur at blood lead levels as low as 20-30 шр/100р in 


some workers. Once the blood lead level has reached 40 


ug/100g there is more marked rise in the ZPP value 
from its normal range of less than 100 100ті. In- 
creases in blood lead levels beyond 40 шр/100р are asso- 
ciated with exponential increases in ZPP. 

(J) Whereas blood lead levels fluctuate over short 
time spans, ZPP levels remain relatively stable. ZPP is 
measured directly in red blood cells and is present for 
the cell's entire 120 day lifespan. Therefore, the ZPP 
level in blood reflects the average ZPP production over 
the previous three to four months and consequently the 
average lead exposure during that time interval. 

(K) It is recommended that a hematocrit be deter- 
mined whenever a confirmed ZPP of 50 ug/100ml whole 
blood is obtained to rule out a significant underlying 


anemia. If the ZPP is in excess of 100 100m! and not 
associated with abnormal elevations in blood lead levels, 


the laboratory should be checked to be sure the blood 
leads were determined using atomic absorption spectro- 
photometry, anodic stripping voltammetry or any meth- 
od which meets the accuracy requirements set forth by 
the standard, by a CDC approved laboratory which is 
experienced in lead level determinations. Repeat periodic 


blood lead studies should be obtained in all individuals 
with elevated ZPP levels to be certain that an associated 
elevated blood lead level has not been missed due to 
transient fluctuations in blood leads. 


(L) ZPP has characteristic fluorescence spectrum with 
a peak at 594nm which is detectable with a 
hematofluorimeter. The hematofluorimeter is accurate 
and portable and can provide on-site, instantaneous re- 
sults for workers who can be frequently tested via a fin- 
ger prick. 

(M) However, careful attention must be given to cali- 


bration and quality control procedures. Limited data on 
blood lead — ZPP correlations and the ZPP levels which 


are associated with the adverse health effects discussed 
in item (ii) are the major limitations of the test. Also it 
is difficult to correlate ZPP levels with environmental 
exposure and there is some variation of response with 
age and sex. Nevertheless, the ZPP promises to be an 
important diagnostic test for the early detection of lead 
toxicity and its value will increase as more data is col- 
lected regarding its relationship to other manifestations 
of lead poisoning. 

(М) Levels of delta-aminolevulinic acid (АГА) in the 
urine are also used as a measure of lead exposure. Іп- 
creasing concentrations of ALA are believed to result 
from the inhibition of the enzyme delta-aminolevulinic 
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acid dehydrase (ALA-D). Although the test is relatively 
easy to perform, inexpensive, and rapid, the disadvant- 
ages include variability in results, the necessity to collect 
a complete 24 hour urine sample which has a specific 
gravity greater than 1.010, and also the fact that ALA 
decomposes in the presence of light. 

(O) The pattern of porphyrin excretion in the urine 
can also be helpful in identifying lead intoxication. With 
lead poisoning, the urine concentrations of coproporphy- 
rins I and II, porphobilinogen and uroporphyrin I rise. 
The most important increase, however, is that of copro- 
porphyrin ІП; levels may exceed 5,000 ug/l in the urine 
in lead poisoned individuals, but its correlation with 
biood lead levels and ZPP are not as good as those of 
ALA. Increases in urinary porphyrins are not diagnostic 
of lead toxicity and may be seen in porphyria, some liver 
diseases, and in patients with high reticulocyte counts. 

(vi) Summary. 

(A) The WISHA standard for inorganic lead places 
significant emphasis on the medical surveillance of all 
workers exposed to levels of inorganic lead above the 
action level of 30 ир/т TWA. The physician has а 
fundamental role in this surveillance program, and in the 
operation of the medical removal protection program. 

(B) Even with adequate worker education on the ad- 
verse health effects of lead and appropriate training in 
work practices, personal hygiene and other control mea- 
sures, the physician has a primary responsibility for 
evaluating potential lead toxicity in the worker. It is only 
through a careful and detailed medical and work history, 
a complete physical examination and appropriate labo- 
ratory testing that an accurate assessment can be made. 
Many of the adverse health effects of lead toxicity are 
either irreversible or only partially reversible and there- 
fore early detection of disease is very important. 

(C) This document outlines the medical monitoring 
program as defined by the occupational safety and 
health standard for inorganic lead. It reviews the adverse 
health effects of lead poisoning and describes the impor- 
tant elements of the history and physical examinations 
as they relate to these adverse effects. 

D) It is hoped that this review and discussion will 
give the physician a better understanding of the WISHA 
standard with the ultimate goal of protecting the health 
and well-being of the worker exposed to lead under his 
or her care. 

(d) Appendix D. Qualitative Fit Test Protocols. This 
appendix specifies the only allowable qualitative fit test 


LFT) protocols permissible for compliance with WAC 


296-62-07521 (7)(c)(ii). 


1) Isoamyl acetate protocol. 


(A) Odor threshold screening. 

1) Three 1-liter glass jars with metal lids (e.g., Ma- 
son or Ball jars) are required. 

(1) Odor-free water (e.g., distilled or spring water) 
at approximately 25? C shall be used for the solutions. 

ІП) The isoamyl acetate (IAA) (also known as 
isopentyl acetate) stock solution is prepared by adding 1 
cc of pure IAA to 800 cc of odor-free water in a l-liter 
jar and shaking for 30 seconds. This solution shall be 
prepared new at least weekly. 
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(IV) The screening test shall be conducted in a room 
separate from the room used for actual fit testing. The 
two rooms shall be well ventilated but may not be con- 
nected to the same recirculating ventilation system. 

(V) The odor test solution is prepared in a second jar 
by placing .4 cc of the stock solution into 500 cc of odor 
free water using a clean dropper or pipette. Shake for 30 
seconds and allow to stand two to three minutes so that 
the IAA concentration above the liquid may reach equi- 
librium. This solution may be used for only one day. 

(УІ) А test blank is prepared in a third jar by adding 
500 сс of odor—free water. 

(VII) The odor test and test blank jars shall be label- 
ed 1 and 2 for jar identification. If the labels are put on 
the lids they can be periodically dried off and switched 
to avoid people thinking the same jars always has the 
IAA. 

(VIII) The following instructions shall be typed on a 
card and placed on the table in front of the two test jars 
(i.e., 1 and 2); "The purpose of this test is to determine 
if you can smell banana oil at low concentrations. The 
two bottles in front of you contain water. One of these 
bottles also contains a small amount of banana oil. Be 
sure the covers are on tight, then shake each bottle for 
two seconds. Unscrew the lid of each bottle, one at a 
time, and sniff at the mouth of the bottle. Indicate to the 


——A—————— VU. U T T T J I U u 
test conductor which bottle contains banana oil." 


(IX) The mixtures used in the IAA odor detection test 
shall be prepared in an area separate from where the test 
is performed, in order to prevent olfactory fatigue in the 
subject. 

(X) If the test subject is unable to correctly identify 
the jar containing the odor test solution, the ТАА QLFT 
may not be used. 

(XI) If the test subject correctly identifies the jar 
containing the odor test solution he or she may proceed 
to respirator selection and fit testing. 

(B) Respirator selection. 

(I) The test subject shall be allowed to select the most 
comfortable respirator from a large array of various 


sizes and manufacturers that includes at least three sizes 


of elastomeric half facepieces and units of at least two 
manufacturers. 

(II) The selection process shall be conducted in a 
room separate from the fit-test chamber to prevent odor 
fatigue. Prior to the selection process, the test subject 
shall be shown how to put on a respirator, how it should 
be positioned on the face, how to set strap tension and 
how to assess a "comfortable" respirator. A mirror shall 
be available to assist the subject in evaluating the fit and 
positioning of the respirator. This may not constitute 
formal training on respirator use, only a review. 

(III) The test subject should understand that he or she 
is being asked to select the respirator which provides the 
most comfortable fit. Each respirator represents a differ- 
ent size and shape and, if fit properly, will provide ade- 
quate protection. ; 

(IV) Тһе test subject holds each facepiece up to his or 
her face and eliminates those which are obviously not 
giving a comfortable fit. Normally, selection will begin 


with a half-mask and if a fit cannot be found here, the 
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subject will be asked to go to the full facepiece respira- 
tors. (A small percentage of users will not be able to 
wear any half—masks.) 

(V) The more comfortable facepieces are recorded; 


the most comfortable mask is donned and worn at least 


five minutes to assess comfort. Assistance in assessing 
comfort can be given by discussing the points in (VI 
below. If the test subject is not familiar with using a 
particular respirator, he or she shall be directed to don 
the mask several times and to adjust the straps each 
time, so that he or she becomes adept at setting proper 
tension on the straps. 
(VI) Assessment of comfort shall include reviewing 

the following points with the test subject: 

e Chin properly placed. 

e Positioning of mask on nose. 

e Strap tension. 

e Fit across nose bridge. 


e Room for safety glasses. 
e Distance from nose to chin. 


e Room to talk. 

e Tendency to slip. 

e Cheeks filled out. 

e Self—observation/in mirror. 

e Adequate time for assessment. 

(VII) The test subject shall conduct the conventional 
negative and positive-pressure fit checks (e.g., see ANSI 
788.2-1980). Before conducting the negative or posi- 
tive-pressure checks, the subject shall be told to "seat" 
his or her mask by rapidly moving the head side-to-side 
and up and down, taking a few deep breaths. 

(VIII) The test subject is now ready for fit testing. 

(IX) After passing the fit test, the test subjects shall 
be questioned again regarding the comfort of the respi- 
rator. If it has become uncomfortable, another model of 
respirator shall be tried. 

(X) The employee shall be given the opportunity to 
select a different facepiece and be retested if during the 
first two weeks of on-the-job wear, the chosen facepiece 
becomes unacceptably uncomfortable. 

(C) Fit test. 

(I) The fit test chamber shall be substantially similar 
to a clear 55 gallon drum liner suspended inverted over a 
two foot diameter frame, so that the top of the chamber 
is about six inches above the test subject's head. The in- 
side top center of the chamber shall have a small hook 
attached. 

(II) Each respirator used for the fitting and fit testing 
shall be equipped with organic vapor cartridges or offer 
protection against organic vapors. The cartridges or 
masks shall be changed at least weekly. 

ПШ) After selecting, donning, and properly adjustin 
a respirator himself or herself, the test subject shall wear 
it to the fit testing room. This room shall be separate 
from the room used for odor threshold screening and 
respirator selection, and shall be well ventilated, as by an 
exhaust fan or lab hook, to prevent general room 

(IV) A copy of the following test exercises and rain- 
bow (or equally effective) passage shall be taped to the 
inside of the test chamber: 


a) Normal breathing. 
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b) Deep breathing. Be certain breaths are deep and 
regular. 

с) Turning head from side-to-side. Be certain move- 
ment is complete. Alert the test subject not to bump the 
respirator on the shoulders. Have the test subject inhale 
when his or her head is at either side. 

d) Nodding head up-and-down. Be sure certain mo- 
tions are complete and made about every second. Alert 
the test subject not to bump the respirator on the chest. 
Have the test subject inhale when his or her head is in 
the fully up position. 

e) Talking. Talk aloud and slowly for several minutes. 
The following paragraph is called the Rainbow Passage. 
Reading it will result in a wide range of facial move- 
ments, and thus be useful to satisfy this requirement. 
Alternative passages which serve the same purpose may 
also be used. 

Rainbow Passage. When the sunlight strikes raindrops 
in the air, they act like a prism and form a rainbow. The 
rainbow is a division of white light into many beautiful 
colors. These take the shape of a long round arch with 
its path high above, and its two ends apparently beyond 
the horizon. There is, according to legend, a boiling pot 
of gold at one end. People look but no one ever finds it. 
When a man looks for something beyond reach, his 
friends say he is looking for the pot of gold at the end of 
the rainbow. 

f) Normal breathing. 

(V) Each test subject shall wear his or her respirator 
for at least ten minutes before starting the fit test. 

(VI) Upon entering the test chamber, the test subject 
shall be given a six inch by five inch piece of paper towel 
or other porous absorbent single ply material, folded in 
half and wetted with three-quarters of one cc of pure 
IAA. The test subject will hang the wet towel on the 
hook at the top of the chamber. 

(VII) Allow two minutes for the IAA test concentra- 
tion to be reached before starting the fit-test exercises. 
This would be an appropriate time to talk with the test 
subject, to explain the fit test, the importance of his or 
her cooperation, the purpose of the head exercises, or to 
demonstrate some of the exercises. 

(VIII) Each exercise described in segment (IV) above 
shall be performed for at least one minute. 

(IX) If at any time during the test, the subject detects 
the banana-like odor of IAA, he or she shall quickly exit 
from the test chamber and leave the test area to avoid 
olfactory fatigue. 

(X) Upon returning to the selection room, the subject 
shall remove the respirator, repeat the odor sensitivity 
test, select and put on another respirator, return to the 
test chamber, etc. The process continues until a respira- 
tor that fits well has been found. Should the odor sensi- 
tivity test be failed, the subject shall wait about 5 min- 
utes before retesting. Odor sensitivity will usually have 
returned by this time. 

(XI) If a person cannot be fitted with the selection of 
half-mask respirators, include full facepiece models in 
the selection process. When a respirator is found that 
passes the test, its efficiency shall be demonstrated for 
the subject by having him break the face seal and take a 
breath before exiting the chamber. 
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(XII) When the test subject leaves the chamber he or 
she shall remove the saturated towel, returning it to the 
test conductor. To keep the area from becoming con- 
taminated, the used towels shall be kept in а self—sealing 
bag. There is no significant ТАА concentration buildup 
in the test chamber from subsequent tests. 

(XIII) Persons who have successfully passed this fit 
test may be assigned the use of the tested respirator in 
atmospheres with up to ten times the PEL of airborne 
lead. In other words this IAA protocol may be used to 
assign a protection factor no higher that ten. 

ii) Saccharin solution aerosol protocol. 

(A) Taste threshold screening. 

(I) Threshold screening as well as fit testing employ- 
ees shall use an enclosure about the head and shoulders 
that is approximately twelve inches in diameter by four- 
teen inches tall with at least the front portion clear and 
that allows free movement of the head when a respirator 
is worn. An enclosure substantially similar to the 3M 
hood assembly of part FT 14 and ЕТ 15 combined is 
adequate. 

(ID The test closure shall have a three-quarter inch 
hole in front of the test subject's nose and mouth area to 
accommodate the nebulizer nozzle. 

(III) The entire screening and testing procedure shall 
be explained to the test subject prior to the conduct of 
the screening test. 

(IV) The test subject shall don the test enclosure. For 
the threshold screening test, he or she shall breathe 
through his or her open mouth with tongue extended. 

(V) Using a DeVilbiss Model 40 Inhalation Medica- 
tion Nebulizer or equivalent, the test conductor shall 
spray the threshold check solution into the enclosure. 
This nebulizer shall be clearly marked to distinguish it 
from the fit test solution nebulizer. 

(VI) The threshold check solution consists of 0.83 
grams of sodium saccharin, USP water. It can be pre- 

ared by putting 1 cc of the test solution (see (C)(VI 
below) in 100 cc of water. 

(VII) To produce the aerosol the nebulizer bulb is 
firmly squeezed so that it collapses completely, then is 
released and allowed to fully expand. 

(VIII) Ten squeezes are repeated rapidly and then the 
test subject is asked whether the saccharin can be tasted. 

(IX) If the first response is negative, ten more 
squeezes are repeated rapidly and the test subject is 
again asked whether the saccharin is tasted. 

(X) If the second response is negative ten more 
squeezes are repeated rapidly and the test subject is 
again asked whether the saccharin is tasted. 

(XI) The test conductor will take note of the number 
of squeezes required to elicit a taste response. 

(XII) If the saccharin is not tasted after thirty 
squeezes (Step (A)(IX)) the test subject may not per- 
form the saccharin fit test. 

(XIII) If a taste response is elicited, the test subject 
shall be asked to take note of the taste for reference in 
the fit test. 

(XIV) Correct use of the nebulizer means that ap- 
proximately 1 cc of liquid is used at a time in the 
nebulizer body. 
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(XV) The nebulizer shall be thoroughly rinsed in wa- 
ter, shaken dry, and refilled at least each morning and 
afternoon or at least every four hours. 

(B) Respirator selection. Respirators shall be selected 
as described in Section (i)(B) above, except that each 
respirator shall be equipped with a particulate filter 
cartridge. 

(C) Fit test. 

(I) The fit test uses the same enclosure described in 
(i) (B)(I) and (II) above. 

(IT) Each test subject shall wear his or her respirator 
for at least ten minutes before starting the fit test. 

(ПІ) The test subject shall don the enclosure while 
wearing the respirator selected on Section (A) above. 
The respirator shall be properly adjusted and equipped 
with a particulate filter cartridge. 

(IV) The test subject may not eat, drink (except plain 
water), or chew gum for fifteen minutes before the test. 

(V) A second DeVilbiss Model 40 Inhalation Medica- 
tion Nebulizer or equivalent is used to spray the fit test 
solution into the enclosure. This nebulizer shall be clear- 


ly marked to distinguish it from the screening test solu- 
tion nebulizer. 

(VI) The first test solution is prepared by adding 83 
grams of sodium saccharin to 100 cc of warm water. 

(VII) As before, the test subject shall breathe through 
the open mouth with tongue extended. 

(VIII) The nebulizer is inserted into the hole in the 
front of the enclosure and the fit test solution is sprayed 
into the enclosure using the same technique as for the 
taste threshold screening and the same number of 
squeezes required to elicit a taste response in the screen- 
ing. (See (A)(X) above.) 

(IX) After generation of the aerosol the test subject 
shall be instructed to perform the following exercises for 
one minute each. 

a) Normal breathing. 

b) Deep breathing. Be certain breaths are deep and 
regular. 

c) Turning head from side-to-side. Be certain move- 
ment is complete. Alert the test subject not to bump the 
respirator on the shoulders. Have the test subject inhale 
when his or her head is at either side. 

d) Nodding head up-and-down. Be certain motions 
are complete. Alert the test subject not to bump the res- 
pirator on the chest. Have the test subject inhale when 
his or her head is in the fully up position. 

е) Talking. Talk aloud and slowly for several minutes. 
The following paragraph is called the Rainbow Passage. 
Reading it will result in a wide range of facial move- 
ments, and thus be useful to satisfy this requirement. 
Alternative passages which serve the same purpose may 
also be used. 

Rainbow Passage. When the sunlight strikes raindrops 
in the air, they act like a prism and form a rainbow. The 
rainbow is a division of white light into many beautiful 
colors. These take the shape of a long round arch with 
its path high above, and its two ends apparently beyond 
the horizon. There is, according to legend, a boiling pot 
of gold at one end. People look but no one ever finds it. 
When a man looks for something beyond reach, his 
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friends say he is looking for the pot of gold at the end of 
the rainbow. 

(X) Every thirty seconds, the aerosol concentration 
shall be replenished using one-half the number of 
squeezes as initially (C)(V HI). 

(ХІ) The test subject shall so indicate to the test con- 
ductor if at any time during the fit test the taste of sac- 
charin is detected. 

(XII) If the saccharin is detected the fit is deemed 
unsatisfactory and a different respirator shall be tried. 

(XIII) Successful completion of the test protocol shall 
allow the use of the tested respirator in contaminated 
atmospheres up to ten times the PEL. In other words 
this protocol may be used to assign protection factors no 
higher than ten. 

(iii) Irritant fume protocol. 

(A) Respirator Selection. Respirators shall be selected 
as described in Section (i)(B) above, except that each 
respirator shall be equipped with high efficiency 
cartridges. 

(B) Fit Test. 

(I) The test subject shall be allowed to smell a weak 
concentration of the irritant smoke to familiarize him or 
her with its characteristic odor. 


(П) The test subject shall properly don the respirator 


selected as above, and wear it for at least tem minutes 


before starting the fit test. 

(III) The test conductor shall review this protocol 
with the test subject before testing. 

(IV) The test subject shall perform the conventional 
positive pressure and negative pressure fit checks. Fail- 
ure of either check shall be cause to select an alternate 
respirator. 

(V) Break both ends of a ventilation smoke tube con- 
taining stannic oxychloride, such as the MSA part No. 
5645, or equivalent. Attach a short length of tubing to 
one end of the smoke tube. Attach the other end of the 
smoke tube to a low pressure air pump set to deliver 200 
milliliters per minute. 

(VI) Advise the subject that the smoke can be irritat- 
ing to the eyes and instruct him or her to keep his or her 
eyes closed while the test is performed. 

(VII) The test conductor shall direct the stream of ir- 
ritant smoke from the tube toward the faceseal area of 
the test subject. The conductor shall begin at least 
twelve inches from the facepiece and gradually move to 


within one inch, moving around the whole perimeter of 
the mask. 


VIII) The following exercises shall be performed 


while the respirator seal is being challenged by the 
smoke. Each shall be performed for one minute. 

a) Normal breathing. 

b) Deep breathing. Be certain breaths are deep and 
regular. 

c) Turning head from side-to-side. Be certain move- 
ment is complete. Alert the test subject not to bump the 
respirator on the shoulders. Have the test subject inhale 
when his or her head is at either side. 

d) Nodding head up-and-down. Be certain motions 
are complete. Alert the test subject not to bump the res- 
pirator on the chest. Have the test subject inhale when 
his or her head is in the fully up position. 
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е) Talking—slowly and distinctly, count backwards 
from 100. 

f) Normal breathing. 

(IX) If the irritant smoke produces an involuntary re- 
action (cough) by the test_subject, the test_conductor 
shall stop the test. In this case the tested respirator is 
rejected and another respirator shall be selected. 

(X) Each test subject passing the smoke test without 
evidence of a response shall be given a sensitivity check 


of the smoke from the same tube to determine whether 
he or she reacts to the smoke. Failure to evoke a re- 


sponse shall void the test. 

(ХІ) Steps (B)(IV), (VII), and (VIII) of this protocol 
shall be performed in a location with exhaust ventilation 
sufficient to prevent general contamination of the testing 
area by the irritant smoke. 

(XII) Respirators successfully tested by the protocol 
may be used in contaminated atmospheres up to ten 
times the PEL. In other words this protocol may be used 
to assign protection factors not exceeding ten. 


AMENDATORY SECTION (Amending Order 86-38, 
filed 11/6/86) І 


WAC 296-63-011 FRAUDULENT EXEMP- 
TION REQUESTS. (1) The department may assess a 
civil penalty against any employer who submits a fraud- 
ulent exemption request. Such penalty assessment shall 
be consistent with RCW 49.17.180(1), and shall not ex- 
ceed ((fifty=)) seventy thousand dollars. 

(2) In addition, the director may cause a record of 
such fraudulent exemptions submission to be referred to 
the prosecuting attorney of the county wherein such 
submission occurred. 


AMENDATORY SECTION (Amending Order 89-03, 
filed 5/15/89, effective 6/30/89) 


WAC 296-78-515 MANAGEMENT'S RESPON- 
SIBILITY. (1) It shall be the responsibility of manage- 
ment to establish ((and)), supervise, and enforce, in a 
manner which is effective in practice: 

(a) A safe and healthful working environment. 

(b) An accident prevention program as required by 
these standards. 

(c) Training programs to improve the skill and com- 
petency of all employees in the field of occupational 
safety and health. Such training shall include the оп- 
the-job instructions on the safe use of powered materials 
handling equipment, machine tool operations, use of 
toxic materials and operation of utility systems prior to 
assignments to jobs involving such exposures. 

(2) The employer shall develop and maintain a hazard 
communication program as required by WAC 296-62- 
054 through 296-62-05427 which will provide informa- 
tion to all employees relative to hazardous chemicals or 
substances to which they are exposed, or may become 
exposed, in the course of their employment. 

(3) Management shall not assign mechanics, mill- 
wrights, or other persons to work on equipment by 
themselves when there is a probability that the person 
could fall from elevated work locations or equipment or 
that a person could be pinned down by heavy parts or 
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equipment so that they could not call for or obtain as- 

sistance if the need arises. 

Note: This subsection does not apply to operators of motor vehicles, 
watchmen or certain other jobs which, by their nature, are sin- 
gular employee assignments. However, a definite procedure for 


checking the welfare of all employees during their working 
hours shalł be instituted and all employees so advised. 


(4) After the emergency actions following accidents 
that cause serious injuries that have immediate symp- 
toms, a preliminary investigation of the cause of the ac- 
cident shall be conducted. The investigation shall be 
conducted by a person designated by the employer, the 
immediate supervisor of the injured employee, witnesses, 
employee representative if available and any other per- 
son with the special expertise required to evaluate the 
facts relating to the cause of the accident. The findings 
of the investigation shall be documented by the employer 
for reference at any following formal investigation. 

(5) Reporting of fatality or multiple hospitalization 
accidents. 

(a) Within twenty—four hours after the occurrence of 
an employment accident which results in an immediate 
or probable fatality(s) or which results in the hospital- 
ization of two or more employees, the employer of any 
employee so injured or killed shall report the accident, 
either orally or in writing, to the nearest office of the 
department. The reporting may be by telephone or tele- 
graph. The reporting shall relate the circumstances of 
the accident, the number of fatalities, and the extent of 
any injuries. The director may require such additional 
reports, in writing or otherwise, as he deems necessary, 
concerning the accident. 

(b) Equipment involved in an accident resulting in an 
immediate or probable fatality, shall not be moved, until 
a representative of the division of industrial safety and 
health investigates the accident and releases such equip- 
ment, except where removal is essential to prevent fur- 
ther accident. Where necessary to remove the victim, 
such equipment may be moved only to the extent of 
making possible such removal. 

(c) Upon arrival of division of industrial safety and 
health investigator, employer shall assign to assist the 
investigator, the immediate supervisor and all employees 
who were witnesses to the accident, or whoever the in- 
vestigator deems necessary to complete his investigation. 

(6) A system for maintaining records of occupational 
injuries and illnesses as prescribed by chapter 296-27 
WAC. 

Note: Recordable cases include: 
(a) Every occupational death. 
(b) Every industrial illness. 
(c) Every occupational injury that involves one of the follow- 
Ing: 
kh Unconsciousness. 
(ü) Inability to perform all phases of regular job. 
(іп) Inability to work full time on regular job. 
(iv) Temporary assignment to another job. 
(v) Medical treatment beyond first aid. 


All employers with eleven or more employees shall 
record occupational injury and illness information on 
forms OSHA 101 — supplementary record occupational 
injuries and illnesses and OSHA 200 — log and summa- 
ry. Forms other than OSHA 101 may be substituted for 
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the supplementary record of occupational injuries and 
illnesses if they contain the same items. 


AMENDATORY SECTION (Amending Order 81-21, 
filed 8/27/81) 


WAC 296-78-730 ELECTRICAL SERVICE 
AND EQUIPMENT. (1) Electrical service and equip- 
ment shall be constructed, maintained, inspected and 


operated ((tn-accordance-with-the-provistons-of-chapter 
49-28 REW—chapter-296=46-WAE-WAE296-24-9508 


, 


)) a us to chapter 296-24 


safety inspection-services 
WAC, General safety and health standards, Part L. 
(2) Repairs. Electrical repairs shall be made only by 


authorized and qualified personnel. 

(3) Identification. Marks of identification on electrical 
equipment shall be clearly visible. 

(4) Protective equipment. Rubber protective equip- 
ment shall be provided as required by WAC 296-24- 
092(1) of the general safety and health standard. 

(5) Open switches. Before working on electrical 
equipment, switches shall be open and shall be locked 
out. 

(6) Concealed conductors. Where electrical conduct- 
ors are known to be concealed, no work shall be per- 
formed until such conductors are located. 

(7) Overload relays. Overload relays shall be reset by 
authorized qualified personnel only. 

(8) Passageways to panels. Passageways to switch 
centers or panels shall at all times be kept free from ob- 
struction. Not less than three feet of clear space shall be 
maintained in front of switch centers or panels at all 
times. 

(9) Bridging fuses. Fuses shall not be doubled or 
bridged. 


AMENDATORY SECTION (Amending Order 74—24, 
filed 5/6/74) 


WAC 296-79-090 ELECTRICAL EQUIPMENT 
AND DISTRIBUTION. (1) National electrical code to 
prevail. All electrical installations and electrical utiliza- 
tion equipment shall comply with ((the-Nationai-Elec- 


ПОНЕ chapter 296-24 WAC Part 


~ (2) Authorized personnel to do electrical work. Only 
those persons who are qualified to do the work assigned 
and are authorized by the employer shall be allowed to 
perform electrical work on any electrical equipment or 
wiring installations. 

(3) High voltage areas to be guarded. Motor rooms, 
switch panel rooms or other areas where persons may 
come in contact with high voltages shall be fenced off or 
be enclosed in a separate area. The gate, door or access 
to such area shall be posted with a notice stating that 
only authorized persons are allowed in the area. 

(4) Control panels. Floor stand panels should be pro- 
tected from being struck by moving equipment and han- 
Шев and buttons shall be protected from accidental 
actuation. 
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(5) Switches or control devices. Switches, circuit 
breakers or other control devices shall be so located that 
they are readily accessible for activation or deactivation 
and shall be marked to indicate their function or ma- 
chine which they control. The positions of ON and OFF 
shall be marked or indicated and provision shall be made 
for locking or tagging out the circuit. 

(6) Starting requirements for electrically driven 
equipment after power failure. Electrically driven equip- 
ment shall be so designed that it will not automatically 
start upon restoration of power after a power failure if it 
will create a hazard to personnel. 

(7) Posting equipment automatically activated or re- 
motely controlled. Equipment which is automatically ac- 
tivated or remotely controlled shall be posted, warning 
persons that machine may start automatically if it will 
create a hazard to personnel. 


AMENDATORY SECTION (Amending Order 80-31, 
filed 1/8/81) 


WAC 296-79-300 MACHINE ROOM EQUIP- 
MENT AND PROCEDURES. (1) Lock-out and tag— 
out procedures to be followed. Lock-out and tag-out re- 
quirements and procedures contained in these standards 
shall be complied with. 

(2) Emergency stopping controls. Pulp and paper ma- 
chines shall be equipped with emergency stopping 
control(s) which can be actuated quickly from all nor- 
mal operating stations. If useful for the safety of per- 
sonnel, the stopping control(s) shall be interlocked with 
adequate retarding or braking action to stop the machine 
as quickly as is practical. 

(3) Walkways. Steps and footwalks along the four- 
drinier and press section shall have nonslip surfacing and 
be complete with standard handrails, when practical. 

(4) Machine lubrication. If a machine must be lubri- 
cated while in operation an automatic lubricating device 
shall be provided or oil cups and grease fittings shall be 
provided which can be serviced safely without exposing 
the worker to any hazards. 

(5) Weights on levers. All levers carrying weights 
shall be so constructed that weights will not slip or fall 
off. 

(6) Guarding inrunning nip points. 

(a) The drums on pulp and paper machine winders 
shall be provided with suitable guards to prevent a per- 
son from being caught between the roll and the front 
drum on the winder when the pinch point is on the op- 
erator's side. Any such guard shall be interlocked with 
the drive mechanism to prevent the winder from running 
while the guard is not in place except that the winder 
may be wired to allow it to run at a slow speed only for 
adjustment and start-up purposes while the guard is not 
in position. А zero speed switch or locking device shall 
be installed to prevent the guard from being removed 
while the roll is turning. 

Paper machine winders when used to produce rolls of 
15 inches or less in diameter may be exempted from this 
subsection but must comply with the provisions of 
(6)(b). 

(b) Rewinders. 


[184] 


Washington State Register, Issue 91-24 


(i) When rewinding large rolls and the nip point is 
adjacent to the normal work area, the nip point shall be 
protected by a barrier guard. Such guard shall be inter- 
locked with the drive mechanism to prevent operating 
the machine above jog speed without the guard in place. 
A zero speed switch shall be installed to prevent the 
guard from being raised while the roll is turning. 

(ii) On small rolls 15 inches or less in diameter where 
barrier guards are impractical they shall not be required 
if the nip point is separated from the employees by at 
least 18" while operating at more than jog speed. When 
the rewinder is running at more than jog speed no work- 
er shall place any part of ((his)) their body closer than 
18" from the nip. 

(c) Inrunning nips where paper is not being fed into a 
calender should be protected by barriers. 

(7) Audible alarm in dryer section. An audible alarm 
shall be sounded prior to starting up any section of a 
pulp or paper machine. Sufficient time shall be allowed 
between activation of the alarm system and start-up of 
the equipment to allow any persons to clear the hazard- 
ous area. 

(8) Starting up dryer section. In starting up a dryer 
section, steam to heat the drums shall be introduced 
slowly and while the drums are revolving. 

(9) Starting paper into nip. When starting paper into 
the nip of drum type reels or calender stacks a safe 
method shall be used. This may be accomplished by the 
use of feeder belts, carrier ropes, air carriage or other 
device or instrument. A rope carrying system should be 
used wherever possible at points of transfer. Sheaves 
should be spaced so that they do not create a nip point 
with each other and the sheave and its support should be 
capable of withstanding the speed and breaking strength 
of the rope for which they are intended. 

(10) Feeding stack with hand held device. Employees 
shall not feed a stack with any hand held device which is 
capable of going through the nip. 

(11) Broken carrier rope. Employees shall not attempt 
to remove a broken carrier rope from a dryer while the 
section is running at operating speed. 

(12) Removing a wrap. Employees shall stop dryer to 
remove a wrap except in cases where it can be safely re- 
moved by using air or other safe means. 

(13) Deposits on rolls. To remove deposits from rolls, 
a specially designed scraper or tool shall be used. Scrap- 
ing of rolls shall be performed on the outgoing nip side. 

(14) Cleaning doctor blades. Employees shall not 
place their hands between the sharp edge of an unloaded 
doctor blade and the roll while cleaning the doctor 
blade. 

(15) Sharp edges of doctor blades to be covered. Doc- 
tor blades shall have the sharp edges properly guarded 
during transportation and storage. 

(16) Handling doctor blades. Special protective gloves 
shall be provided and shall be worn by employees when 
filing or handling sharp edged doctor blades. 

(17) Steps, platforms or walkways for calender stacks. 
When steps, platforms, or walkways are necessary to 
perform work on calender stacks they shall have nonskid 
type surfaces. Guardrails shall be installed where 
possible. 
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(18) Lifting reels. 

(a) Reels shall stop rotating before being lifted away 
from reel frame. 

(b) All lifting equipment (clamps, cables, and slings) 
shall be maintained in a safe condition and inspected 
regularly. 

(c) Exposed rotating reel shafts with square block 
ends shall be guarded. 

(19) Reels to be properly seated. The crane operator 
shall ascertain that reels are properly seated at winder 
stand or at reel arms before ((he)) they disengage((s)) 
the hooks. 

(20) Space between reels. On stack reels, a clearance 
of at least 8 inches between the reels of paper shall be 
maintained. 

(21) Set screws. Set screws for securing core collars to 
winding and unwinding shafts shall not protrude above 
the face of the collar. All edges of the collar that an op- 
erator's hand may come in contact with shall be beveled 
to remove all sharp corners. 

(22) Properly set up core cutting device. The worker 
shall make certain that any core cutting device is prop- 
erly set up and guard is in proper position before using 
the machine. 

(23) Winder shaft. АП winder shafts should be 
equipped with a winder collar guide. The winder should 
have a guide rail to align the shaft for easy entrance into 
the opened rewind shaft bearing housing. If winder 
shafts are too heavy for manual handling, mechanical 
equipment shall be used. 

(24) Barrier guards for shaftless winders. Shaftless 
winders shall be provided with a barrier guard of suffi- 
cient strength and size to confine the rolls in the event 
they become dislodged while running. 

(25) Grounding. All calender stacks and spreader bars 
Shall be grounded according to chapter 296-24 WAC 
Part L as protection against shock induced by static 
electricity. 

(26) Sole plates. All exposed sole plates between dry- 
ers, calenders, reels and rewinders shall have a nonskid 
type surface. 

(27) Nonskid type surface required. A nonskid type 
surface shall be provided in the work areas around the 
winders or rewinders. Areas in front of the winder shall 
be kept clear of oil, broke, and other debris that may 
cause workers to slip, trip, or fall. 

(28) Roll lowering table. If a powered roll ejector is 
used it should be interlocked to prevent accidental actu- 
ation until the receiving platform or roll lowering table is 
in position to receive the roll. 

(29) Lowerator. Employees shall keep clear of haz- 
ardous areas around the lowerator, especially all lowera- 
tor openings in a floor and where roll is being 
discharged. 

(30) Rider rolls. Provision shall be made to hold the 
rider roll when in a raised position unless counterbal- 
ancing eliminates the hazard. 

(31) Gas hood entry procedures. Whenever an em- 
ployee is inside a gas hood ((he)) they shall be accom- 
panied by another worker or a person shall be stationed 
near the entrance. 
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(32) Drain openings in pits. Flush floor drain openings 
larger than 3" in diameter in the bottom of pits shall be 
guarded to prevent workers from stepping through, while 
working in this area. 


AMENDATORY SECTION (Amending Order 76-7, 
filed 3/1/76) 


WAC 296-79-250 SAFETY PROCEDURE FOR 
HANDLING DRY SULFUR. (1) Sulfur burners. Sul- 
fur-burner houses shall be safely and adequately venti- 
lated, and every precaution shall be taken to guard 
against dust, explosion hazards and fires, in accordance 
with American National Standards Z9.2-1960 and 
Z12.12-1968. 

(a) Nonsparking tools and equipment shall be used in 
handling dry sulfur. 

(b) Sulfur storage bins shall be kept free of sulfur 
dust accumulation, and buildings should be designed 
with explosion relief, in accordance with American Na- 
tional Standard Z9.2-1960. 

(c) Electrical equipment shall be of the explosion- 
proof type, ((imaccordance with)) according to the safe- 
ty standard for installing electric wires and equipment, 
chapter (( - ; - 
296-24-955)) 296-24 WAC Part L, general safety and 
health standards. 

(d) Sulfur-melting equipment shall not be located in 
the burner room. 


Chapter 296-115 WAC 
SAFETY REQUIREMENTS FOR ((PASSENGER 
VESSEŁS)) CHARTER BOATS 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-115-005 SCOPE AND APPLICA- 
TION. (1) This chapter shall apply to vessels for hire 
that carry seven or more passengers when the vessels are 
operated in inland waters within the jurisdiction of the 
state of Washington. These rules shall not apply to ves- 
sels in the navigable waters of the United States subject 
to the jurisdiction of the United States Coast Guard. 

(2) Pursuant to chapter 88.04 RCW, the director of 
the department of labor and industries shall administer 
this chapter. The director is authorized to use the ser- 
vices of the marine dock section to administer this 
chapter. 

(3) All rules adopted by the United States Coast 
Guard pertaining to inland water passenger vessel ser- 
vice and navigation on inland waters shall be directly 
applicable and administered as a part of this chapter 
unless they conflict with specific provisions of this chap- 
ter or chapter 88.04 RCW. 

(4) Special consideration. In applying the provisions 
of this section, the director may allow departures from 
the specific requirements when special circumstances or 
arrangements warrant such departures. (46 CFR 
175.25-1) 

(5) The provisions of this chapter shall not apply to: 

(a) A vessel that is a charter boat but is being used by 
the documented or registered owner of the charter boat 
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exclusively for the owner's own noncommercial or per- 
sonal pleasure purposes; 

(b) A vessel owned by a person or corporate entity 
which is donated and used by a person or nonprofit or- 
ganization to transport passengers for charitable or non- 
commercial purposes, regardless of whether considera- 
tion is directly or indirectly paid to the owner; 

(c) A vessel that is rented, leased, or hired by an op- 
erator to transport passengers for noncommercial or 
personal pleasure purposes; ((er)) 

(d) A vessel used exclusively for, or incidental to, an 
educational purpose; or 


(e) A bare boat charter boat. 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-115-015 DEFINITIONS APPLICA- 
BLE TO ALL SECTIONS OF THIS CHAPTER. 
Note: Meaning of words. Unless the context indicates otherwise, 


words used in this chapter shall have the meaning given in this 
section. 


(1) "Approved" - approved by the director; however, 
if a provision of this chapter states that approval by an 
agency or organization other than the department such 
as nationally recognized testing laboratories or the Unit- 
ed States Coast Guard is required, then approval by the 
specified authority shall be accepted. 

(2) "Authorized person" - a person approved or as- 
signed by the employer to perform a specific type of duty 
or duties or be at a specific location or locations at the 
workplace. 

(3) "Bare boat" charter ((=)) means the unconditional 
lease, rental, or charter of a ((vesset)) boat by the own- 
er, or ((his/her)) his of her agent, to a person ((or-per= 
sons)) who by written agreement, or contract, assumes 
all responsibility and liability for the operation, naviga- 


tion, ((provistoning,as—wett-as-providing Hability insur= 


ance-for_the-vesset during the termrof the agreement,or 
contract)) and provisioning of the boat during the term 
of the agreement or contract, except when a captain or 
crew is required or provided by the owner or owner's 
agents to be hired by the charterer to operate the vessel. 


(4) "Carrying passengers or cargo" means the trans- 
porting of any person or persons or cargo on a vessel for 
a fee or other consideration. 


(5) "Charter boat" means a vessel or barge operating 
on inland navigable waters of the state of Washington 
which is not inspected or licensed by the United States 
Coast Guard and over which the United States Coast 
Guard does not exercise jurisdiction and which is rented, 
leased, or chartered to carry more than six persons or 


cargo. 
(6) "Commercial" — any activity from which the op- 


erator, or the person chartering, renting, or leasing a 
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vessel derives a profit, and/or which qualifies as a legiti- 
mate business expense under the Internal Revenue 
Statutes. 

((€6))) (7) "Competent person" - one who is capable 
of identifying existing and predictable hazards in the 
surroundings or working conditions that are unsanitary, 
hazardous, or dangerous to employees, and who has au- 
thorization to take prompt action to eliminate them. 

((ӨЗ)) (8) "Confined or enclosed space" - any space 
having a limited means of egress that is subject to the 
accumulation of toxic or flammable contaminants or has 
an oxygen deficient atmosphere. Confined or enclosed 
spaces include, but are not limited to, storage tanks, 
process vessels, bins, boilers, ventilation or exhaust 
ducts, tunnels, pipelines and open top spaces more than 
four feet in depth, such as pits, tubs, vaults, and vessels. 

((€8))) (9) "Defect" — any characteristic or condition 
that tends to weaken or reduce the strength of the tool, 
object, or structure of which it is a part. 

((€93)) (10) "Department" — the department of labor 
and industries. 

((€4+0})) (11) "Director" — the director of the depart- 
ment of labor and industries, or his designated 
representative. 

((ӨНЭ)) (12) "Employer" - any person, firm, corpo- 
ration, partnership, business trust, legal representative, 
or other business entity that operates a passenger vessel 
for hire in this state and employs one or more employees 
or contracts with one or more persons, the essence of 
which is the personal labor of such persons. Any person, 
partnership, or business entity that has no employees, 
and is covered by the Industrial Insurance Act shall be 
considered both an employer and an employee. 

((€#2})) (13) "Equipment" means a system, part, or 
component of a vessel as originally manufactured, or a 
system, part, or component manufactured or sold for re- 
placement, repair, or improvement of a system, part, or 
component of a vessel; an accessory or equipment for, or 
appurtenance to a vessel; or a marine safety article, ac- 
cessory, or equipment, including radio equipment, in- 
tended for use by a person on board a vessel. 

((€43))) (14) "Hazard" — a condition, potential or in- 
herent, that is likely to cause injury, death, or occupa- 
tional disease. 

((€43)) (15) "Hazardous substance" — a substance 
that, because it is explosive, flammable, poisonous, cor- 
rosive, oxidizing, irritating, or otherwise harmful, is 
likely to cause death or injury, including all substances 
listed on the USCG hazardous materials list. 

((€45))) (16) "Inspection" — the examination of ves- 
sels by the director or an authorized representative of 
the director. 

((€+6})) (17) "Marine and dock section" — the chief 
and staff of the marine and dock section, department of 
labor and industries. 
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(18) "Passenger" — any person ог persons, carried on 
board a vessel in consideration of the payment of a fee 
or other consideration. 

(19) "Port" — left hand side of a vessel as one faces 
the bow. 

(20) "Starboard" - right hand side of a vessel as one 
faces the bow. 

(21) "Power driven vessel" — any vessel propelled by 
machinery. 

(22) "Qualified" — one who, by possession of a recog- 
nized degree, certificate, or professional standing, or who 
by extensive knowledge, training, and experience, has 
successfully demonstrated the ability to solve problems 
relating to the subject matter, the work, or the project. 

(23) "Safety factor" — the ratio of the ultimate 
breaking strength of a member or piece of material or 
equipment to the actual working stress or safe load when 
in use. 

(24) "Safety and health standard" — a standard that 
requires the adoption or use of one or more practices, 
means, methods, operations, or processes reasonably 
necessary or appropriate to provide safe or healthful 
employment and places of employment. 

(25) "Shall" — the provision of the standard is 
mandatory. 

(26) "Should" — recommended. 

(27) "Substantial" — constructed of such strength, of 
such material, and of such workmanship, that the object 
referred to will withstand all normal wear, shock, and 
usage. 

(28) "Standard safeguard" — a device intended to re- 
move a hazard incidental to the machine, appliance, 
tool, or equipment to which the device is attached. 

Standard safeguards shall be constructed of either 
metal, wood, other suitable material, or a combination of 
these. The final determination of the sufficiency of any 
safeguard rests with the director. 

(29) "Suitable" — that which fits, or has the qualities 
or qualifications to meet a given purpose, occasion, con- 
dition, function, or circumstance. 

(30) "Under мау" — a vessel is not at anchor, or made 
fast to the shore, or aground. 

(31) "United States Coast Guard Navigation" — rules 
International/Inland, | Commandants Instruction 
M16672.29 as now adopted, or hereafter legally amend- 
ed by the United States Coast Guard. 

(32) "Vessel" means every description of motorized 
watercraft, other than a bare boat charter boat, sea- 
plane, or sailboat, used or capable of being used to 
transport more than six passengers or cargo on water for 


rent, lease, or hire. 

(33) "Working day" - a calendar day, except Satur- 
days, Sundays, and legal holidays as set forth in RCW 
1.16.050, as now or hereafter amended. The time within 
which an act is to be done under the provisions of this 
chapter shall be computed by excluding the first working 
day and including the last working day. 

((@3)) (34) "Workman," "personnel," "man," "per- 
son," "employee," and other terms of like meaning, un- 
less the context indicates otherwise — an employee of an 
employer who is employed in the business of his em- 
ployer whether by way of manual labor or otherwise and 
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every person in this state who is engaged іп the employ- 
ment of or who is working under an independent con- 
tract the essence of which is his personal labor for an 
employer whether by manual labor or otherwise. 

((€34))) (35) Abbreviations used in this chapter: 

(a) "CFR" — Code of Federal Regulations. 

(b) "USCG" — United States Coast Guard. 


AMENDATORY SECTION (Amending Order 86—14, 
filed 1/21/86) 


WAC 296-155-100 MANAGEMENT'S RE- 
SPONSIBILITY. (1) It shall be the responsibility of 
management to establish ((and)), supervise, and enforce, 
in a manner which is effective in practice: 

(a) A safe and healthful working environment. 

(b) An accident prevention program as required by 
these standards. 

(c) Training programs to improve the skill and com- 
petency of all employees in the field of occupational 
safety and health. 

(2) Employees required to handle or use poisons, 
caustics, and other harmful substances shall be instruct- 
ed regarding the safe handling and use, and be made 
aware of the potential hazards, personal hygiene, and 
personal protective measures required. 

(3) In job site areas where harmful plants or animals 
are present, employees who may be exposed shall be in- 
structed regarding the potential hazards, and how to 
avoid injury, and the first aid procedures to be used in 
the event of injury. 

(4) Employees required to handle or use flammable 
liquids, gases, or toxic materials shall be instructed in 
the safe handling and use of these materials and made 
aware of the specific requirements contained in Parts B, 
D, and other applicable parts of this standard. 

(5) Confined spaces. The requirements of chapters 
296—24, 296—62 and 296-155 WAC apply. 

(6) The employer shall ensure that work assignments 
place no employee in a position or location not within 
ordinary calling distance of another employee able to 
render assistance in case of emergency. 

Note: This subsection does not apply to operators of motor vehicles, 
watchmen or other jobs which, by their nature, are single em- 
ployee assignments. However, a definite procedure for checking 


the welfare of all employees during working hours should be 
instituted and all employees so advised. 


(7) Each employer shall post and keep posted a notice 
or notices (Job safety and health protection — form 
F416—081—000) to be furnished by the division of indus- 
trial safety and health, department of labor and indus- 
tries, informing employees of the protections and obliga- 
tions provided for in the act and that for assistance and 
information, including copies of the act, and of specific 
safety and health standards employees should contact 
the employer or the nearest office of the department of 
labor and industries. Such notice or notices shall be 
posted by the employer at each establishment in a con- 
spicuous place or places where notices to employees are 
customarily posted. Each employer shall take steps to 


assure that such notices are not altered, defaced, or cov- 


ered by other material. 
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AMENDATORY SECTION (Amending Order 86-14, 
filed 1/21/86) 


WAC 296-155-20301 DEFINITIONS. (1) Con- 
fined space — Any space having a limited means of 
egress which is subject to the accumulation of toxic or 
flammable contaminants or an oxygen deficient atmos- 
phere. Confined spaces include but are not limited to 
storage tanks, process vessels, bins, boilers, ventilation or 
exhaust ducts, sewers, underground utility vaults, tun- 
nels, pipelines and open top spaces more than 4 feet in 
depth, such as pits, tubes, vaults and vessels. (See WAC 
296-62-14501(1).) 

(2) Toxic atmospheres — Atmospheres having concen- 
trations of airborne chemicals in excess of permissible 
exposure limits as defined in chapter 296-62 WAC. 

(3) Chemical contact agents — Defined in WAC 296- 
62-07003. 

(4) Oxygen deficient atmospheres — Atmospheres at 
sea level having less than ((t8)) 19.5% oxygen by vol- 
ume or having a partial pressure of ((t35)) 148 milli- 
meters of mercury or less. This may deviate when work- 
ing at higher altitudes and should be determined for an 
individual location. Factors such as acclimatization, 
physical condition of persons involved, etc., must be 
considered for such circumstances and conditions. (See 
WAC 296-62-14501(4).) 

(5) Flammable atmospheres — Atmospheres in excess 
of 2095 of the lower explosive limit. These are usually 
toxic as well as flammable. (See WAC 296-62- 
14501(5).) 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-155-24510 FALL RESTRAINT, FALL 
ARREST SYSTEMS. (1) When employees are exposed 
to a hazard of falling from a location 10 feet or more in 
height, the employer shall ensure that fall restraint or 
fall arrest systems are provided, installed, and imple- 
mented according to the following requirements. 

(2) Fall restraint protection shall consist of: 

(a) Standard guardrails as described in WAC 296- 
155-505(6). 

(б) Safety belts and/or harness attached to securely 
rigged restraint lines. 

(i) Safety belts and/or harness shall conform to ANSI 
Standard: 

Class I - body belt 

Class II — chest harness 

Class III - full body harness 

Class IV - suspension/position belt 

(ii) All safety belt and lanyard hardware assemblies 
shall be capable of withstanding a tensile loading of 
4,000 pounds without cracking, breaking, or taking a 
permanent deformation. 

(iii) Rope grab devices are prohibited for fall restraint 
applications unless they are part of a fall restraint sys- 
tem designed specifically for the purpose by the manu- 
facturer, and used in strict accordance with the manu- 
facturer's recommendations and instructions. 

(iv) The employer shall ensure 
compatibility. 


component 
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(v) Components of fall restraint systems shall be in- 
spected prior to each use for mildew, wear, damage, and 
other deterioration, and defective components shall be 
removed from service if their function or strength have 
been adversely affected. 

(vi) Anchorage points used for fall restraint shall be 
capable of supporting 4 time the intended load. 

(vii) Restraint protection shall be rigged to allow the 
movement of employees only as far as the sides and 
edges of the walking/working surface. 

(c) A warning line system as prescribed in the WAC 
296-155-24515(3) and supplemented by the use of а 
safety monitor system as prescribed in WAC 296-155- 
24521 to protect worker engaged in duties between the 
forward edge of the warning line and the unprotected 
sides and edges, including the leading edge, of a low 
pitched roof or walking/working surface. 

(d) Warning line and safety monitor systems as de- 
scribed in WAC 296-155-24515 (3) through (5)(f) and 
296-155-24520 respectively are prohibited on surfaces 
exceeding a 4 in 12 pitch, and on any surface whose di- 
mensions are less than 45 inches in all directions. 

(3) Fall arrest protection shall consist of: 

(a) Full body harness. 

(i) An approved Class III full body harness shall be 
used. 

(ii) Body harness system or components subject to 
impact loading shall be immediately removed from ser- 
vice and shall not be used again for employee protection 
unless inspected and determined by a competent person 
to be undamaged and suitable for reuse. 

(iii) All safety lines and lanyards shall be protected 
against being cut or abraded. 

(iv) Body harness system shall be rigged to minimize 
free fall distance with a maximum free fall distance al- 
lowed of 6 feet, and such that the employee will not 
contact any lower level. 

(v) Hardware shall be drop forged, pressed or formed 
steel, or made of materials equivalent in strength. 

(vi) Hardware shall have a corrosion-resistant finish, 
and all surfaces and edges shall be smooth to prevent 
damage to the attached body harness or lanyard. 

(vii) When vertical lifelines (droplines) are used, not 
more than one employee shall be attached to any one 
lifeline. 

(viii) Full body harness systems shall be secured to 
anchorages capable of supporting 5,000 pounds per em- 
ployee except: When self—retracting lifelines or other 
deceleration devices are used which limit free fall to two 
feet, anchorages shall be capable of withstanding 3,000 
pounds. 

(ix) Vertical lifelines (droplines) shall have a mini- 
mum tensile strength of 5,000 pounds (22.2КМ), except 
that self—retracting lifelines and lanyards which auto- 
matically limit free fall distance to two feet (.61 m) or 
less shall have a minimum tensile strength of 3,000 
pounds (13.3 KN). 

(x) Horizontal lifelines shall have a tensile strength 
capable of supporting a fall impact load of at least 5,000 
pounds (22.2 КМ) per employee using the lifeline, ap- 
plied anywhere along the lifeline. 
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(xi) Lanyards shall have a minimum tensile strength 
of 5,000 pounds (22.2 КМ). 

(xii) All components of body harness systems whose 
strength is not otherwise specified in subsection (3) of 
this section shall be capable of supporting a minimum 
fall impact load of 5,000 pounds (22.2 kN) applied at 
the lanyard point of connection. 

(xiii) Snap-hooks shall not be connected to loops 
made in webbing-type lanyards. 

(xiv) Snap-hooks shall not be connected to each 
other. 

(ху) Not more than опе snap-hook shall be connected 
to any one D-ring unless they are the double locking 
type. 

(xvi) Full body harness systems shall be inspected pri- 
or to each use for mildew, wear, damage, and other de- 
terioration, and defective components shall be removed 
from service if their function or strength have been ad- 
versely affected. 

(b) Safety nets. 


(i) All new nets shall meet accepted performance 
standards of 17,500 foot-pounds minimum impact resis- 
tance as determined and certified by the manufacturers, 
and shall bear a label of proof test. 

(ii) Forged steel safety hooks or shackles shall be used 
to fasten the net to its supports. 


(iii) Safety nets shall be installed as close as practica- 
ble under the walking/working surface on which em- 
ployees are working, but in no case more than 10 feet 
below such level. 

((6D)) (iv) Safety ((nest)) nets shall extend outward 
at least 8 feet from the outermost projection of the work 
surface. 

((G3)) (v) Safety nets shall be installed with suffi- 
cient clearance under them to prevent contact with the 
surface or structures below when subjected to an impact 
force equal to the drop test specified in subsection 
(3)(b)((€)) (vii) of this section. 

((Gv))) (vi) Safety nets and their installations shall be 
capable of absorbing an impact force equal to that pro- 
duced by the drop test specified in subsection 
(3)(b)((€)) (vii) of this section. 

((60)) (vii) Safety nets and safety net installations 
shall be drop-tested at the jobsite before used as a fall 
protection system. The drop-test shall consist of a 400 
pound (180 kg) bag of sand 30+2 inches (76+5 cm) in 
diameter dropped into the net from the highest walking/ 
working surface on which employees are to be protected. 
Exception: When the employer can demonstrate that a 
drop-test is not feasible or practicable, the net and net 
installation shall be certified by a qualified person to be 
in compliance with the provisions of this section. 

(((v)) (viii) Safety nets shall be inspected weekly for 
mildew, wear, damage, and other deterioration, and de- 
fective components shall be removed from service. 

(((vi)) (ix) Materials, scrap pieces, and tools which 
have fallen into the safety net shall be removed as soon 
as possible from the net and at least before the next 
work shift. 

((€vir))) (x) The maximum size of each safety net 
mesh opening shall not exceed 36 square inches (230 
cm2) nor be longer than six inches (15 cm) on any side 
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measured center—to—center of mesh ropes or webbing. 
All mesh crossing shall be secured to prevent enlarge- 
ment of the mesh opening. 

((€tx})) (хі) Each safety net (or section of it) shall 
have a border rope for webbing with a minimum break- 
ing strength of 5,000 pounds (22.2 kN). 

((€x})) (xii) Connections between the safety net pan- 
els shall be as strong as integral net components and 
shall be spaced not more than six inches (15 cm) apart. 

(c) Catch platforms. 

(i) A catch platform shall be installed within 10 verti- 
cal feet of the work area. 

(ii) The catch platforms width shall equal the distance 
of the fall but shall be a minimum of 45 inches wide and 
shall be equipped with standard guardrails on all open 
sides. 

(4) Droplines or lifelines used on rock-scaling opera- 
tions, or in areas where the lifeline may be subjected to 
cutting or abrasion, shall be a minimum of 7/8-inch 
wire core manila rope. For all other lifeline applications, 
a minimum of 3/4-inch manila or equivalent, with a 
minimum breaking strength of 5,000 pounds, shall be 
used. 

(5) Safety harnesses, lanyards, lifelines or droplines, 
independently attached or attended, shall be used while 
performing the following types of work when other 
equivalent type protection is not provided: 

(a) Work in hoppers, bins, silos, tanks, or other con- 
fined spaces as described in WAC 296-62-145. 

(b) Work on hazardous slopes, or dismantling safety 
nets, working on poles or from boatswains chairs at ele- 
vations greater than six feet (1.83 m), swinging scaffolds 
or other unguarded locations. 

(c) Work on skips and platforms used in shafts by 
crews when the skip or cage does not occlude the open- 
ing to within one foot (30.5 cm) of the sides of the shaft, 
unless cages are provided. 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-155-24515 GUARDING ОЕ LOW- 
PITCHED ROOF PERIMETERS. (1) General provi- 
sions. During the performance of work on low-pitched 
roofs with a (( ight)) potential fall 


ground—to—cave height 
hazard greater than 10 feet, the ((emptoyee)) employer 
shall ensure that employees engaged in such work be 


protected from falling from all unprotected sides and 
edges of the roof as follows: 
(a) By the use of a fall restraint or fall arrest systems, 

defined іп WAC 296-155-24510(1) through 
(2)(b)(vi) and (3) through (3)(C)(ii)((:)); or 

(b) By the use of a warning line system erected and 
maintained as provided in subsection (3) of this section 
and supplemented for employees working between the 
warning line and the roof edge by the use of a safety 
monitor system as described in WAC 296-155-2452]. 

(c) Mechanical equipment shall be used or stored only 
in areas where employees are protected by a warning 
line system, or fall restraint, or fall arrest systems as de- 
scribed іп WAC 296-155-24510(2) through (3)(c)(ii). 
Mechanical equipment may not be used or stored where 
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the only protection is provided by the use of a safety 
monitor. 

(2) Exceptions. 

(a) The provisions of subsection (1)(a) of this section 
do not apply at points of access such as stairways, lad- 
ders, and ramps, or when employees are on the roof only 
to inspect, investigate, or estimate roof level conditions. 
Roof edge materials handling areas and materials stor- 
age areas shall be guarded as provided in subsection (4) 
of this section. 

(b) Employees engaged in built-up roofing on low- 
pitched roofs less than 50 feet wide, may elect to utilize 
a safety monitor system without warning lines, where the 
use of hot tar poses an additional hazard to workers. 

(3) Warning lines systems. 

(a) Warning lines shall be erected around all sides of 
the work area. d 

(i) When mechanical equipment is not being used, the 
warning line shall be erected not less than six feet (1.8 
meters) from the edge of the roof. 

(ii) When mechanical equipment is being used, the 
warning line shall be erected not less than six feet (1.8 
meters) from the roof edge which is parallel to the di- 
rection of mechanical equipment operation, and not less 
than 10 feet (3.1 meters) from the roof edge which is 
perpendicular to the direction of mechanical equipment 
operation. 

(b) The warning line shall consist of a rope, wire, or 
chain and supporting stanchions erected as follows: 

(i) The rope, wire, or chain shall be flagged at not 
more than six foot (1.8 meter) intervals with high-visi- 
bility material. 

(ii) The rope, wire, or chain shall be rigged and sup- 
ported in such a way that its lowest point (including sag) 
is no less than 39 inches (.86 meters) from the roof sur- 
face and its highest point is no more than 45 inches (1 
meter) from the roof surface. 

(iii) After being erected, with the rope, wire or chain 
attached, stanchions shall be capable of resisting, with- 
out tipping over, a force of at least 16 pounds (71 
Newtons) applied horizontally against the stanchion, 30 
inches (0.76 meters) above the roof surface, perpendicu- 
lar to the warning line, and in the direction of the roof 
edge. 

(iv) The rope, wire, or chain shall have a minimum 
tensile strength of 500 pounds (227 Kilograms), and af- 
ter being attached to the stanchions, shall be capable of 
supporting, without breaking, the loads applied to the 
stanchions. 

(v) The line shall be attached at each stanchion in 
such a way that pulling on one section of the line be- 
tween stanchions will not result in slack being taken up 
in adjacent sections before the stanchion tips over. 

(c) Access paths shall be erected as follows: 

(i) Points of access, materials handling areas, and 
storage areas shall be connected to the work area by a 
clear access path formed by two warning lines. 

(ii) When the path to a point of access is not in use, a 
rope, wire or chain, equal in strength and height to the 
warning line, shall be placed across the path at the point 
where the path intersects the warning line erected 
around the work area. 
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(4) Roof edge materials handling areas and materials 
storage. Employees working in a roof edge materials 
handling or materials storage area located on a low— 
pitched roof with a ground to eave height greater than 
10 feet shall be protected from falling along all unpro- 
tected roof sides and edges of the area. 

(а) When guardrails are used at hoisting areas, a 
minimum of four feet of guardrail shall be erected on 
each side of the access point through which materials 
are hoisted. 

(b) A chain or gate shall be placed across the opening 
between the guardrail sections when hoisting operations 
are not taking place. 

(c) When guardrails are used at bitumen pipe outlets, 
a minimum of four feet of guardrail shall be erected on 
each side of the pipe. 

(4) When safety belt/harness systems are used, they 
shall not be attached to the hoist. 

(e) When fall restraint systems are used, they shall be 
rigged to allow the movement of employees only as far 
as the roof edge. 

(f) Materials shall not be stored within six feet of the 
roof edge unless guardrails are erected at the roof edge. 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-155-24520 LEADING EDGE CON- 
TROL ZONE. (1) When performing leading edge work, 
the employer shall ensure that a control zone be estab- 
lished according to the following requirements: 

(a) The control zone shall begin a minimum of 6 feet 
back from the leading edge to prevent exposure by em- 
ployees who are not protected by fall restraint or fall ar- 
rest systems. 

(b) The control zone shall be separated from other 
areas of the low pitched roof or walking/working surface 
by the erection of a warning line system. 

(c) The warning line system shall consist of wire, 
rope, or chain supported on stanchions, or a method 
which provides equivalent protection. 

(d) The spacing of the stanchions and support of the 
line shall be such that the lowest point of the line (in- 
cluding sag) is not less than 39 inches from the walking/ 
working surface, and its highest point is not more than 
45 inches (1.3 m) from the working/walking surface. 

(e) Each line shall have a minimum tensile strength of 
500 pounds (227 Kilograms). 

(f) Each line shall be flagged or clearly marked with 
high visibility materials at intervals not to exceed 6 feet. 

(g) After being erected with the rope, or chain at- 
tached, stanchions shall be capable of resisting without 
tipping over, a force of at least 16 pounds (71 Newtons) 
applied horizontally against the stanchions 30 inches 
(0.76 meters) above the roof surface, perpendicular to 
the warning line and in the direction of the roof edge. 

(2) When positive means of fall restraint as described 
in WAC 296-155-24510 (2)((£€€vr))) (a) through (d), 
or fall arrest as described in WAC 296-155-24510 (3) 
through (5)(c)((Gr))) are not utilized, a safety monitor 
system as described in WAC 296-155-24521 shall be 
implemented to protect employees working between the 
forward edge of the warning line and the leading edge. 
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AMENDATORY SECTION (Amending Order 86-14, 
filed 1/21/86) 


WAC 296-155-50505 ROOFING, INSULATING 
AND WATERPROOFING. (1) Hoisting jack con- 
struction. Roofers hoisting jack shall be constructed to 
withstand the contemplated load to be hoisted. The 
beam from counter balance point to heel of jack shall be 
at least 3/4 the length of the entire beam. 

(2) Counterweight. Hoisting jack shall be counter- 
weighted with a minimum of three times the contem- 
plated maximum load to be lifted. Counterweight shall 
be securely fastened to heel of jack to prevent displace- 
ment, or the jack shall be fastened by means of lashing, 
bolting, or other means to prevent displacement. 

(3) Pulley attachment. A steel collar or U-bolt and 
shackle on head of the hoisting jack shall be provided for 
attachment of the pulley. | 

(4) Pulley construction. Hoisting pulleys shall be of 
steel construction. 

(5) Hoisting line specifications. Where materials are 
hoisted by hand the hoist line shall be not less than five— 
eighths manila rope, or the equivalent. Where machine 
hoist is used the hoist line shall be wire rope. 

(6) Hook construction. Hoisting hooks shall be of cast 
or forged steel heavy enough to prevent straightening 
under a load. 

(7) Worker clearance. Workers shall not stand under 
the load. 

(8) Hot buckets. Hot asphalt shall be kept at a safe 
level in buckets for carrying and hoisting. | 

(9) Ladders. Service buckets of hot asphalt shall not 
be carried up ladders by workers. 

(10) Service bucket specifications. Service buckets 
shall be standard safety bucket or flatbottom bucket 
with bails fastened to an offset ear firmly riveted to side 
of bucket. There shall be a handle riveted near bottom 
of bucket for tipping purposes. 

(11) Ladder extensions. Ladders shall extend at least 
three feet above the platform or roof served and shall be 
secured at top and bottom to prevent slipping. 

(12) Safeguards for power lines. Safeguards shall be 
erected to prevent loads and lines contacting power lines 
where it is not possible to work at least 10 feet from the 
power lines. 

(13) Asphalt cakes. Whole asphalt cakes shall be bro- 
ken in chunks before being placed in hot tar pot. To 
eliminate the potential hazard of moisture being trapped 
in the cake and also prevent the splashing of hot 
material. 

(14) Fire smothering. There shall be means to smoth- 
er fires at fired tar pots. 

(15) Mop handles. Mop or spud bar handles over 
three feet long shall be of wood or other nonconductive 
material. 

(16) Protective clothing. Persons working at kettles or 
handling hot tar shall wear gloves and have arms fully 
protected by material capable of preventing burns. 

(17) Tar pots. Open tar heating pots shall be kept 
outside of buildings. 
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(18) Tar pot procedures. Electric tar heating equip- 
ment may be used inside of the working enclosure pro- 
vided that: 

(a) Exhaust fans in connection with tubing capable of 
carrying fumes created by the heating process to the 
outside are installed and in constant use during heating 
operations. 

(b) The equipment shall be provided with a hinged lid 
or baffle plate for the purpose of immediately smothering 
a pot fire. 

(19) Ventilation. While hot tar is being applied inside 
an enclosure, exhaust fans to supplement natural venti- 
lation shall be installed to expedite removal of gaseous 
fumes from the building. 

(20) Prohibited locations. Flame heated tar pots shall 
be prohibited on roofs of structures. 

(21) Tar pot controls.'Tar pots shall be equipped with 
automatic controls or have an attendant at all times 
while in operation. 

(22) Guarding roof perimeters. The perimeter of all 
roofs shall be guarded as ((defmed)) specified by 
((WAC-296-155=505)) chapter 296-155 WAC Part C- 
1 Fall restraint and fall arrest. 


PART J 
STAIRWAYS AND LADDERS((-SEAFFOEDS 
ANP-EEEVATING-WORK-PEATFORMS)) 


AMENDATORY SECTION (Amending Order 86-14, 
filed 1/21/86) 


WAC 296-155-475 ((BEFENTFFIONS)) SCOPE 
AND APPLICATION. ((C2--Eadders* 
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(r)—Working-load'—-means-the-oad-imposed-by-per- 
sons, materials, and-equipment:)) This part applies to all 
stairways and ladders used in construction, alteration, 
repair (including painting and decorating), and demoli- 
tion workplaces covered under chapter 296-155 WAC, 
and also sets forth, in specified circumstances, when lad- 
ders and stairways are required to be provided. Addi- 
tional requirements for ladders used оп or with scaffolds 
are contained in chapter 296-155 WAC, Part 7-1. 


NEW SECTION 


WAC 296-155-47501 DEFINITIONS APPLICA- 
BLE TO THIS PART. (1) Cleat means a ladder 
crosspiece of rectangular cross section placed on edge 
upon which a person may step while ascending or de- 
scending a ladder. 

(2) Double-cleat ladder means a ladder similar in 
construction to a single-cleat ladder, but with a center 
rail to allow simultaneous two-way traffic for employees 
ascending or descending. 

(3) Equivalent means alternative designs, materials, or 
methods that the employer can demonstrate will provide 
an equal or greater degree of safety for employees than 
the method or item specified in the standard. 

(4) Extension trestle ladder means a self-supporting 
portable ladder, adjustable in length, consisting of a 
trestle ladder base and a vertically adjustable extension 
section, with a suitable means for locking the ladders 
together (also see trestle ladder). 

(5) Failure means load refusal, breakage, or separa- 
tion of component parts. Load refusal is the point where 
the structural members lose their ability to carry the 
loads. 

(6) Fixed ladder means a ladder that cannot be readi- 
ly moved or carried because it is an integral part of a 
building or structure. A side-step fixed ladder is a fixed 
ladder that requires a person getting off at the top to 
step to the side of the ladder side rails to reach the 
landing. A through fixed ladder is a fixed ladder that re- 
quires a person getting off at the top to step between the 
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side rails of the ladder to reach the landing. For the 
purpose of this standard, slip forms and scaffolds with 
built in ladders permanently attached, are considered to 
be fixed ladders. 

(7) Handrail means a rail used to provide employees 
with a handhold for support. 

(8) Individual-rung/step ladders means ladders with- 
out a side rail or center rail support. Such ladders are 
made by mounting, individual steps or rungs directly to 
the side or wall of the structure. 

(9) Job-made ladder means a ladder that is fabricat- 
ed, not commercially manufactured. This definition does 
not apply to any individual—rung/step ladders. 

(10) Ladder types. For the purpose of this standard 
ladder types are defined by the following types: 


Type IA - Extra heavy duty industrial use. 

Type I - Heavy duty industrial use such as utilities 
and contractors. 

Type II — Medium duty industrial use such as paint- 
ers, offices, and light industrial use. 

Type III — Light duty household use. 


(11) Landing means any area such as the ground, 
roof, or platform that provides access/egress for a 
ladder. 

(12) Lower levels means those areas to which an em- 
ployee can fall from a stairway or ladder. Such areas in- 
clude ground levels, floors, roofs, ramps, runways, exca- 
vations, pits, tanks, material, water, equipment, and 
similar surfaces. It does not include the surface from 
which the employee falls. 

(13) Maximum intended load means the total load of 
all employees, equipment, tools, materials, transmitted 
loads, and other loads anticipated to be applied to a lad- 
der component at any one time. 

(14) Nosing means that portion of a tread projecting 
beyond the face of the riser immediately below. 

(15) Platform means a walking/working surface for 
persons, elevated above the surrounding floor or ground. 

(16) Point of access means all areas used by employ- 
ees for work—related passage from one area or level to 
another. Such open areas include doorways, passage- 
ways, stairway openings, studded walls, and various oth- 
er permanent or temporary openings used for such 
travel. 

(17) Portable ladder means a ladder that can be 
readily moved or carried. 

(18) Riser height means the vertical distance from the 
top of a tread to the top of the next higher tread or 
platform/landing or the distance from the top of a 
platform/landing to the top of the next higher tread or 
platform/landing. 

(19) Side-step fixed ladder. See "fixed ladder." 

(20) Single-cleat ladder means a ladder consisting of 
a pair of side rails, connected together by cleats, rungs, 
Or Steps. 

(21) Single-rail ladder means a portable ladder with 
rungs, cleats, or steps mounted on a single rail instead of 
the normal two rails used on most other ladders. Single 
rail ladders are prohibited from use. 

(22) Special purpose ladder means a portable ladder 
that represents either a modification or a combination of 
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design or construction features in one of the general 
purpose types of ladders previously defined, in order to 
adapt the ladder to special or specific uses. 

(23) Spiral stairway means a series of steps attached 
to a vertical pole and progressing upward in a winding 
fashion within a cylindrical space. 

(24) Stairrail system means a vertical barrier erected 
along the unprotected sides and edges of a stairway to 
prevent employees from falling to lower levels. The top 
surface of a stairrail system may also be a "handrail." 

(25) Step stool (ladder type) means a self-supporting, 
foldable, portable ladder, nonadjustable in length, 32 
inches or less in overall size, with flat steps and without 
a pail shelf, designed to be climbed on the ladder top cap 
as well as all steps. The side rails may continue above 
the top cap. 

(26) Through fixed ladder. See "fixed ladder." 

(27) Tread depth means the horizontal distance from 
front to back of a tread (excluding nosing, if any). 

(28) Trestle ladder means a self-supporting portable 
ladder, nonadjustable in length, consisting of two sec- 
tions hinged at the top to form equal angles with the 
base. The size is designated by the length of the side 
rails measured along the front edge. 

(29) Unprotected sides and edges means any side or 
edge (except at entrances to points of access) of a stair- 
way where there is no stairrail system or wall 36 inches 
(.9 m) or more in height, and any side or edge (except at 
entrances to points of access) of a stairway landing, or 
ladder platform where there is no wall or guardrail sys- 
tem 39 inches (1 m) or more in height. 


NEW SECTION 


WAC 296-155-476 GENERAL  REQUIRE- 
MENTS. (1) A stairway or ladder shall be provided at 
all personnel points of access where there is a break in 
elevation of 19 inches (48 cm) or more, and no ramp, 
runway, sloped embankment, or personnel hoist is 
provided. 

(a) Employees shall not use any spiral stairways that 
will not be a permanent part of the structure on which 
construction work is being performed. 

(b) A double-cleated ladder or two or more separate 
ladders shall be provided when ladders are the only 
mean of access or exit from a working area for 25 or 
more employees, or when a ladder is to serve simulta- 
neous two-way traffic. 

(c) When a building or structure has only one point of 
access between levels, that point of access shall be kept 
clear to permit free passage of employees. When work 
must be performed or equipment must be used such that 
free passage at that point of access is restricted, a second 
point of access shall be provided and used. 

(d) When a building or structure has two or more 
points of access between levels, at least one point of ac- 
cess shall be kept clear to permit free passage of 
employees. 

(2) Employers shall provide and install all stairway 
and ladder fall protection systems required by this part 
and shall comply with all other pertinent requirements of 
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this part before employees begin the work that necessi- 
tates the installation and use of stairways, ladders, and 
their respective fall protection systems. 


NEW SECTION 


WAC 296-155-477 STAIRWAYS. (1) General. 
The following requirements apply to all stairways as 
indicated: 

(a) Stairways that will not be a permanent part of the 
structure on which construction work is being performed 
shall have landings of not less than 30 inches (76 cm) in 
the direction of travel and extend at least 22 inches (56 
cm) in width at every 12 feet (3.7 m) or less of vertical 
rise. 

(b) Stairs shall be installed between 30 deg. and 50 
deg. from horizontal. 

(c) In all buildings or structures two or more stories 
or twenty-four feet or more in height or depth, suitable 
permanent or temporary stairways shall be installed. 

(d) Stairways, ramps or ladders shall be provided at 
all points where a break in elevation of eighteen inches 
or more occurs in a frequently traveled passageway, en- 
try or exit. 

(e) A minimum of one stairway shall be provided for 
access and exit for buildings and structures to three 
stories or thirty-six feet; if more than three stories or 
thirty-six feet, two or more stairways shall be provided. 
Where two stairways are provided and work is being 
performed in the stairways, one shall be maintained 
clear for access between levels at all times. 

(f) Wood frame buildings. 

(i) The stairway to a second or higher floor shall be 
completed before studs are raised to support the next 
higher floor. 

(ii) Roof and attic work areas of all buildings shall be 
provided with a safe means of access and egress, such as 
stairways, ramps or ladders. 

(iii) Cleats shall not be nailed to studs to provide ac- 
cess to and egress from roof or other work areas. 

(g) Steel frame buildings. Stairways shall extend to 
the uppermost floor that has been planked or decked. 
Ladders may be used above that point. 

(h) Reinforced concrete or composite steel—Concrete 
buildings. Stairways shall extend to the lowermost floor 
upon which a complete vertical shoring system is in 
place. A minimum of two ladders at different locations 
for each floor may be used above this floor but not to 
exceed three floors. 

(i) Riser height and tread depth shall be uniform 
within each flight of stairs, including any foundation 
structure used as one or more treads of the stairs. Vari- 
ations in riser height or tread depth shall not be over 1/4 
-inch (0.6 cm) in any stairway system. 

(j) Where doors or gates open directly on a stairway, 
a platform shall be provided, and the swing of the door 
shall not reduce the effective width of the platform to 
less than 20 inches (51 cm). 

(k) Metal pan landings and metal pan treads, when 
used, shall be secured in place before filling with con- 
crete or other material. 

(1) All parts of stairways shall be free of hazardous 
projections, such as protruding nails. 


{ 195 | 


WSR 91-24-017 


(т) Slippery conditions оп stairways shall be elimi- 
nated before the stairways are used to reach other levels. 

(n) Employers are permitted to use alternating tread 
type stairs as long as they install, use, and maintain the 
stairs in accordance with manufacturer's recommenda- 
tions and the following: 

(i) The stair must be installed at an angle of seventy 
degrees or less. 

(ii) The stair must be capable of withstanding a mini- 
mum uniform load of one hundred pounds per square 
foot with a design factor of 1.7, and the treads must be 
capable of carrying a minimum concentrated load of 
three hundred pounds at the center of any treadspan or 
exterior arc with a design factor of 1.7. If the stair is in- 
tended for greater loading, construction must allow for 
that loading. 

(iii) The stair must be equipped with a handrail on 
each side to assist the user in climbing or descending. 

(о) Due to space limitations, when a permanent stair- 
way must be installed at an angle above fifty degrees, 
such an installation (commonly called an inclined or 
ship's ladder) shall have treads, open risers and hand- 
rails on both sides. 

(p) Where ladders are permitted for access under 
subsection (1) of this section, means shall be provided 
for employee hoisting of tools and material, such as a 
well wheel and hoisting line or the equivalent, so em- 
ployees will have both hands free for ascending and de- 
scending ladders. 

(2) Temporary service. The following requirements 
apply to all stairways as indicated: 

(a) Except during stairway construction, foot traffic is 
prohibited on stairways with pan stairs where the treads 
and/or landings are to be filled in with concrete or other 
material at a later date, unless the stairs are temporarily 
fitted with wood or other solid material at least to the 
top edge of each pan. Such temporary treads and land- 
ings shall be replaced when worn below the level of the 
top edge of the pan. 

(b) Except during stairway construction, foot traffic is 
prohibited on skeleton metal stairs where permanent 
treads and/or landings are to be installed at a later date, 
unless the stairs are fitted with secured temporary treads 
and landings long enough to cover the entire tread 
and/or landing area. 

(c) Treads for temporary service shall be made of 
wood or other solid material, and shall be installed the 
full width and depth of the stair. 

(3) Stairrails and handrails. The following require- 
ments apply to all stairways as indicated: 

(a) Stairways having four or more risers or rising 
more than 30 inches (76 cm), whichever is less, shall be 
equipped with: 

(i) At least one handrail; and 

(ii) One stairrail system along each unprotected side 
or edge. 


Note: When the top edge of a stairrail system also serves as a hand- 


rail, subdivision (g) of this subsection applies. 


(b) Winding and spiral stairways shall be equipped 
with a handrail offset sufficiently to prevent walking on 
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those portions of the stairways where the tread width is 
less than 6 inches (15 cm). 

(c) The height of stairrails shall be as follows: 

(i) Stairrails installed after the effective date of this 
standard, shall be not less than 36 inches (91.5 cm) from 
the upper surface of the stairrail system to the surface of 
the tread, in line with the face of the riser at the forward 
edge of the tread. 

(ii) Stairrails installed before the effective date of this 
standard, shall be not less than 30 inches (76 cm) nor 
more than 34 inches (86 cm) from the upper surface of 
the stairrail system to the surface of the tread, in line 
with the face of the riser at the forward edge of the 
tread. 

(d) Midrails, screens, mesh, intermediate vertical 
members, or equivalent intermediate structural mem- 
bers, shall be provided between the top rail of the 
stairrail system and the stairway steps. 

(i) Midrails, when used, shall be located at a height 
midway between the top edge of the stairrail system and 
the stairway steps. 

(ii) Screens or mesh, when used, shall extend from the 
top rail to the stairway step, and along the entire open- 
ing between top rail supports. 

(iii) When intermediate vertical members, such as 
balusters, are used between posts, they shall be not more 
than 19 inches (48 cm) apart. 

(iv) Other structural members, when used, shall be 
installed such that there are no openings in the stairrail 
system that are more than 19 inches (48 cm) wide. 

(e) Handrails and the top rails of stairrail systems 
shall be capable of withstanding, without failure, a force 
of at least 200 pounds (890 n) applied within 2 inches (5 
cm) of the top edge, in any downward or outward direc- 
tion, at any point along the top edge. 

(f) The height of handrails shall be not more than 37 
inches (94 cm) nor less than 30 inches (76 cm) from the 
upper surface of the handrail to the surface of the tread, 
in line with the face of the riser at the forward edge of 
the tread. 

(g) When the top edge of a stairrail system also serves 
as a handrail, the height of the top edge shall be not 
more than 37 inches (94 cm) nor less than 36 inches 
(91.5 cm) from the upper surface of the stairrail system 
to the surface of the tread, in line with the face of the 
riser at the forward edge of the tread. 

(h) Stairrail systems and handrails shall be so sur- 
faced as to prevent injury to employees from punctures 
or lacerations, and to prevent snagging of clothing. 

(i) Handrails shall provide an adequate handhold for 
employees grasping them to avoid falling. 

(j) The ends of stairrail systems and handrails shall be 
constructed so as not to constitute a projection hazard. 

(k) Handrails that will not be a permanent part of the 
structure being built shall have a minimum clearance of 
3 inches (8 cm) between the handrail and walls, stairrail 
systems, and other objects. 

(1) Unprotected sides and edges of stairway landings 
shall be provided with guardrail systems. Guardrail sys- 
tem criteria are contained in chapter 296-155 WAC, 
Part K. 
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AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-155-480 LADDERS. ((€—Generat 
requirements: 
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feet imiength.)) (1) General. The following requirements 
apply to all ladders as indicated, including job-made 
ladders. 

(a) Ladders shall be capable of supporting the follow- 
ing loads without failure: 

(i) Each self-supporting portable ladder: At least four 
times the maximum intended load, except that each ex- 
tra-heavy-duty type 1A metal or plastic ladder shall 
sustain at least 3.3 times the maximum intended load. 
The ability of a ladder to sustain the loads indicated in 
this paragraph shall be determined by applying or trans- 
mitting the requisite load to the ladder іп a downward 
vertical direction. Ladders built and tested in conform- 
ance with the applicable provisions of appendix A of this 
part will be deemed to meet this requirement. 

(ii) Each portable ladder that is not self-supporting: 
At least four times the maximum intended load, except 
that each extra-heavy-duty type 1A metal or plastic 
ladders shall sustain at least 3.3 times the maximum in- 
tended load. The ability of a ladder to sustain the loads 
indicated in this paragraph shall be determined by ap- 
plying or transmitting the requisite load to the ladder in 
a downward vertical direction when the ladder is placed 
at an angle of 75 1/2 degrees from the horizontal. Lad- 
ders built and tested in conformance with the applicable 
provisions of appendix A will be deemed to meet this 
requirement. 

(ii) Each fixed ladder: At least two loads of 250 

unds (114 kg) each, concentrated between any two 
consecutive attachments (the number and position of 
additional concentrated loads of 250 pounds (114 kg) 
each, determined from anticipated usage of the ladder, 
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shall also be included), plus anticipated loads caused by 
ice buildup, winds, rigging, and impact loads resulting 
from the use of ladder safety devices. Each step or rung 
shall be capable of supporting a single concentrated load 
of at least 250 pounds (114 kg) applied in the middle of 
the step or rung. Ladders built in conformance with the 
applicable provisions of appendix A will be deemed to 
meet this requirement. 

(b) Ladder rungs, cleats, and steps shall be parallel, 
level, and uniformly spaced when the ladder is in posi- 
tion for use. 

(с)(і) Rungs, cleats, and steps of portable ladders 
except as provided below) and fixed ladders (includin 
individual-rung/step ladders) shall be spaced not less 


than 10 inches (25 cm) apart, nor more than 14 inches 
(36 cm) apart, as measured between centerlines of the 
rungs, cleats, and steps. 

(ii) Rungs, cleats, and steps of step stools shall be not 
less than 8 inches (20 cm) apart, nor more than 12 
inches (31 cm) apart, as measured between centerlines 
of the rungs, cleats, and steps. 

(iii) Rungs, cleats, and steps of the base section of ex- 
tension trestle ladders shall be not less than 8 inches (20 
cm) nor more than 18 inches (46 cm) apart, as mea- 
sured between centerlines of the rungs, cleats, and steps. 
The rung spacing on the extension section of the exten- 
sion trestle ladder shall be not less than 6 inches (15 cm) 
nor more than 12 inches (31 cm), as measured between 
centerlines of the rungs, cleats, and steps. 

(iv) Cleats on job-made ladders shall be inset into the 
edges of the side—rails one-half inch, or filler blocks 
shall be used on the side—rails between the cleats. 


(v) Cleats on job-made ladders shall be secured to 
each rail with three 10d common wire nails or other fas- 
teners of equivalent strength. 

(d)(i) The minimum clear distance between the sides 


of individual-rung/step ladders and the minimum clear 
distance between the side rails of other fixed ladders 


shall be 16 inches (41 cm). 
(ii) The minimum clear distance between side rails for 
all portable ladders shall be 11 1/2 inches (29 cm). 

е) The rungs of individual-rung /step ladders shall be 
shaped such that employees' feet cannot slide off the end 
of the rungs. 

(f)(i) The rungs and steps of fixed metal ladders 


manufactured after the effective date of this standard, 


shall be corrugated, knurled, dimpled, coated with skid— 


resistant material, or otherwise treated to minimize 


slipping. 
(ii) The rungs and steps of portable metal ladders 


shall be corrugated, knurled, dimpled, coated with skid— 
resistant material, or otherwise treated to minimize 


slipping. 

(g) Ladders shall not be tied or fastened together to 
provide longer sections unless they are specifically de- 
signed for such use. 

(h) A metal spreader or locking device shall be pro- 
vided on each stepladder to hold the front and back sec- 
tions in an open position when the ladder is being used. 

(i) When splicing is required to obtain a given length 
of side rail, the resulting side rail must be at least 
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equivalent in strength to a one-piece side rail made of 
the same material. 

(j) Except when portable ladders are used to gain ac- 
cess to fixed ladders (such as those on utility towers, 
billboards, and other structures where the bottom of the 
fixed ladder is elevated to limit access), when two or 
more separate ladders are used to reach an elevated 
work area, the ladders shall be offset with a platform or 
landing between the ladders. (The requirements to have 
guardrail systems with toeboards for falling object and 
overhead protection on platforms and landings are set 
forth in chapter 296-155 WAC, Part K.) 

(k) Ladder components shall be surfaced so as to pre- 
vent injury to an employee from punctures or lacera- 
tions, and to prevent snagging of clothing. 

(1) Wood ladders shall not be coated with any opaque 
covering, except for identification or warning labels 
which may be placed on one face only of a side rail. 

(m) The minimum perpendicular clearance between 
fixed ladder rungs, cleats, and steps, and any obstruction 
behind the ladder shall be 7 inches (18 cm), except in 
the case of an elevator pit ladder, for which a minimum 
perpendicular clearance of 4 1/2 inches (11 cm) is 
required. 

(n) The minimum perpendicular clearance between 
the center line of fixed ladder rungs, cleats, and steps, 
and any obstruction on the climbing side of the ladder 
shall be 30 inches (76 cm), except as provided in (o) of 
this subsection. 

(о) When unavoidable obstructions are encountered, 
the minimum perpendicular clearance between the cen- 
terline of fixed ladder rungs, cleats, and steps, and the 
obstruction on the climbing side of the ladder may be 
reduced to 24 inches (61 cm), provided that a deflection 
device is installed to guide employees around the 
obstruction. 

(p) Through fixed ladders at their point of 
access/egress shall have a step-across distance of not 
less than 7 inches (18 cm) nor more than 12 inches (30 
cm) as measured from the centerline of the steps or 
rungs to the nearest edge of the landing area. If the 
normal step-across distance exceeds 12 inches (30 cm), 
a landing platform shall be provided to reduce the dis- 
tance to the specified limit. 

(а) Fixed ladders without cages or wells shall have a 
clear width to the nearest permanent object of at least 


15 inches (38 cm) on each side of the centerline of the 
ladder. 


(r) Fixed ladders shall be provided with cages, wells, 
ladder safety devices, or self—retracting lifelines where 
the length of climb is less than 24 feet (7.3 m) but the 
top of the ladder is at a distance greater than 24 feet 
(7.3 m) above lower levels. 

(s) Where the total length of a climb equals or ex- 
ceeds 24 feet (7.3 m), fixed ladders shall be equipped 
with one of the following: 

(1) Ladder safety devices; or 

(ii) Self—retracting lifelines, and rest platforms at in- 
tervals not to exceed 150 feet (45.7 m); or 

(iii) A cage or well, and multiple ladder sections, each 


ladder section not to exceed 50 feet (15.2 m) in length. 
Ladder sections shall be offset from adjacent sections, 
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and landing platforms shall be provided at maximum in- 
tervals of 50 feet (15.2 m). f 

(t) Cages for fixed ladders shall conform to all of the 
following: 

(i) Horizontal bands shall be fastened to the side rails 
of rail ladders, or directly to the structure, building, or 
equipment for individual-rung ladders; 

(ii) Vertical bars shall be on the inside of the hori- 
zontal bands and shall be fastened to them; 

(iii) Cages shall extend not less than 27 inches (68 
cm), or more than 30 inches (76 cm) from the centerline 
of the step or rung (excluding the flare at the bottom of 
the cage), and shall not be less than 27 inches (68 cm) 
in width; 

(iv) The inside of the cage shall be clear of 
projections; 

(v) Horizontal bands shall be spaced not more than 4 
feet (1.2 m) on center vertically; 

(vi) Vertical bars shall be spaced at intervals not more 
than 9 1/2 inches (24 cm) on center horizontally; 

(vii) The bottom of the cage shall be at a level not less 
than 7 feet (2.1 m) nor more than 8 feet (2.4 m) above 
the point of access to the bottom of the ladder. The bot- 
tom of the cage shall be flared not less than 4 inches (10 
cm) all around within the distance between the bottom 
horizontal band and the next higher band; 

(viii) The top of the cage shall be a minimum of 42 
inches (1.1 m) above the top of the platform, or the 
point of access at the top of the ladder, with provision 
for access to the platform or other point of access. 

(u) Wells for fixed ladders shall conform to all of the 
following: 

(i) They shall completely encircle the ladder; 

(ii) They shall be free of projections; 

(iii) Their inside face on the climbing side of the lad- 
der shall extend not less than 27 inches (68 cm) nor 
more than 30 inches (76 cm) from the centerline of the 
step or rung; 

(iv) The inside clear width shall be at least 30 inches 
(76 cm); 

v) The bottom of the wall on the access side shall 
start at a level not less than 7 feet (2.1 m) nor more 
than 8 feet (2.4 m) above the point of access to the bot- 


tom of the ladder. 


(v) Ladder safety devices, and related support sys- 
tems, for fixed ladders shall conform to all of the 
following: 

(i) They shall be capable of withstanding without 
failure a drop test consisting of an 18-inch (41 cm) drop 
of a 500-pound (226 kg) weight; 

(ii) They shall permit the employee using the device 
to ascend or descend without continually having to hold, 
push or pull any part of the device, leaving both hands 
free for climbing; 

(iii) They shall be activated within 2 feet (.61 m) af- 
ter a fall occurs, and limit the descending velocity of an 
employee to 7 feet/sec. (2.1 m/sec.) or less; 

(iv) The connection between the carrier or lifeline and 
the point of attachment to the body belt or harness shall 
not exceed 9 inches (23 cm) in length. Í 

(w) The mounting of ladder safety devices for fixed 
ladders shall conform to the following: 
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(i) Mountings for rigid carriers shall be attached at 
each end of the carrier, with intermediate mountings, as 
necessary, spaced along the entire length of the carrier, 
to provide the strength necessary to stop employees’ 
falls. 

(ii) Mountings for flexible carriers shall be attached 
at each end of the carrier. When the system is exposed 
to wind, cable guides for flexible carriers shall be in- 
stalled at a minimum spacing of 25 feet (7.6 m) and 
maximum spacing of 40 feet (12.2 m) along the entire 
length of the carrier, to prevent wind damage to the 
system. 

(iii) The design and installation of mountings and ca- 
ble guides shall not reduce the design strength of the 
ladder. 

(x) The side rails of through or side-step fixed ladders 
shall extend 42 inches (1.1 m) above the top of the ac- 
cess level or landing platform served by the ladder. For a 
parapet ladder, the access level shall be the roof if the 
parapet is cut to permit passage through the parapet; if 
the parapet is continuous, the access level shall be the 
top of the parapet. 

(y) For through-fixed-ladder extensions, the steps or 
rungs shall be omitted from the extension and the ex- 
tension of the side rails shall be flared to provide not less 
than 24 inches (61 cm) nor more than 30 inches (76 cm) 
clearance between side rails. Where ladder safety devices 
are provided, the maximum clearance between side rails 
of the extensions shall not exceed 36 inches (91 cm). 

(z) For side-step fixed ladders, the side rails and the 
steps or rungs shall be continuous in the extension. 

aa) Individual-rung/step ladders, except those used 
where their access openings are covered with manhole 
covers or hatches, shall extend at least 42 inches (1.1 m) 
above an access level or landing platform either by the 
continuation of the rung spacings as horizontal grab bars 
or by providing vertical grab bars that shall have the 
same lateral spacing as the vertical legs of the rungs. 


2) Use. The following requirements apply to the use 


of all ladders, including job-made ladders, except as 
otherwise indicated: 

(a) When portable ladders are used for access to an 
upper landing surface, the ladder side rails shall extend 
at least 3 feet (.9 m) above the upper landing surface to 
which the ladder is used to gain access; or, when such an 
extension is not possible because of the ladder's length, 
then the ladder shall be secured at its top to a rigid sup- 
port that will not deflect, and a grasping device, such as 
a grabrail, shall be provided to assist employees in 
mounting and dismounting the ladder. In no case shall 
the extension be such that ladder deflection under a load 
would, by itself, cause the ladder to slip off its support. 

(b) Ladders shall be maintained free of oil, grease, 
and other slipping hazards. 

(c) Ladders shall not be loaded beyond the maximum 
intended load for which they were built, nor beyond 
their manufacturer's rated capacity. 

(d) Ladders shall be used only for the purpose for 
which they were designed. 

e)(i) Nonself-supporting ladders shall be used at an 
angle such that the horizontal distance from the top 
support to the foot of the ladder is approximately one- 
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quarter of the working length of the ladder (the distance 
along the ladder between the foot and the top support). 

(ii) Wood job-made ladders with spliced side rails 
shall be used at an angle such that the horizontal dis- 
tance is one-eighth the working length of the ladder. 

(iii) Fixed ladders shall be used at a pitch no greater 
than 90 degrees from the horizontal, as measured to the 
back side of the ladder. 

(f) Ladders shall be used only on stable and level sur- 
faces unless secured to prevent accidental displacement. 

(g) Ladders shall not be used on slippery surfaces un- 
less secured or provided with slip—resistant feet to pre- 
vent accidental displacement. Slip-resistant feet shall 
not be used as a substitute for care in placing, lashing, 
or holding a ladder that is used upon slippery surfaces 
including, but not limited to, flat metal or concrete sur- 
faces that are constructed so they cannot be prevented 
from becoming slippery. 

(h) Ladders placed in any location where they can be 
displaced by workplace activities or traffic, such as in 
passageways, doorways, or driveways, shall be secured to 
prevent accidental displacement, or a barricade shall be 
used to keep the activities or traffic away from the 
ladder. 

(i) The area around the top and bottom of ladders 
shall be kept clear. 

(j) The top of a nonself-supporting ladder shall be 
placed with the two rails supported equally unless it is 
equipped with a single support attachment. 

(k) Ladders shall not be moved, shifted, or extended 
while occupied. 

(1) Ladders shall һауе nonconductive side rails if they 
are used where the employee or the ladder could contact 
exposed energized electrical equipment, except as pro- 
vided in the following: 

(i) Portable metal or other portable conductive lad- 
ders shall not be used on or near energized line or 
equipment except where nonconductive ladders present a 
greater electrical hazard than conductive ladders. A 
greater electrical hazard would be static electricity such 
as might be found in extra high voltage substations. 

(ii) АП conductive or metal ladders shall be promi- 
nently marked and identified as being conductive. 

(iii) АП conductive or metal ladders shall be grounded 
when used near energized lines or equipment. 

(m) The top or top step of a stepladder shall not be 
used as a step. 

(n) Cross-bracing on the rear section of stepladders 
shall not be used for climbing unless the ladders are de- 
signed and provided with steps for climbing on both 
front and rear sections. 

(o) Ladders shall be inspected by a competent person 
for visible defects on a periodic basis and after any oc- 
currence that could affect their safe use. 

(p) Portable ladders with structural defects, such as, 
but not limited to, broken or missing rungs, cleats, or 
steps, broken or split rails, corroded components, or oth- 
er faulty or defective components, shall either be imme- 
diately marked in a manner that readily identifies them 
as defective, or be tagged with "do not use" or similar 
language, and shall be withdrawn from service until 
repaired. 
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(q) Fixed ladders with structural defects, such as, but 
not limited to, broken or missing rungs, cleats, or steps, 
broken or split rails, or corroded components, shall be 
withdrawn from service until repaired. The requirement 


to withdraw a defective ladder from service is satisfied if 
the ladder is either: 


(i) Immediately tagged with "do not use" or similar 
language; 

(ii) Marked in a manner that readily identifies it as 
defective; 

(іі) Or blocked (such as with a plywood attachment 
that spans several rungs). 

(r) Ladder repairs shall restore the ladder to a condi- 
tion meeting its original design criteria, before the lad- 
der is returned to use. 

(s) Single-rail ladders shall not be used. 

(t) When ascending or descending a ladder, the user 
shall face the ladder. 

(u) Employees shall not ascend or descend ladders 
while carrying tools or materials that might interfere 
with the free use of both hands. 

(v) When working from a ladder, the ladder shall be 
secured at both top and bottom. 

(w) No type of work shall be performed on a ladder 
over twenty-five feet from the ground or floor that re- 
quires the use of both hands to perform the work, unless 
a safety belt is worn and the safety lanyard is secured to 
the ladder. 

(x) Any work that requires wearing eye protection, 
respirators, or handling of pressure equipment shall not 
be performed from a ladder more than twenty-five feet 
above the surrounding surface. 


NEW SECTION 


WAC 296-155-48060 TRAINING REQUIRE- 
MENTS. The following training provisions clarify the 
requirements of WAC 296-155-100 (1)(c), regarding 
the hazards addressed in chapter 296-155 WAC, Part J. 

(1)(a) The employer shall provide a training program 
for each employee using ladders and stairways. The pro- 
gram shall enable each employee to recognize hazards 
related to ladders and stairways, and shall train each 
employee in the procedures to be followed to minimize 
these hazards. 

(b) The employer shall ensure that each employee has 
been trained by a competent person in the following ar- 
eas, as applicable: 

(i) The nature of fall hazards in the work area; 

(ii) The correct procedures for erecting, maintaining, 
and disassembling the fall protection systems to be used; 

(iii) The proper construction, use, placement, and care 
in handling of all stairways and ladders; 

(іу) The maximum intended load-carrying capacities 
of ladders used; and 

(v) The standards contained in this part. 

(2) Retraining shall be provided for each employee as 
necessary so that the employee maintains the under- 
standing and knowledge acquired through compliance 
with this section. 
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NEW SECTION 


WAC 296-155-48080 APPENDIX А. This appen- 
dix serves as a nonmandatory guideline to assist employ- 
ers in complying with the ladder loading and strength 
requirements of WAC 296-155-480 (1)(a). А ladder 
designed and built in accordance with the applicable na- 
tional consensus standards, as set forth below, will be 
considered to meet the requirements of WAC 296-155- 
480 (1)(a): 

** Manufactured portable wood ladders: American 
National Standards Institute (ANSI) A14.1-1982— 
American National Standard for Ladders—Portable 
Wood-Safety Requirements. 

** Manufactured portable metal ladders: ANSI 
А14.2-1982--А merican National Standard for Lad- 
ders—Portable Metal-Safety Requirements. 

** Manufactured fixed ladders: ANSI А14.3-1984- 
American National Standard for Ladders-Fixed-Safety 
Requirements. 

** Job-made ladders: ANSI A14.4—1979—Safety 
Requirements for Job-Made Ladders. 

** Plastic ladders: ANSI А14.5-1982--Атегісап 
National Standard for Ladders—Portable Reinforced 
Plastic-Safety Requirements. 


AMENDATORY SECTION (Amending Order 76-29, 
filed 9/30/76) 


WAC 296-155-48090 
SERVED. 


(FABŁE—J-+8)) RE- 
((FABŁEJ>+8 


WOOD-FOR-USEIN LADDERS 
GROUP+ 
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PART J-1 
SCAFFOLDING 


NEW SECTION 


WAC 296-155-481 SCOPE AND APPLICA- 
TION. This part applies to all scaffolding used in con- 
struction, alteration, repair (including painting and dec- 
orating), and demolition workplaces covered under 
chapter 296-155 WAC, and also sets forth, in specified 
circumstances, when scaffolding is required to be pro- 
vided. Additional requirements for ladders used on or 
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with scaffolds аге contained in Part J chapter 296-155 
WAC. 


NEW SECTION 


WAC 296-155-483 DEFINITIONS APPLICA- 
BLE TO THIS PART. (1) "Bearer" means a horizontal 
member of a scaffold upon which the platform rests and 
which may be supported by ledgers. 

(2) "Boatswain's chair" means a seat supported by 
slings attached to a suspended rope, designed to accom- 
modate one employee in a sitting position. 

(3) "Brace" means a tie that holds one scaffold mem- 
ber in a fixed position with respect to another member. 

(4) "Bricklayers' square scaffold" means a scaffold 
composed of framed wood squares which support a plat- 
form, limited to light and medium duty. 

(5) "Built-up scaffold" means a rigidly constructed 
scaffold, built up where it is going to be used and dis- 
mantled when its purpose has been accomplished. 

(6) "Carpenters' bracket scaffold" means а scaffold 
consisting of wood or metal brackets supporting a 
platform. 

(7) "Coupler" means a device for locking together the 
component parts of a tubular metal scaffold. (The mate- 
rial used for the couplers shall be of a structural type, 
such as a dropforged steel, malleable iron, or structural 
grade aluminum.) 

(8) "Crawling board or chicken ladder” means a 
plank with cleats spaced and secured at equal intervals, 
for use by a worker on roofs, not designed to carry any 
material. 

(9) "Double pole or independent pole scaffold" means 
a scaffold supported from the base by a double row of 
uprights, independent of support from the walls and 
constructed of uprights, ledgers, horizontal platform 
bearers, and diagonal bracing. 

(10) "Float or ship scaffold" means a scaffold hung 
from overhead supports by means of ropes and consisting 
of a substantial platform having diagonal bracing un- 
derneath, resting upon and securely fastened to two par- 
allel plank bearers at right angles to the span. 

(11) "Standard guardrail" means a horizontal barrier 
at the perimeter of any surface edge presenting a poten- 
tial fall hazard constructed to provide a smooth surfaced 
top rail a distance of not more than 42 inches or less 
than 36 inches above the walking surface. An intermedi- 
ate rail shall be installed half way between the walking 
surface and the top of the top rail. 

The anchoring of posts and framing of members for 
railings of all types shall be such that the completed 
structure is capable of withstanding a load of at least 
200 pounds applied in any direction at any point on the 
top rail with a minimum deflection. 


Note: Where 2 x 4 inch lumber is used for rails and posts, upright 


posts spaced at intervals not exceeding 8 feet will achieve the 
200 pounds loading criteria. 


(12) "Heavy duty scaffold" means a scaffold designed 
and constructed to carry a working load not to exceed 75 
pounds per square foot. 
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(13) "Horse scaffold" means a scaffold for light or 
medium duty, composed of horses supporting a work 
platform. 

(14) "Interior hung scaffold" means a scaffold sus- 
pended from the ceiling or roof structure. 

(15) "Ladder jack scaffold" means a light duty scaf- 
fold supported by brackets attached to ladders. 

(16) "Leaning horse scaffold" means scaffold planks 
resting on two half horses supported by two legs on the 
ground with the point of the bearer resting against a 
solid portion of a structure. 

(17) "Ledgers (stringer)" mean a horizontal scaffold 
member which extends from post to post and which sup- 
ports the putlogs or bearers forming a tie between the 
posts. 

(18) "Light duty scaffold" means a scaffold designed 
and constructed to carry a working load not to exceed 25 
pounds per square foot. 

(19) "Manually propelled mobile scaffold" means a 
portable rolling scaffold supported by casters. 

(20) "Masons' adjustable multiple-point suspension 
scaffold" means a scaffold having a continuous platform 
supported by bearers suspended by wire rope from over- 
head supports, so arranged and operated as to permit the 
raising or lowering of the platform to desired working 
positions. 

(21) "Maximum rated load" means the total of all 
loads including the working load, the weight of the scaf- 
fold, and such other loads as may be reasonably antici- 
pated for which the scaffold is designed. 

(22) "Medium duty scaffold" means a scaffold de- 
signed and constructed to carry a working load not to 
exceed 50 pounds per square foot. 

(23) "Midrail" means a rail approximately midway 
between the guardrail and platform, secured to the up- 
rights erected along the exposed sides and ends of 
platforms. 

(24) "Needle beam scaffold" means a light duty scaf- 
fold consisting of needle beams supporting a platform. 

(25) "Outrigger scaffold" means a scaffold supported 
by outriggers or thrustouts projecting beyond the wall or 
face of the building or structure, the inboard ends of 
which are secured inside or on the roof of such building 
or structure. 

(26) "Plasters-lathers scaffold" means a tubular 
welded scaffold erected for, and used primarily by, the 
plasterer and lather trades. 

(27) "Putlog" means a scaffold member upon which 
the platform rests. 

(28) "Roofing or bearer bracket" means a bracket 
used in slope roof construction, having provisions for 
fastening to the roof or supported by ropes fastened over 
the ridge and secured to some suitable object. 

(29) "Runner" means the lengthwise horizontal brac- 
ing or bearing members or both. 

(30) "Scaffold" means any temporary elevated plat- 
form and its supporting structure used for supporting 
workers or materials, or both. 

(31) "Single-point adjustable suspension scaffold" 
means а manually or power—operated unit designed for 
light duty use, supported by a single wire rope from an 
overhead support so arranged and operated as to permit 


Washington State Register, Issue 91-24 


the raising or lowering of the platform to desired work- 
ing positions. 

(32) "Single-pole scaffold" means platforms resting 
on putlogs or cross beams, the outside ends of which are 
supported on ledgers secured to a single row or posts or 
uprights, and the inner ends of which are supported on 
or in a wall. 

(33) "Stone setters' adjustable multiple-point suspen- 
sion scaffold" means a swinging type scaffold having a 
platform supported by hangers suspended at four points 
so as to permit the raising or lowering of the platform to 
the desired working position by the use of hoisting 
machines. 

(34) "Suspended scaffold" means a scaffold supported 
from above, the platform of which is supported at more 
than two points by steel wire cables suspended from 
overhead outriggers which are anchored to the steel or 
concrete frame of the building. It is equipped with a 
hoisting drum or machine so the platform can be raised 
or lowered. 

(35) "Toeboard" means a standard toeboard and shall 
be 4 inches nominal in vertical height from its top edge 
to the level of the walking surface. It shall be securely 
fastened in place and have not more than 1/4-іпсһ 
clearance above walking surface level. It may be made 
of any substantial material, either solid, or with openings 
not over І inch in greatest dimension. 

(36) "Tube and coupler scaffold" means an assembly 
consisting of tubing which serves as posts, bearers, brac- 
es, ties, and runners, a base supporting the posts, and 
special couplers which serve to connect the uprights and 
to join the various members. 

(37) "Tubular welded frame scaffold" means a sec- 
tional panel or frame metal scaffold substantially built 
up of prefabricated welded sections which consists of 
posts and horizontal bearer with intermediate members. 

(38) "Two-point suspension scaffold (swinging scaf- 
fold)" means a scaffold, the platform of which is sup- 
ported by hangers (stirrups) at two points, suspended 
from overhead supports so as to permit the raising or 
lowering of the platform to the desired working position 
by tackle or hoisting machines. 

(39) "Window jack scaffold" means a scaffold, the 
platform of which is supported by a bracket or jack 
which projects through a window opening. 

(40) "Working load" means the load imposed by per- 
sons, materials, and equipment. 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-155-485 SCAFFOLDING. (1) General 
requirements. Scaffolds shall be furnished and erected in 
accordance with this standard for persons engaged in 
work that cannot be done safely from the ground or 
from solid construction, except that ladders used for 
such work shall conform to ((WAC—296-155-480 
through 296=155=4809@)) Part J chapter 296-155 
WAC. 

(a) All rules for design, construction, maintenance, 
operation, testing, and use of scaffolds contained in 


(CWAC-296=24=825 through 296=24=84643)) Part J-1 
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chapter 296-24 WAC apply within the construction 
industry. 

(b) Scaffolds shall be erected in accordance with re- 
quirements of this section. 

(c) The footing or anchorage for scaffolds shall be 
sound, rigid, and capable of carrying the maximum in- 
tended load without settling or displacement. Unstable 
objects such as barrels, boxes, loose brick, or concrete 
blocks, shall not be used to support scaffolds or planks. 

(d) No scaffold shall be erected, moved, dismantled, 
or altered except under the supervision of competent 
persons. 

(e) Standard guardrails and toeboards shall be in- 
stalled on all open sides and ends of platforms more than 
10 feet above the ground or floor, except needle beam 
scaffolds and floats. Scaffolds 4 feet to 10 feet in height, 
having a minimum horizontal dimension in either direc- 
tion of less than 45 inches, shall have standard guard- 
rails and toeboards installed on all open sides and ends 
of the scaffold platform. 

(f) Where persons are required to work or pass under 
the scaffold, scaffolds shall be provided with a screen 
between the toeboard and the guardrail, extending along 
the entire opening, consisting of No. 18 gauge U.S. 
Standard wire 1/2-inch mesh, or the equivalent. 

(в) Scaffolds and their components shall be capable of 
supporting without failure at least 4 times the maximum 
intended load. 

(h) Any scaffold including accessories such as braces, 
brackets, trusses, screw legs, ladders, etc. damaged or 
weakened from any cause shall be immediately repaired 
or replaced. 

(i) АП load-carrying timber members of scaffold 
framing shall be a minimum of 1,500 fiber (stress grade) 
construction grade lumber. All dimensions are nominal 
sizes as provided in the American Lumber Standards, 
except that where rough sizes are noted, only rough or 
undressed lumber of the size specified will satisfy mini- 
mum requirements. 

G) All planking shall be scaffold grades, or equivalent, 
as recognized by approved grading rules for the species 
of wood used. The maximum permissible spans for 
2- x 10-inch or wider planks shall be as shown in Table 
J-1. 

(k) The maximum permissible span [ог 
| 1/4- x 9-inch or wider plank of full thickness shall be 
4 feet with medium duty loading of 50 p.s.f. 

(1) Platforms shall be level. All planking or platforms 
shall be overlapped (minimum 12 inches), or secured 
from movement. The platform shall be a minimum of 
two 2—inch by 10-inch planks in width or a minimum of 
18 inches. 

(m) An access ladder or equivalent safe access shall 
be provided. 

(n) Scaffold planks shall extend over their end sup- 
ports not less than 6 inches nor more than 12 inches. 

(o) The poles, legs, or uprights of scaffolds shall be 
plumb, and securely and rigidly braced to prevent sway- 
ing and displacement. 

(p) Overhead protection shall be provided for persons 
on a scaffold exposed to overhead hazards. 
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(q) Slippery conditions on scaffolds shall be eliminat- 
ed as soon as possible after they occur. 

(r) Welding, burning, riveting, or open flame work 
shall not be performed on any staging suspended by 
means of fiber or synthetic rope unless suspended com- 
ponents are well insulated to protect against damaging 
contacts. Only treated or protected fiber or synthetic 
ropes shall be used for or near any work involving the 
use of corrosive substances or chemicals. Specific re- 
quirements for boatswain's chairs and float or ship scaf- 
folds are contained in subsections (12) and (21) of this 
section. 

(s) Wire, synthetic, or fiber rope used for scaffold 
suspension shall be capable of supporting at least 6 times 
the rated load. 

(t) The use of shore or lean-to scaffolds is prohibited. 

(u) The height of freestanding scaffold towers shall 
not exceed four times the minimum base dimension. 

(v) Factory-built (laminated) scaffold planks meeting 
the requirements of wood scaffold planks may be substi- 
tuted for wood scaffold planks. 

(2) Wood pole scaffolds. 

(a) Scaffold poles shall bear on a foundation of suffi- 
cient size and strength to spread the load from the pole 
over a sufficient area to prevent settlement. АП poles 
shall be set plumb. 

(b) Where wood poles are spliced, the ends shall be 
squared and the upper section shall rest squarely on the 
lower section. Wood splice plates shall be provided on at 
least two adjacent sides and shall be not less than 4 feet 
in length, overlapping the abutted ends equally, and have 
the same width and not less than the cross-sectional 
area of the pole. Splice plates or other materials of 
equivalent strength may be used. 

(c) Independent pole scaffolds shall be set as near to 
the wall of the building as practicable. 

(d) AII pole scaffolds shall be securely guyed or tied to 
the building or structure. Where the height or length 
exceeds 25 feet, the scaffold shall be secured at intervals 
not greater than 25 feet vertically and horizontally. 

(e) Putlogs or bearers shall be set with their greater 
dimension vertical, and long enough to project over the 
ledgers of the inner and outer rows of poles at least 3 
inches for proper support. 

(f) Every wooden putlog on single pole scaffolds shall 
be reinforced with a 3/16- x 2-inch steel strip, or 
equivalent, secured to its lower edge throughout its en- 
tire length. 

(g) Ledgers shall be long enough to extend over two 
pole spaces. Ledgers shall not be spliced between the 
poles. Ledgers shall be reinforced by bearing blocks 
securely nailed to the side of the pole to form a support 
for the ledger. 

(h) Diagonal bracing shall be provided to prevent the 
poles from moving in a direction parallel with the wall of 
the building, or from buckling 

(i) Cross bracing shall be provided between the inner 
and outer sets of poles in independent pole scaffolds. The 
free ends of pole scaffolds shall be cross braced. 

(j) Full diagonal face bracing shall be erected across 
the entire face of pole scaffolds in both directions. The 
braces shall be spliced only at the poles. The inner row 
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of poles on medium and heavy duty scaffolds shall be 
braced in a similar manner. 

(k) Platform planks shall be laid with their edges 
close together so the platform will be tight with no 
spaces through which tools or fragments of material can 
fall. 

(1) Where planking is lapped, each plank shall lap its 
end supports at least 12 inches. Where the ends of 
planks abut each other to form a flush floor, the butt 
joint shall be at the centerline of a pole. The abutted 
ends shall rest on separate bearers. Intermediate beams 
shall be provided where necessary to prevent dislodg- 
ment of planks due to deflection, and the ends shall be 
secured to prevent their dislodgment. 

(m) When a scaffold materially changes its direction, 
the platform planks shall be laid to prevent tipping. The 
planks that meet the corner putlog at an angle shall be 
laid first, extending over the diagonally placed putlog far 
enough to have a good safe bearing, but not far enough 
to involve any danger from tipping. The planking run- 
ning in the opposite direction at an angle shall be laid so 
as to extend over and rest on the first layer of planking. 

(n) When moving platforms to the next level, the old 
platform shall be left undisturbed until the new putlogs 
or bearers have been set in place, ready to receive the 
platform planks. 

(0) All wood pole scaffolds 60 feet or less in height 
shall be constructed and erected in accordance with 
Tables J-2 to 1-8. If they are over 60 feet in height, 
they shall be designed by a qualified engineer competent 
in this field, and shall be constructed and erected in ac- 
cordance with such design. Design drawings shall be 
available at the jobsite. 

(3) Tube and coupler scaffolds. 

(a) A light duty tube and coupler scaffold shall have 
all posts, bearers, runners, and bracing of nominal 
2-inch O.D. steel tubing. The posts shall be spaced no 
more than 6 feet apart by 10 feet along the length of the 
scaffold. Other structural metals when used must be de- 
signed to carry an equivalent load. No dissimilar metals 
shall be used together. 

(b) A medium duty tube and coupler scaffold shall 
have all posts, runners, and bracing of nominal 2-inch 
O.D. steel tubing. Posts spaced not more than 6 feet 
apart by 8 feet along the length of the scaffold shall have 
bearers of nominal 2 1/2-inch O.D. steel tubing. Posts 
spaced not more than 5 feet apart by 8 feet along the 
length of the scaffold shall have bearers of nominal 
2-inch O.D. steel tubing. Other structural metals, when 
used, must be designed to carry an equivalent load. No 
dissimilar metals shall be used together. 

(c) A heavy duty tube and coupler scaffold shall have 
all posts, runners, and bracing of nominal 2-inch O.D. 
steel tubing, with the posts spaced not more than 6 feet 
by 6 feet-6 inches. Other structural metals, when used, 
must be designed to carry an equivalent load. No dis- 
similar metals shall be used together. 

(d) Tube and coupler scaffolds shall be limited in 
heights and working levels to those permitted in Tables 
J-8, J-9 and J-10. Drawings and specifications of all 
tube and coupler scaffolds above the limitations in 
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Tables 1-8, J-9 and J-10 shall be designed by a quali- 
fied engineer competent in this field. Design drawings 
shall be available at the jobsite. 

(e) AII tube and coupler scaffolds shall be constructed 
and erected to support four times the maximum intended 
loads, as set forth in Tables J-8, J-9 and 2—10, or as set 
forth in the specifications by a licensed professional en- 
gineer competent in this field. 

(f) Posts shall be accurately spaced, erected on suit- 
able bases, and maintained plumb. 

(g) Runners shall be erected along the length of the 
scaffold, located on both the inside and the outside posts 
at even height. Runners shall be interlocked to the inside 
and the outside posts at even heights. Runners shall be 
interlocked to form continuous lengths and coupled to 
each post. The bottom runners shall be located as close 
to the base as possible. Runners shall be placed not more 
than 6 feet-6 inches on centers. When tube and coupler 
guardrails and midrails are used on outside posts, they 
may be used in lieu of outside runners. 

(h) Bearers shall be installed transversely between 
posts and shall be securely coupled to the posts with the 
inboard coupler bearing on the runner coupler. Where 
guardrails and midrails are required, no outboard runner 
is required. 

(i) The length of the bearer shall exceed the post 
spacing of the width of the scaffold by the amount nec- 
essary to have full contact with the coupler. Bearers used 
to provide a cantilever support for use as brackets for 
light and medium-duty scaffolds shall not carry more 
than two ten-inch planks unless knee braced. 

(j) Bracing across the width of the scaffold shall be 
installed at the ends of the scaffold at least at every 
fourth level. Such bracing shall extend diagonally from 
the outer post or runner at this level upward to the inner 
post or runner at the next level. 

(k) Longitudinal diagonal bracing shall be installed on 
the outer rows of poles at approximately forty degrees to 
fifty degrees angle from near the base of the first and 
last outer post upward to the top center of the scaffold. 
If the scaffold is long, the above diagonal bracing shall 
be repeated. On short but high runs, the diagonal brac- 
ing shall be installed at forty degrees to fifty degrees 
from the base of the first outer post to the last outer post 
alternating directions to the top of the scaffold. When 
conditions preclude the attachment of this bracing to the 
posts, it may be attached to the runners. 

(1) When a scaffold exceeds either 30 feet horizontally 
or 26 feet vertically, the entire scaffold shall be tied to 
and securely braced against the building at intervals not 
to exceed 30 feet horizontally and 26 feet vertically. 

(4) Fabricated tubular welded frame scaffolds. 

(a) Metal tubular frame scaffolds, including accesso- 
ries such as braces, brackets, trusses, screw legs, ladders, 
etc., shall safely support four times the maximum rated 
load. The maximum rated load shall not be exceeded. 

(b) Spacing of panels or frames shall be consistent 
with the loads imposed. 

(с) Scaffolds shall be properly braced by cross bracing 
or diagonal braces, or both, for securing vertical mem- 
bers together laterally, and the cross braces shall be of 
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such length as will automatically square and aline verti- 
cal members so that the erected scaffold is always 
plumb, level, square, and rigid. All brace connections 
shall be made secure. 

(d) Panel or frame legs shall be set on adjustable bas- 
es or plain bases placed on mud sills or other founda- 
tions adequate to support the maximum rated load. 

(е) The panels or frames shall be placed one on top of 
the other with coupling or stacking pins to provide prop- 
er vertical alinement of the legs. 

(f) Where uplift may occur, panels shall be locked to- 
gether vertically by pins or equivalent method. 

(g) To prevent movement, the scaffold shall be se- 
cured to the building or structure at intervals not to ex- 
ceed 30 feet horizontally and 26 feet vertically. 

(h) Maximum permissible spans or planking shall be 
in conformity with (1)(j) of this section. 

(i) Fabricated tubular frame scaffolds over 125 feet in 
height above the base plates shall be designed by a reg- 
istered professional engineer. Copies of the drawings and 
specifications shall be available at the jobsite. 

G) Guardrails, midrails, and toeboards shall be in- 
stalled as required by subsection (1)(e) of this section. 
Wire mesh shall be provided between the toprail and 
toeboard when persons are working below. 

(k) All fabricated tubular frame scaffolds shall be 
erected by competent and experienced personnel. 

(I) All brackets shall be seated correctly with side 
brackets parallel to the frames and end brackets at 
ninety degrees to the frames. Brackets shall not be bent 
or twisted from normal position. Brackets (except mobile 
brackets designed to carry materials) are to be used as 
work platforms only and shall not be used for storage of 
material or equipment. 

(m) Scaffold frames and their components manufac- 
tured by different companies shall not be intermixed un- 
less they are compatible and the manufacturer has given 
written approval. The manufacturers letter of approval 
shall be available at the jobsite. 

(n) Periodic inspections by the employer shall be 
made of all fabricated tubular frames and accessories. 
Any maintenance required shall be made before further 
use. 

(5) Outrigger scaffolds, general. 

(a) Outrigger beams shall extend not more than 6 feet 
beyond the face of the building. The inboard end of out- 
rigger beams, measured from the fulcrum point to the 
inboard point of support, shall be not less than 1 1/2 
times the outboard end in length. The beams shall rest 
on edge, the sides shall be plumb, and the edges shall be 
horizontal. The fulcrum point of the beam shall rest on a 
secure bearing at least 6 inches in each horizontal di- 
mension. The beam shall be secured in place against 
movement and shall be securely braced at the fulcrum 
point against tipping. 

(b) The inboard ends of outrigger beams shall be pos- 
itively secured either by means of struts bearing against 
sills in contact with the overhead beams or ceiling, or by 
means of tension members secured to the floor joists 
underfoot, or by both if necessary, or by a securely fas- 
tened solid body counterweight. (Water in an open con- 
tainer or loose material in bags shall not be permitted.) 
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The inboard ends of outrigger beams shall be secured 
against tipping and the entire supporting structure shall 
be securely braced in both directions to prevent any hor- 
izontal movement. 

(c) Unless outrigger scaffolds are designed by a regis- 
tered professional engineer competent in this field, they 
shall by constructed and erected in accordance with Ta- 
ble 1—11. Outrigger scaffolds, designed by a registered 
professional engineer, shall be constructed and erected in 
accordance with such design. A copy of the drawings 
and specifications shall be available at the jobsite. 

(d) Planking shall be laid tight and shall extend to 
within 3 inches of the building wall. Planking shall be 
secured to the beams. 

(6) Masons' adjustable multiple-point suspension 
scaffolds. 

(a) The scaffold shall be capable of sustaining a 
working load of 50 pounds per square foot and shall not 
be loaded in excess of that figure. 

(b) The scaffold shall be provided with hoisting ma- 
chines that meet the requirements of Underwriters' 
Laboratories, Factory Mutual Engineering Corporation, 
or other agency or laboratory approved by the depart- 
ment of labor and industries. 

(c) The platform shall be supported by wire ropes, 
capable of supporting at least 6 times the intended load, 
suspended from overhead outrigger beams. 

(d) The scaffold outrigger beams shall consist of 
structural metal securely fastened or anchored to the 
frame or floor system of the building or structure. 

(e) Each outrigger beam shall be equivalent in 
strength to at least a standard 7-inch, 15.3-pound steel 
I-beam, at least 15 feet long, and shall not project more 
than 6 feet 6 inches beyond the bearing point. 

(f) Where the overhang exceeds 6 feet 6 inches, out- 
rigger beams shall be composed of stronger beams or 
multiple beams and be installed under the supervision of 
a competent person. 

(g) All outrigger beams shall be set and maintained 
with their webs in a vertical position. 

(h) A stop bolt shall be placed' at each end of every 
outrigger beam. 

(i) The outrigger beam shall rest on suitable wood 
bearing blocks. 

(j) The free end of the suspension wire ropes shall be 
equipped with proper size thimbles and secured by splic- 
ing or other equivalent means. The running ends shall be 
securely attached to the hoisting drum. At least four 
turns of wire rope shall remain on the drum when the 
platform is at ground level. The use of fiber rope is 
prohibited. 

(k) Where a single outrigger beam is used, the steel 
shackles or clevises with which the wire ropes are at- 
tached to the outrigger beams shall be placed directly 
over the hoisting drums. 

(1) The scaffold platform shall be equivalent in 
strength to at least 2-inch planking. (For maximum 
planking spans, see subsection (1)(j) of this section.) 

(m) When employees are at work on the scaffold and 
an overhead hazard exists, overhead protection shall be 
provided on the scaffold, not more than 9 feet above the 
platform, consisting of 2-inch planking, or material of 
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equivalent strength, laid tight, and extending not less 
than the width of the scaffold. 

(n) Each scaffold shall be installed or relocated under 
the supervision of a competent person. 

(o) When channel iron outrigger beams are used in- 
stead of I-beams, they shall be securely fastened togeth- 
er with the flanges turned out. 

(p) All parts of the scaffold, such as bolts, nuts, fit- 
tings, clamps, wire rope, outrigger beams and their fas- 
tenings shall be maintained in sound condition and shall 
be inspected before each installation and periodically 
thereafter. All parts shall be of the grade specified by 
the manufacturer. 

(7) Two-point suspension scaffolds. 

(a) Two-point suspension scaffold platforms shall be 
not less than 20 inches nor more than 36 inches wide 
overall. The platform shall be securely fastened to the 
hangers by U-bolts or by other equivalent means. 

(b) The hangers of two-point suspension scaffolds 
shall be made of wrought iron, mild steel, or other 
equivalent material, having a cross-sectional area capa- 
ble of sustaining 4 times the maximum rated load, and 
shall be designed with a support for guardrail, interme- 
diate rail, and toeboard. 

(c) When hoisting machines are used on two-point 
suspension scaffolds, such machines shall be of a design 
tested and approved by Underwriters' Laboratories, 
Factory Mutual Engineering Corporation, or by an 
agency or laboratory approved by the department of la- 
bor and industries. 

(d) The roof irons or hooks shall be of mild steel, or 
other equivalent material, of proper size and design, 
securely installed and anchored. The roof irons or hooks 
and any other devices shall have tiebacks of 3/4—inch 
manila rope, or the equivalent, to serve as a secondary 
means of anchorage, installed at right angles to the face 
of the building, whenever possible, and secured to a 
structurally sound portion of the building. 

(e) Two-point suspension scaffolds shall be suspended 
by wire, synthetic or fiber ropes capable of supporting at 
least 6 times the rated load. All other components shall 
be capable of supporting at least four times the rated 
load. 

(f) The sheaves of all blocks, consisting of at least one 
double and one single block, shall fit the size and type of 
rope used and shall be a minimum of six inches in 
diameter. 

(g) All wire ropes, fiber and synthetic ropes, slings, 
hangers, platforms, and other supporting parts shall be 
inspected before every installation. Periodic inspections 
shall be made while the scaffold is in use. 

(h) On suspension scaffolds designed for a working 
load of 500 pounds, no more than two persons shall be 
permitted to work at one time. On suspension scaffolds 
with a working load of 750 pounds, no more than three 
persons shall be permitted to work at one time. On sus- 
pension scaffolds with a working load of 1,000 pounds, 
no more than four persons shall be permitted to work at 
one time. Each employee shall be protected by an ap- 
proved full body harness attached to a dropline. The 
droplines shall be securely attached to substantial mem- 
bers of the structure (not scaffold), or to securely rigged 
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lines, which will safely suspend the employee in case of a 
fall. In order to keep the dropline continuously attached, 
with a minimum of slack, to a fixed structure, the at- 
tachment point of the dropline shall be appropriately 
changed as the work progresses. 

(i) When a multi-tiered two-point suspension scaffold 
is used, it shall be provided with safety droplines that 
attach to each end of the scaffold through an approved 
quick acting safety device, in case either or both of the 
main suspension lines should break. The lanyard of the 
full body harness shall be tied off to a substantial mem- 
ber of the scaffold itself or to a horizontal lifeline at- 
tached to each end of the scaffold or a sliding device on 
the horizontal lifeline. The two additional safety 
droplines shall be individually suspended from roof irons, 
hooks, or other approved devices and shall be near the 
suspension droplines to prevent unnecessary side impact. 
The safety dropline shall have а 6 to 1 safety factor. 
Such scaffolds shall be designed by a licensed profes- 
sional engineer and a copy of the drawings and specifi- 
cations shall be available at the jobsite. 

(j) Two-point suspension scaffolds shall be securely 
lashed to the building or structure to prevent the scaf- 
folds from swaying. Window cleaners' anchors shall not 
be used for this purpose. 

(к) The platform of every two-point suspension scaf- 
fold shall be one of the following types: 

(i) Ladder-type platforms. The side stringer shall be 
of clear straight-grained spruce or materials of equiva- 
lent strength and durability. The rungs shall be of 
straight-grained oak, ash, or hickory, at least 1 1/8 inch 
in diameter, with 7/8-inch tenons mortised into the side 
stringers at least 7/8-inch. The stringers shall be tied 
together with the tie rods not less than one-quarter inch 
in diameter, passing through the stringers and riveted up 
tight against washers on both ends. The flooring strips 
shall be spaced not more than five-eighths inch apart 
except at the side rails where the space may be 1 inch. 
Ladder-type platforms shall be constructed in accord- 
ance with Table J-12. 

(ii) Plank-type platforms. Plank-type platforms shall 
be composed of not less than two nominal 2- x 10-inch 
unspliced planks, properly cleated together on the un- 
derside, starting 6 inches from each end; intervals in be- 
tween shall not exceed 4 feet. The plank-type platform 
shall not extend beyond the hangers more than 12 inch- 
es. А bar or other effective means shall be securely fas- 
tened to the platform at each end to prevent its slipping 
off the hanger. The span between hangers for plank-type 
platforms shall not exceed 8 feet. 

(iii) Beam-type platforms. Beam platforms shall have 
side stringers of lumber not less than 2 x 6 inches set on 
edge. The span between hangers shall not exceed 12 feet 
when beam platforms are used. The flooring shall be 
supported on 2- x 6-inch cross beams, laid flat and set 
into the upper edge of the stringers with a snug fit, at 
intervals of not more than 4 feet, securely nailed in 
place. The flooring shall be of 1— x 6-inch material 
properly nailed. Floor boards shall not be spaced more 
than one-half inch apart. 
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(iv) Light metal-type platforms, when used, shall be 
tested and listed according to Underwriters' Laborator- 
ies, Factory Mutual Engineering Corporation, or the de- 
partment of labor and industries. 

() In addition to the normal operating brake, all 
power-driven units shall have an emergency brake which 
engages automatically when the normal speed of descent 
is exceeded. 

(m) When acid solutions are used, natural or synthet- 
ic fiber rope shall not be used. 

(n) Every swinging scaffold shall be tested before us- 
ing by raising the platform one foot from the ground and 
loading it with at least four times the maximum weight 
to be imposed when aloft. 

(8) Stone setters' adjustable multiple-point suspension 
scaffolds. 

(a) The scaffold shall be capable of sustaining a 
working load of 25 pounds per square foot and shall not 
be overloaded. Scaffolds shall not be used for storage of 
stone or other heavy materials. 

(b) When used, the hoisting machine and its supports 
shall be of a type tested and listed by Underwriters' 
Laboratories, Factory Mutual Engineering Corporation 
or the department of labor and industries. 

(c) The platform shall be securely fastened to the 
hangers by U-bolts or other equivalent means. (For ma- 
terials and spans, see item (ii) of subsection (7)(k), 
Plank-type Platforms and Table J-12 of this section.) 

(d) The scaffold unit shall be suspended from metal 
outriggers, iron brackets, wire rope slings, or iron hooks. 

(e) Outriggers, when used, shall be set with their webs 
in a vertical position, securely anchored to the building 
or structure and provided with stop bolts at each end. 

(f) The scaffold shall be supported by wire rope capa- 
ble of supporting at least 6 times the rated load. АП 
other components shall be capable of supporting at least 
4 times the rated load. 

(g) The free ends of the suspension wire ropes shall be 
equipped with proper size thimbles, secured by splicing 
or other equivalent means. The running ends shall be 
securely attached to the hoisting drum and at least four 
turns of wire rope shall remain on the drum at all times. 

(h) When two or more scaffolds are used on a build- 
ing or structure, they shall not be bridged one to the 
other; but shall be maintained at even height with plat- 
forms abutting closely. 

(i) In addition to the normal operating brake, all 
power-driven units shall have an emergency brake which 
engages automatically when the normal speed of descent 
is exceeded. 

(j) Each scaffold shall be installed or relocated in ac- 
cordance with approved designs and instructions under 
the supervision of a competent designated person. 

(k) Where additional working levels are required to be 
supported, the plans and specifications of the support 
and scaffold components shall be designed by a licensed 
professional engineer. These plans and specifications 
shall be available at the site. 

(9) Single-point adjustable suspension scaffolds. 

(a) The scaffolding, including power units or manually 
operated winches, shall be of a type tested and listed by 
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Underwriters' Laboratories, Factory Mutual Engineer- 
ing Corporation or the department of labor and 
industries. 

(b) The power units may be either electrically or air 
motor driven. 

(c) АП power-operated gears and brakes shall be 
enclosed. 

(d) In addition to the normal operating brake, all 
power-driven units shall have an emergency brake which 
engages automatically when the normal speed of descent 
is exceeded. 

(e) The hoisting machines, cables, and equipment 
shall be regularly serviced and inspected. 

(f) The units may be combined to form a two-point 
suspension scaffold. Such scaffold shall comply with 
subsection (7) of this section. 

(g) When the supporting wire rope is not plumb for its 
entire length, supports shall be designed to sustain any 
additional load or stress upon the line. 

(h) Suspension methods and employee safeguards 
shall conform to the provisions of subsections (6) and 
(7) of this section. 

(i) For additional details not covered in this subsec- 
tion applicable technical portions of American National 
Standards Institute, А120.1-1970, Power—Operated De- 
vices for Exterior Building Maintenance Powered Plat- 
forms, shall be used. 

(10) Boatswain's chairs. 

(a) The chair seat shall not be less than 12 x 24 inch- 
es, and l-inch thick. The seat shall be reinforced on the 
underside by cleats securely fastened to prevent the 
board from splitting. Specially designed seats having di- 
mensions other than those specified in this subsection 
may be used provided they have been designed and test- 
ed (with a safety factor of four) to sustain a load of two 
hundred fifty pounds. 

(b) The two fiber rope seat slings shall be of 5/8-іпсһ 
diameter, reeved through the four seat holes so as to 
cross each other on the underside of the seat. 

(с) Seat slings shall be of at least 3/8-іпсһ wire rope 
when an employee is conducting a heat-producing pro- 
cess, such.as gas welding. 

(d) The employee shall be protected by a full body 
harness and lifeline in accordance with WAC 296-155- 
24510 (3)(a)(i). The attachment point of the lifeline to 
the structure shall be appropriately changed as the work 
progresses. 

(e) The tackle shall consist of correct size ball bearing 
or bushed blocks and properly spliced 5/8-inch diameter 
first grade manila rope, or equivalent. 

(f) The roof irons, hooks, or the object to which the 
tackle is anchored, shall be securely installed. Tiebacks, 
when used, shall be installed at right angles to the face 
of the building and securely fastened. 

(g) The scaffolding, including power units shall be of 
tested design. 

(h) All power operated gears and brakes shall be 
enclosed. 

(i) In addition to the normal operating brake, all 
power-driven units shall have an emergency brake which 
engages automatically when the normal speed of descent 
is exceeded. 
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(11) Carpenters’ bracket scaffolds. 

(a) The brackets shall consist of a triangular wood 
frame not less than 2 x 3 inches in cross section, or of 
metal of equivalent strength. Each member shall be 
properly fitted and securely joined. 

(b) Each bracket shall be attached to the structure by 
means of one of the following: 

(i) A bolt, no less than 5/8-inch in diameter, which 
shall extend through to the inside of the building wall; 

(ii) A metal stud attachment device; 

(iii) Welding to steel tanks; 

(iv) Hooking over a well-secured and adequately 
strong supporting member. 

(c) The brackets shall be spaced no more than 8 feet 
apart. 

(d) No more than two employees shall occupy any 
given 8 feet of a bracket scaffold at any one time. Tools 
and materials shall not exceed 75 pounds in addition to 
the occupancy. 

(e) The platform shall consist of not less than two 
2- x 10-inch planks extending not more than 12 inches 
or less than 6 inches beyond each end support. Fabricat- 
ed planking may be used if properly engineered and 
tested. 

(12) Bricklayers' square scaffolds. 

(a) The squares shall not exceed 5 feet in width and 5 
feet in height. 

(b) Members shall be not less than those specified in 
Table 1—13. 

(c) The squares shall be reinforced on both sides of 
each corner with 1— x 6-inch gusset pieces. They shall 
also have diagonal braces 1 x 8 inches on both sides 
running from center to center of each member, or other 
means to secure equivalent strength and rigidity. 

(4) The squares shall be set not more than 5 feet 
apart for medium duty scaffolds, and not more than 8 
feet apart for light duty scaffolds. Bracing, 1 x 8 inches, 
extending from the bottom of each square to the top of 
the next square, shall be provided on both front and rear 
sides of the scaffold. 

(e) Platform planks shall be at least 2 x 10-inch. The 
ends of the planks shall overlap the bearers of the 
squares and each plank shall be supported by not less 
than three squares. Fabricated planking may be used if 
properly engineered and tested. 

(f) Bricklayers' square scaffolds shall not exceed three 
tiers in height and shall be so constructed and arranged 
that one square shall rest directly above the other. The 
upper tiers shall stand on a continuous row of planks 
laid across the next lower tier and be nailed down or 
otherwise secured to prevent displacement. 

(g) Scaffolds shall be level and set upon a firm 
foundation. 

(13) Horse scaffolds. 

(a) Horse scaffolds shall not be constructed or ar- 
ranged more than two tiers or 10 feet in height. 

(b) The members of the horses shall be not less than 
those specified in Table J—14. 

(c) Horses shall be spaced not more than 5 feet for 
medium duty and not more than 8 feet for light duty. 

(d) When arranged in tiers, each horse shall be placed 
directly over the horse in the tier below. 
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(e) On all scaffolds arranged in tiers, the legs shall be 
nailed down or otherwise secured to the planks to pre- 
vent displacement or thrust and each tier shall be sub- 
stantially cross braced. 

(f) Horses or parts which have become weak or de- 
fective shall not be used. 

(14) Needle beam scaffold. 

(a) Wood needle beams shall be not less than 4х6 
inches in size, with the greater dimension placed in a 
vertical direction. Metal beams or the equivalent, con- 
forming to subsections (1)(h) and (j) of this section, 
may be used and shall not be altered or moved horizon- 
tally while they are in use. 

(b) Ropes or hangers shall be provided for supports. 
The span between supports on the needle beam shall not 
exceed 10 feet for 4- x 6-inch timbers. Коре supports 
shall be equivalent in strength to 1—inch diameter first- 
grade manila rope. 

(c) The ropes shall be attached to the needle beams 
by a scaffold hitch or a properly made eye splice. The 
loose end of the rope shall be tied by a bowline knot or 
by a round turn and a half hitch. 

(d) The scaffold hitch shall be arranged so as to pre- 
vent the needle beam from rolling or becoming otherwise 
displaced. 

(e) The platform span between the needle beams shall 
not exceed 8 feet when using 2-inch scaffold plank. For 
spans greater than 8 feet, platforms shall be designed 
based on design requirements for the special span. The 
overhang of each end of the platform planks shall be not 
less than 6 inches and not more than 12 inches. 

(f) When needle beam scaffolds are used, the planks 
shall be secured against slipping. 

(g) All unattached tools, bolts, and nuts used on nee- 
dle beam scaffolds shall be kept in suitable containers, 
properly secured. 

(h) One end of a needle beam scaffold may be sup- 
ported by a permanent structural member conforming to 
subsections (1)(h) and (j) of this section. 

(i) Each employee working on a needle beam scaffold 
shall be protected by a full body harness and lifeline in 
accordance with WAC 296-155-24510 (3)(a)(i). 

(15) Plasterers', decorators', and large area scaffolds. 

(a) Plasters', lathers', and ceiling workers' inside scaf- 
folds shall be constructed in accordance with the general 
requirements set forth for independent wood pole scaf- 
folds. (See subsection (2) of this section and Tables J-5, 
J-6 and J-7.) 

(b) АШ platform planks shall be laid with the edges 
close together. 

(c) When independent pole scaffold platforms are 
erected in sections, such sections shall be provided with 
connecting runways equipped with substantial 
guardrails. 

(16) Interior hung scaffolds. 

(a) An interior hung scaffold shall be hung or sus- 
pended from the roof structure or ceiling beams. 

(b) The suspending wire or fiber rope shall be capable 
of supporting at least 6 times the rated load. The rope 
shall be wrapped at least twice around the supporting 
members and twice around the bearers of the scaffold, 
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with each end of the wire rope secured by at least three 
standard wire-rope clips properly installed. 

(с) For hanging wood scaffolds, the following mini- 
mum nominal size material shall be used: 

(i) Supporting bearers 2 x 10 inches on edge; 

(ii) Planking 2 x 10 inches, with maximum span 7 
feet for heavy duty and 10 feet for light duty or medium 
duty. 

(d) Steel tube and coupler members may be used for 
hanging scaffolds with both types of scaffold designed to 
sustain a uniform distributed working load up to heavy 
duty scaffold loads with a safety factor of four. 

(e) All overhead supporting members shall be inspect- 
ed and have required strength assured before the scaffold 
is erected. 

(17) Ladder jack scaffolds. 

(a) All ladder jack scaffolds shall be limited to light 
duty and shall not exceed a height of 20 feet above the 
floor or ground. 

(b) All ladders used in connection with ladder jack 
scaffolds shall be Type I heavy-duty ladders and shall be 
designed and constructed in accordance with American 
National Standards Institute А14.1-1982, Safety Code 
for Portable Wood Ladders, and A14.2-1982, Safety 
Code for Portable Metal Ladders. Cleated ladders shall 
not be used for this purpose. 

(c) The ladder jack shall be so designed and con- 
structed that it will bear on the side rails in addition to 
the ladder rungs, or if bearing on rungs only, the bearing 
area shall be at least 10 inches on each rung. 

(d) Ladders used in conjunction with ladder jacks 
shall be so placed, fastened, held, or equipped with de- 
vices so as to prevent slipping. 

(е) The wood platform planks shall be not less than 2 
inches in thickness. Both metal and wood platform 
planks shall overlap the bearing surface not less than 12 
inches and shall be secured to prevent movement. The 
span between supports for wood shall not exceed 8 feet. 
Platform width shall be not less than 18 inches. 

(f) No more than two persons shall be within any 8 
feet section of any ladder jack scaffold at any one time. 
When the use of standard guardrails as required by sub- 
section (1)(e) of this section is impractical, full body 
harnesses and lifelines shall be used in accordance with 
WAC 296-155—24510 (3)(a)(i). 

(18) Window jack scaffolds. 

(a) Window jack scaffolds shall be used only for the 
purpose of working at the window opening through 
which the jack is placed. : 

(b) Window jacks shall not be used to support planks 
placed between one window jack and another or for oth- 
er elements of scaffolding. 

(c) Window jack scaffolds shall be provided with 
guardrails unless full body harnesses with lifelines are 
attached and used by the employee. 

(d) Not more than one employee shall occupy a win- 
dow jack scaffold at any one time. 

(e) Window jacks shall be designed and constructed 
SO as to provide a secure anchorage on the window 
opening and be capable of supporting the design load. 

(19) Roofing brackets. 
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All roofing brackets must be installed and used іп ас- 
cordance with the requirements of ((МАЄ-—296=+55= 
5050369)) Part K chapter 296-155 WAC. 

(20) Crawling boards or chicken ladders. 

All crawling boards or chicken ladders shall be in- 
stalled and used in accordance with the requirements of 
WAC 296-155-50503(2). 

(21) Float or ship scaffolds. 

(a) Float or ship scaffolds shall not be used to support 
more than three persons and a few light tools, such as 
those needed for riveting, bolting, and welding. They 
shall be constructed as designed in subdivisions (b) 
through (f) of this subsection, unless substitute designs 
and materials provide equivalent strength, stability, and 
safety. 

(b) The platform shall be not less than 3 feet wide 
and 6 feet long, made of 3/4-inch plywood, equivalent 
to American Plywood Association Grade B-B, Group I, 
Exterior, or other similar material. 

(c) Under the platform, there shall be two supporting 
bearers made from 2- x 4-inch, or 1- x 10-inch rough, 
"selected lumber," or better. They shall be free of knots 
or other flaws and project 6 inches beyond the platform 
on both sides. The ends of the platform shall extend 6 
inches beyond the outer edges of the bearers. Each 
bearer shall be securely fastened to the platform. 


(d) An edging of wood not less than 3/4x 1 1/2, 


inches or equivalent shall be placed around all sides of 
the platform to prevent tools from rolling off. 

(e) Supporting ropes shall be 1-іпеһ diameter manila 
rope or equivalent, free from deterioration, chemical 
damage, flaws, or other imperfections and shall be well 
insulated to protect against damaging contacts of arcs, 
flames, or other mechanical objects. Rope connections 
shall be such that the platform cannot shift or slip. If 
two ropes are used with each float, they shall be ar- 
ranged so as to provide four ends which are to be 
securely fastened to an overhead support. Each of the 
two supporting ropes shall be hitched around one end of 
bearer and pass under the platforms to the other end of 
the bearer where it is hitched again, leaving sufficient 
rope at each end for the supporting ties. 

(f) Each employee shall be protected by an approved 
safety lifebelt and lifeline, in accordance with WAC 
296-155-245. 

(22) Form scaffolds. 

(a) Form scaffolds shall be constructed of wood or 
other suitable materials, such as steel or aluminum 
members of known strength characteristics. All scaffolds 
shall be designed and erected with a minimum safety 
factor of 4, computed on the basis of the maximum rat- 
ed load. 

(b) All scaffold planking shall be a minimum of 
2— x 10-inch nominal Scaffold Grade, as recognized by 
approved grading rules for the species of lumber used, or 
equivalent material. Maximum permissible spans shall 
not exceed 8 feet on centers for 2- x 10-inch nominal 
planking. Scaffold planks shall be either nailed or bolted 
to the ledgers or of such length that they overlap the 
ledgers at least 6 inches. Unsupported projecting ends of 
scaffolding planks shall be limited to a maximum over- 
hang of 12 inches. 
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(c) Scaffolds shall not be loaded in excess of the 
working load for which they were designed. 

(d) Figure-four form scaffolds: 

(i) Figure-four scaffolds are intended for light duty 
and shall not be used to support loads exceeding 25 
pounds per square foot unless specifically designed for 
heavier loading. For minimum design criteria, see Table 
J-15. 

(ii) Figure-four form scaffold frames shall be spaced 
not more than 8 feet on centers and constructed from 
sound lumber, as follows: The outrigger ledger shall 
consist of two pieces of 1- x 6-inch or heavier material 
nailed on opposite sides of the vertical form support. 
Ledgers shall project not more than 3 feet 6 inches from 
the outside of the form support and shall be substantially 
braced and secured to prevent tipping or turning. The 
knee or angle brace shall intersect the ledger at least 3 
feet from the form at an angle of approximately 45?, 
and the lower end shall be nailed to a vertical support. 
The platform shall consist of two or more 2- x 10-inch 
planks, which shall be of such length that they extend at 
least 6 inches beyond ledgers at each end unless secured 
to the ledgers. When planks are secured to the ledgers 
(nailed or bolted), a wood filler strip shall be used be- 
tween the ledgers. Unsupported projecting ends of 
planks shall be limited to an overhang of 12 inches. 

(e) Metal bracket form scaffolds: 

(i) Metal brackets or scaffold jacks which are an inte- 
gral part of the form shall be securely bolted or welded 
to the form. Folding type brackets shall be either bolted 
or secured with a locking-type pin when extended for 
use. 

(ii) "Clip-on" or "hook-over" brackets may be used, 
provided the form walers are bolted to the form or se- 
cured by snap ties or shea-bolt extending through the 
form and securely anchored. 

(iii) Metal brackets shall be spaced not more than 8 
feet on centers. 

(iv) Scaffold planks shall be either bolted to the metal 
brackets or of such length that they overlap the brackets 
at each end by at least 6 inches. Unsupported projecting 
ends of scaffold planks shall be limited to a maximum 
overhang of 12 inches. 

(v) Metal bracket form scaffolds shall be equipped 
with wood guardrails, intermediate rails, toeboards, and 
scaffold planks meeting the minimum dimensions shown 
in Table J-16. (Metal may be substituted for wood, 
providing it affords equivalent or greater design 
strength.) 

(f) Wooden bracket form scaffolds: 

(1) Wooden bracket form scaffolds shall be an integral 
part of the form panel. The minimum design criteria set 
forth herein and in Table J-17 cover scaffolding intend- 
ed for light duty and shall not be used to support loads 
exceeding 25 pounds per square foot, unless specifically 
designed for heavier loading. 

(ii) Scaffold planks shall be either nailed or bolted to 
the ledgers or of such length that they overlap the ledg- 
ers at each end by at least 6 inches. Unsupported pro- 
jecting ends of scaffold planks shall be limited to a max- 
imum overhang of 12 inches. 

(23) Pump jack scaffolds. 
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(a) Pump jack scaffolds shall: 

(i) Not carry a working load exceeding 500 pounds; 

‚ (ii) Be capable of supporting without failure at least 
four times the maximum intended load; and 

(iii) Shall not have components loaded in excess of the 
manufacturer's recommended limits. 

(b) Pump jack brackets, braces, and accessories shall 
be fabricated from metal plates and angles. Each pump 
jack bracket shall have two positive gripping mecha- 
nisms to prevent any failure or slippage. 

(c) The platform bracket shall be fully docked and the 
planking secured. Planking, or equivalent, shall conform 
with subsection (1) of this section. 

(d)(i) When wood scaffold planks are used as plat- 
forms, poles used for pump jacks shall not be spaced 
more than 10 feet center to center. When fabricated 
platforms are used that fully comply with all other pro- 
visions of this subsection, pole spacing may exceed 10 
feet center to center. 

(ii) Poles shall not exceed 30 feet in height. 

(iii) Poles shall be secured to the work wall by rigid 
triangular bracing, or equivalent, at the bottom, top, and 
other points as necessary, to provide a maximum vertical 
spacing of not more than 10 feet between braces. Each 
brace shall be capable of supporting a minimum of 225 
pounds tension or compression. 

(iv) For the pump jack bracket to pass bracing al- 
ready installed, an extra brace shall be used approxi- 
mately 4 feet above the one to be passed until the origi- 
nal brace is reinstalled. ; 

(е) All poles shall bear on mud sills or other adequate 
firm foundations. 

(f) Pole lumber shall be two 2 x 4's, of Douglas fir or 
equivalent, straight-grained, clear, free of cross—grain, 
shakes, large loose or dead knots, and other defects 
which might impair strength. 

(g) When poles are constructed of two continuous 
lengths, they shall be two by fours, spiked together with 
the seam parallel to the bracket, and with 10d common 
nails, no more than 12 inches center to center, staggered 
uniformly from opposite outside edges. 

(h) If two by fours are spliced to make up the pole, 
the splices shall be so constructed as to develop the full 
strength of the member. Three-eighths inch or one-half 
inch exterior grade plywood shall be used for a spacer 
between the two by fours. The joints for the splices shall 
be staggered on opposite sides of the pole at least four 
feet apart. Joints shall be no less than four feet from ei- 
ther end of the pole. 

(1) A ladder, in accordance with WAC 296-1 55—480, 
shall be provided for access to the platform during use. 

(j) Not more than two persons shall be permitted at 
one time upon a pump jack scaffold between any two 
supports. 

(k) Pump jack scaffolds shall be provided with stan- 
dard guardrails, unless full body harnesses with lifelines 
are used by employees. | 

(1) When a work bench is used at ап approximate 
height of 42 inches, the top guardrail may be eliminated, 
if the work bench is fully decked, the planking secured, 
and is capable of withstanding 200 pounds pressure in 
any direction. 
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(m) Employees shall not be permitted to use a work 
bench as a scaffold platform. 

(24) Factory-built scaffold units. Factory—built or 
prefabricated scaffold units intended for assembly on the 
job, prefabricated plank, staging, etc., mechanical hoist- 
ing units, or other devices for use on or in connection 
with any type scaffolds, shall be approved by an agency 
or laboratory approved by the department before being 
used. 

(25) Waler bracket scaffolds. 

(a) Waler brackets shall be constructed of 
1 5/8" x 1 1/2" x 3/16" angle iron minimum size, or 
material of equivalent strength. 

(b) АШ steel connections shall be welded and riveted 
or bolted, except where detrimental to strength of 
materials. 

(c) The maximum length of horizontal leg shall not be 
more than 36" between bracket hook and railing 
standard. 

(d) A 4" x 4" x 3/16" gusset plate shall be securely 
welded at inside of leg angle. 

(e) Nailing holes shall be provided in lower end of 
vertical leg for purpose of securing bracket against lift- 
ing or shifting. 

(f) Waler hook or hooks shall be a minimum of 4- 
inch depth and be constructed of material of a strength 
to support a minimum of 400 pounds at extreme outer 
end of bracket. 

(26) Chimney, stack and tank bracket scaffolds. 

(a) General. A chimney, stack or tank bracket scaf- 
fold shall be composed of a platform supported by 
brackets which are hooked over a steel cable which sur- 
rounds the circumference of the chimney, stack or tank 
approximately in a horizontal plane. The platform shall 
be not less than two 2 x 10 inch planks. For a minimum 
width of eighteen inches wide and be designed with a 
safety factor of not less than 4. 

(b) АП brackets shall have a mild steel suspension 
hook 2 inches by 1/4-inch with at least 3 inches pro- 
jecting beyond the throat of the hook. Hooks shall be 
integral with or securely attached to the bracket. 

(c) Wood spacer blocks shall be provided to hold the 
suspending cable away from the structure at the points 
where brackets are hooked on. These spacer blocks shall 
be not less than 2 inches by 4 inches by 12 inches. 

(d) АП suspending cables shall be improved plow steel 
6 x 19 wire rope or equivalent. In no case shall less than 
1/2-inch diameter wire rope be used. 

(e) The turnbuckle used to tighten suspending cables 
shall be not less than 1 inch drop forged steel. The ca- 
bles shall be provided with thimbles and not less than 3 
U-bolt type clips at each end and be attached to the 
turnbuckles by means of shackles. Open hooks shall not 
be used. 

(f) All chimney, stack and tank bracket scaffolds shall 
be provided with standard guard rails, intermediate rails 
and toeboards. 

(g) For access to a chimney, stack or tank bracket 
scaffold, ladders or a boatswain's chair shall be used. 

(h) All chimney, stack or tank brackets for scaffolds 
shall be welded and riveted or bolted. 


[211] 


WSR 91-24-017 


(27) Scaffold platforms supported by catenary ог 
stretch cables. 

(a) When a scaffold platform is supported by cables at 
least 4 cables shall be used, two near each end of the 
scaffold. 

(b) The cables shall be attached to the scaffold by 
means of U-bolts or the equivalent through which the 
cables pass. 

(c) Cables shall not be tightened beyond their safe 
working load. A hanger or set of falls shall be used ap- 
proximately every 50 feet to pick up the sag in the cable. 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-155-500 DEFINITIONS APPLICA- 
BLE TO THIS PART. (1) "Built-up-roofing" means a 
weatherproofing cover, applied over roof decks, consist- 
ing of either a liquid—applied system, a single-ply sys- 
tem, or a multiple—ply system. Liquid—applied systems 
generally consist of silicone rubber, plastics, or similar 
material applied by spray or roller equipment. Single— 
ply systems generally consist of a single layer of syn- 
thetic rubber, plastic, or similar material, and a layer of 
adhesive. Multiple-ply systems generally consist of lay- 
ers of felt and bitumen, and may be covered with a layer 
of mineral aggregate. 

(2) "Built-up-roofing work" means the hoisting, stor- 
age, application, and removal of built-up roofing mate- 
rials and equipment, including related insulation, sheet 
metal, and vapor barrier work, but not including the 
construction of the roof deck. 

(3) "Floor hole" means an opening measuring less 
than 12 inches but more than 1 inch in its least dimen- 
sion in any floor, roof, or platform through which mate- 
rials but not persons may fall, such as a belt hole, pipe 
opening, or slot opening. 

(4) "Floor opening" means an opening measuring 12 
inches or more in its least dimension in any floor, roof, 
or platform, through which persons may fall. 

(5) "Handrail" means a ((si 1 


)) rail used to provide employees 


ramp; to furnish persons 
with a handhold ((in-case-of-tripping)) for support. 
(6) "Low-pitched roof" means a roof having a slope 


less than or equal to four in twelve. 

(7) "Mechanical equipment" means all motor or hu- 
man propelled wheeled equipment except for wheelbar- 
rows and mopcarts. 

(8) "Nose, nosing" means that portion of a tread pro- 
jecting beyond the face of the riser immediately below. 

(9) "Platform" means a walking/working ((space)) 
surface for persons, elevated above the surrounding floor 
or ground, such as a balcony or platform for the opera- 
tion of machinery and equipment. 

(10) ((*Rise")) "Riser height" means the vertical dis- 
tance from the top of a tread to the top of the next 


higher tread or platform/landing or the distance from 
the top of a platform/landing to the top of the next 
higher tread or platform/landing. 


(11) "Roof" means the exterior surface on the top of 
a building. This does not include floors which, because a 
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building has not been completely built, temporarily be- 
come the top surface of a building. 

(12) "Runway" means a passageway for persons, ele- 
vated above the surrounding floor or ground level, such 
as a footwalk along shafting or a walkway between 
buildings. 

(13) "Safety-monitoring system" means a safety sys- 
tem in which a competent person monitors the safety of 
all employees in a roofing crew, and warns them when it 
appears to the monitor that they are unaware of the 
hazard or are acting in an unsafe manner. The compe- 
tent person must be on the same roof and within visual 
distance of the employees, and must be close enough to 
verbally communicate with the employees. 

(14) "Stair platform" means an extended step or 
landing breaking a continuous run of stairs. 


(15) ("Stair-raiting"-means-a-vertical barrier erected 


sons-)) "Stairrail system" means a vertical barrier erect- 
ed along the unprotected sides and edges of a stairway to 
prevent employees from falling to lower levels. The top 


surface of a stairrail system may also be a "handrail." 
(16) "Stairs, stairways” means a series of steps lead- 


ing from one level or floor to another, or leading to plat- 
forms, pits, boiler rooms, crossovers, or around machin- 
ery, tanks, and other equipment that are used more or 
less continuously or routinely by employees or only oc- 
casionally by specific individuals. For the purpose of this 
part, a series of steps and landings having three or more 
rises constitutes stairs or stairway. 

(17) "Standard railing" means a vertical barrier 
erected along exposed edges of a floor opening, wall 
opening, ramp, platform, or runway to prevent falls of 
persons. 

(18) "Standard strength and construction" means any 
construction of railings, covers, or other guards that 
meets the requirements of this part. 

(19) "Toeboard" means a vertical barrier at floor level 
erected along exposed edges of a floor opening, wall 
opening, platform, runway, or ramp to prevent falls of 
materials. 

(20) "Tread ((width?)) depth" means the horizontal 
distance from front to back of a tread((;—incłuding)) 
(excluding nosing, ((when-used)) if any). 

(21) "Unprotected side or edge" means any side or 
edge of a roof perimeter where there is no wall three feet 
(.9 meters) or more in height. 

(22) "Wall opening" means an opening at least 30 
inches high and 18 inches wide, in any wall or partition, 
through which persons may fall, such as an opening for 
a window, a yard—arm doorway or chute opening. 

(23) "Work area" means that portion of a roof where 
built-up roofing work is being performed. 


AMENDATORY SECTION (Amending Order 90-18, 
filed 1/10/91, effective 2/12/91) 


WAC 296-155-505 GUARDRAILS, HAND- 
RAILS, AND COVERS. (1) General provisions. This 
part applies to temporary or emergency conditions where 
there is danger of employees or materials falling through 
floor, roof, or wall openings, or from stairways, runways, 
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ramps, open sided floors, open sides of structures, bridg- 
es, or other open sided walking or working: surfaces. 
When guardrails or covers required by this section must 
be temporarily removed to perform a specific task, the 
area shall be constantly attended by a monitor to warn 
others of the hazard or shall be protected by a movable 
barrier. 

(2) Guarding of floor openings and floor holes. 

(а) Floor openings shall be guarded by a standard 
railing and toe boards or cover, as specified in subsec- 
tions (2)(g) and ((€6})) (5) of this section. In general, 
the railing shall be provided on all exposed sides, except 
at entrances to stairways. All vehicle service pits shall 
have a cover or removable type standard guardrail. 
When not in use, pits shall be covered or guarded. 
Where vehicle service pits are to be used again immedi- 
ately, and the service man is within a 50 foot distance of 
the unguarded pit and also within line of sight of the 
unguarded pit, the cover or guardrail need not be re- 
placed between uses. Where vehicle service pits are used 
frequently, the perimeters of the pits shall be delineated 
by high visibility, luminescent, skid resistant paint. Such 
painted delineation shall be kept clean and free of extra- 
neous materials. 

(b) Ladderway floor openings or platforms shall be 
guarded by standard railings with standard toe boards 
on all exposed sides, except at entrance to opening, with 
the passage through the railing either provided with a 
swinging gate or so offset that a person cannot walk di- 
rectly into the opening. 

(c) Hatchways and chute floor openings shall be 
guarded by one of the following: 

(i) Hinged covers of standard strength and construc- 
tion and a standard railing with only one exposed side. 
When the opening is not in use, the cover shall be closed 
or the exposed side shall be guarded at both top and in- 
termediate positions by removable standard railings; 

(ii) A removable standard railing with toe board on 
not more than two sides of the opening and fixed stan- 
dard railings with toe boards on all other exposed sides. 
The removable railing shall be kept in place when the 
opening is not in use and shall be hinged or otherwise 
mounted so as to be conveniently replaceable. 

(d) Wherever there is danger of falling through a 
skylight opening, and the skylight itself is not capable of 
sustaining the weight of a two hundred pound person 
with a safety factor of four, standard guardrails shall be 
provided on all exposed sides or the skylight shall be 
covered in accordance with (g) of this subsection. 

(е) Pits and trap-door floor openings shall be guarded 
by floor opening covers of standard strength and con- 
struction. While the cover is not in place, the pit or trap 
openings shall be protected on all exposed sides by re- 
movable standard railings. 

(f) Manhole floor openings shall be guarded by stan- 
dard covers which need not be hinged in place. While 
the cover is not in place, the manhole opening shall be 
protected by standard railings. 

(g) All floor opening covers shall be capable of sup- 
porting the maximum potential load but never less than 
two hundred pounds (with a safety factor of four). 
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(i) The cover shall be recessed to conform to the level 
of the surrounding floor or to be flush with the perimeter 
of the opening. 

(ii) The cover shall be secured by fastening devices to 
prevent unintentional removal. 

(iii) If it becomes necessary to remove the cover, a 
monitor shall remain at the opening until the cover is 
replaced. The monitor shall advise persons entering the 
area Of the hazard, shall prevent exposure to the fall 
hazard and shall perform no other duties. 

(h) Floor holes, into which persons can accidentally 
walk, shall be guarded by either a standard railing with 
standard toe board on all exposed sides, or a floor hole 
cover of standard strength and construction that is se- 
cured against accidental displacement. While the cover 
is not in place, the floor hole shall be protected by a 
standard railing. 

((}-Where-doors—or-gates-opendirectty—on-a-stair= 
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(3) Guarding of wall openings. 

(a) Wall openings, from which there is a drop of more 
than 4 feet, and the bottom of the opening is less than 3 
feet above the working surface, shall be guarded as 
follows: 

(i) When the height and placement of the opening in 
relation to the working surface is such that either a 
standard rail or intermediate rail will effectively reduce 
the danger of falling, one or both shall be provided; 

(ii) The bottom of a wall opening, which is less than 4 
inches above the working surface, regardless of width, 
shall be protected by a standard toe board or an enclos- 
ing screen either of solid construction or as specified in 
((€6€g))) (5)(е) (11) of this section. 

(b) An extension platform, outside a wall opening, 
onto which materials can be hoisted for handling shall 
have standard guardrails on all exposed sides or equiva- 
lent. One side of an extension platform may have re- 
movable railings in order to facilitate handling 
materials. 

(c) When a chute is attached to an opening, the pro- 
visions of (a) of this subsection shall apply, except that a 
toe board is not required. 

(4) Guarding of open-sided surfaces. 

(a) Every open-sided floor, platform or surface four 
feet or more above adjacent floor or ground level shall be 
guarded by a standard railing, or the equivalent, as 
specified in subsection (((6))) (5)(a) of this section, on 
all open sides, except where there is entrance to a ramp, 
stairway, or fixed ladder. The railing shall be provided 
with a standard toe board wherever, beneath the open 
sides, persons can pass, or there is moving machinery, or 
there is equipment with which falling materials could 
create a hazard. 

(b) Runways shall be guarded by a standard railing, 
or the equivalent, as specified in subsection (((6))) (5) of 
this section, on all open sides, 4 feet or more above floor 
or ground level. Wherever tools, machine parts, or ma- 
terials are likely to be used on the runway, a toe board 
shall also be provided on each exposed side. 
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(с) Runways used exclusively for special purposes 
may have the railing on one side omitted where operat- 
ing conditions necessitate such omission, providing the 
falling hazard is minimized by using a runway not less 
than 18 inches wide. 

(d) Where employees entering upon runways become 
thereby exposed to machinery, electrical equipment, or 
other danger not a falling hazard, additional guarding 
shall be provided. 

(е) Regardless of height, open-sided floors, walkways, 
platforms, or runways above or adjacent to dangerous 
equipment, pickling or galvanizing tanks, degreasing 
units, and similar hazards, shall be guarded with a stan- 
dard railing and toe board. 

(f) Open sides of gardens, patios, recreation areas and 
similar areas located on roofs of buildings or structures 
shall be guarded by permanent standard railings or the 
equivalent. Where a planting area has been constructed 
adjacent to the open sides of the roof and the planting 
area is raised above the normal walking surface of the 
roof area, the open side of the planting area shall also be 
protected with standard railings or the equivalent. 


(5) ((Statrway-rattngs-and guards: 


€6))) Standard specifications. 

(a) A standard railing shall consist of top rail, inter- 
mediate rail, toe board, and posts, and shall have a ver- 
tical height of 36 inches to 42 inches from upper surface 
of top rail to floor, platform, runway, or ramp level. 
Each length of lumber shall be smooth-surfaced 
throughout the length of the railing. The intermediate 
rail shall be halfway between the top rail and the floor, 
platform, runway, or ramp. The ends of the rails shall 
not overhang the terminal posts except where such over- 
hang does not constitute a projection hazard. Minimum 
requirements for standard railings under various types of 
construction are specified in the following items: 

(i) For wood railings, the posts shall be of at least 
2-inch by 4-inch stock spaced not to exceed 8 feet; the 
top rail shall be of at least 2-inch by 4-inch stock; the 
intermediate rail shall be of at least 1-іпсһ by 6-inch 
Stock. 
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(ii) For pipe railings, posts and top and intermediate 
railings shall be at least 1 1/2 inches nominal OD di- 
ameter with posts spaced not more than 8 feet on 
centers. 

(iii) For structural steel railings, posts and top and 
intermediate rails shall be of 2-inch by 2-inch by 3/8- 
inch angles or other metal shapes of equivalent bending 
strength, with posts spaced not more than 8 feet on 
centers. 

(iv) For wire rope railings, the top and intermediate 
railings shall be at least 1/2-inch fibre core rope, or the 
equivalent to meet strength factor and deflection of sub- 
section (((63)) (5)(a)(v). Posts shall be spaced not more 
than 8 feet on centers. The rope shall be stretched taut, 
so as to present a minimum deflection. 

(v) The anchoring of posts and framing of members 
for railings of all types shall be of such construction that 
the completed structure shall be capable of withstanding 
a load of at least 200 pounds applied in any direction at 
any point on the top rail, with a minimum of deflection. 

(vi) Railings receiving heavy stresses from employees 
trucking or handling materials shall be provided addi- 
tional strength by the use of heavier stock, closer spacing 
of posts, bracing, or by other means. 

(vii) Other types, sizes, and arrangements of railing 
construction are acceptable, provided they meet the fol- 
lowing conditions: 

(A) A smooth-surfaced top rail at a height above 
floor, platform, runway, or ramp level of between 36 
inches and 42 inches; 

(B) A strength to withstand at least the minimum re- 
quirement of 200 pounds top rail pressure with a mini- 
mum of deflection; 

(C) Protection between top rail and floor, platform, 
runway, ramp, or stair treads, equivalent at least to that 
afforded by a standard intermediate rail; 

(D) Elimination of overhang of rail ends unless such 
overhang does not constitute a hazard. 


(b) ((A-stair-ratiing-shatt-be-of construction-simitar-to 
a-standard- 


-railing;-but—-the-vertical-height-shait-be-not 
` ; 
surfa than 34 > wa > saa fr KAR 


€c}))(i) A standard toe board shall be 4 inches mini- 
mum in vertical height from its top edge to the level of 
the floor, platform, runway, or ramp. It shall be securely 
fastened in place and have not more than 1/4-inch 
clearance above floor level. It may be made of any sub- 
stantial material, either solid, or with openings not over ' 
1 inch in greatest dimension. 

(ii) Where material is piled to such height that a 
standard toe board does not provide protection, paneling, 
or screening from floor to intermediate rail or to top rail 
shall be provided. 


((t(i)-4c standard-handrattshatt be-of construction 
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{©))) (с) Floor opening covers shall be of any material 
that meets the following strength requirements: 

(i) Conduits, trenches, and manhole covers and their 
supports, when located in roadways, and vehicular aisles 
shall be designed to carry a truck rear—axle load of at 
least 2 times the maximum intended load; 

(ii) All floor opening covers shall be capable of sup- 
porting the maximum potential load but never less than 
two hundred pounds (with a safety factor of four). 

(A) The cover shall be recessed to conform to the lev- 
el of the surrounding floor or to be flush with the perim- 
eter of the opening. 

(B) The cover shall be secured by fastening devices to 
prevent unintentional removal. 

(C) If it becomes necessary to remove the cover, a 
monitor shall remain at the opening until the cover is 
replaced. The monitor shall advise persons entering the 
area of the hazard, shall prevent exposure to the fall 
hazard and shall perform no other duties. 

((69)) (d) Skylight openings that create a falling 
hazard shall be guarded with a standard railing, or cov- 
ered in accordance with (((е))) (c)(ii) of this subsection. 

((€g})) (e) Wall opening protection shall meet the 
following requirements: 

(i) Barriers shall be of such construction and mount- 
ing that, when in place at the opening, the barrier is ca- 
pable of withstanding a load of at least 200 pounds ap- 
plied in any direction (except upward), with a minimum 
of deflection at any point on the top rail or correspond- 
ing member. | 

(ii) Screens shall be of such construction and mount- 
ing that they are capable of withstanding a load of at 
least 200 pounds applied horizontally at any point on the 
near side of the screen. They may be of solid construc- 
tion, of grill work with openings not more than 8 inches 
long, or of slat work with openings not more than 4 
inches wide with length unrestricted. 


AMENDATORY SECTION (Amending Order 89-03, 
filed 5/15/89, effective 6/30/89) 


WAC 296-155-510 ((STAHRWAYS)) RE- 
SERVED. (4) Generał: 


WSR 91-24-017 


Washington State Register, Issue 91-24 


AMENDATORY SECTION (Amending Order 74-26, 


filed 5/7/74, effective 6/6/74) 


WAC 296-155-59904 TABLE 4. 
TABLE 4 
STANDARD 6 x 37 WIRE КОРЕ! 


Breaking Strength in 
Tons of 2,000 Pounds 


Diameter Approximate 
Weight Improved Plow 
Per Foot Plow Steel Steel 
Inches Pounds 
1/4 0.10 2.59 2.25 
5/16 16 4.03 3.50 
3/8 .22 5.77 5.02 
7/16 .30 7.82 6.80 
1/2 .39 10.2 8.85 
9/16 49 12.9 11.2 
5/8 61 15.8 13.7 
3/4 87 22.6 19.6 
7/8 1.19 30.6 26.6 
1 1.55 39.8 34.6 
1-1/8 1.96 50.1 43.5 
1-1/4 2.42 61.5 53.5 
1-3/8 2.93 74.1 64.5 
1-1/2 3.49 87.9 76.4 
1-5/8 4.09 103.0 89.3 
1-3/4 4.75 119.0 103.0 
1-7/8 5.45 136.0 118.0 
2 6.20 154.0 134.0 
2-1/8 7.00 173.0 150.0 
2-1/4 7.85 193.0 168.0 
2-1/2 9.69 236.0 205.0 
2-3/4 11.72 284.0 247.0 
3 13.95 335.0 291.0 
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TABLE 4—cont. 


Breaking Strength in 
Tons of 2,000 Pounds 


Diameter Approximate 
Weight Improved Plow 
Per Foot Plow Steel Steel 
Inches Pounds 
3-1/4 16.37 390.0 339.0 
3-1/2 ((+9468)) 
19.40 449.0 390.0 


l For these ropes with steel centers, add 7 1/295 to the above 
strengths. For these ropes when galvanized, deduct 10% from the 
above strengths. 


AMENDATORY SECTION (Amending Order 89-03, 
filed 5/15/89, effective 6/30/89) 


WAC 296-305-025  ((EMPŁOTER'S)) MAN- 
AGEMENT'S RESPONSIBILITY. (1) It shall be the 
responsibility of ((the-emptoyer)) management to estab- 


lish ((amd)), supervise, and enforce, in a manner which is 
effective in practice: 

(a) A safe and healthful working environment, as it 
applies to non combat conditions or to combat conditions 
at the fire scene after fire has been extinguished, as de- 
termined by the officer in charge. 

(b) An accident prevention program as required by 
this chapter. 

(c) Programs for training employees in the funda- 
mentals of accident prevention. 

(2) The employer shall be responsible for providing 
suitable expertise to comply with all testing require- 
ments in this chapter. Such expertise may be secured 
from within the fire department, from equipment and 
apparatus manufacturers or other suitable sources. 

(3) Alcoholic beverages shall not be allowed in station 
houses, except at those times when station houses are 
used as community centers. 

(4) Controlled substances shall not be allowed in sta- 
tion houses, with the exception of those used by the pro- 
fession to be administered to patients or medication pre- 
scribed by a physician, unless such prescribed medica- 
tion would impair the performance of the individual. 

(5) A bulletin board or posting area exclusively for 
safety and health and large enough to display the re- 
quired safety and health poster (((Form=WISHA=))) 
(Job safety and health protection, form F416-081-000) 
and other safety education material shall be provided. A 
bulletin board of "white background” and "green їгїт" 
is recommended. 

(6) The employer shall develop and maintain a hazard 
communication program as required by WAC 296-62- 
054 through 296—62-05427 which will provide informa- 
tion to all employees relative to hazardous chemicals or 
substances to which they are exposed, or may become 
exposed, in the course of their employment. 
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AMENDATORY SECTION (Amending Order 88-11, 
filed 7/6/88) 


WAC 296-305-063 RESPIRATORY EQUIP- 
MENT. (1) Approved self—contained respiratory equip- 
ment shall be available and used by all employees who 
enter into hazardous atmospheres. Filter canister masks 
are not approved. 

(2) Respiratory protection equipment used in fire 
combat situations shall be classified as self-contained 
pressure demand type and shall have a minimum rating 
of one-half hour nominal service life. 

АП respirators using compressed air shall һауе an au- 
dible warning device which will activate when the air 
pressure drops below twenty percent of the rated 
capacity. 

(3) In structural or confined space fires at least one 
person trained in the use of self-contained breathing 
equipment and equipped with such equipment shall re- 
main free of the contaminated area in order to afford 
rescue potential for exposed, disabled fire fighters. 

(4) The respiratory protection requirements of the 
general occupational health standards—safety and 
health standards for carcinogens, chapter 296-62 WAC, 
shall apply. A respirator program shall be developed 
which includes standard operating procedures addressing 
the following: 

(a) Respiratory equipment inspections. The step-by— 
step inspection procedures included in the Washington 
state fire service training program shall be considered 
the criteria for a minimum inspection procedure. 

(b) Breathing air cylinder filling and testing. Only 
personnel trained, experienced, and knowledgeable in the 
equipment and procedures shall fill or test air cylinders. 

(c) Respiratory equipment training. 

(i) Training shall address the same subjects as those 
covered by the Washington state fire service training 
program and shall involve at least the same number of 
hours. 

(ii) After completing such training, each fire fighter 
shall practice at least quarterly, for each type and man- 
ufacture of respirator available for use, the step-by-step 
procedure for donning the respirator and checking it for 
proper function. 

(5) At the end of suppression activities to include fire 
overhaul and before returning to quarters. 

(a) Fire fighters shall be decontaminated prior to re- 
moval of respirators whenever fire fighting activities re- 
sult in exposure to hazardous substances. 

(b) When exchanging air supply bottles during sup- 
pression or overhaul activities, reasonable precautions 
shall be taken to maintain an uncontaminated atmos- 
phere to the breathing zone and facepiece supply hose. 

(c) The effective date of this item shall be nine 
months after the effective date of this section. 
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AMENDATORY SECTION (Amending Order 86-46, 
filed 4/22/87) 


WAC 296-306-025 MANAGEMENT'S RE- 
SPONSIBILITY. It shall be the responsibility of man- 
agement to ((maintatn-and-supervise)) establish, super- 


vise, and enforce, іп a manner which is effective in 


ee a R e a 


practice: 
(1) A safe and healthful working environment. 


(2) An accident prevention program as required by 
these standards. 

(3) A system for reporting and recording accidents 
that will fulfill statistical requirements of the department 
of labor and industries. (See chapter 296-27 WAC.) 

(4) Safety education and training programs. 

(5) Temporary labor camps, as prescribed in WAC 
296-24-125 through 296-24-12523, and shall comply 
with these rules and regulations. 


AMENDATORY SECTION (Amending Order 75-2, 
filed 1/24/75) 


WAC 296-306-040 SAFETY BULLETIN 
BOARD. (1) A bulletin board or posting area large 
enough to ШЕР the required safety апа health poster 
(( )), Job safety and "health pro protection 
(F416—08 1-000), and other safety education material 
shall be provided. 

(2) The bulletin board shall be positioned so as to be 
readily visible and located in a place where employees 
gather during some part of the work day (i.e., at the en- 
trance to a field, a parking area, or in a farm building). 

(3) If for any reason any employee is unable to read 
the notices posted on the bulletin board, the employer 
shall ensure that the message of the required poster ex- 
plaining employee rights is communicated to the em- 
ployee in terms he or she understands. This same re- 
quirement shall apply to variance application, denials or 
grants and to any other notice affecting the employee's 
rights under WISHA. 

(4) Posting shall be in appropriate language, Spanish, 
etc. 


AMENDATORY SECTION (Amending Order 89-03, 
filed 5/15/89, effective 6/30/89) 


WAC 296-306-165 GENERAL REQUIRE- 
MENTS FOR ALL AGRICULTURAL EQUIP- 
MENT. (1) Definitions. 

(a) "Agricultural equipment” means equipment used 
in production or handling of agricultural products. 

(b) "Agricultural field equipment” means tractors, 
self-propelled implements, implements and combinations 
thereof used in agricultural operations. 

(c) "Agricultural tractor" means a two-wheel or 
four-wheel drive type vehicle, or a track vehicle, of more 
than twenty net engine horsepower (continuous brake 
power rating per Society of Automotive Engineers 
(SAE) J816b — or the power recommended by the man- 
ufacturer for satisfactory operation under the manufac- 
turer specified continuous duty conditions), designed to 
furnish the power to pull, carry, propel, or drive imple- 
ments that are designed for agriculture. All self—pro- 
pelled implements are excluded. 
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(d) "Augers" means screw conveyors and related ac- 
cessories designed primarily for conveying agricultural 
materials on farms. 

(e) "Constant-running drives" .means those drives 
which continue to rotate when the engine is running. 
(With all clutches disengaged.) 

(f) "Farm field equipment" means tractors or imple- 
ments, including self-propelled implements, or any com- 
bination thereof used in agricultural operations. 

(g) "Farmstead equipment" means agricultural equip- 
ment normally used in a stationary manner. This in- 
cludes, but is not limited to, materials handling equip- 
ment and accessories for such equipment whether or not 
the equipment is an integral part of a building. 

(h) "Guarding by location" means a component may 
be considered guarded by location when, because of its 
location, it does not present a hazard during operation or 
maintenance. А component seven feet or more above a 
working surface is considered guarded by location. 

(i) " Ground-drive equipment" means equipment using 
power supplied by its pulled wheels to move gears, 
chains, sprockets, belts, pulleys, augers, tines, etc. 

(j) "Low profile tractor" means a wheel or track 
equipped vehicle possessing the, following characteristics: 

(i) The front wheel spacing is equal to the rear wheel 
spacing, as measured from the centerline of each right 
wheel to the centerline of the corresponding left wheel((; 


, 


than-showr-in-Fabtet)). 
((TABLE+T 


(ii) The clearance from the bottom of the tractor 
chassis to the ground does not exceed eighteen inches. 

(iii) The highest point of the hood does not exceed 
sixty inches, and 

(iv) The tractor is designed so that the operator 
straddles the transmission when seated. 

(К) A "guard" or "shield" is a barrier which insures 
that no part of an employee may come into contact with 
a hazard created by a moving machinery part. 

(1) "Power take-off shafts" are the shafts and knuck- 
les between the tractor, or other power source, and the 
first gear set, pulley, sprocket, or other components on 
power takeoff shaft driven equipment. 

(2) Immediate priority shall be given to guarding of 
power take-off drives on all tractors and equipment. 
These must be guarded no later than January 1, 1976. 

(3) All other power transmission components must be 
guarded on all equipment manufactured on or after 
January 1, 1976. 

(4) If unguarded power transmission components on 
older field equipment show evidence that they were once 
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guarded, the guards shall be replaced by January 1, 
1976. 

(5) The manufacturer's instruction manual, if pub- 
lished by the manufacturer and currently available, shall 
be the source of information for the safe operation and 
maintenance of field equipment. 

(6) Operating instructions. At the time of initial as- 
signment and at least annually thereafter, the employer 
shall instruct every employee in the safe operation and 
servicing of all covered equipment with which he is or 
will be involved, including at least the following safe 
operating practices: 

(a) Keep all guards in place when the machine is in 
operation; 

(b) Passengers, other than persons required for in- 
struction or machine operation shall not be permitted to 
ride on equipment unless a passenger seat or other pro- 
tective device is provided. 

(c) Stop engine, disconnect the power source, and wait 
for all machine movement to stop before servicing, ad- 
justing, cleaning, or unclogging the equipment, except 
where the machine must be running to be properly ser- 
viced or maintained, in which case the employer shall 
instruct employees as to all steps and procedures which 
are necessary to safely service or maintain the 
equipment; 

(d) Make sure everyone is clear of machinery before 
starting the engine, engaging power, or operating the 
machine; 

(e) Lock’ out electrical power before performing 
maintenance or service on farmstead equipment. 

(7) Methods of guarding. Except as otherwise provid- 
ed in this chapter, each employer shall protect employees 
from coming into contact with moving machinery parts 
as follows: 

(a) Through the installation and use of a guard or 
shield or guarding by location; 

(b) Whenever a guard or shield or guarding by loca- 
tion is infeasible, by using a guardrail or fence. 

(8) Strength and design of guards. 

(a) Where guards are used to provide the protection 
required by this section, they shall be designed and lo- 
cated to prevent inadvertent contact with the hazard be- 
ing guarded. 

(b) Unless otherwise specified, each guard and its 
supports shall be capable of withstanding the force that 
a two hundred fifty pound individual, leaning on or fall- 
ing against the guard, would exert upon that guard. 

(c) Guards shall be free from burrs, sharp edges, and 
sharp corners, and shall be securely fastened to the 
equipment or building. 

(9) Guarding by railings. Guardrails or fences shall be 
capable of preventing employees from inadvertently en- 
tering the hazardous area. 

(10) Servicing and maintenance. Whenever a moving 
machinery part presents a hazard during servicing or 
maintenance, the engine shall be stopped, the power 
source disconnected, and all machine movement stopped 
before servicing or maintenance is performed, except 
where the employer can establish that: 

(a) The equipment must be running to be properly 
serviced or maintained; 
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(b) The equipment cannot be serviced or maintained 
while a guard or guards are in place; and 

(c) The servicing or maintenance is safely performed. 

(11) Shields, guards and access doors that will prevent 
accidental contact with rotating machine parts on con- 
stant-running drives shall be in place when the machine 
is running. This requirement shall not apply to combines 
where such guards could create fire hazards. 

(12) A guard or shield on stationary equipment shall 
be provided at the mesh point or pinch point where the 
chain or belt contacts the sprocket or pulley. Revolving 
shafts shall be guarded by a standard safeguard unless 
guarded by location. Shafts that protrude less than опе- 
half the outside diameter of the shaft are exempt from 
this section. 

(13) Projections, such as exposed bolts, keys, or set 
screws on sprockets, sheaves or pulleys on stationary 
equipment shall be shielded unless guarded by location. 


AMENDATORY SECTION (Amending Order 89-19, 
filed 5/9/90, effective 7/1/90) 


WAC 296-306-400 POSTING REQUIRE- 
MENTS. (1) When a pesticide having a reentry interval 
greater than twenty-four hours is applied to a labor-in- 
tensive agricultural crop, the pesticide-treated area shall 
be posted with warning signs in accordance with the re- 
quirements of this section. Sign design may be either the 
state design as illustrated by figure 1 or the officially 
adopted sign of the Environmental Protection Agency 
(Reference federal regulation 40 CFR 170.44) | 

(2) Definitions for the purposes of this section are: 

(a) "Labor-intensive agricultural crop" means crops 


requiring substantial hand-labor for planting, thinning, 


cultivating, pruning, harvesting, or other agricultural ac- 
tivities. Labor-intensive agricultural crops include but 
are not limited to apples, cherries, peaches, berries, hops, 
grapes, asparagus, pears, plums, nectarines, ((potatócs;)) 
onions, cucumbers, cauliflower, and squash. By virtue of 
mechanization, crops such as, but not limited to, wheat, 
oat, and barley are excluded unless substantial hand— 
labor is utilized. 

(b) "Reentry interval" means the length of time after 
an application until personnel will be allowed to. reenter 
a treated area for work purposes without personal pro- 
tective equipment. 

(3) Pesticide warning signs required under this section 
shall be posted in such a manner as to be clearly visible 
from all usual points of entry to the pesticide—treated 
area. If there are no usual points of entry or the area is 
adjacent to an unfenced public right of way, signs shall 
be posted: 

(a) At each corner of the pesticide-treated area; and 

(b) At intervals not exceeding six hundred feet; and/ 
or 

(c) At other locations approved by the department 
that provide maximum visibility. 

(4) The signs shall be posted at least twenty-four 
hours but not more than 7-days before scheduled appli- 
cation of the pesticide, and remain posted during appli- 
cation and throughout the applicable reentry interval. 
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Signs shall be removed within two days after the expira- 
tion of the applicable reentry interval and before em- 
ployee reentry is permitted. 

(5) Signs shall be legible for the duration of use and 
wording shall be in English and Spanish. 

(6) Signs shall meet the following criteria: (Unless 
EPA signs are used). 

(a) The background color shall be white. 

(b) The border at least one-half inch in width shall be 
red. 

(c) The words "DANGER" and "PELIGRO" shall be at 
the top. Letters for these words shall be black and at 
least two and one-half inches in height. 

(4) The words "pesticides" and "pesticidas" shall be 
at the top but below the words "DANGER" and 
"PELIGRO," respectively. Letters for these words shall be 
black and at least one inch in height. 

(е) The center of the sign shall contain a circle com- 
prised of a one-inch thick red line and contain an 
upraised hand in black with the white words "5ТОР" and 

"ALTO," respectively shown on the palm in the center of 
the circle. The hand shall be at least six inches in length. 

(f) The words "NO ENTRY" and "ENTRADA 
PROHIBIDA" shall be at the bottom. Letters for these 
words shall be black and at least one and one-half inch- 
es in height. 

(g) Sizes of letters and symbols listed are minimum 
acceptable size posters. Larger posters may be used pro- 
vided the proportionate size of letters and symbols are 
maintained. | 

(7) A small black and white facsimile of the warning 
sign meeting these requirements is shown in Figure 1. 


== DANGER PELIGRO| 


——-§—_ PESTICIDES 


- PESTICIDAS 


ENTRADA 


FIGURE 1 
(8) The effective date of WAC 296-306-400 anata 
296—306—40005 is July 1, 1990. 


PROHIBIDA | 
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AMENDATORY SECTION (Amending Order 86-02, 
filed 1/17/86) 


WAC 296-350-400 POSTING OF NOTICES— 
POSTING OF CITATION AND NOTICE—AVAIL- 
ABILITY OF ACT AND APPLICABLE STAN- 
DARDS. (1) Definitions. The definitions of WAC 296- 
350-010 and 296-27-020 shall apply to this section. 

(2) Each employer shall post and keep posted a notice 
or notices (the WISHA poster, ((WISHERS—No—+t)) 

Job safety and health protection, F416-081-000) to be 
furnished by the division of industrial safety and health, 
department of labor and industries, informing employees 
of the protections and obligations provided for in the act 
and that.for assistance and information, including copies 
of the act, and of specific safety and health standards 
employees should contact the employer or the nearest 
office of the department of labor and industries. Such 
notice or notices shall be posted by the employer at each 
establishment in a conspicuous place or places where 
notices to employees are customarily posted. Each em- 
ployer shall take steps to assure that such notices are not 
altered, defaced or covered by other material. 

(3) The notice identified in subsection (2) of this sec- 
tion shall be posted in each establishment of the em- 
ployer as defined in WAC 296-27-020((€7))) (8). 

(4) АП notices required to be posted by provisions of 
the act, provisions of this chapter or the provisions of 
any other safety and health standard, rule or regulation 
adopted pursuant to the authority of the act, shall be 
posted as required by this section, or as required by the 
act, or as required by the provision of the applicable 
safety and health standard, rule or regulation. 

(5) Unless otherwise specified in this section, the act, 
or the applicable safety and health standard, rule or 
regulation, notices or other materials required to be 
posted, shall be posted in each establishment of the em- 
ployer, as defined in WAC 296-27-020((€7))) (8). 

(6) Copies of the act, all regulations published in this 
chapter and all applicable standards shall be available at 
all regional offices of the division of industrial safety and 
health, department of labor and industries. If an em- 
ployer has obtained copies of these materials, he shall 
make them available upon request to any employee or 
his authorized representative on the same day the re- 
quest is made, or at the earliest time mutually conve- 
nient to the employee or his authorized representative 
and the employer, for review by the requesting employee 
or authorized representative. 

(7) Any employer failing to comply with the provi- 
sions of this section shall be subject to citation and pen- 
alty in accordance with the provisions of section 12 and 
18 of the act. (RCW 49.17.120 and 49.17.180.) 

(8) Documents required to be posted include, but shall 
not be limited to the following: 

(a) A copy or copies of an application or applications 
for a variance or variances from any safety and health 
standards applied for in accordance with RCW 49.17- 
080 or 49.17.090 shall be posted at each establishment 
to which the variance, if granted, will apply. The manner 
of posting such applications shall be in accordance with 
subsections (4) and (5) of this section. 
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(b) Upon receipt of any CITATION AND NOTICE issued 
by the department pursuant to RCW 49.17.120 or 49- 
.17.130, the employer shall immediately post the СІТА- 
TION AND NOTICE or a copy thereof in a prominent place 
at or near each place a violation referred to in the СІТА- 
TION AND NOTICE occurred. Where, because of the na- 
ture of the employer's operations, it is not practicable to 
post the CITATION AND NOTICE or a copy thereof at or 
near each place of violation, the CITATION AND NOTICE 
or a copy thereof shall be posted in the establishment of 
the employer, as defined in WAC 296—27—020((€73)) 

8). 
= posted CITATION AND NOTICE or copy thereof 
shall be complete and shall not be abstracted, edited or 
otherwise changed from the original. The posted CITA- 
TION AND NOTICE ог copy thereof shall be readily visible, 
and shall not be defaced or covered by other material. 

The CITATION AND NOTICE or copy thereof shall re- 
main posted as required by this subsection until all vio- 
lations have been abated, or for three working days, 
whichever is longer. Whenever an employer verifies 
abatement of a violation in writing, see WAC 296-27- 
16009, a copy of the written verification shall be posted 
with the CITATION AND NOTICE for at least three working 
days. 

(c) A copy of the notice of filing of appeal pursuant to 
RCW 49.17.140, the notice of conference pursuant to 
WAC 263-12-090, and the notice of hearing pursuant 
to WAC 263-12-100 shall be posted by the employer at 
each establishment to which the notices apply in a con- 
spicuous place or places where notices to employees are 
customarily posted. The manner of posting such notices 
shall be in accordance with subsections (4) and (5) of 
this section. 

(d) Іп the event that a proposed agreement settling an 
appeal of a citation and notice to the board of industrial 
insurance appeals is reached between the employer and 
the department without the concurrence of the affected 
employees or employee groups, a copy of the proposed 
agreement shall be posted by the empłoyer at each es- 
tablishment to which the agreement applies in a con- 
spicuous place or places where notices to employees are 
customarily posted. The agreement shall be posted for 
10 days before it is filed with the board of industrial in- 
surance appeals. The manner of posting shall be in ac- 
cordance with subsections (4) and (5) of this section. 

(e) Notices required to be posted by specific provisions 
of any safety and health standard or other rule or regu- 
lation duly adopted by the director shall be posted ac- 
cording to the standard, rule or regulation requiring 
such posting. If the provision containing the requirement 
for posting does not specify the manner of posting, such 
posting shall conform to the requirements of subsections 
(4) and (5) of this section. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 296-350-300 REPEAT VIOLATIONS. 
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WSR 91-24-018 
WITHDRAWAL ОҒ PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed November 22, 1991, 4:07 p.m.] 


The department is withdrawing WSR 91-23-099 filed 
on November 20, 1991. 

Leslie F. James, Director 

Administrative Services 


WSR 91-24-019 
EMERGENCY RULES 
DEPARTMENT OF REVENUE 
[Filed November 22, 1991, 4:22 p.m.] 


Date of Adoption: November 22, 1991. 

Purpose: To provide a method for the department to 
receive and others to provide private stumpage, log sale, 
and logging cost data for the computation of stumpage 
value tables required by RCW 84.33.091. 

Statutory Authority for Adoption: RCW 82.32.300 
and 84.33.096. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: RCW 84.33.091 requires 
the department to publish stumpage value tables each 
January and July of each year. To publish the January 
1992 tables the department requires the information 
from private stumpage and log sales and logging costs to 
be received by September 30, 1991. This rule provides 
the method to receive/provide this information. 

Effective Date of Rule: Immediately. 

November 22, 1991 
John B. Conklin 
Assistant Director 
Forest Tax 


NEW SECTION 


WAC 458-40-615 TIMBER EXCISE TAX- 
STUMPAGE VALUES-REPORTING OF PRIVATE 
STUMPAGE AND LOG PURCHASE SALES AND 
APPLICABLE LOGGING COSTS TO THE DE- 
PARTMENT. (1) INTRODUCTION: The department is 
required to semi-annually publish stumpage tables. The 
department has designated areas containing similar 
growing, harvesting and marketing conditions to be used 
as units for the preparation and application of stumpage 
values. Stumpage tables for each species or subclassifi- 
cation within a stumpage value area are prepared on or 
before each December 31 for use the following January 
through June and on or before June 30 for use July 
through December. The stumpage value is the amount 
that each species or subclassification would sell for at a 
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voluntary sale (public or private) made іп the ordinary 
course of business for purposes of immediate harvest. 
The stumpage values are determined in a manner which 
makes reasonable allowances for age, size, quantity, 
costs of removal, accessibility to point of conversation, 
market conditions and all other relevant factors from: 

(a) Gross proceeds from sales (public and/or private) 
on the stump of similar timber of like quality and char- 
acter at similar locations and in similar quantities; 

(b) Gross proceeds from sales (public and/or private) 
of logs adjusted to reflect only the portion of such pro- 
ceeds attributable to value on the stump immediately 
prior to harvest; or 

(c) a combination of (a) and (b) of this subsection. 

(2) REPORTING REQUIREMENT-IN GENERAL. To enable 
the department to determine stumpage values, the de- 
partment must have information on sales (public and 
private) of stumpage and sales of logs (public and pri- 
vate) and applicable logging costs. All public sales of 
stumpage and logs and applicable logging costs are 
available to the department through information sharing 
agreements. Private sales of stumpage and logs and ap- 
plicable logging costs are reported to the department as 
provided in this section. 

(3) REPORTING OF STUMPAGE PURCHASES. All private 
stumpage purchases in excess of 100,000 board feet are 
reported to the department on the informational return 
provided by the department. The buyer of stumpage 
must report each stumpage purchase. 

(4) REPORTING OF LOG SALES. When requested by the 
department, the seller of woods-direct logs reports the 
sale to the department on the informational return pro- 
vided by the department. For purposes of this section a 
"woods direct" sale is the first sale of harvested timber, 
and the seller of woods—direct logs is the harvester as 
provided in chapter 84.33 RCW. In its selection of when 
and from whom to request an informational return, the 
department shall select on the basis of need of the infor- 
mation for a designated stumpage value area and shall 
consider the administrative burden to the person provid- 
ing the informational return. 

(5) REPORTING OF LOGGING COSTS. When requested 
by the department, the stump-to-on-the—truck logging 
costs in terms of cost per MBF of the timber harvested 
of a logging contract are reported to the department on 
the informational return provided by the department. 
For purposes of this section, the person filing the infor- 
mational return is the harvester as defined in chapter 
84.33 RCW. In its selection of when and from whom to 
request an informational return, the department shall 
select on the basis of need of the information for a des- 
ignated stumpage value area and shall consider the ad- 
ministrative burden to the person providing the informa- 
tional return. 

(6) TIME OF REPORTING. 

(a) Purchases of stumpage. The informational returns 
are due to the department no later than the last working 
day of the month following the month in which the pur- 
chase occurred. Purchases occurring between October 1, 
1990, and August 31, 1991, are reported to the depart- 
ment no later than September 30, 1991. 
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(b) Sales of logs and logging costs. The informational 
returns requested by the department are due to the de- 
partment no later than the last working day of the 
month following the month in which the sale occurred. 
Sales or logging contracts occurring between October 1, 
1990, and August 31, 1991, are reported to the depart- 
ment no later than September 30, 1991. 

(7) REPORTING-CONFIDENTIALITY OF INFORMATION. 
All data submitted to the department in compliance with 
this section is confidential tax information protected un- 
der RCW 82.32.330. To the extent allowable by law, the 
department will not use or publish the informational re- 
turn information in a manner where the data from a 
particular return can be identified. 

(8) INFORMATIONAL RETURN. The return shall consist 
of an information page which contains the identification 
of the seller and buyer, the date of the sale, and such 
other information as the department may require for the 
identification of transaction. In addition to the informa- 
tion page, the informational return shall contain copies 
of the contract or other instrument of sale, a map of the 
location of the sale and a copy of the timber cruise of 
the subject timber, all supplied by the person filing the 
return. 

(a) A supply of informational returns will be provided 
to those persons involved in transactions on a regular 
basis. 

(b) Persons who do not receive a supply of informa- 
tional returns from the department will be provided a 
supply of informational returns upon a request to the 
department. 


WSR 91-24-020 
PERMANENT RULES 
DEPARTMENT OF REVENUE 
[Filed November 22, 1991, 4:25 p.m., effective January 1, 1992) 


Date of Adoption: November 22, 1991. 

Purpose: To repeal WAC [458-20-]193A and [458- 
20-|193В and to explain in single rule how interstate 
sales of tangible property is taxed. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 458-20-193А and 458-20-193В. 

Statutory Authority for Adoption: RCW 82.32.300. 

Pursuant to notice filed as WSR 91-20-122 on Sep- 
tember 30, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: Indicated in subsection (1) that does not in- 
clude import or export transactions. In subsection (5)(d) 
indicated conditions under which lessor not subject to 
B&O tax. Added two additional examples at subsection 
(11)(j) and (К). 

Effective Date of Rule: January 1, 1992. 

November 22, 1991 
Edward L. Faker 
Assistant Director 


REPEALER 


The following sections of the Washington Adminis- 
trative Code are hereby repealed: 


12221 


Washington State Register, Issue 91-24 


WAC 458-20-193А SALES OF GOODS ORIGI- 
NATING IN WASHINGTON TO PERSONS IN 
OTHER STATES. 

WAC 458-20-193В SALES OF GOODS ORIGI- 
NATING IN OTHER STATES TO PERSONS IN 
WASHINGTON. 


NEW SECTION 


WAC 458-20-193 INBOUND AND OUT- 
BOUND INTERSTATE SALES OF TANGIBLE 
PERSONAL PROPERTY. (1) INTRODUCTION. This 
section explains Washington's b&o tax and retail sales 
tax applications to interstate sales of tangible personal 
property. It covers the outbound sales of goods origina- 
ting in this state to persons outside this state and of in- 
bound sales of goods originating outside this state to 
persons in this state. This section does not include im- 
port and export transactions. 

(2) DEFINITIONS: For purposes of this section the fol- 
lowing terms mean: 

(a) "State of origin” means the state or place where a 
shipment of tangible personal property (goods) 
originates. 

(b) "State of destination” means the state or place 
where the purchaser/consignee or its agent receives a 
shipment of goods. 

(c) "Delivery" means the act of transferring posses- 
sion of tangible personal property. It includes among 
others the transfer of goods from consignor to freight 
forwarder or for-hire carrier, from freight forwarder to 
for-hire carrier, one for-hire carrier to another, or for— 
hire carrier to consignee. 

(d) "Receipt" or "received" means the purchaser or 
its agent first either taking physical possession of the 
goods or having dominion and control over them. 

(e) "Agent" means a person authorized to receive 
goods with the power to inspect and accept or reject 
them. 

(f) "Nexus" means the activity carried on by the sell- 
er in Washington which is significantly associated with 
the seller's ability to establish or maintain a market for 
its products in Washington. 

(3) OUTBOUND SALES. Washington state does not as- 
sess its taxes on sales of goods which originate in 
Washington if receipt of the goods occurs outside 
Washington. 

(a) Where tangible personal property is located in 
Washington at the time of sale and is received by the 
purchaser or its agent in this state, or the purchaser or 
its agent exercises ownership over the goods inconsistent 
with the seller's continued dominion over the goods, the 
sale is subject to tax under the retailing or wholesaling 
classification. The tax applies even though the purchaser 
or its agent intends to and thereafter does transport or 
send the property out-of-state for use or resale there, or 
for use in conducting interstate or foreign commerce. It 
is immaterial that the contract of sale or contract to sell 
is negotiated and executed outside the state or that the 
purchaser resides outside the state. 

(b) Where the seller delivers the goods to the pur- 
chaser who receives them at a point outside Washington 
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neither retailing nor wholesaling business tax is applica- 
ble. This exemption applies even in cases where the 
shipment is arranged through a for-hire carrier or 
freight consolidator or freight forwarder acting on behalf 
of either the seller or purchaser. It also applies whether 
the shipment is arranged on a "freight prepaid" or a 
"freight collect" basis. The shipment may be made by 
the seller's own transportation equipment or by a carrier 
for-hire. For purposes of this section, a for—hire carrier's 
signature does not constitute receipt upon obtaining the 
goods for shipment unless the carrier is acting as the 
purchaser's agent and has express written authority from 
the purchaser to accept or reject the goods with the right 
of inspection. 

(4) PROOF OF EXEMPT OUTBOUND SALES. 

(a) If either a for—hire carrier or the seller itself car- 
ries the goods for receipt at a point outside Washington, 
the seller is required to retain in its records documentary 
proof of the sales and delivery transaction and that the 
purchaser in fact received the goods outside the state in 
order to prove the sale is tax exempt. Acceptable proofs, 
among others, will be: 

(i) The contract or agreement of sale, if any, AND 

(ii) if shipped by a for-hire carrier, a waybill, bill of 
lading or other contract of carriage indicating the seller 
has delivered the goods to the for-hire carrier for trans- 
port to the purchaser or the purchaser's agent at a point 
outside the state with the seller shown on the contract of 
carriage as the consignor (or other designation of the 
person sending the goods) and the purchaser or its agent 
as consignee (or other designation of the person to whom 
the goods are being sent); or 

(iii) if sent by the seller's own transportation equip- 
ment, a trip-sheet signed by the person making delivery 
for the seller and showing: 

the seller's name and address, 

the purchaser's name and address, 

the place of delivery, if different from purchaser's 
address, 

the time of delivery to the purchaser together with the 
signature of the purchaser or its agent acknowledging 
receipt of the goods at the place designated outside the 
state of Washington. 

(b) Delivery of the goods to a freight consolidator, 
freight forwarder or for-hire carrier merely utilized to 
arrange for and/or transport the goods is not receipt of 
the goods by the purchaser or its agent unless the con- 
solidator, forwarder or for-hire carrier has express writ- 
ten authority to accept or reject the goods for the pur- 
chaser with the right of inspection. See also WAC 458- 
20-174, 458-20-175, 458-20-176, 458-20-177, 458- 
20-238 and 458-20-239 for certain statutory 
exemptions. 

(5) OTHER B&O TAXES — OUTBOUND AND INBOUND 
SALES. 

(a) EXTRACTING, MANUFACTURING. Persons engaged 
in these activities in Washington and who transfer or 
make delivery of such produced articles for receipt at 
points outside the state are subject to business tax under 
the extracting or manufacturing classification and are 
not subject to tax under the retailing or wholesaling 
classification. See also WAC 458-20-135 and 458-20- 
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136. The activities taxed occur entirely within the state, 
are inherently local, and are conducted prior to the 
commercial journey. The tax is measured by the value of 
products as determined by the selling price in the case of 
articles on which the seller performs no further manu- 
facturing after transfer out of Washington. It is imma- 
terial that the value so determined includes an additional 
increment of value because the sale occurs outside the 
state. If the seller performs additional manufacturing on 
the article after transferring the article out of state, the 
value should be measured under the principles contained 
in WAC 458-20-112. 

(b) EXTRACTING OR PROCESSING FOR HIRE, PRINTING 
AND PUBLISHING, REPAIR OR ALTERATION OF PROPERTY 
FOR OTHERS. These activities when performed in 
Washington are also inherently local and the gross in- 
come or total charge for work performed is subject to 
business tax, since the operating incidence of the tax is 
upon the business activity performed in this state. No 
deduction is permitted even though the articles pro- 
duced, imprinted, repaired or altered are delivered to 
persons outside the state. It is immaterial that the cus- 
tomers are located outside the state, that the work was 
negotiated or contracted for outside the state, or that the 
property was shipped in from outside the state for such 
work. 

(c) CONSTRUCTION, REPAIR. Construction or repair of 
buildings or other structures, public road construction 
and similar contracts performed in this state are inher- 
ently local business activities subject to b&o tax in this 
state. This is so even though materials involved may 
have been delivered from outside this state or the con- 
tracts may have been negotiated outside this state. It is 
immaterial that the work may be performed in this state 
by foreign sellers who performed preliminary services 
outside this state. 

(d) RENTING OR LEASING OF TANGIBLE PERSONAL 
PROPERTY. Lessors who rent or lease tangible personal 
property for use in this state are subject to b&o tax 
upon their gross proceeds from such rentals for periods 
of use in this state. Proration of tax liability based on the 
degree of use in Washington of leased property is 
required. 

It is immaterial that possession of the property leased 
may have passed to the lessee outside the state or that 
the lease agreement may have been consummated out- 
side the state. Lessors will not be subject to b&o tax if 
all of the following conditions are present: 

(i) The equipment is not located in Washington at the 
time the lessee first takes possession of the leased prop- 
erty; and 

(ii) The lessor has no reason to know that the equip- 
ment will be used by the lessee in Washington; and 

(iii) The lease agreement does not require the lessee to 
notify the lessor of subsequent movement of the property 
into Washington and the lessor has no reason to know 
that the equipment may have been moved to 
Washington. 

(6) RETAIL SALES TAX — OUTBOUND SALES. The retail 
sales tax generally applies to all retail sales made within 
this state. The legal incidence of the tax is upon the 
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purchaser, but the seller is obligated to collect and remit 
the tax to the state. The retail sales tax applies to all 
sales to consumers‘of goods located in the state when 
goods are received in Washington by the purchaser or its 
agent, irrespective of the fact that the purchaser may use 
the property elsewhere. However, as indicated in subsec- 
tion (4)(b), delivery of the goods to a freight consolida- 
tor, freight forwarder or for--hire carrier arranged either 
by the seller or the purchaser, merely utilized to arrange 
for and/or transport the goods out-of-state is not ге- 
ceipt of the goods by the purchaser or its agent in this 
state, unless the consolidator, forwarder or for—hire car- 
rier has express written authority to accept or reject the 
goods for the purchaser with the right of inspection. 

(a) The retail sales tax does not apply when the seller 
delivers the goods to the purchaser who receives them at 
a point outside the state, or delivers the same to a for- 
hire carrier consigned to the purchaser outside the state. 
This exemption applies even in cases where the shipment 
is arranged through a for-hire carrier or freight consoli- 
dator or freight forwarder acting on behalf of either the 
seller or the purchaser. It also applies regardless of 
whether the shipment is arranged on a "freight prepaid" 
or a "freight collect" basis and regardless of who bears 
the risk of loss. The seller must retain proof of exemp- 
tion as outlined in subsection (4), above. 

(b) RCW 82.08.0273 provides an exemption from the 
retail sales tax to certain nonresidents of Washington for 
purchases of tangible personal property for use outside 
this state when the nonresident purchaser provides prop- 
er documentation to the seller. This statutory exemption 
is available only to residents of states and possessions or 
Province of Canada other than Washington when the 
jurisdiction does not impose a retail sales tax of three 
percent or more. These sales are subject to b&o tax. 

(c) A statutory exemption (RCW 82.08.0269) is al- 
lowed for sales of goods for use in states, territories and 
possessions of the United States which are not contigu- 
ous to any other state (Alaska, Hawaii, etc.), but only 
when, as a necessary incident to the contract of sale, the 
seller delivers the property to the purchaser or its desig- 
nated agent at the usual receiving terminal of the for- 
hire carrier selected to transport the goods, under such 
circumstance that it is reasonably certain that the goods 
will be transported directly to a destination in such non- 
contiguous states, territories and possessions. As proof of 
exemption, the seller must retain the following as part of 
its sales records: 

(i) A certification of the purchaser that the goods will 
not be used in the state of Washington and are intended 
for use in the specified noncontiguous state, territory or 
possession. 

(ii) Written instructions signed by the purchaser di- 
recting delivery of the goods to a dock, depot, ware- 
house, airport or other receiving terminal for transporta- 
tion of the goods to their place of ultimate use. Where 
the purchaser is also the carrier, delivery may be to a 
warehouse receiving terminal or other facility main- 
tained by the purchaser when the circumstances are such 
that it is reasonably certain that the goods will be trans- 
ported directly to their place of ultimate use. 
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(iii) A dock receipt, memorandum bill of lading, trip 
sheet, cargo manifest or other document evidencing ac- 
tual delivery to such dock, depot, warehouse, freight 
consolidator or forwarder, or receiving terminal. 

(iv) The requirements of (i) and (ii) above may be 
complied with through the use of a blanket exemption 
certificate as follows: 


EXEMPTION CERTIFICATE 


We hereby certify that all of the goods which we have 
purchased and which we will purchase from you will not 
be used in the State of Washington but are for use in the 
state, territory or possession of Я 

You аге hereby directed to deliver all such goods to 
the following dock, depot, warehouse, freight consolida- 
tor, freight forwarder, transportation agency or other re- 
ceiving terminal: 


for the transportation of those goods to their place of 
ultimate use. 


This certificate shall be considered a part of each or- 
der that we have given you and which we may hereafter 
give to you, unless otherwise specified, and shall be valid 
until revoked by us in writing. 


DATED 


(Purchaser) 


By 
(Officer or Purchaser's 
Representative) 


Address 


(v) There is no business and occupation tax deduction 
of the gross proceeds of sales of goods for use in non- 
contiguous states unless the goods are received outside 
Washington. 

(4) See WAC 458-20-173 for explanation of sales tax 
exemption in respect to charges for labor and materials 
in the repair, cleaning or altering of tangible personal 
property for nonresidents when the repaired property is 
delivered to the purchaser at an out-of-state point. 

(7) INBOUND SALES. Washington does not assert b&o 
tax on sales of goods which originate outside this state 
unless the goods are received by the purchaser in this 
state and the seller has nexus. There must be both the 
receipt of the goods in Washington by the purchaser and 
the seller must have nexus for the b&o tax to apply to a 
particular sale. The b&o tax will not apply if one of 
these elements is missing. 

(a) Delivery of the goods to a freight consolidator, 
freight forwarder or for-hire carrier located outside this 
state merely utilized to arrange for and/or transport the 
goods into this state is not receipt of the goods by the 
purchaser or its agent unless the consolidator, forwarder 
or for-hire carrier has express written authority to ac- 
cept or reject the goods for the purchaser with the right 
of inspection. 
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(b) When the sales documents indicate the goods are 
to be shipped to a buyer in Washington, but the seller 
delivers the goods to the buyer at a location outside this 
state, the seller may use the proofs of exempt sales con- 
tained in subsection 4 to establish the fact of delivery 
outside Washington. 

(c) If a seller carries on significant activity in this 
state and conducts no other business in the state except 
the business of making sales, this person has the distinct 
burden of establishing that the instate activities are not 
significantly associated in any way with the sales into 
this state. Once nexus has been established, it will con- 
tinue throughout the statutory period of RCW 82.32.050 
(up to five years), notwithstanding that the instate activ- 
ity which created the nexus ceased. Persons taxable un- 
der the service b&o tax classification should refer to 
WAC 458-20-194. The following activities are exam- 
ples of sufficient nexus in Washington for the b&o tax to 
apply: 

(i) The goods are located in Washington at the time 
of sale and the goods are received by the customer or its 
agent in this state. 

(ii) The seller has a branch office, local outlet or other 
place of business in this state which is utilized in any 
way, such as in receiving the order, franchise or credit 
investigation, or distribution of the goods. 

(iii) The order for the goods is solicited in this state 
by an agent or other representative of the seller. 

(iv) The delivery of the goods is made by a local out- 
let or from a local stock of goods of the seller in this 
state. 

(v) The out-of-state seller, either directly or by an 
agent or other representative, performs significant ser- 
vices in relation to establishment or maintenance of sales 
into the state, even though the seller may not have for- 
mal sales offices in Washington or the agent or repre- 
sentative may not be formally characterized as a 
"salesperson". 

(vi) The out-of-state seller, either directly or by an 
agent or other representative in this state, installs its 
products in this state as a condition of the sale. 

(8) RETAIL SALES TAX — INBOUND SALES. Persons en- 
gaged in selling activities in this state are required to be 
registered with the department of revenue. Sellers who 
are not required to be registered may voluntarily register 
for the collection and reporting of the use tax. The retail 
sales tax must be collected and reported in every case 
where the retailing b&o tax is due as outlined in sub- 
section 7. If the seller is not required to collect retail 
sales tax on a particular sale because the transaction is 
disassociated from the instate activity, it must collect the 
use tax from the buyer. 

(9) USE TAX - INBOUND SALES. The following sets 
forth the conditions under which out-of-state sellers are 
required to collect and remit the use tax on goods re- 
ceived by customers in this state. A seller is required to 
pay or collect and remit the tax imposed by chapter 82- 
.12 RCW if within this state it directly or by any agent 
or other representative: 

(i) Has or utilizes any office, distribution house, sales 
house, warehouse, service enterprise or other place of 
business; or 
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(ii) Maintains any inventory or stock of goods for sale; 
or 

(iii) Regularly solicits orders whether or not such or- 
ders are accepted in this state; or 

(iv) Regularly engages in the delivery of property in 
this state other than by for—hire carrier or U.S. mail; or 

(v) Regularly engages in any activity in connection 
with the leasing or servicing of property located within 
this state. 

(a) The use tax is imposed upon the use, including 
storage preparatory to use in this state, of all tangible 
personal property acquired for any use or consumption 
in this state unless specifically exempt by statute. The 
out—of-state seller may have nexus to require the collec- 
tion of use tax without personal contact with the cus- 
tomer if the seller has an extensive, continuous, and in- 
tentional solicitation and exploitation of Washington's 
consumer market. (See WAC 458—20-221). 

(b) Every person who engages in this state in the 
business of acting as an independent selling agent for 
unregistered principals, and who receives compensation 
by reason of sales of tangible personal property of such 
principals for use in this state, is required to collect the 
use tax from purchasers, and remit the same to the de- 
partment of revenue, in the manner and to the extent set 
forth in WAC 458-20-221. 

(10) EXAMPLES — OUTBOUND SALES. The following ex- 
amples show how the provisions of this section relating 
to interstate sales of tangible personal property will ap- 
ply when the goods originate in Washington (outbound 
sales). The examples presume the seller has retained the 
proper proof documents and that the seller did not man- 
ufacture the items being sold. 

(a) Company A is located in Washington. It sells ma- 
chine parts at retail and wholesale. Company B is locat- 
ed in California and it purchases machine parts from 
Company A. Company A carries the parts to California 
in its own vehicle to make delivery. It is immaterial 
whether the goods are received at either the purchaser's 
out—of-state location or at any other place outside 
Washington state. The sale is not subject to 
Washington's b&o tax or its retail sales tax because the 
buyer did not receive the goods in Washington. 
Washington treats the transaction as a tax exempt in- 
terstate sale. California may impose its taxing jurisdic- 
tion on this sale. 

(b) Company A, above, ships the parts by a for-hire 
carrier to Company B in California. Company B has not 
previously received the parts in Washington directly or 
through a receiving agent. It is immaterial whether the 
goods are received at either Company B's out-of-state 
location or any other place outside Washington state. It 
is immaterial whether the shipment is freight prepaid or 
freight collect. Again, Washington treats the transaction 
as an exempt interstate sale. 

(c) Company B, above, has its employees or agents 
pick up the parts at Company A's Washington plant and 
transports them out of Washington. The sale is fully 
taxable under Washington's b&o tax and, if the parts 
are not purchased for resale by Company B, 
Washington's retail sales tax also applies. 
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(d) Company B, above, hires a carrier to transport the 
parts from Washington. Company B authorizes the car- 
rier, or another agent, to inspect and accept the parts 
and, if necessary, to hold them temporarily for consoli- 
dation with other goods being shipped out of 
Washington. This sale is taxable under Washington's 
b&o tax and, if the parts are not purchased for resale by 
Company B, Washington's retail sales tax also applies. 
(e) Washington will not tax the transactions in the above 
examples (a) and (b) if Company A mails the parts to 
Company B rather than using its own vehicles or a for— 
hire carrier for out-of-state receipt. By contrast, 
Washington will tax the transactions in the above exam- 
ples (c) and (d) if for some reason Company B or its 
agent mails the parts to an out-of-state location after 
receiving them in Washington. The b&o tax applies to 
the latter two examples and if the parts are not pur- 
chased for resale by Company B then retail sales tax will 
also apply. 

(f) Buyer C who is located in Alaska purchases parts 
for its own use in Alaska from Seller D who is located in 
Washington. Buyer C specifies to the seller that the 
parts are to be delivered to the water carrier at a dock in 
Seattle. The buyer has entered into a written contract 
for the carrier to inspect the parts at the Seattle dock. 
The sale is subject to the b&o tax because receipt took 
place in Washington. The retail sales tax does not apply 
because of the specific exemption at RCW 82.08.0269. 
This transaction would have been exempt of the b&o tax 
if the buyer had taken no action to receive the goods in 
Washington. 

(11) EXAMPLES — INBOUND SALES. The following ex- 
amples show how the provisions of this section relating 
to interstate sales of tangible personal property will ap- 
ply when the goods originate outside Washington (in- 
bound sales). The examples presume the seller has re- 
tained the proper proof documents. 

(a) Company A is located in California. It sells ma- 
chine parts at retail and wholesale. Company B is locat- 
ed in Washington and it purchases machine parts for its 
own use from Company A. Company А uses its own ve- 
hicles to deliver the machine parts to its customers in 
Washington for receipt in this state. The sale is subject 
to the retail sales and b&o tax if the seller has nexus, or 
use tax if nexus is not present. 

(b) Company A, above, ships the parts by a for-hire 
carrier to Company B in Washington. The goods are not 
accepted by Company B until the goods arrive in 
Washington. The sale is subject to the retail sales or use 
tax and is also subject to the b&o tax if the seller has 
nexus in Washington. It is immaterial whether the ship- 
ment is freight prepaid or freight collect. 

(c) Company B, above, has its employees or agents 
pick up the parts at Company A's California plant and 
transports them into Washington. Company А is not re- 
quired to collect sales or use tax and is not liable for 
b&o tax on the sale of these parts. Company B is liable 
for payment of use tax at the time of first use of the 
parts in Washington. 

(d) Company B, above, hires a carrier to transport the 
parts from California. Company B authorizes the carri- 
er, or an agent, to inspect and accept the parts and, if 
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necessary, to hold them temporarily for consolidation 
with other goods being shipped to Washington. The sell- 
er is not required to collect retail sales or use tax and is 
not liable for the b&o tax on these sales. Company B is 
subject to use tax on the first use of the parts in 
Washington. 

(e) Company B, above, instructs Company A to deliv- 
er the machine parts to a freight consolidator selected by 
Company B. The freight consolidator does not have au- 
thority to receive the goods as agent for Company B. 
Receipt will not occur until the parts are received by 
Company B in Washington. Company A is required to 
collect retail sales or use tax and is liable for b&o tax if 
Company A has nexus for this sale. The mere delivery to 
a consolidator or for—hire carrier who is not acting as 
the buyer's receiving agent is not receipt by the buyer. 

(f) Transactions in examples (11)(а) and (11)(5) will 
also be taxable if Company A mails the parts to Com- 
pany B for receipt in Washington, rather than using its 
own vehicles or a for-hire carrier. The tax will continue 
to apply even if Company B for some reason sends the 
parts to a location outside Washington after the parts 
were accepted in Washington. 

(g) Company W with its main office in Ohio has one 
employee working from the employee's home located in 
Washington. The taxpayer has no offices, inventory, or 
other employees in Washington. The employee calls on 
potential customers to promote the company's products 
and to solicit sales. On June 30, 1990 the employee is 
terminated. After this date the company no longer has 
an employee or agent calling on customers in 
Washington or carries on any activities in Washington 
which is significantly associated with the seller's ability 
to establish or maintain a market for its products in 
Washington. Washington customers who had previously 
been contacted by the former employee continue to pur- 
chase the products by placing orders by mail or tele- 
phone directly with the out-of-state seller. The nexus 
which was established by the employee's presence in 
Washington will be presumed to continue through 
December 31, 1994 and subject to b&o tax. Nexus will 
cease on December 31, 1994 if the seller has not estab- 
lished any new nexus during this period. Company W 
may disassociate and exclude from b&o tax sales to new 
customers who had no contact with the former employ- 
ee. The burden of proof to disassociate is on the seller. 

(h) Company X is located in Ohio and has no office, 
employees, or other agents located in Washington or any 
other contact which would create nexus. Company X re- 
ceives by mail an order from Company Y for parts 
which are to be shipped to a Washington location. Com- 
pany X purchases the parts from Company Z who is lo- 
cated in Washington and requests that the parts be drop 
shipped to Company Y. Since Company X has no nexus 
in Washington, Company X is not subject to b&o tax or 
required to collect retail sales tax. Company X has not 
taken possession or dominion or control over the parts in 
Washington. Company Z may accept a resale certificate 
from Company X which will bear the registration num- 
ber issued by the state of Ohio. Company Y is required 
to pay use tax on the value of the parts. 


WSR 91-24-021 


(i) Company ABC is located in Washington and pur- 
chases goods from Company XYZ located in Ohio. 
Upon receiving the order, Company XYZ ships the 
goods by a for—hire carrier to a public warehouse in 
Washington. The goods will be considered as having 
been received by Company ABC at the time Company 
ABC is entitled to receive a warehouse receipt for the 
goods. Company XYZ will be subject to the b&o tax at 
that time if it had nexus for this sale. 

(j) P&S Department Stores has retail stores located 
in Washington, Oregon, and in several other states. John 
Doe goes to a P&S store in Portland, Oregon to pur- 
chase luggage. John Doe takes physical possession of the 
luggage at the store and elects to finance the purchase 
using a credit card issued to him by P&S. John Doe is a 
Washington resident and the credit card billings are sent 
to him at his Washington address. P&S does not have 
any responsibility for collection of retail sales or use tax 
on this transaction because receipt of the luggage by the 
customer occurred outside Washington. 

(k) JET Company is located in the state of Kansas 
where it manufactures specialty parts. One of JET's 
customers is AIR who purchases these parts as compo- 
nents of the product which AIR assembles іп 
Washington. AIR has an employee at the JET manu- 
facturing site who reviews quality control of the product 
during fabrication. He also inspects the product and 
gives his approval for shipment to Washington. JET is 
not subject to b&o tax on the sales to AIR. AIR receives 
the parts in Kansas irrespective that JET may be shown 
as the shipper on bills of lading or that some parts even- 
tually may be returned after shipment to Washington 
because of hidden defects. 
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PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Dental Disciplinary Board) 
[Filed November 25, 1991, 1:14 p.m.] 


Original Notice. 

Title of Rule: Chapter 246-816 WAC, Dentists— 
Dental disciplinary board. 

Purpose: To update references to WAC numbers, 
agency name, etc. 

Statutory Authority for Adoption: RCW 18.32.640 
and 18.130.050. 

Summary: Housekeeping changes only. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Linda McCue, 1300 
Quince Street S.E., P.O. Box 47867, Olympia, WA 
98504, (206) 753-1150. 

Name of Proponent: Dental Disciplinary Board, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This action updates existing rules, but does not 
change the meaning. 
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Proposal Changes the Following Existing Rules: 
Housekeeping. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: WestCoast Sea-Tac Hotel, Seattle 
Room, 18220 Pacific Highway South, Seattle, WA 
98188, on January 18, 1992, at 9:00 a.m. 

Submit Written Comments to: Linda McCue, Pro- 
gram Manager, 1300 Quince Street S.E., ЕҮ-26, P.O. 
Box 47867, Olympia, WA 98504-7867, by January 8, 
1992. 

Date of Intended Adoption: January 18, 1992. 

November 21, 1991 
Linda McCue 
Program Manager 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-050 RECORDING REQUIREMENTS FOR 
ALL PRESCRIPTION DRUGS. An accurate record of ((fthej-Tany] 
mredication[s])) any medication(s) prescribed or dispensed will be 
clearly indicated on the patient history. This record shall include the 
date prescribed or the date dispensed, the name of the patient pre- 
scribed or dispensed to, the name of the medication, and the dosage 
and amount of the medication prescribed or dispensed. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-201 PURPOSE. The purpose of ((this-chapter)) 
WAC 246-816-201 through 246-816-260 is to establish guidelines on 
delegation of duties to persons who are not licensed to practice den- 
tistry. The dental laws of Washington state authorized the delegation 
of certain duties to nondentist personnel and prohibit the delegation of 
certain other duties. By statute, the duties that may be delegated to a 
person not licensed to practice dentistry may be performed only under 
the supervision of a licensed dentist. The degree of supervision required 
to assure that treatment is appropriate and does not jeopardize the 
systemic or oral health of the patient varies with, among other consid- 
erations, the nature of the procedure and the qualifications of the per- 
son to whom the duty is delegated. The dentist is ultimately responsi- 
ble for the services performed in his or her office and this responsibility 
cannot be delegated. The board therefore, in order to promote the wel- 
fare of the state and to protect the health and well-being of the people 
of this state, finds that it is necessary to adopt the following definitions 
and regulations. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-210 DEFINITIONS FOR WAC 246-816-201 
THROUGH 246-816-260. (1) "Dental disciplinary board" shall mean 
the board created by RCW 18.32.560. 

(2) "Dental examining board" shall mean the board created by 
RCW 18.32.035. 

(3) "((Brrector)) Secretary" shall mean the ((director)) secretary of 
the department of ((Heensing)) health. 

(4) "Close supervision" shall mean that a licensed dentist whose pa- 
tient is being treated has personally diagnosed the condition to be 
treated and has personally authorized the procedures to be performed. 
A dentist shall be physically present in the treatment facility while the 
procedures are performed. Close supervision does not require a dentist 
to be physically present in the operatory; however, an attending dentist 
must be in the treatment facility and be capable of responding imme- 
diately in the event of an emergency. 

(5) "Treatment facility" means a dental office or connecting suite of 
offices, dental clinic, room or area with equipment to provide dental 
treatment, or the immediately adjacent rooms or areas. A treatment 
facility does not extend to any other area of a building in which the 
treatment facility is located. 

(6) "General supervision" means supervision of dental procedures 
based on examination and diagnosis of the patient and subsequent in- 
structions given by a licensed dentist but not requiring the physical 
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presence of the supervising dentist in the treatment facility during the 
performance of those procedures. 

(7) "Unlicensed person" means a person who is neither a dentist 
duly licensed pursuant to the provisions of chapter 18.32 RCW nor a 
dental hygienist duly licensed pursuant to the provisions of chapter 18- 
.29 RCW. 

(8) "Oral prophylaxis" means the preventive dental procedure of 
scaling and polishing which includes complete removal of calculus, soft 
deposits, plaque, stains and the smoothing of unattached tooth surfac- 
es. The objective of this treatment shall be creation of an environment 
in which hard and soft tissues can be maintained in good health by the 
patient. 

(9) "Coronal polishing" means a procedure limited to the removal of 
plaque and stain from exposed tooth surfaces, utilizing an appropriate 
rotary instrument with rubber cap or brush and a polishing agent. 

This procedure shall not be intended or interpreted as an oral pro- 
phylaxis as defined in WAC ((308-38—Hr0(8))) 246-816-210 a proce- 
dure specifically reserved to performance by a licensed dentist or den- 
tal hygienist. Coronal polishing may, however, be performed by dental 
assistants under close supervision as a portion of the oral prophylaxis. 
In all instances, however, a licensed dentist shall determine that the 
teeth need to be polished and are free of calculus or other extraneous 
material prior to performance of coronal polishing by a dental 
assistant. 

(10) "Root planing" means the process of instrumentation by which 
the unattached surfaces of the root are made smooth by the removal of 
calculus and/or deposits. 

(11) "Periodontal soft tissue curettage" means the closed removal of 
tissue lining the periodontal pocket, not involving the reflection of a 
flap. 

(12) "Debridement at the periodontal surgical site" means curettage 
and/or root planing after reflection of a flap by the supervising dentist. 
This does not include cutting of osseous tissues. 

(13) "Luxation" is defined as an integral part of the surgical proce- 
dure of which the end result is extraction of a tooth. Luxation is not a 
distinct procedure in and of itself. It is the dislocation or displacement 
of a tooth or of the temporomandibular articulation. 

(14) "Incising" is defined as part of the surgical procedure of which 
the end result is removal of oral tissue. Incising, or the making of an 
incision, is not a separate and distinct procedure in and of itself. 

(15) "Elevating soft tissues" is defined as part of a surgical proce- 
dure involving the use of the periosteal elevator to raise flaps of soft 
tissues. Elevating soft tissue is not a separate and distinct procedure in 
and of itself. 

(16) "Suturing" is defined as the readaption of soft tissue by means 
of stitches as a phase of an oral surgery procedure. Suturing is not a 
separate and distinct procedure in and of itself. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-230 ACTS THAT MAY NOT BE PER- 
FORMED BY UNLICENSED PERSONS. No dentist shall allow an 
unlicensed person who is in his or her employ or is acting under his or 
her supervision or direction to perform any of the following procedures. 

(1) Any removal of or addition to the hard or soft natural tissue of 
the oral cavity. 

(2) Any placing of permanent or semi-permanent restorations in 
natural teeth. 

(3) Any diagnosis of or prescription for treatment of disease, pain, 
deformity, deficiency, injury, or physical condition of the human teeth 
or jaws, or adjacent structure. 

(4) Any administration of general or injected local anesthetic of any 
nature in connection with a dental operation. 

(5) Any oral prophylaxis, except coronal polishing as a part of oral 
prophylaxis as defined in WAC ((308—38—H6(9)—and—308—38- 
120(8))) 246-816-210 and 246-816-220(8). 

(6) Any scaling procedure. 

(7) The taking of any impressions of the teeth or jaws, or the rela- 
tionships of the teeth or jaws, for the purpose of fabricating any intra— 
oral restoration, appliances, or prosthesis. Not prohibited are the tak- 
ing of impressions solely for diagnostic and opposing models or taking 
wax bites solely for study casts. 

(8) Intra-orally adjust occlusal of inlays, crowns, and bridges. 

(9) Intra—orally finish margins of inlays, crowns, and bridges. 

(10) Cement or recement, permanently, any cast restoration or 
stainless steel crown. 

(11) Incise gingiva or other soft tissue. 


[228] 


Washington State Register, Issue 91-24 


(12) Elevate soft tissue flap. 

(13) Luxate teeth. 

(14) Curette to sever epithelial attachment. 

(15) Suture. 

(16) Establish occlusal vertical dimension for dentures. 

(17) Try-in of dentures set in wax. 

(18) Insertion and post-insertion adjustments of dentures. 

(19) Endodontic treatment — open, extirpate pulp, ream and file 
canals, establish length of tooth, and fill root canal. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-250 ACTS THAT MAY BE PERFORMED BY 
LICENSED DENTAL HYGIENISTS UNDER CLOSE SUPERVI- 
SION. In addition to the acts performed under ((seetion)) WAC 
((388-38=+26)) 246-816-220, a dentist may allow a dental hygienist 
duly licensed pursuant to the provisions of chapter 18.29 RCW to per- 
form the following acts under the dentist's close supervision: 

(1) Perform soft-tissue curettage. 

(2) Give injections of a local anesthetic. 

(3) Place restorations into the cavity prepared by the dentist, and 
thereafter could carve, contour, and adjust contacts and occlusion of 
the restoration. 

(4) Administer nitrous oxide analgesia. 

(5) Apply sealants. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-260 ACTS THAT MAY NOT BE PER- 
FORMED BY DENTAL HYGIENISTS. No dentist shall allow a 
dental hygienist duly licensed pursuant to the provisions of chapter 18- 
.29 RCW who is in his or her employ or is acting under his or her su- 
pervision or direction to perform any of the following procedures: 

(1) Any surgical removal of tissue of the oral cavity, except for soft- 
tissue curettage, as defined in WAC ((308-38-НӨ)) 246-816- 
210(11). 

(2) Any prescription of drugs or medications requiring the written 
order or prescription of a licensed dentist or physician. 

(3) Any diagnosis for treatment or treatment planning. 

(4) The taking of any impression of the teeth or jaw, or the rela- 
tionship of the teeth or jaws, for the purpose of fabricating алу intra- 
oral restoration, appliances, or prosthesis. Not prohibited are the tak- 
ing of impressions solely for diagnostic and opposing models or taking 
wax bites solely for study casts. 

(5) Intra-orally adjust occlusal of inlays, crowns, and bridges. 

(6) Intra-orally finish margins of inlays, crowns, and bridges. 

(7) Cement or recement, permanently, any cast restorations or 
stainless steel crowns. 

(8) Incise gingiva or other soft tissue. 

(9) Elevate soft tissue flap. 

(10) Luxate teeth. 

(11) Curette to sever epithelial attachment. 

(12) Suture. 

(13) Establish occlusal vertical dimension for dentures. 

(14) Тгу-іп of dentures set in wax. 

(15) Insertion and post-insertion adjustments of dentures. 

(16) Endodontic treatment—open, extirpate pulp, ream and file ca- 
nals, establish length of tooth, and fill root canal. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-301 PURPOSE. The purpose of ((thts-chapter)) 
WAC 246-816-301 through 246-816-410 is to govern the adminis- 


tration of sedation and general anesthesia by dentists licensed in the 
state of Washington in settings other than hospitals as defined in WAC 
((248—18-001€29))) 246-318-010(31) and ambulatory surgical facili- 
ties as defined in WAC ((248—19—220)) 246-310-010(5), pursuant to 
the board's authority in RCW 18.32.640(2). 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-310 DEFINITIONS FOR WAC 246-816-301 
THROUGH 246-816-410. (1) Analgesia is the diminution of pain in 
the conscious patient. 
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(2) Local anesthesia is the elimination of sensations especially pain, 
in one part of the body by the topical application or regional injection 
of a drug. 

(3) Conscious sedation is a minimally depressed level of conscious- 
ness that retains the patient's ability to independently and continuously 
maintain an airway and respond appropriately to physical stimulation 
and/or verbal command, produced by a pharmacologic method, and 
that carries a margin of safety wide enough to render unintended loss 
of protective reflexes unlikely. 

(4) General anesthesia (to include deep sedation) is a controlled 
state of depressed consciousness or unconsciousness, accompanied by 
partial or complete loss of protective reflexes, including the ability to 
independently maintain an airway and respond purposefully to physical 
stimulation or verbal command, produced by a pharmacologic or 
nonpharmacologic method, or combination thereof. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-360 CONSCIOUS SEDATION WITH PAR- 
ENTERAL OR MULTIPLE ORAL AGENTS. Conscious sedation 
with parenteral or multiple oral agents includes the prescription or ad- 
ministration of more than one oral agent to be used concurrently for 
the purposes of sedation either as a combined regimen or in association 
with nitrous oxide-oxygen. For purposes of this section, oral agents 
shall include any nonparenteral agents regardless of route of delivery. 
This would also include the parenteral administration of medications 
for the purpose of conscious sedation of dental patients. 

(1) Training requirements: In order to administer conscious sedation 
with parenteral or multiple oral agents, the dentist must have success- 
fully completed a postdoctoral course(s) of sixty clock hours or more 
which includes training in basic conscious sedation, physical evalua- 
tion, venipuncture, technical administration, recognition and manage- 
ment of complications and emergencies, monitoring, and supervised 
experience in providing conscious sedation to fifteen or more patients. 

(2) Procedures for administration: Multiple oral sedative agents can 
be administered in the treatment setting or prescribed for patient dos- 
age prior to the appointment. In the treatment setting, a patient re- 
ceiving conscious parenteral sedation must have that sedation adminis- 
tered by a person qualified under this chapter. Only a dentist meeting 
the above criteria for administration of conscious parenteral sedation 
may utilize the services of a nurse licensed pursuant to chapter 18.88 
RCW to administer conscious parenteral sedation under the close su- 
pervision of the dentist as defined in WAC ((308-38—H9)) 246-816- 
210(4). An intraveneous infusion should be maintained during the ad- 
ministration of a parenteral agent. The person administering the medi- 
cations must be continuously assisted by at least one individual experi- 
enced in monitoring sedated patients. 

In the treatment setting, a patient experiencing conscious sedation 
with parenteral or multiple oral agents should have visual and tactile 
observation as well as continual monitoring of pulse, respiration, and 
blood pressure and/or blood oxygen saturation. Unless prevented by 
the patient's physical or emotional condition, these vital sign parame- 
ters must be noted and recorded whenever possible prior to the proce- 
dure. In all cases these vital sign parameters must be noted and re- 
corded at the conclusion of the procedure. Blood oxygen saturation 
must be continuously monitored and recorded at appropriate intervals 
throughout any period of time in which purposeful response of the pa- 
tient to verbal command cannot be maintained. The patient's level of 
consciousness shall be recorded prior to the dismissal of the patient and 
individuals receiving these forms of sedation must be accompanied by 
a responsible individual upon departure from the treatment facility. 
When verbal contact cannot be maintained during the procedure, con- 
tinuous monitoring of blood oxygen saturation is required. 

(3) Equipment and emergency medications: All offices in which par- 
enteral or multiple oral sedation is administered or prescribed must 
comply with the following recordkeeping and equipment standards: 

(a) Dental records must contain appropriate medical history and 
patient evaluation. Dosage and forms of medications dispensed shall be 
noted. 

(b) Office facilities and equipment shall include: 

(i) Suction equipment capable of aspirating gastric contents from 
the mouth and pharynx. 

(ii) Portable oxygen delivery system including full face masks and a 
bag-valve-mask combination with appropriate connectors capable of 
delivering positive pressure, oxygen-enriched patient ventilation and 
oral and nasal pharyngeal airways of appropriate size. 
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(іі) A blood pressure cuff (sphygmomanometer) of appropriate size 
and stethoscope; or equivalent monitoring devices. 

(iv) An emergency drug kit with minimum contents of: 

-Sterile needles, syringes, and tourniquet 

—Narcotic antagonist 

-А and В adrenergic stimulant 

—Vasopressor 

—Coronary vasodilator 

-Antihistamine 

—Parasympatholytic 

—Intravenous fluids, tubing, and infusion set 

-Sedative antagonists for drugs used if available. 

(4) Continuing education: A dentist who administers conscious par- 
enteral or multi-agent oral sedation must participate in eighteen hours 
of continuing education or equivalent every three years. The education 
must include instruction in one or more of the following areas: Veni- 
puncture, intravenous sedation, physiology, pharmacology, nitrous ox- 
ide analgesia, patient evaluation, patient monitoring, medical emer- 
gencies, basic life support (BLS), or advanced cardiac life support 
(ACLS). 

(5) Permit of authorization: Required. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-370 GENERAL ANESTHESIA (INCLUDING 
DEEP SEDATION). Deep sedation and general anesthesia must be 
administered by an individual qualified to do so under this chapter. 

(1) Training requirements for dentists: In order to administer deep 
sedation or general anesthesia, the dentist must have current and doc- 
umented proficiency in advanced cardiac life support. One method of 
demonstrating such proficiency is to hold a valid and current ACLS 
certificate or equivalent. Additionally, a dentist must meet one or more 
of the following criteria: 

(a) Have completed a minimum of one year's advanced training in 
anesthesiology or related academic subjects, or its equivalent beyond 
the undergraduate dental school level, іп a training program as out- 
lined in Part 2 of Teaching the Comprehensive Control of Pain and 
Anxiety in an Advanced Education Program, published by the Ameri- 
can Dental Association, Council on Dental Education, dated May, 
1987. 

(b) Is a fellow of the American Dental Society of Anesthesiology. 

(c) Is a diplomate of the American Board of Oral and Maxillofacial 
Surgery, or is eligible for examination by the American Board of Oral 
and Maxillofacial Surgery pursuant to the July 1, 1989, standards. 

(d) Is a fellow of the American Association of Oral and 
Maxillofacial Surgeons. 

Only a dentist meeting the above criteria for administration of deep 
sedation or general anesthesia may utilize the services of a nurse li- 
censed pursuant to chapter 18.88 RCW to administer deep sedation or 
general anesthesia under the close supervision of the dentist as defined 
іп WAC ((368=38=H6)) 246-816-210(4). 

(2) Training requirements for monitoring personnel: In addition to 
those individuals necessary to assist the practitioner in performing the 
procedure, a trained individual must be present to monitor the patient's 
cardiac and respiratory functions. The individual monitoring patients 
receiving deep sedation or general anesthesia must have received a 
minimum of fourteen hours of documented training in a course specifi- 
cally designed to include instruction and practical experience in use of 
all equipment required in WAC ((308=39=+70)) 246-816-370. This 
must include, but not be limited to, the following equipment: 

(a) Sphygmomanometer 

(b) Pulse oximeter 

(c) Electrocardiogram 

(d) Bag-valve-mask resuscitation equipment 

(e) Oral and nasopharyngeal airways 

(f) Defibrillator 

(g) Intravenous fluid administration set. 

A course, or its equivalent, may be presented by an individual quali- 
fied under WAC ((308-39—r70)) 246-816-370 or sponsored by an ac- 
credited school, medical or dental association or society, or dental 
speciality association. 

(3) Procedures for administration: Patients receiving deep sedation 
or general anesthesia must have continual monitoring of their heart 
rate, blood pressure, and respiration. In so doing, the licensee must 
utilize electrocardiographic monitoring and pulse oximetry. The ра- 
tient's blood pressure, heart rate, and respiration shall be recorded at 
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least every five minutes. During deep sedation or general anesthesia, 
the person administering the anesthesia and the person monitoring the 
patient, may not leave the immediate area. 

During the recovery phase, the patient must be monitored continu- 
ally by an individual trained to monitor patients recovering from gen- 
eral anesthesia or deep sedation. A discharge entry shall be made in 
the patient's record indicating the patient's condition upon discharge 
and the responsible party to whom the patient was discharged. 

(4) Equipment and emergency medications: АН offices іп which 
general anesthesia (including deep sedation) is administered must 
comply with the following recordkeeping and equipment standards: 

(a) Dental records must contain appropriate medical history and 
patient evaluation. Anesthesia records shall be recorded during the 
procedure in a timely manner and must include: Blood pressure, heart 
rate, respiration, blood oxygen saturation, drugs administered includ- 
ing amounts and time administered, length of procedure, any compli- 
cations of anesthesia. 

(b) Office facilities and equipment shall include: 

(i) An operating theater large enough to adequately accommodate 
the patient on a table or in an operating chair and permit an operating 
team consisting of at least three individuals to freely move about the 
patient. 

(ii) An operating table or chair which permits the patient to be po- 
sitioned so the operating team can maintain the airway, quickly alter 
patient position in an emergency, and provide a firm platform for the 
administration of basic life support. 

(iii) A lighting system which is adequate to permit evaluation of the 
patient's skin and mucosal color and a backup lighting system of suffi- 
cient intensity to permit conclusion of any operation underway at the 
time of general power failure. 

(iv) Suction equipment capable of aspirating gastric contents from 
the mouth and pharyngeal cavities. A backup suction device must be 
available. 

(v) An oxygen delivery system with adequate full face masks and 
appropriate connectors that is capable of delivering high flow oxygen 
to the patient under positive pressure, together with an adequate port- 
able backup system. i 

(vi) A recovery area that has available oxygen, adequate lighting, 
suction, and electrical outlets. The recovery area can be the operating 
theater. 

(vii) Ancillary equipment which must include the following: 

(A) Laryngoscope complete with adequate selection of blades, spare 
batteries, and bulb. 

(B) Endotracheal tubes and appropriate connectors. 

(C) Oral airways. 

(D) Tonsillar or pharyngeal suction tip adaptable to all office 
outlets. 

(E) Endotracheal tube forceps. 

(F) Sphygmomanometer and stethoscope. 

(G) Adequate equipment to establish an intravenous infusion. 

(H) Pulse oximeter. 

(1) Electrocardiographic monitor. 

(J) Synchronized defibrillator available on premises. 

(c) Drugs. Emergency drugs of the following types shall be 
maintained: 

(i) Vasopressor. 

(ii) Corticosteroid. 

(iii) Bronchodilator. 

(iv) Muscle relaxant. 

(у) Intravenous medications for treatment of cardiac arrest. 

(vi) Narcotic antagonist. Sedative antagonist, if available. 

(vii) Antihistaminic. 

(viii) Anticholinergic. 

(ix) Antiarrhythmic. 

(x) Coronary artery vasodilator. 

(xi) Antihypertensive. 

(xii) Anticonvulsant. 

(5) Continuing education: A dentist granted a permit to administer 
general anesthesia (including deep sedation) under this chapter, must 
participate in eighteen hours of continuing education every three years. 
A dentist granted a permit must maintain records that can be audited 
and must submit course titles, instructors, dates attended, sponsors, 
and number of hours for each course every three years. The education 
must be provided by organizations approved by the dental disciplinary 
board and must be in one or more of the following areas: General an- 
esthesia, conscious sedation, physical evaluation, medical emergencies, 
monitoring and use of monitoring equipment, pharmacology of drugs 


[ 230] 


Washington State Register, Issue 91-24 


and agents used in sedation and anesthesia, or basic life support 
(BLS), or advanced cardiac life support (ACLS). 
(6) Permit of authorization: Required. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-390 APPLICATIONS—PERM ITS—RE- 
NEWALS FOR THE ADMINISTRATION OF CONSCIOUS SE- 
DATION WITH MULTIPLE ORAL OR PARENTERAL 
AGENTS OR GENERAL ANESTHESIA (INCLUDING DEEP 
SEDATION). (1) In order to administer conscious sedation with par- 
enteral or multiple oral agents or general anesthesia (including deep 
sedation), a dentist must first meet the requirements of this chapter 
(except for the effective date of the educational requirements in WAC 
((398-38-290)) 246-816-410), possess and maintain a current license 
pursuant to chapter 18.32 RCW and obtain a permit of authorization 
from the board through the department of health. Application forms 
for permits, which may be obtained from the department, shall be fully 
completed and any application fee paid. 

(2) In order to renew a permit of authorization, which shall be valid 
for three years from the date of issuance, a permit holder shall fully 
and timely complete a renewal application form and: 

(a) Demonstrate continuing compliance with this chapter. 

(b) Produce satisfactory evidence of eighteen hours of continuing 
education as required by this chapter. The dentist must maintain re- 
cords that can be audited and must submit course titles, instructors, 
dates attended, sponsors, and number of hours for each course every 
three years as required by this chapter. 

(c) Pay any applicable renewal fee. 

(3) Prior to the issuance or renewal of a permit for the use of gen- 
eral anesthesia, the board may, at its discretion, require an onsite in- 
spection and evaluation of the facility, equipment, personnel, licentiate, 
and the procedures utilized by such licentiate. Every person issued a 
permit under this article shall have an onsite inspection at least once in 
every five-year period. An onsite inspection performed by a public or 
private organization may be accepted by the board in satisfaction of 
the requirements of this section. 


AMENDATORY SECTION (Amending Order 106В, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-410 EFFECTIVE DATE. With the exception of 
the educational requirements in WAC ((308— 
= )) 246-816-350, 246-816-360, апа 246- 
816-370, the rules in this chapter shall become effective on October 1, 
1990. Educational requirements in WAC ((308=39=150¢D,-368=39= 
+66) —amd-308-39=170(+))) 246-816-350, 246-816-360, and 246- 
816-370 must be met by October 1, 1991. A person may be issued a 
temporary permit until they can supply proof of meeting the educa- 
tional requirements; however, proof must be supplied by October 1, 
1991. Failure to do so will result in the immediate cancellation of this 
permit. 


AMENDATORY SECTION (Amending Order 106B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-816-510 TERMS USED IN WAC ((308=25=326 
THROUGH-308-25-330)) 246-816-501 THROUGH 246-816-530. 
(1) "Approved substance abuse monitoring program" or "approved 
monitoring program” is a program the board has determined meets the 
requirements of the law and the criteria established by the board in the 
Washington Administrative Code which enters into a contract with 
dentists who have substance abuse problems regarding the required 
components of the dentist's recovery activity and oversees the dentist's 
compliance with these requirements. Substance abuse monitoring pro- 
grams may provide evaluation and/or treatment to participating 
dentists. 

(2) "Contract" is a comprehensive, structured agreement between 
the recovering dentist and the approved monitoring program wherein 
the dentist consents to comply with the mónitoring program and the 
required components for the dentist's recovery activity. 

(3) "Approved treatment facility" is a facility approved by the bu- 
reau of alcohol and substance abuse, department of social and health 
services according to RCW 18.130.175. 

(4) "Substance abuse" means the impairment, as determined by the 
board, of a dentist's professional services by an addiction to, a depen- 
dency on, or the use of alcohol, legend drugs, or controlled substances. 
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(5) "Aftercare" is that period of time after intensive treatment that 
provides the dentist or the dentist's family with group or individual 
counseling sessions, discussions with other families, ongoing contact 
and participation in self-help groups, and ongoing continued support of 
treatment and/or monitoring program staff. 

(6) "Dentist support group" is a group of dentists and/or other 
health professionals meeting regularly to support the recovery of its 
members. The group provides a confidential setting with a trained and 
experienced facilitator in which participants may safely discuss drug 
diversion, licensure issues, return to work, and other professional issues 
related to recovery. 

(7) "Twelve-steps groups" are groups such as Alcoholics Anony- 
mous, Narcotics Anonymous, and related organizations based on a 
philosophy of anonymity, belief in a power outside of oneself, peer 
group association, and self-help. 

(8) "Random drug screens” are laboratory tests to detect the pres- 
ence of drugs of abuse in bodily fluids collected under observation 
which are performed at irregular intervals not known in advance by 
the person to be tested. 


WSR 91-24-022 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(Board of Examiners for Nursing Home Administrators) 
[Order 216B—Filed November 25, 1991, 1:16 p.m.} 


Date of Adoption: November 18, 1991. 

Purpose: To establish current operating procedures 
promulgated by board policy as WAC rule. The pro- 
posed rules also incorporate routine housekeeping-type 
corrections. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-843-180. 

Statutory Authority for Adoption: RCW 18.52.100. 

Pursuant to notice filed as WSR 91-20-166 оп Octo- 
ber 2, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

November 18, 1991 
Ted Day 
Chairperson 


NEW SECTION 


WAC 246-843-115 EXAMINATION PROCE- 
DURES. (1) The examination consists of two parts: The 
National Association of Boards of Examiners for Nurs- 
ing Home Administrators examination and the 
Washington state rules and regulations examination. 

(a) Applicants who are certified by the American 
College of Health Care Administrators (ACHCA) will 
be required to pass only the state approved examination. 

(b) Applicants who are licensed as a nursing home 
administrator in another state and who have previously 
passed the national examination will be required to pass 
only the state approved examination. 

(2) Failure to follow written or oral instructions rela- 
tive to the conduct of the examination, including termi- 
nation times of the examination, will be considered 
grounds for disqualification from the examination. 

(3) Applicants will be required to refrain from talking 
to other examinees during the examination unless spe- 
cifically directed or permitted to do so by a test proctor. 
Any applicant observed talking or attempting to give or 
receive information, or using unauthorized materials 
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during any portion of the examination will be expelled 
from the examination and not allowed to complete it. 


NEW SECTION 


WAC 246-843-122 EXAMINATION REVIEW 
PROCEDURES. (1) Each individual who does not pass 
the Washington state examination section may request 
review by the board of his or her examination results. 
This request must be in writing and must be postmarked 
to the board within thirty days of notification of the ex- 
amination results. The request must state the reason or 
reasons the applicant feels the results of the examination 
should be changed. The board will not consider any 
challenges to examination scores unless the total of the 
potentially revised score could result in the issuance of a 
license. The board will consider the following to be ade- 
quate reasons for consideration for review and possible 
modification of examination results: 

(a) A showing of a significant procedural error in the 
examination process; 

(b) Evidence of bias, prejudice, or discrimination in 
the examination process; 

(c) Other significant errors which result in substantial 
disadvantage to the applicant. 

(2) In addition to the written request required in sub- 
section (1) of this section, the candidate must appear 
personally in the department office in Olympia for an 
examination review session. The candidate must contact 
the department to make an appointment for the exam 
review session. 

(a) The candidate's incorrect answers will be available 
during the review session. The candidate will be given a 
form to complete in defense of the examination answers. 
The candidate must specifically identify the challenged 
questions on the examination and must state the specific 
reason(s) why the candidate believes the results should 
be modified. 

(b) For this review session the candidate will be al- 
lowed one-half the time originally allotted to take the 
examination. 

(c) The candidate may not bring in any resource ma- 
terial for use while completing the informal review form. 

(d) The candidate will not be allowed to remove any 
notes or materials from the office upon completing the 
review session. 

(e) The candidate will be notified in writing of the 
board's decision. 

(3) Any applicant who is not satisfied with the result 
of the examination review may appeal the board's deci- 
sion and may request a formal hearing to be held before 
the board pursuant to the Administrative Procedure Act. 
Such request for hearing must be made and postmarked 
within twenty days of the receipt of the board's informal 
review of the examination results. The board will not 
consider any challenges to examination scores unless the 
total revised score could result in the issuance of a 
license. 

(a) The written request must specifically identify the 
challenged portions of the examination and must state 
the specific reason(s) why the candidate believes the ex- 
amination results should be modified. 
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(b) Candidates will receive at least twenty days notice 
of the time and place of the formal hearing. 

(c) The issues raised by the candidate at the formal 
hearing shall be limited to those issues raised by the 
candidate for consideration at the informal review unless 
amended by a prehearing order. 

(d) The candidate will be notified in writing of the 
board's decision. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-180 REGISTRATION OF LI- 
CENSES. (1) Every person who holds a valid nursing 
home administrator's license, active or inactive, shall re- 
register it annually with the ((director)) secretary on 
dates specified by the ((director)) secretary by making 
application for reregistration on forms provided by the 
((director)) secretary. Such reregistration shall be 
granted automatically upon receipt of the annual fee, 
provided, however, that the requirement of continuing 
education as described in WAC ((368-54—150)) 246- 
843-150 is fully met. 

(2) Any active or inactive license holder not reregis- 
tered within thirty days after the date for reregistration 
specified by the ((director)) secretary, will be charged a 
penalty fee as set forth in WAC ((308=54=3+0)) 246- 
843-990 annually in addition to ((hts)) ‘the annual reg- 
istration fee and all delinquent fees that are in arrears. 
In the event that the license of an individual is not re- 
registered within two years from the most recent date 
for reregistration, such license shall lapse and the indi- 
vidual must again apply for licensing and meet all the 
requirements for a new applicant. 


WSR 91-24-023 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF HEALTH 
(Board of Physical Therapy) 
[Memorandum— November 21, 1991] 


The following future meeting dates have been scheduled 
for the Washington State Board of Physical Therapy for 
the year 1992. 


January 21, 1992 
March 17, 1992 
May 12, 1992 

July 13-14, 1992 
September 15, 1992 
November 17, 1992 


WSR 91-24-024 
RULES COORDINATOR 
WESTERN WASHINGTON UNIVERSITY 
[Filed November 25, 1991, 4:16 p.m.] 


This is to provide formal notice to the Code Reviser's 
Office of the name and address of the rules coordinator 
for Western Washington University for 1992: Gloria 
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McDonald, Attorney General's Office, 320 BNB, 103 
East Holly, Bellingham, WA 98225. 

Roland L. De Lorme 

Provost and Vice President 

for Academic Affairs 


WSR 91-24-025 
NOTICE OF PUBLIC MEETINGS 
LOWER COLUMBIA COLLEGE 
[Memorandum—November 21, 1991] 


On November 20, 1991, the Community College District 
13 board of trustees approved the following meeting 
dates. All regular meetings are scheduled to begin at 
5:00 p.m., on the third Wednesday of each month, with 
the exception of July. No meeting is scheduled in July. 


January 15, 1992 
February 19, 1992 
March 18, 1992 
April 15, 1992 
May 20, 1992 

June 17, 1992 
August 19, 1992 
September 16, 1992 
October 21, 1992 
November 18, 1992 
December 16, 1992 


WSR 91-24-026 
PERMANENT RULES 
DEPARTMENT OF REVENUE 
[Filed November 26, 1991, 1:23 p.m., effective January 1, 1992] 


Date of Adoption: November 26, 1991. 

Purpose: To establish the forest land values for each 
grade of bare forest land on the basis of its use only for 
growing and harvesting timber. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 458-40-540. 

Statutory Authority for Adoption: RCW 84.33.120. 

Pursuant to notice filed as WSR 91-21-076 on Octo- 
ber 18, 1991. 

Effective Date of Rule: January 1, 1992. 

November 26, 1991 
John B. Conklin 
Assistant Director 


AMENDATORY SECTION (Amending WSR 90-24- 
012, filed 11/27/90, effective 12/28/90) 


WAC 458-40-540 PROPERTY TAX, FOREST 
LAND—FOREST LAND VALUES—((+9%4)) 1992. 
The true and fair values, per acre, for each grade of for- 
est land for the ((499+)) 1992 assessment year аге de- 
termined to be as follows: 
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((499+)) 1992 
WASHINGTON FOREST LAND VALUES 
LAND OPERABILITY VALUE 
GRADE CLASS PER ACRE 
1 $((+43)) 
157 
1 2 ((438)) 
152 
3 ((+32)) 
145 
4 ((96)) 
105 
1 ((120)) 
132 
2 2 ((++5)) 
126 
3 ((+H)) 
122 
4 ((89)) 
88 
1 ((94)) 
103 
3 2 ((91)) 
100 
3 ((89)) 
98 
4 ((68)) 
15 
1 ((7:)) 
78 
4 2 ((69)) 
76 
3 ((68)) 
75 
4 ((53)) 
58 
1 ((52)) 
57 
5 2 ((48)) 
53 
3 ((47)) 
52 
4 ((3+)) 
34 
1 ((26)) 
29 
6 2 ((25)) 
27 
3 ((25)) 
27 
4 ((23)) 
25 
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((+99+)) 1992 
WASHINGTON FOREST LAND VALUES 
LAND OPERABILITY VALUE 
GRADE CLASS PER ACRE 
1 ((43)) 
14 
7 2 ((43)) 
14 
3 ((+2)) 
13 
4 ((+2)) 
13 
8 1 


WSR 91-24-027 
PERMANENT RULES 
BOARD OF ACCOUNTANCY 
[Filed November 26, 1991, 2:05 p.m.] 


Date of Adoption: November 21, 1991. 

Purpose: Amend license and CPA examination fee 
schedules. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 4-25-040. 
_ Statutory Authority 
18.04.055(9). 

Pursuant to notice filed as WSR 91-20-079 on Sep- 
tember 27, 1991. 

Effective Date of Rule: Тһігіу-опе days after filing. 

November 25, 1991 
Carey L. Rader 
Chief Executive Officer 


for Adoption: RCW 


AMENDATORY SECTION (Amending Order АСВ- 
192, filed 9/7/89, effective 10/8/89) 


WAC 4-25-040 BOARD MEETINGS, OFFI- 
CERS, FEES. An annual meeting of the board shall be 
held each year, on a date following the annual meeting 
of the National Association of State Boards of Accoun- 
tancy, and at least six other meetings shall be held each 
year, in the months of February, April, June, August, 
October, and December. Such regular board meetings 
will normally be on the last Friday of the month, with 
the exceptions of November and December meetings 
which shall normally be on the third Friday of the 
month. The chairman or a quorum of the board shall 
have the authority to call meetings of the board. The 
board shall follow and apply the rules of procedure, 
chapter ((34-04)) 34.05 RCW, as regards to notice and 
conduct of meetings. 

At the annual meeting the board shall elect from 
among its members the chairman, vice chairman, and 
secretary. The officers shall assume the duties of their 
respective offices at the conclusion of the annual meeting 
at which they were elected. They shall serve a term of 
one year, but shall be eligible for reelection for an addi- 
tional term. 
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The chairman or, in the event of his absence or in- 
ability to act, the vice chairman shall preside at all 
meetings of the board. Other duties of the officers shall 
be such as the board may from time to time determine. 


(1) Fees. Fees charged by the board shall be 
as follows: 
(a) СРА examination applications: 
(i) One or two parts .............. $ ((75) 
100 
(ii) Three рагів................... $ ((100)) 
125 
(іі) Five рагів.................... $ ((125) 
| 150 
(b) Transfer of grade credits from other 
jurisdictions, pursuant to 
RCW 18.04.105(3) ............ $ 40 
(c) Administration of examination for 
out—of-state applicants, per part . $ 10 
(d) Application for certificate by 
reciprocity from other jurisdictions $ 40 
(e) Biennial license to practice 
public accounting, includes certificate 
renewal Гее................... $  ((80)) 
65 
(f) Biennial certificate renewal...... $ 10 
(g) Biennial firm license: 
(4) Sole proprietorships (with опе or 
more employees) .............. $ 50 
(ii) Partnerships.................. $ ((100)) 
75 
(iii) P.S. corporations .............. $ ((100)) 
' 75 
(h) Amendments to firm registration, 
„each Ніпр,.................... $ 10 
(i) Temporary practice license, 
per individual who is to 
practice within this state........ $ 10 
(j) Соріев of records, per раре...... $. 0.10 
(k) Applications for reinstatement ... $ 25 
(1) Replacement CPA certificates ... % 25 


(m) Failure to file or complete an application to renew 
an individual certificate, individual license, or firm li- 
cense by the due date of the application will result in a 
delinquency fee of twenty-five dollars per month (or any 
part thereof) from the due date of the application, not to 
exceed two hundred dollars total delinquency fee. 


Note: The board may waive delinquency fees for good cause. 


(2) Any applicant for a certificate or license who is 
aggrieved by an action taken by the board with respect 
to his application may request the board to reconsider 
such action. Any such request shall be filed within sixty 
days of the mailing of the board's letter, advising the 
following information: | 

(а) The name and address of the applicant; 

(b) The date of the board's letter advising the appli- 
cant of the action of the board complained of; and 

(c) A statement of any facts or consideration to which 
the applicant believes the board failed to give due 
weight. 
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Each licensee shall notify the board in writing within 
thirty days of any change of address or, in the case of 
individual licensees, change of employment. 

A licensee shall respond in writing to any communi- 
cation from the board requesting a response, within 
twenty days of the mailing of such communications by 
registered or certified mail, to the last address furnished 
to the board by the licensee. 


WSR 91-24-028 
PERMANENT RULES 
BOARD OF ACCOUNTANCY 
[Filed November 26, 1991, 2:06 p.m.] 


Date of Adoption: November 21, 1991. 
Purpose: Amend education rule to liberalize college 
and university accreditation standard. 
Citation of Existing Rules Affected by this Order: 
Amending WAC 4-25-140. 
Statutory Authority for 
18.04.055(9). 
Pursuant to notice filed as WSR 91--20-080 on Sep- 
tember 27, 1991. 
Effective Date of Rule: Thirty—one days after filing. 
i қ November 25, 1991 
Сагеу І.. Кадег 
Chief Executive Officer 


Adoption: RCW 


AMENDATORY SECTION (Amending Order АСВ- 
126, filed 2/4/87) 


WAC 4-25-140 CPA CERTIFICATE—EDUCA- 
TION REQUIREMENTS. Applicants for a CPA cer- 
tificate shall have a baccalaureate degree conferred by a 
college or university recognized by the board. The de- 
gree program shall include an accounting concentration 
or its equivalent and related subjects the board deems 
appropriate. The board may, in its discretion, waive the 
educational requirements for any person if it is satisfied 
through review of documentation of successful comple- 
tion of equivalency examination that the person's educa- 
tional qualifications are an acceptable substitute for the 
requirements of this rule. 

(1) As used in these rules, a "semester hour" means 
the conventional college semester hour. Quarter hours 
may be converted to semester hours by multiplying them 
by two-thirds. 

(2) Accreditation standards. For purposes of this rule, 
the board will recognize colleges and universities which 
are accredited in accordance with (a) through (((Я))) 
(c) of this subsection. 

(a) Ап accredited college or university is a four year 
degree-granting college or university accredited at the 
time applicant's degree was received by virtue of mem- 
bership in one of the following ((regromat)) accrediting 
agencies: 

(i) Middle States Association of College and Second- 
ary Schools; 

(ii) New England Association of Schools and 
Colleges; 
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(iii) North Central Association of Colleges and Sec- 
ondary Schools; 

(iv) Northwest Association of Schools and Colleges; 

(v) Southern Association of Colleges and Schools; 
((and)) 

(vi) Western Association of Schools and Colleges; and 

(vii) Accrediting Commission for Independent Col- 
leges and Schools, or its predecessor, the Accrediting 
Commission of the Association of Independent Colleges 


and Schools. 


^ (b) (А+ Ht ñ f ited H ; rd . iti 


as-recognized by the board-is-contained in Accredited 
Instituti P ту Ed : blished-by-ti 

(€))) If an institution was not accredited at the time 
an applicant's degree was received but is so accredited at 
the time his application is filed with the board, the insti- 
tution will be deemed to be accredited for the purpose of 
((€6))) (a) of this subsection provided that it: 

(i) Certifies that the applicant's total educational pro- 
gram would qualify him for graduation with a baccalau- 
reate degree during the time the institution has been ac- 
credited; and 

(ii) Furnishes the board satisfactory proof, including 
college catalogue course numbers and descriptions, that 
the preaccrediting courses used to qualify the applicant 
for a concentration in accounting are substantially 
equivalent to postaccrediting courses. 

(((4))) (c) If an applicant's degree was received at an 
accredited college or university as defined by (a) or 
((€e})) (b) of this subsection, but the educational pro- 
gram which was used to qualify him for a concentration 
in accounting included courses taken at nonaccredited 
institutions, either before or after graduation, such 
courses will be deemed to have been taken at the ac- 
credited institution from which applicant's degree was 
received, provided the accredited institution either: 

(i) Has accepted such courses by including them in its 
official transcript; or 

(ii) Certifies to the board that it will accept such 
courses for credit toward graduation. 

(3) Alternative to accreditation. A graduate of a four— 
year-granting institution not accredited at the time the 
applicant's degree was received or at the time his appli- 
cation was filed will be deemed to be a graduate of a 
Гош-уеаг accredited college or university if a credentials 
evaluation service approved by the board certifies that 
the applicant's degree is equivalent to a degree from an 
accredited college or university as defined in subsection 
(2) of this section. | 

(4) Accounting concentration. A concentration іп ас- 
counting for holders of baccalaureate degrees, for pur- 
poses of this rule, shall consist of at least: 

(a) Twenty—four semester hours or the equivalent, in 
accounting subjects including no more than ten semester 
hours of lower division elementary accounting courses; 
and | 

(b) Twenty-four semester hours or the equivalent, in 
business administration subjects which shall include 
business law, finance, economics, and data processing. 
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(с) А concentration іп accounting for holders of grad- 
uate degrees for purposes of this rule shall consist of at 
least: 

(i) Sixteen semester hours or the equivalent in gradu- 
ate level accounting subjects. Undergraduate accounting 
courses may be substituted at two-thirds of the stated 
undergraduate credit; and 

(ii) Sixteen semester hours or the equivalent in grad- 
uate level business administration subjects which shall 
include business law, finance, economics, and data pro- 
cessing. Undergraduate business courses may be substi- 
tuted at two-thirds of the stated undergraduate credit. 

(5) Transition rules for accounting concentration. Ap- 
plicants for the certified public accountant examination 
whose original application is approved prior to Septem- 
ber 1, 1986, shall not be required to comply with sub- 
section (4)(a) and (b) of this section. Instead, they shall 
be required to meet the following requirements: 

(a) Applicants who sat for an examination given be- 
fore August 8, 1969, and received conditional credits 
from such examination, may continue to sit for the ex- 
amination. They must pass all parts of the examination 
on or before the November 1992 sitting. Failure to pass 
said examination by November 1992 will cause the can- 
didate to be subject to the accounting concentration re- 
quirements of subsection (4)(a) and (b) of this section 
for sitting after that date. 

(b) Applicants who first sat for an examination given 
after August 8, 1969, but before November 15, 1986, 
may continue to sit for the examination. They must pass 
all parts of the examination on or before the November 
1992 sitting. Failure to pass said examination by 
November 1992 will cause the candidate to be subject to 
the accounting concentration requirements of subsection 
(4)(a) and (b) of this section for sitting after that date. 
Candidates sitting under the provisions of this subsection 
must pass the examination within six additional consec- 
utive sittings after receiving conditional credits. 


WSR 91-24-029 
PROPOSED RULES 
HIGHER EDUCATION 
COORDINATING BOARD 
[Filed November 26, 1991, 4:37 p.m.] 


Continuance of WSR 91-22-097. 

Title of Rule: American Indian endowed scholarship 
program. 

Purpose: Adoption of rules to establish the American 
Indian endowed scholarship program. 

Statutory Authority for Adoption: Chapter 28.108 
(28B.108] RCW. 

Statute Being 
[28B.108] RCW. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: John Klacik, 917 Lakeridge Way, 


Implemented: Chapter 28.108 
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Olympia, WA, (206) 586-1406; and Enforcement: Ann 
Daley and Shirley Ort, 917 Lakeridge Way, Olympia, 
WA, (206) 586-1406. 

Name of Proponent: Higher Education Coordinating 
Board, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Hearing Location: Higher Education Coordinating 
Board, 917 Lakeridge Way, Olympia, WA 98504, on 
December 12, 1991, at 1:30 p.m. 

Submit Written Comments to: Ann Daley, Executive 
Director, Higher Education Coordinating Board, 917 
Lakeridge Way, Olympia, WA 98504, by December 27, 
1991. 

Date of Intended Adoption: January 22, 1992. 

November 25, 1991 
Ann Daley 
Executive Director 


WSR 91-24-030 
EXECUTIVE ORDER 91-09 
OFFICE OF THE GOVERNOR 
[November 22, 1991] 


DIRECTING GENERAL FUND ALLOTMENT 
REDUCTIONS 


WHEREAS, the current official estimate of general 
fund revenues is less than the official estimate upon 
which the State's 1991-93 biennial operating budget was 
enacted on July 1, 1991; and 


WHEREAS, based on current estimated revenues, the 
State faces a projected cash deficit of the State General 
Fund; and 


WHEREAS, State law directs and authorizes the 
Governor to implement across-the-board allotment re- 
ductions to avoid a cash deficit; and 


WHEREAS, under State law, an across-the-board re- 
duction in allotments necessitated by a cash deficit ap- 
plies to all agencies of State government, including 
agencies of the legislative and judicial branches and 
agencies headed by elected officials; and 


WHEREAS appropriations for basic education, debt 
service on State bonds and State pension contributions 
are exempt from the allotment reduction process; 


NOW, THEREFORE, I, Booth Gardner, Governor of 
the State of Washington, do hereby order: 


As to each agency of State government and with the 
limited exemptions noted above, the unexpended allot- 
ment of each appropriation from the State General Fund 
is uniformly reduced by an amount equivalent to 2.5 
percent of the original appropriation, effective December 
1, 1991, and is placed in reserve. 
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IN WITNESS WHERE- 
OF, I have hereunto set my 
hand and caused the Seal of 
the State of Washington to 
be affixed at Olympia this 
22nd day of November, 
A.D., nineteen hundred and 
ninety—one. 


Booth Gardner 


Governor of Washington 
BY THE GOVERNOR: 
Donald F. Whiting 


Assistant Secretary of State 


WSR 91-24-031 
EMERGENCY RULES 
STATE BOARD OF EDUCATION 
[Filed November 27, 1991, 10:44 а.т.) 


Date of Adoption: November 22, 1991. 

Purpose: To provide additional state funding to dis- 
tricts for study activities needed to develop a new priori- 
ty system. 

Statutory 
28A.525.020. 

Other Authority: Chapter 14, Laws of 1991. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: In order to develop a new 
priority system as directed by chapter 14, Laws of 1991, 
it is necessary for districts to develop facility information 
on a tight timeline. This rule will provide some timely 
compensation for this unbudgeted activity. 

Whereas, section 30 (8), chapter 14, Laws of 1991 Ist 
sp. sess. conditions state construction assistance for pro- 
jects granted project approval after January 26, 1991, 
upon the development of a new priority system for allo- 
cating state assistance, and the placement of such pro- 
jects on the new priority system; and, 

Whereas, it was not established until completion of 
the special consultant solicitation and contract award 
process on or about October 5, 1991, that an integral 
and necessary part of the development of a new priority 
system is the requirement for significant additional data 
related to building condition and area measurements. 
This level of data and detail has not been part of the 
current study and survey process nor are the costs cov- 
ered under the current grant schedule; and 

Whereas, the direct costs of such additional data de- 
velopment, collection and reporting by the school dis- 
tricts represents a real unanticipated and unfunded cost 


Authority for Adoption: RCW 
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that must be recognized in a timely manner to comply 
with very tight legislatively determined deadlines; 

Therefore, be it resolved by the State Board of Edu- 
cation that: 

(1) The board hereby finds that the immediate adop- 
tion of new WAC 180-25-031 to provide to districts the 
funding necessary to ensure the development, collection 
and reporting of data that is critical to the board's time- 
ly accomplishment of legislatively directed tasks is nec- 
essary for the preservation of the public health, safety cr 
general welfare and that observing the time require- 
ments of notice and opportunity to comment upon adop- 
tion of a permanent rule would be contrary to the public 
interest; and 

(2) The board hereby adopts the above referenced 
new rules, all as set forth on the attachment hereto, on 
an emergency basis to become effective immediately 
upon filing the same with the code reviser. 

Effective Date of Rule: Immediately. 

November 27, 1991 
Dr. Monica Schmidt 
Executive Director 


NEW SECTION 


WAC 180-25-031 SPECIAL STATE STUDY 
AND SURVEYS—ADDITIONAL STATE ASSIST- 
ANCE. Each school district that has participated subse- 
quent to October 5, 1991, or hereafter participates, at 
the request of the State Board of Education or Superin- 
tendent of Public Instruction, in a special state study 
and survey by developing and providing data above and 
beyond the data called for by WAC 180-25-025 shall 
be eligible for state assistance in addition to such state 
assistance as the school district may be eligible for under 
WAC 180-25-030. Such additional state assistance 
shall be based upon the direct costs incurred by a school 
district for the development of such additional data and 
shall not exceed $10,000 per school district per special 
state study and survey. 


WSR 91-24-032 
PERMANENT RULES 
STATE BOARD OF EDUCATION 
[Filed November 27, 1991, 10:45 a.m.] 


Date of Adoption: November 22, 1991. 

Purpose: To make State Board of Education rules 
consistent with statutory language passed during the 
1991 session allowing home-based students to take the 
GED and receive a certificate of educational 
competence. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 180-96-055 and 180-96-060. 

Statutory Authority for Adoption: 
28А.305.190. 

Pursuant to notice filed as WSR 91-20-150 оп Octo- 
ber 2, 1991. 


RCW 
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Effective Date of Rule: Thirty—one days after filing. 
November 27, 1991 
Dr. Monica Schmidt 
Executive Director 


AMENDATORY SECTION (Amending Order 21-88, 
filed 12/14/88) 


WAC 180-96-055 ELIGIBILITY TO TAKE GED 
TEST. The following individuals shall be eligible to take 
the general educational development test in official GED 


testing centers, provided that they are not enrolled in a 
public, private, or home-based high school ог high 


school completion program at the time the test is 
administered: 


(1) Any adult, i.e., person age nineteen or over, who 
has not graduated from a public or private high school. 

(2) Any person between the ages of fifteen and nine- 
teen who has not graduated from a public or private 
high school and who has been adjudged by a school dis- 
trict to have a substantial and warranted reason for 
leaving the regular high school education program. 

(3) Any student in a certified educational clinic upon 
completion of an individual student program in accord- 
ance with the provisions of chapter 392-185 WAC. 


(4) Any person between the ages of fifteen and nine- 
teen who has not graduated from a public or private 
high school, and who has completed a program of home- 
based instruction іп compliance with RCW 
28А.225.010(4) and chapter 28A.220 RCW as certified 


in writing by the parent(s) or legal guardian(s) who 
provided the home-based instruction. 


AMENDATORY SECTION (Amending Order 21-88, 
filed 12/14/88) 


WAC 180-96-060 ELIGIBILITY FOR AWARD 
OF CERTIFICATE OF EDUCATIONAL COMPE- 
TENCE. The certificate of educational competence shall 
be awarded by the superintendent of public instruction 
to persons who achieve the minimum proficiency level on 
the general educational developmental test and who 
meet the following: 

(1) Are residents of Washington state; and 

(2) Are nineteen years of age or older on the date of 
issuance; or 

(3) Have been adjudged by a district as possessing a 
substantial and warranted reason for leaving the regular 
high school education program. 


(4) Have completed a program of home-based in- 
struction in compliance with RCW 28A 225.010(4) and 
chapter 284.220 RCW as certified in writing by the 
parent(s) or legal guardian(s) who provided the home- 


based instruction. 


WSR 91-24-033 
RULES OF COURT 
STATE SUPREME COURT 
[November 26, 1991] 


Please reference our order number 25700—A-489, 
dated November 7, 1991. The order should be a rule 
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change to CrRLJ 3.2(p), (q) and (r) and not to CrR 
3.2(р), (q) and (г). 

С. J. Merritt 

Supreme Court Clerk 


WSR 91-24-034 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF AGRICULTURE 
(Wheat Commission) 
[Memorandum—November 25, 1991] 


The Washington Wheat Commission hereby complies 
with regulations as stated in RCW 42.30.075 and pro- 
vides pertinent scheduled meeting information of the 
board of directors for publication in the state register for 
the period January 1992 through December 1992 as 
follows: 


Regular 

January 22, 10:00 a.m. 

January 23, 8:30 a.m. 

West 905 Riverside Avenue, Suite 401 
Spokane, WA 


Regular 

March 11, 10:00 a.m. 

March 12, 8:30 a.m. 

West 905 Riverside Avenue, Suite 401 
Spokane, WA 


Annual 

May 20, 10:00 a.m. 

May 21, 8:30 a.m. 

West 905 Riverside Avenue, Suite 401 
Spokane, WA 


Regular 

September 23, 10:00 a.m. 

September 24, 8:30 a.m. 

West 905 Riverside Avenue, Suite 401 
Spokane, WA 


Regular 

November 18, 10:00 a.m. 

November 19, 8:30 a.m. 

West 905 Riverside Avenue, Suite 401 
Spokane, WA 


WSR 91-24-035 
NOTICE OF PUBLIC MEETINGS 
MARINE EMPLOYEES’ COMMISSION 
[Memorandum— November 26, 1991] 


The following is a schedule of the 1992 regular meetings 
of the Marine Employees' Commission, as adopted by 
the commission on November 25, 1991: 


Month Date Location 
January 24 Olympia 
February 21 Olympia 
March 20 Olympia 
April 24 Seattle 
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May 22 Seattle 
June 19 Seattle 
July 24 Seattle 
August 21 Seattle 
September 25 Seattle 
October 23 Seattle 
November 20 Seattle 
December 18 Seattle 


All meetings begin at 10:00 a.m. Meetings in January, 
February and March will be held at the offices of the 
Marine Employees’ Commission, Evergreen Plaza 
Building, 711 Capitol Way South, Main Floor, S.W. 
Quadrant, Olympia. 


Meetings scheduled in Seattle are customarily held at 
the Port Commission Conference Room, Third Floor, 
Pier 66, Seattle. In the event the conference room is un- 
available, meetings are held at the "Spike" Eikum Con- 
ference Room, Pier 52, Washington State Ferries Ter- 
minal, Seattle. Following due notice, some meetings, 
herein scheduled for Seattle, may be rescheduled for 
other Washington State Ferry System terminal cities. 
Locations for meetings can be obtained by writing to the 
Commission at the address listed below or by calling 
(206) 586-6354 or 321-6354 scan. 


Meeting sites аге barrier free to the greatest extent fea- 
sible. Braille or taped agenda items for the visually im- 
paired, and interpreters for those with hearing impair- 
ment will be provided if requested with adequate notice. 
Such requests should be made at least ten working days 
in advance of the scheduled meeting date, and should be 
addressed to: Janis Lien, Administrative Assistant, Ма- 
rine Employees! Commission, Main floor, S.W. Quad- 
rant, Evergreen Plaza Building, FJ-11, Olympia, 
Washington 98504. 


WSR 91-24-036 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed November 27, 1991, 2:02 p.m.] 


Original Notice. 

Title of Rule: Chapter 388-86 WAC, Medical care— 
Services provided; WAC 388-100-035 Scope of care for 
medically indigent; and 388-99-060 Scope of care for 
medically needy. 

Purpose: To reduce expenditure to meet the governor's 
budgetary reduction requirements. 

Statutory Authority for Adoption: RCW 74.08.090. 

Statute Being Implemented: RCW 74.08.090. 

Summary: These WAC amendments change the med- 
ical services covered by the department for categorically 
needy, medically needy, general assistance-unemploy- 
able, ADATSA, and medically indigent clients. 

Reasons Supporting Proposal: WAC changes are 
made to reflect the budget reductions as required by the 
governor. 
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Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Bobbe Andersen, 
Medical Assistance Administration, 753-0529. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on January 7, 1992, at 
10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805, Olympia, Washington 98504, 
by January 7, 1992. 

Date of Intended Adoption: January 21, 1991 [1992]. 

November 27, 1991 
Leslie F. James, Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3056, filed 8/21/90, 
effective 9/21/90) 


WAC 388-86-019 CHIROPRACTIC SERVICES. (1) The de- 


partment shall pay for chiropractic services for a recipient when the 
recipient is: 

(a) Twenty years of age and under; and 

b) Referred by a screening provider under the early and periodic 
screening, diagnosis, and treatment program. 

(2) The department shall authorize payment for services of a 
chiropractor: 

(a) When the chiropractor is licensed by the state of Washington to 
perform services within the scope of the chiropractor's license; and 

(b) The services are medically necessary. 

((ӨЭ)) (3) Chiropractic services shall be subject to the following 
limitations: 

(a) Treatment shall be restricted to adjustment by hand of subluxa- 
tion of the spine; 

(b) X-rays shall be: 

(i) A single area film when the treatment area can be isolated; 

(ii) A maximum of one x-ray per area, per calendar year; and 

(iii) Limited to an anterior—posterior, and lateral view of the follow- 
ing spinal areas: 

(A) Cervical; 

(B) Thoracic (dorsal); and 

(C) Lumbar or lumbo-sacral. 

(c) The department shall pay for a maximum of twelve chiropractic 
visits within a ((twelve-month-period:)) calendar year; 

(d) The maximum number of visits include the initial new patient 
visit((- 


screening, dtagnosts—andtreatment-program)); and 
(е) Additional visits require approval before the service is received. 


AMENDATORY SECTION (Amending Order 2988, filed 5/31/90, 
effective 7/1/90) 


WAC 388-86-021 DENTURES. (1) The department shall pro- 
vide complete and partial dentures and modification, repair, and ad- 
justment of dentures (( 


ited-casualty-programs)) with the following limitations: 
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(а) Prior approval is needed for: 

(i) Replacement dentures or partial dentures less than five years old; 

(ii) Rebases on dentures and partial dentures; and 

(iii) Cast base partial dentures. 

(b) The department shall approve only one: 

(i) Rebasing of dentures or partial dentures: 

(A) In a five-year period; and 

(B) The rebased dentures or partial dentures must be ((at-teast)) 
three years ((of-age)) old or older. 

(ii) Relining of dentures or partial dentures: 

(A) In a two-year period; and 

(B) The relined dentures or partial dentures must be six months ((of 
age)) old or older. 

(2) Exceptions to the limitations under subsection (1)(b) of this sec- 
tion shall be granted when medical necessity is documented. 


(3) The department shall pay for dentures and related denture ser- 
vices provided to recipients eligible under the: 
(а) Medically needy program only when the recipient is twenty 


years of age and under; or 
b) Categorically needy program. 


AMENDATORY SECTION (Amending Orders 3053 and 3053A, 
filed 8/21/90 and 8/27/90, effective 9/21/90 and 9/1/90) 


WAC 388-86-073 OCCUPATIONAL THERAPY. (1) The de- 
partment shall pay for occupational therapy when the following condi- 
tions are met: 

(a) A licensed occupational therapist, or a licensed occupational 
therapy assistant supervised by a licensed occupational therapist, pro- 
vides the service; 

(b) Approval is obtained before services are performed as required 
for each program as designated in the ((division-of)) medical assist- 
ance administration billing instructions; and 

(c) The occupational therapy is provided: 

(i) As part of an outpatient program when identified in the early and 
periodic screening, diagnosis, and treatment program of a recipient 
twenty years of age and younger; 

(ii) By a home health agency; 

(iii) As part of the physical medicine and rehabilitation program; or 

(iv) In a neuromuscular center. 

(2) The department shall not pay for occupational therapy when 
payment for occupational therapy is included in the reimbursement of 
other treatment programs including, but not limited to hospital inpa- 
tient diagnosis related group services. 

(3) The department shall pay for occupational therapy provided to 
recipients eligible under the: 


(a) (( ü : 


¢b})) Medically needy program only when the recipient is((: 

©3)) twenty years of age and younger and referred by a screening 
provider under the early and periodic screening, diagnosis and treat- 
ment program; or 


((G 
under-homre-heaith-care-serviecs)) (b) Categorically needy program. 


AMENDATORY SECTION (Amending Orders 3053 and 3053А, 
filed 8/21/90 and 8/27/90, effective 9/21/90 and 9/1/90) 


WAC 388-86-090 PHYSICAL THERAPY. (1) The department 
shall pay for physical therapy as an outpatient service when: 

(a) The attending physician prescribes physical therapy; 

(b) A licensed physical therapist or physiatrist or a physical thera- 
pist assistant supervised by a licensed physical therapist provides the 
treatment; and 

(c) The therapy assists the recipient: 

(i) In avoiding hospitalization or nursing home care; or 

(ii) In becoming employable; or 

(iii) Who suffers from severe motor disabilities to obtain a greater 
degree of self—care or independence; or 

(iv) As part of a treatment program intended to restore normal 
function of a body part following injury, surgery, or prolonged 
immobilization. 

(2) The department shall require approval before services are per- 
formed for outpatient physical therapy sessions exceeding ten sessions 
per patient in a calendar year. 
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(3) The medical director of the ((diviston-of)) medical assistance 
administration (((DMA))MAA) may waive the prior approval re- 
quirement for physical therapy provided: 

(a) In facilities having contracts with ((DNF&)) MAA as neuromus- 
cular centers; and 

(b) By school districts as part of an individual education program or 
individualized family service plan. 

(4) The department shall not pay for physical therapy when pay- 
ment for physical therapy is included in the reimbursement as part of 
other treatment programs including, but not limited to hospital inpa- 
tient diagnostic related group services and nursing ((home)) facility 
services, 

(5) The department shall pay for outpatient physical therapy for re- 
cipients eligible under the: 


(а) ((€ategoricaty—needy,—generat—assistance—tmemptoyabte—and 


¢6})) Medically needy program only when the recipient is((: 

€3)) twenty years of age and under and referred by a screening pro- 
vider under the early and periodic screening, diagnosis, and treatment 
program; or 


((GT Receiving-tromehealth-care-services: | 


зетуісез)) (b) Categorically needy program. 


AMENDATORY SECTION (Amending Order 2649, filed 7/8/88) 


WAC 388-86-09601 PODIATRIC SERVICES. (1) The depart- 
ment shall pay for podiatric services for а recipient when the recipient 
is: 

" (a) Twenty years of age and under; and 
(b) Referred by a screening provider under the early and periodic 


screening, diagnosis, and treatment program. 
(2) The department shall provide medicalły necessary podiatric ser- 


vices to include: 

(a) Evaluation, diagnosis, and treatment of skin disease, infections, 
inflammation, ulcers, and symptomatic conditions such as bursitis, os- 
teoarthritis and tendonitis; 

(b) Reductions of fractures and dislocations, and treatment of 
sprains and strains; 

(c) Surgery for structural and pathological ailments such as bunions, 
exostosis, hammertoes, neuromas, and ingrown toenails; 

(d) Initial diagnostic services in connection with conditions whose 
subsequent treatment would be excluded as routine palliative care; and 

(е) One visit every six months may be permitted for debridement 
and cutting of mycotic toenails. 

(€) (3) Elective surgery requiring hospitalization shall require 
prior approval (( )) by the medi- 
cal assistance administration. Where less expensive, more conservative 
treatment is available, surgery will not be approved. 

((ӨЭ)) (4) The department shall exclude the following services: 

(a) Routine foot care that includes medically unnecessary removal 
of corns, warts, or calluses, trimming of nails and other hygienic and 
preventive care except as specified in subsection (4) of this section; 

(b) Treatment of flat foot; 

(c) Treatment undertaken to correct a subluxated structure of the 
foot as an isolated entity; 

(d) Supportive devices for the feet, such as orthopedic shoes; and 

(e) Procedures regarded as experimental. 

((€43)) (5) Where a ((person)) recipient has a severe systemic con- 
dition that would result in circulatory embarrassment or desensitiza- 
tion in the legs or feet, the department may provide more frequent foot 
care when: 

(a) The performance of such procedures by unskilled person might 
pose a hazard; 

(b) The severity of the condition has been established by clinical or 
physical findings; and 

(c) Such care has received prior approval of the medical director or 
designee. 


AMENDATORY SECTION (Amending Orders 3053 and 3053A, 
filed 8/21/90 and 8/27/90, effective 9/21/90 and 9/1/90) 


WAC 388-86-098 SPEECH THERAPY SERVICES. (1) The 
department shall pay for speech therapy for conditions which are the 
result of medically recognized diseases and defects. 

(2) The department shall pay for speech therapy when the following 
conditions are met: 
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(a) A speech pathologist is granted a certificate of clinical compe- 
tence by the American speech, hearing and language association, or a 
person who completed the equivalent educational and work experience 
necessary for such a certificate provides the service; and 

(b) Approval is obtained before the service is performed for: 

(i) All speech therapy for recipients three years of age through 
twenty years of age; and 

(ii) Speech therapy sessions after the evaluation and twelve sessions 
in a calendar year for recipients three years of age or younger or 
twenty-one years of age and over. 

(3) The medical director of the ((dtviston-of)) medical assistance 
administration (((BMA))MAA) may waive the prior approval re- 
quirement for speech therapy provided: 

(a) In facilities having contracts with DMA as neuromuscułar cen- 
ters; and 

(b) By school districts as part of an individualized education pro- 
gram or individualized family service plan. 

(4) The department shall not pay for speech therapy when the 
speech therapy payment is in the reimbursement as part of other 
treatment programs including, but not limited to: 

(a) Hospital diagnosis related group services; and 

(b) Nursing ((home)) facility services. 

(5) The department shall pay for speech therapy provided to recipi- 
ents eligible under the: 


(a) ((Fhe-categoricaty needy; generał assistance tnempłoyabłeznd 


€b)-Fhe)) Medically needy program only when the recipient is((: 

(9)) twenty years of age and under and referred by a screening pro- 
vider under the early and periodic screening, diagnosis, and treatment 
program; or 


(6) Receiving _home-heatt NEN 


сате-зетуісез)) (b) Categorically needy program. 


AMENDATORY SECTION (Amending Order 2783, filed 3/31/89) 


WAC 388-86-100 DURABLE MEDICAL EQUIPMENT((;)) 
AND PROSTHETIC DEVICES((-—AND—DISPOSABEE} 
NONREUSEABEE-MEDICAL-SUPPEIES)). (1) ((Fhe-division-of 
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ined:)) Definitions: 


(b}-Prior-approvatis-obtatned- 

(a) “Durable medical equipment" means equipment that: 

(i) Can withstand repeated use; 

ii) Is primarily and customarily used to serve a medica! purpose; 

(iii) Generally is not useful to a person in the absence of illness or 
injury; and 

(iv) Is appropriate for use in the recipient's residence. 

b) "Prosthetic devices" mean replacement, corrective, or supportive 
devices prescribed by a physician or other licensed practitioner of the 
healing arts within the scope of the physician's practice as defined by 
state law to: 

(i) Artificially replace a missing portion of the body; 

(ii) Prevent or correct physical deformity or malfunction; or 

(iii) Support a weak or deformed portion of the body. 

(2) The medical assistance administration (МАА) shall authorize 
the purchase of medical equipment, prosthetic devices, and rental of 
medical equipment when: 

a) The medical equipment and prosthetic devices are medicall 
necessary, as defined under WAC 388-80-005; 

(b) The medical assistance programs cover the item; 

(c) The MAA is the payor of last resort; and 

(d) The item requested is not included with other reimbursement 
methodologies, such as, but not limited to, a diagnosis-related group 
(DRG) for inpatient hospital payment, or a nursing home's per diem 
reimbursement. 

(3) The MAA shall authorize payment for repair and modification 
of recipient owned equipment when subsection (1) of this section is 
met. 

(4) Medical equipment and prosthetic devices that the MAA pur- 
chases become the exclusive property of the recipient. 

5) The MAA shall not pay for medical equipment or supplies 
which require installation and become a fixture to real property. 

(6) The MAA shall not authorize the purchase and/or repair of 
medical equipment which duplicates the function of equipment owned 
by the recipient. 

7) For a nursing facility recipient, the MAA shall purchase a 
wheelchair, of modify a recipient owned wheelchair when the recipient: 

(a) Is permanently disabled; and 


b) Is unable to walk to the service areas of the facility with or 
without cues and with or without the aid of an ambulation device 
and/or the one-handed assistance of another person; and 

с) Is able to independently, safely, and effectively propel a wheel- 
chair; or 

(d) Requires the use of a specially constructed or permanently mod- 
ified wheelchair that renders the wheelchair unusable by others. 

(8) Durable medical equipment and prosthetic devices related ser- 
vices that require approval by the MAA delivery of the item shall 
include: 

(a) Prosthetics; 

(b) Blood pressure kits; 

(c) Blood glucose monitors; 

(d) Wheelchairs: 

(i) Accessories; and 

(ii) Freight charges for new wheelchairs. 

(e) Hospital bed and replacement mattress; 

(f) Replacement parts, repairs, and labor charges for allowable 
items; and 

(g) All rentals for allowable items. 

(9) the MAA shall not pay for modifications to a vehicle not owned 
by the recipient, their guardian, or the parent of a recipient who is a 
minor. The MAA shall authorize the purchase of or repair of a vehicle 
wheelchair lift and related vehicle modifications only when: 
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(а) The provider obtains approval from the MAA before providing 


the service; 
(b) Medical transportation provided under WAC 388—86—085 can- 


not meet the recipient's need for transportation to and from medically 
necessary covered services; and 

(с) The lift and related vehicle modifications represent а lower cost 
to the department than medical transportation provided under WAC 
388-86-085. The medical assistance administration shall evaluate 


transportation costs based on the record of medical services utilized. 


AMENDATORY SECTION (Amending Order 2580, filed 12/31/87) 


WAC 388-86-120 MEDICAL CARE SERVICES. (1) A recipi- 
ent of medical care services shall be eligible to receive the ((same)) 
following scope of care (( ipt T 

1 )): 


(а) ((No-care)) Hospitalization; 

(b) Physician and advanced registered nurse practitioner; 
(c) Laboratory and x-ray services; 

(d) Prescription drugs; 

e) Family planning; 

(f) Rural health services; 

(g) Ambulance transportation; 

(h) Blood administration and processing; 

(1) Oxygen and respiratory therapy; 

(j) Prosthetic equipment; and 

(К) Enteral/parenteral nutrition. 

(2) The department shall ((be-provided)) not provide care outside 


the state of Washington other than in designated bordering cities as 
specified ((in)) under chapter 388-82 WAC((rand 

tb})) (3) Mental health services shall be provided only in communi- 
ty mental health centers and to the extent that the recipient meets the 
client definitions and priorities established in the Community Mental 
Health Act((;and 


). 
((Ө9)) (4) Eligibility for medical care services shall commence with 
the date of certification under WAC 388-84-120. The department 
shall not retroactively certify for medical care services. 


AMENDATORY SECTION (Amending Order 2580, filed 12/31/87) 


WAC 388-99-060 SCOPE OF CARE FOR MEDICALLY 
NEEDY. (1) The medical coverage under the limited casualty-medi- 
cally needy program shall include: 

(a) Case management services; ((dentatservices)) 


(b) Blood administration and processing; 
(c) Enteral/parenteral nutrition; 


(d) Oxygen and respiratory therapy; 
(e) Early and periodic screening((;)), diagnosis, and treatment 


(EPSDT) services; 

(f) Family planning clinic services; inpatient hospital services; 

(g) Inpatient hospital services; 

(h) Outpatient hospital ((and)); 

(i) Rural health clinic services; 

(1) Physical medicine and rehabilitation services; 

(k) Physician, ARNP, and clinic services; 

(1) Prescribed drugs; ((dentures:)) 

(m) Prosthetic devices; ((eyegtasses;-skitted)) 

(n) Nursing facility services; ((intermediate-care-faciłity services;) ) 

(о) Intermediate care facility services for the mentally retarded; 
((home-heatth-serviecs;) ) 

Laboratory and x-ray services; ((and)) 
(q) Medically necessary transportation; 
(г) Private duty nursing; and 


(5) Home Health Services. 
(2) Conditions and limitations in chapter 388-86 WAC shall apply 


to the limited casualty-medically needy program. 
(3) A request for an exception to policy shall require a review by the 
((diviston-of)) medical assistance administration. 


AMENDATORY SECTION (Amending Order 3233, filed 8/20/91, 
effective 9/20/91) 


WAC 388-100-035 SCOPE OF CARE FOR MEDICALLY IN- 
DIGENT. (1) The coverage under the limited casualty program- 
medically indigent shall be available to an eligible person for treatment 
of emergency medical conditions only. Services available are limited to 
the following: 
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(a) Rural health clinic services; 

(b) Physical medicine and rehabilitation services; 
(c) Physician and clinic services; 

(d) Prescribed drugs; 


(e) ((Bentures)) Blood administration and processing; 
(f) Prosthetic devices; 


(g) ((Eyegtasses)) Enteral/parenteral nutrition; 


(h) Nursing facilities((;)) and intermediate care facilities for the 
mentally retarded; 


(i) ((Home-heatth-services)) Oxygen and respiratory therapy; 
(j) Laboratory and x-ray services; and 


(К) ((МефсаНу-песеѕѕату)) Ambulance transportation. 


(2) The department shall not pay until the recipient has medical ex- 
penses equal to the total of the emergency medical expense require- 
ment of one thousand five hundred dollars and the spenddown, if any. 

(3) The emergency medical expense requirement in WAC 388-100- 
030 does not apply for treatment under the Involuntary Treatment Act 
(ITA). When any other medical need is identified for recipients under- 
going treatment under the ITA the emergency medical expense re- 
quirement shall apply to the services other than ITA. 

(4) When an applicant indicates that an urgent undefined medical 
illness exists, the department shall: 

(a) Regard the condition as an emergency medical condition; 

(b) Allow one office visit for diagnosis, provided all financial eligi- 
bility criteria are met; and 

(c) Allow treatment only when the condition meets the criteria for 
an emergency medical condition. 

(5) For other conditions and limitations under which the department 
may provide these services refer to appropriate service in chapter 388- 
86 WAC. 

(6) The department shall not provide out-of-state care except in the 
designated bordering cities. 


WSR 91-24-037 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed November 27, 1991, 2:03 p.m.] 


Original Notice. 

Title of Rule: New WAC 388-81-017 Advance 
directives. 

Purpose: Sets requirements to implement OBRA- 
1990 law concerning advance directives. The rule re- 
quires providers to maintain for and provide written in- 
formation concerning advance directives. The rule de- 
fines advance directives, gives timelines to providers on 
giving material to adult patients, clarifies who gets the 
information, what the information is, and what the limi- 
tations are when to give the material to adult patients. 

Statutory Authority for Adoption: RCW 74.08.090. 

Statute Being Implemented: RCW 74.08.090. 

Summary: Rule to set requirements for providers to 
maintain and provide written policies and procedures for 
advance directives to adults receiving medical care. 

Reasons Supporting Proposal: Rule required to imple- 
ment Omnibus Budget Reconciliation Act of 1990. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Bobbe Andersen, 
Medical Assistance Administration, 753-0529. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is necessary because of federal law, Omnibus 
Budget Reconciliation Act of 1990. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. : 
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Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: ОВ-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on January 7, 1992, at 
10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805, Olympia, Washington 98504, 
by January 7, 1992. 

Date of Intended Adoption: January 21, 1992. 

November 27, 1991 


Leslie F. James, Director 
Administrative Services 


NEW SECTION 


WAC 388-81-017 ADVANCE DIRECTIVES. (1) Each hospi- 
tal, nursing facility, provider of home health care or personal care ser- 
vices, hospice program, or health maintenance organization receiving 
Medicaid funds shall: 

(a) Maintain written policies and procedures concerning a person's 
right to make medical decisions including advance directives; 

(b) Provide written information to all adults receiving medical care 
by or through the provider or organization to include the person's right 
to: 

(i) Make decisions concerning the person's medical care; 

(ii) Accept or refuse surgical or medical treatment; and 

(iii) Formulate advance directives. 

(c) Provide written information to all adults on policies concerning 
implementation of these rights; 

(d) Document in the person's medical record whether or not the 
person has executed an advance directive; 

(е) Not condition the provision of care or otherwise discriminate 
against a person based on whether or not the person has executed an 
advance directive; 

(f} Ensure compliance with the requirements of chapters 11.94, 68- 
.50, and 70.122 RCW concerning advance directives; and 

(g) Provide for educating staff and the community on the require- 
ments advance directives. 

(2) For the purpose of this section, the term "advance directive" 
means a voluntarily written instruction, such as a living will, durable 
power of attorney for health care, or anatomical gift recognized under 
state law (whether statutory or as recognized by the courts of the 
state) and relating to the provision of such care when the person is 
incapacitated. 

(3) The written material distributed by the providers concerning 
medical decision making shall summarize state law found in statute 
and case law and may include the actual law, copies of the statute, 
case law or forms. 

(4) The provider shall give information concerning these rights to 
adults as follows: 

(a) Hospitals, at the time of the person's admission as an inpatient; 

(b) Nursing facility, at the time of the person's admission as a 
resident; 

(c) Provider of home health care or personal care services, before 
the person comes under the care of the provider; 

(d) Hospice program, at the time of the initial receipt of hospice 
care by the person in the program; and 

(e) Health maintenance organization, at the time of enrollment or 
reenrollment of the person with the organization. 

(5) This section shall not be construed to require any physician, 
health care facility, or licensed health care personnel acting under the 
direction of a physician to implement an advance directive, when the 
provider objects on the basis of conscience. When the physician refuses 
to implement the directive, the physician shall make a good faith effort 
to transfer the person to another physician who will implement the 
person's directive. 

(6) When a person is admitted to a facility in a comatose or other- 
wise incapacitated state and is unable to receive information or say 
whether such person has executed an advance directive, the provider 
shall include information concerning advance directives with materials 
about the provider's policies and procedures to the families or to the 
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surrogates or other concerned persons of the incapacitated person as 
specified under RCW 7.70.065. The provider is obligated to provide 
this information to the person once he/she is no longer incapacitated. 

(7) When the person is incapacitated or otherwise unable to receive 
information or articulate whether such person has executed an advance 
directive and no one comes forward with a previously executed advance 
directive, the provider shall document a person's file that the person 
was unable to receive information and was unable to communicate 
whether an advance directive exists. 

(8) When the patient or a relative, surrogate, or other concerned 
person presents the provider with a copy of the person's advance direc- 
tive, the provider shall comply, except as specified under subsection (5) 
of this section, with the advance directive. 


WSR 91-24-038 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed November 27, 1991, 2:04 p.m.] 


Original Notice. 

Title of Rule: 
Exclusions. 

Purpose: Increase the food stamp energy allowance 
standard effective December 1, 1991. Rescind the exclu- 
sion for wages earned from the 1990 federal census 
project. 

Statutory Authority for Adoption: RCW 74.04.510. 

Statute Being Implemented: RCW 74.04.510. 

Summary: The issuance amends WAC 388-49-470 
Income—Exclusions, to authorize the increase. The fed- 
eral census project expired by federal rule in August 
1990. 

Reasons Supporting Proposal: The food and nutrition 
service authorized the department to increase the food 
stamp energy allowance effective for December 1991 
benefits. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Dan Ohlson, Income 
Assistance, 753-1354. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is necessary because of federal law, Food and 
Nutrition Service, October 23, 1991, memorandum 
WFS-100:FS-10-6-WA. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. | 

Мо small business economic impact statement is ге- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: ОВ-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on January 7, 1992, at 
10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805, Olympia, Washington 98504, 
by January 7, 1992. 

Date of Intended Adoption: January 21, 1992. 

November 27, 1991 
Leslie F. James, Director 
Administrative Services 


WAC 388-49-470 Income— 
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AMENDATORY SECTION (Amending Order 3141, filed 2/21/91) 


WAC 388-49-470 INCOME—EXCLUSIONS. (1) Тһе depart- 
ment shall exclude the following income: 

(a) Money withheld from an assistance payment, earned income, or 
other income source used to repay a prior overpayment from that same 
income source; 

(b) Income specifically excluded by any federal statute from consid- 
eration as income in the food stamp program; 

(c) The earned income of children who are: 

(i) Members of the household; 

(ii) Seventeen years of age or under; and 

(iii) Attending school at least half time. 

(d) Infrequent or irregular income received during a three-month 
period that: 

(i) Cannot be reasonably anticipated as available; and 

(ii) Shall not exceed thirty dollars for all household members. 

(e) Loans, including those from private individuals and commercial 
institutions, other than educational loans where repayment is deferred; 

(f) Nonrecurring lump sum payments; 

(g) The cost of producing self-employment income; 

(h) Financial aid received under Title IV of the Higher Education 
Act designated by the school for: 

(i) Tuition; 

(ii) Fees, including equipment and material; 

(iii) Books; 

(iv) Supplies; 

(v) Transportation; and 

(vi) Miscellaneous personal expenses, including dependent care, de- 
termined by the institution. 

(i) Other federal financial aid designated by the school for: 

(i) Tuition; and 

(ii) Mandatory fees. 

(j) Nonfederal financial aid designated by the school for: 

(i) Tuition and mandatory fees at any school beyond high school or 
a school at any level for the physically or mentally handicapped; and 

(ii) Other earmarked educational expenses such as transportation, 
supplies, textbooks, and dependent care. 

(k) Reimbursements for past or future expenses to the extent the 
reimbursements do not: 

(i) Exceed the actual expense; and 

(ii) Represent a gain or benefit to the household. 

(1) Any gain or benefit not in money; 

(т) Vendor payments as defined in WAC 388-49-020; 

(n) Money received and used for the care and maintenance of a 
third-party beneficiary who is not a household member; 

(о) Supplemental payments or allowances made under federal, state, 
or local laws for the purpose of offsetting increased energy costs; 

(p) Energy allowances included in AFDC, continuing general assist- 
ance, and refugee assistance grants. 


Number in Grant Energy 
Assistance Unit Exclusion 

1 $ ((36)) 

55 

2 ((47)) 

71 

3 ((56)) 

86 

4 ((67)) 

102 

5 (77) 

117 

6 ((87)) 

133 

1 ((+8+)) 

154 

8 or more (Gi) 

170 


(а) Support payments specified by the support court order or other 
legally binding written support or alimony agreement to go directly to 
a third—party beneficiary rather than to the household; 

(r) Support payments not required by the support court order or 
other legally binding written support or alimony agreement paid di- 
rectly to a third party rather than to the household; 


Washington State Register, Issue 91-24 


(s) Payments from the individual and family grant program; > 

(t) Public assistance payments: 

(i) Over and above the regular warrant amount, 

(ii) Not normally a part of the regular warrant; and 

(iii) Paid directly to a third party on behalf of the household. 

(u) From Jobs Training Partnership Act programs: 

(i) Allowances; and 

(ii) Earnings from on-the-job training by household members under 
parental control and eighteen years of age and younger. 

(v) Cash donations based on need: 

(i) Received directly by the household; 

(ii) From one or more private, nonprofit, charitable organizations; 
and 

(iii) Not exceeding three hundred dollars in any federal fiscal year 
quarter. 

(w) Earned income credit((ramd 

{x}-Federatcensus-burean-wages-earned> 

(+ During the +996-Federat€ B jom-Preieetcand 

(2) When a child's earnings or amount of work performed cannot be 
differentiated from the earnings or work performed by other household 
members, the department shall: 

(a) Prorate the earnings equally among the working members; and 

(b) Exclude the child's pro rata share. 

(3) When the intended beneficiaries of a single payment for care 
and maintenance of a third-party beneficiary include both household 
members and persons not in the household, the department shall 
exclude: 

(a) Any identifiable portion intended and used for the care and 
maintenance of the person out of the household; or 

(b) If the portions are not readily identified as: 

(i) An even pro rata share; or 

(ii) The amount actually used for the care and maintenance of the 
person out of the household, whichever is less. 


WSR 91-24-039 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3276A—Filed November 27, 1991, 2:05 p.m., effective Febru- 
ary 1, 1992] 


Date of Adoption: November 27, 1991. 

Purpose: To change effective date from December 1, 
1991, to February 1, 1992. To conform WAC 388-49- 
630 to the requirements of 7 CFR 273.12 (a)(1)(iv). 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-49-630 Changes—Reporting 
requirements. 

Statutory Authority for Adoption: RCW 74.04.510. 

Pursuant to notice filed as WSR 91-19-103 on Sep- 
tember 18, 199]. 

Effective Date of Rule: February 1, 1992. 

November 27, 1991 
Leslie F. James, Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2575, 
filed 13/31/87 [12/31/87]) 


WAC 388-49-630 CHANGES—REPORTING 
REQUIREMENTS. Тһе department shall require а 
household certified for more than one month and not 
subject to mandatory monthly reporting ((shaH)) to re- 
port the following changes within ten days of the date 
the change becomes known to the household: 

(1) Change in the source of income; 
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(2) Change in the amount of gross monthly income, 
except for public assistance income((;-or)); 

(3) Change in medical expenses of more than twenty— 
five dollars; 

((ӨЭ)) (4) Change in the household composition, such 
as the addition or loss of a household member; 

((€4)) (5) Change in residence and resulting change 
in shelter cost; 

((€5))) (6) The acquisition of licensed vehicles; ((and 


€6))) (7) The end of a temporary disability when the 
temporary disability is the reason for exempting the val- 


ue of a vehicle; and 

(8) When nonexempt liquid resources exceed two 
thousand: dollars or three thousand dollars for house- 
holds with one or more members sixty years of age or 
older. ` 


Reviser's note: Тһе bracketed material preceding the section above 
was supplied by the code reviser's office. 


WSR 91-24-040 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 
[Order 3280—Filed November 27, 1991, 2:06 p.m., effective 
December 1, 1991, 12:01 a.m.] 


Date of Adoption: November 27, 1991. 

Purpose: To reduce expenditure to meet the governor's 
budgetary reduction requirements. 

Citation of Existing Rules Affected by this Order: 
Amending chapter 388-86 WAC and WAC 388-99- 
060 and 388-100-035. 

Statutory Authority for Adoption: RCW 74.08.090. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: WAC changes are made to 
reflect the budget reductions as required by the 
governor. 

Effective Date of Rule: December 1, 1991, 12:01 a.m. 

November 27, 1991 
Leslie F. James, Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3056, 
filed 8/21/90, effective 9/21/90) 


WAC 388-86-019 CHIROPRACTIC SERVICES. 


(1) The department shall pay for chiropractic services 
for a recipient when the recipient is: 

(a) Twenty years of age and under, and 

(b) Referred by a screening provider under the early 
and periodic screening, diagnosis, and treatment 


program. 
(2) The department shall authorize payment for ser- 


vices of a chiropractor: 
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(a) When the chiropractor is licensed by the state of 
Washington to perform services within the scope of the 
chiropractor's license, and 

(b) The services are medically necessary. 

((€2))) (3) Chiropractic services shall be subject to 
the following limitations: 

(a) Treatment shall be restricted to adjustment by 
hand of subluxation of the spine; 

(b) X-rays shall be: 

(1) A single area film when the treatment area can be 
isolated; 

(ii) A maximum of one x-ray per area, per calendar 
year, and 

(iii) Limited to an anterior-posterior, and lateral view 
of the following spinal areas: 

(A) Cervical; 

(B) Thoracic (dorsal); and 

(С) Lumbar or lumbo-sacral. 

(c) The department shall pay for a maximum of 
twelve chiropractic visits within a ((tweive-month-perr- 
od:)) calendar year, 


(d) The maximum number of visits include the initial 
new patient visit((- 


gram)); and 


(е) Additional visits require approval before the ser- 


vice is received. 


AMENDATORY SECTION (Amending Order 2988, 
filed 5/31/90, effective 7/1/90) 


WAC 388-86-021 DENTURES. (1) The depart- 
ment shall provide complete and partial dentures and 
modification, repair, and adjustment of dentures ((to-re= 


programs)) with the following limitations: 

(a) Prior approval is needed for: 

(i) Replacement dentures or partial dentures less than 
five years old; 

(ii) Rebases on dentures and partial dentures; and 

(iii) Cast base partial dentures. 

(b) The department shall approve only one: 

(i) Rebasing of dentures or partial dentures: 

(A) In a five-year period, and 

(B) The rebased dentures or partial dentures must be 
((atteast)) three years ((of-age)) old or older. 

(ii) Relining of dentures or partial dentures: 

(A) In a two-year period; and 

(B) The relined dentures or partial dentures must be 
six months ((of-age)) old or older. 

(2) Exceptions to the limitations under subsection 
(1)(b) of this section shall be granted when medical ne- 
cessity is documented. 


(3) The department shall pay for dentures and related 
denture services provided to recipients eligible under the: 
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(a) Medically needy program only when the recipient 
is twenty years of age and under, or 
(b) Categorically needy program. 


AMENDATORY SECTION (Amending Orders 3053 
and 3053A, filed 8/21/90 and 8/27/90, effective 
9/21/90 and 9/1/90) 


WAC 388-86-073 OCCUPATIONAL THERA- 
PY. (1) The department shall pay for occupational! ther- 
apy when the following conditions are met: 

(a) A licensed occupational therapist, or a licensed 
occupational therapy assistant supervised by a licensed 
occupational therapist, provides the service, 

(b) Approval is obtained before services are performed 
as required for each program as designated in the ((dr- 
visiorr-of)) medical assistance administration billing in- 
structions, and 

(c) The occupational therapy is provided: 

(i) As part of an outpatient program when identified 
in the early and periodic screening, diagnosis, and treat- 
ment program of a recipient twenty years of age and 
younger, 

(ii) By a home health agency; 

(iii) As part of the physical medicine and rehabilita- 
tion program; or 

(iv) In a neuromuscular center. | 

(2) The department shall not рау for occupational 
therapy when payment for occupational therapy is in- 
cluded in the reimbursement of other treatment pro- 
grams including, but not limited to hospital inpatient di- 
agnosis related group Services. 

(3) The department shall pay for occupational therapy 
provided to recipients eligible under the: 


(а) ((€ategoricatty—needy—generat—assistance—tnenr 


(5))) Medically needy program only when the recipi- 
ent is((- 

€0)) twenty years of age and younger and referred by 
a screening provider under the early and periodic 
screening, diagnosis and treatment program, or 

(се? : 

e) Mediczity т R А 

fecs)) (b) 

Categorically needy program. 


AMENDATORY SECTION (Amending Orders 3053 
and 3053A, filed 8/21/90 and 8/27/90, effective 
9/21/90 and 9/1/90) 


WAC 388-686-090 PHYSICAL THERAPY. (1) 
The department shall pay for physical therapy as an 
outpatient service when: 

(a) The attending physician prescribes physical 
therapy; 

(b) A licensed physical therapist or physiatrist or a 
physical therapist assistant supervised by a licensed 
physical therapist provides the treatment, and 

(c) The therapy assists the recipient: 

(i) In avoiding hospitalization or nursing home care; 
or 

(ii) In becoming employable, or 
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(iii) Who suffers from severe motor disabilities to ob- 
tain a greater degree of self—care or independence, or 

(iv) As part of a treatment program intended to re- 
store normal function of a body part following injury, 
surgery, or prolonged immobilization. 

(2) The department shall require approval before ser- 
vices are performed for outpatient physical therapy ses- 
sions exceeding ten sessions per patient in a calendar 
year. 

(3) The medical director of the ((division-of)) medical 
assistance administration (((DMA))MAA) may waive 
the prior approval requirement for physical therapy 
provided: 

(a) In facilities having contracts with ((BNfA)) MAA 
as neuromuscular centers, and 

(b) By school districts as part of an individual educa- 
tion program or individualized family service plan. 

(4) The department shall not pay for physical therapy 
when payment for physical therapy is included in the 
reimbursement as part of other treatment programs in- 
cluding, but not limited to hospital inpatient diagnostic 
related group services and nursing ((tomre)) facility 
services. 

(5) The department shall pay for outpatient physical 
therapy for recipients eligible under the: 


(a) ((Eategoricalły reedy, general assistance umem= 


@))) Medically needy program only when the recipi- 
ent is((- 

Ө))) twenty years of age and under and referred by a 
Screening provider under the early and periodic screen- 
ing, diagnosis, and treatment program, or 


((G 


to Medicatly-indigent program when receiving home 
heatth-care-services)) (b) Categorically needy program. 


AMENDATORY SECTION (Amending Order 2649, 
filed 7/8/88) 


WAC 388-86-09601 PODIATRIC SERVICES. 
(1) The department shall pay for podiatric services for a 
recipient when the recipient is: 

(a) Twenty years of age and under, and 

(b) Referred by a screening provider under the early 
and periodic screening, diagnosis, and treatment 
program. 

(2) The department shall provide medically necessary 
podiatric services to include: 

(a) Evaluation, diagnosis, and treatment of skin dis- 
ease, infections, inflammation, ulcers, and symptomatic 
conditions such as bursitis, osteoarthritis and tendonitis, 

(b) Reductions of fractures and dislocations, and 
treatment of sprains and strains; 

(c) Surgery for structural and pathological ailments 
such as bunions, exostosis, hammertoes, neuromas, and 
ingrown toenails; 

(d) Initial diagnostic services in connection with con- 
ditions whose subsequent treatment would be excluded 
as routine palliative care; and 

(e) One visit every six months may be permitted for 
debridement and cutting of mycotic toenails. 
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((€2)) (3) Elective surgery requiring hospitalization 


shall require prior approval ((through—the-centrat-au- 


thorization-unit)) by the medical assistance administra- 
tion. Where less expensive, more conservative treatment 


is available, surgery will not be approved. 

((ӨЭ)) (4) The department shall exclude the following 
services: 

(a) Routine foot care that includes medically unnec- 
essary removal of corns, warts, or calluses, trimming of 
nails and other hygienic and preventive care except as 
specified in subsection (4) of this section; 

(b) Treatment of flat foot; 

(c) Treatment undertaken to correct a subluxated 
structure of the foot as an isolated entity, 

(d) Supportive devices for the feet, such as orthopedic 
shoes, and 

(e) Procedures regarded as experimental. 

((€4)) (5) Where a ((person)) recipient has a severe 
systemic condition that would result in circulatory em- 
barrassment or desensitization in the legs or feet, the 
department may provide more frequent foot care when: 

(a) The performance of such procedures by unskilled 
person might pose a hazard; j 

(b) The severity of the condition has been established 
by clinical or physical findings; and 

(с) Such care has received prior approval of the med- 
ical director or designee. 


AMENDATORY SECTION (Amending Orders 3053 
and 3053A, filed 8/21/90 and 8/27/90, effective 
9/21/90 and 9/1/90) 


WAC 388-86-098 SPEECH THERAPY SER- 
VICES. (1) The department shall pay for speech thera- 
py for conditions which are the result of medically rec- 
ognized diseases and defects. 

(2) The department shall pay for speech therapy when 
the following conditions are met: 

(a) A speech pathologist is granted a certificate of 
clinical competence by the American speech, hearing 
and language association, or a person who completed the 
equivalent educational and work experience necessary 
for such a certificate provides the service, and 

(b) Approval is obtained before the service is per- 
formed for: 

(i) All speech therapy for recipients three years of age 
through twenty years of age, and 

(ii) Speech therapy sessions after the evaluation and 
twelve sessions in a calendar year for recipients three 
years of age or younger or twenty-one years of age and 
over. 

(3) The medical director of the ((diviston-of)) medical 
assistance administration (((DNFA))MAA) may waive 
the prior approval requirement for speech therapy 
provided: 

(a) In facilities having contracts with DMA as neuro- 
muscular centers; and 

(b) By school districts as part of an individualized ed- 
ucation program or individualized family service plan. 

(4) The department shall not pay for speech therapy 
when the speech therapy payment is in the reimburse- 
ment as part of other treatment programs including, but 
not limited to: 
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(a) Hospital diagnosis related group services, and 

(b) Nursing ((ћотте)) facility services. 

(5) The department shall pay for speech therapy pro- 
vided to recipients eligible under the: 


(a) ( (Fhe—categoricaliy-needy,-general-assistance-un- 


tb) Fhe)) Medically needy program only when the re- 
cipient is((: 

€2)) twenty years of age and under and referred by a 
screening provider under the early and periodic screen- 
ing, diagnosis, and treatment program; or 


thomce-hcaith—carc-servicees)) (b) Categorically needy 
program. 


AMENDATORY SECTION (Amending Order 2783, 
filed 3/31/89) 


WAC 388-86-100 DURABLE MEDICAL 
EQUIPMENT((;)) AND PROSTHETIC DEVICES((; 


SUPPŁIES)). (1) (Fhe-division-of medicał assistance 
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-)) Definitions: 


"Durable medical equipment" means equipment 


that: 


(1) Can withstand repeated use, 

(ii) Is primarily and customarily used to serve а med- 
ical purpose; 

(iii) Generally is not useful to a person in the absence 
of illness or injury, and 

(іу) Is appropriate for use in the recipient's residence. 

(b) " Prosthetic devices" mean replacement, corrective, 
or supportive devices prescribed by a physician or other 
licensed practitioner of the healing arts within the scope 
of the physician's practice as defined by state law to: 

(i) Artificially replace a missing portion of the body; 

(ii) Prevent or correct physical deformity or malfunc- 
tion; or 

(iii) Support a weak or deformed portion of the body. 

(2) The medical assistance administration (MAA) 
shall authorize the purchase of medical equipments 
prosthetic devices, and rental of medical equipment 
when: 

(а) The medical equipment and prosthetic devices аге 
medically necessary, as defined under WAC 388-80- 
005; 

(b) The medical assistance programs cover the item; 

(c) The MAA is the payor of last resort; and 

(d) The item requested is not included with other ге- 
imbursement methodologies, such as, but not limited to, 
a diagnosis-related group (DRG) for inpatient hospital 
payment, or a nursing home's per diem reimbursement. 

(3) The MAA shall authorize payment for repair and 
modification of recipient owned equipment when subsec- 
tion (1) of this section is met. 

(4) Medical equipment and prosthetic devices that the 
MAA purchases become the exclusive property of the 
recipient. 
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(5) The MAA shall not pay for medical equipment or 
supplies which require installation and become a fixture 
to real property. 

(6) The MAA shall not authorize the purchase and/or 
repair of medical equipment which duplicates the func- 
tion of equipment owned by the recipient. 

(7) For a nursing facility recipient, the MAA shall 
purchase a wheelchair, of modify a recipient owned 
wheelchair when the recipient: 

(a) Is permanently disabled; and 

(b) Is unable to walk to the service areas of the facili- 
ty with or without cues and with or without the aid of an 
ambulation device and/or the one-handed assistance of 
another person; and 

(c) Is able to independently, safely, and effectively 
propel a wheelchair, or 

(d) Requires the use of a specially constructed or per- 
manently modified wheelchair that renders the wheel- 
chair unusable by others. 

(8) Durable medical equipment and prosthetic devices 
related services that require approval by the MAA de- 
livery of the item shall include: 

(a) Prosthetics, 

(b) Blood pressure kits; 

(c) Blood glucose monitors; 

(d) Wheelchairs: 

(i) Accessories; and 

(ii) Freight charges for new wheelchairs. 

(e) Hospital bed and replacement mattress; 

(f) Replacement parts, repairs, and labor charges for 
allowable items; and 

(g) All rentals for allowable items. 

(9) the MAA shall not pay for modifications to a ve- 
hicle not owned by the recipient, their guardian, or the 
parent of a recipient who is a minor. The MAA shall 
authorize the purchase of or repair of a vehicle wheel- 
chair lift and related vehicle modifications only when: 

(a) The provider obtains approval from the MAA be- 
fore providing the service; 

(b) Medical transportation provided under WAC 
388—86—085 cannot meet the recipient's need for trans- 
portation to and from medically necessary covered ser- 
vices, and 

(c) The lift and related vehicle modifications represent 
a lower cost to the department than medical transporta- 
tion provided under WAC 388—86—085. The medical as- 
sistance administration shall evaluate transportation 


costs based on the record of medical services utilized. 


AMENDATORY SECTION (Amending Order 2580, 
filed 12/31/87) 


WAC 388-86-120 MEDICAL CARE SERVICES. 
(1) A recipient of medical care services shall be eligible 


to receive the ( (same)) following scope of care (W AGC 


; )): 

(а) ((No-care)) Hospitalization; 

(b) Physician and advanced registered nurse 
practitioner, 

(c) Laboratory and x—ray services, 

(d) Prescription drugs; 

(e) Family planning; 

(f) Rural health services; 
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(g) Ambulance transportation; 

(h) Blood administration and processing; 

(i) Oxygen and respiratory therapy, 

(j) Prosthetic equipment; and 

(k) Enteral/parenteral nutrition. 

(2) The department shall ((be-provided)) not provide 


care outside the state of Washington other than in des- 
ignated bordering cities as specified ((#п)) under chapter 
388-82 WAC((-and 

€5))) (3) Mental health services shall be provided only 
in community mental health centers and to the extent 
that the recipient meets the client definitions and priori- 
ties established in the Community Mental Health Act(G 
and 


(5) Dentatservices-shatt not-be provided)). 

((€2))) (4) Eligibility for medical care services shall 
commence with the date of certification under WAC 
388-84-120. The department shall not retroactively cer- 
tify for medical care services. 


AMENDATORY SECTION (Amending Order 2580, 
filed 12/31/87) 


WAC 388-99-060 SCOPE OF CARE FOR MED- 
ICALLY NEEDY. (1) The medical coverage under the 
limited casualty-medically needy program shall include: 

(a) Case management services, ((dentatservices)) 


(b) Blood administration and processing, 
(c) Enteral/parenteral nutrition, 


(d) Oxygen and respiratory therapy; 
(e) Early and periodic screening((;)), diagnosis, and 


treatment (EPSDT) services; 

(f) Family planning clinic services, inpatient hospital 
services; 

(g) Inpatient hospital services, 

(h) Outpatient hospital ((and)), 

(i) Rural health clinic services, 

(i) Physical medicine and rehabilitation services; 

(k) Physician, ARNP, and clinic services; 

(1) Prescribed drugs; ((dentures;)) 

(m) Prosthetic devices, ((eyegtasses,skitted)) 

(n) Nursing facility services, ((t 
eility-services;)) 

(о) Intermediate care facility services for the mentally 
retarded; ( (home-heaith services; )) 

(p) Laboratory and x-ray services, ((and)) 

(q) Medically necessary transportation, 


(r) Private duty nursing, and 
(s) Home Health Services. 


(2) Conditions and limitations in chapter 388-86 
WAC shall apply to the limited casualty—medically 
needy program. 

(3) A request for an exception to policy shall require a 
review by the ((diviston—of)) medical assistance 
administration. 


AMENDATORY SECTION (Amending Order 3233, 
filed 8/20/91, effective 9/20/91) 


WAC 388-100-035 SCOPE OF CARE FOR 
MEDICALLY INDIGENT. (1) The coverage under 
the limited casualty program—medically indigent shall be 
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available to an eligible person for treatment of emergen- 
cy medical conditions only. Services available are limited 
to the following: 

(a) Rural health clinic services; 

(b) Physical medicine and rehabilitation services; 

(c) Physician and clinic services; 

(d) Prescribed drugs; 


(e) ((Bentures)) Blood administration and processing; 
(f) Prosthetic devices; 


(2) ((Eyegłasses)) Enteral/parenteral nutrition; 

(h) Nursing facilities((;)) and intermediate care facil- 
ities for the mentally retarded, 

(i) ((Home-teatth-serviees)) Oxygen and respiratory 
therapy; 

G) Laboratory and x-ray services; and 

(k) ( (МеісаНу----песеззату)) 
transportation. 

(2) The department shall not pay until the recipient 
has medical expenses equal to the total of the emergency 
medical expense requirement of one thousand five hun- 
dred dollars and the spenddown, if any. 

(3) The emergency medical expense requirement in 
WAC 388-100-030 does not apply for treatment under 
the Involuntary Treatment Act (ITA). When any other 
medical need is identified for recipients undergoing 
treatment under the ITA the emergency medical expense 
requirement shall apply to the services other than ITA. 

(4) When an applicant indicates that an urgent unde- 
fined medical illness exists, the department shall: 

(a) Regard the condition as an emergency medical 
condition; 

(b) Allow one office visit for diagnosis, provided all fi- 
nancial eligibility criteria are met, and 

(c) Allow treatment only when the condition meets 
the criteria for an emergency medical condition. 

(5) For other conditions and limitations under which 
the department may provide these services refer to ap- 
propriate service in chapter 388-86 WAC. 

(6) The department shall not provide out-of-state 
care except in the designated bordering cities. 


Ambulance 


WSR 91-24-041 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3293—-Filed November 27, 1991, 2:07 p.m., effective 
December 1, 1991, 12:01 a.m.] 


Date of Adoption: November 27, 1991. 

Purpose: Increase the food stamp energy allowance 
standard effective December 1, 1991. Rescind the exclu- 
sion for wages earned from the 1990 Federal Census 
Project. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388—49—470 Income—Exclusions. 

Statutory Authority for Adoption: RCW 74.04.510. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
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public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: The food and nutrition ser- 
vice authorized the department to increase the food 
stamp energy allowance effective for December, 1991, 
benefits. Rescind the exclusion for wages received from 
the 1990 Federal Census Project. 

Effective Date of Rule: December 1, 1991, 12:01 a.m. 

November 27, 1991 
Leslie F. James, Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3141, 
filed 2/21/91) 


WAC 388-49-470 INCOME—EXCLUSIONS. 
(1) The department shall exclude the following income: 

(a) Money withheld from an assistance payment, 
earned income, or other income source used to repay a 
prior overpayment from that same income source; 

(b) Income specifically excluded by any federal stat- 
ute from consideration as income in the food stamp 
program; 

(c) The earned income of children who are: 

(i) Members of the household, 

(ii) Seventeen years of age or under, and ` 

(iii) Attending school at least half time. 

(d) Infrequent or irregular income received during a 
three—month period that: 

(i) Cannot be reasonably anticipated as available, and 

(ii) Shall not exceed thirty dollars for all household 
members. 

(e) Loans, including those from private individuals 
and commercial institutions, other than educational 
loans where repayment is deferred; 

(f) Nonrecurring lump sum payments, 

(g) The cost of producing self-employment income, 

(h) Financial aid received under Title IV of the 
Higher Education Act designated by the school for: 

(i) Tuition, 

(ii) Fees, including equipment and material, 

(iii) Books; 

(iv) Supplies; 

(у) Transportation; and 

(vi) Miscellaneous personal expenses, including de- 
pendent care, determined by the institution. 

(i) Other federal financial aid designated by the 
school for: 

(i) Tuition; and 

(ii) Mandatory fees. 

6) Nonfederal financial aid designated by the school 
for: 

(i) Tuition and mandatory fees at any school beyond 
high school or a school at any level for the physically or 
mentally handicapped; and 

(ii) Other earmarked educational expenses such as 
transportation, supplies, textbooks, and dependent care. 

(k) Reimbursements for past or future expenses to the 
extent the reimbursements do not: 

(i) Exceed the actual ехрепве; and 
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(ii) Represent a gain or benefit to the household. 

(1) Any gain or benefit not in money; 

(m) Vendor payments as defined in WAC 388-49- 
020; 

(n) Money received and used for the care and main- 
tenance of a third-party beneficiary who is not a house- 
hold member; 

(o) Supplemental payments or allowances made under 
federal, state, or local laws for the purpose of offsetting 
increased energy costs; 

(p) Energy allowances included in AFDC, continuing 
general assistance, and refugee assistance grants. 


Number in Grant Energy 
Assistance Unit Exclusion 

І $ ((36)) 

55 

2 ((47)) 

71 

3 ((56)) 

86 

4 ((67)) 

102 

5 ((77)) 

117 

6 ((87)) 

133 

7 ((464)) 

154 

8 or more ((#44)) 

170 


(q) Support payments specified by the support court 
order or other legally binding written support or alimony 
agreement to go directly to a third-party beneficiary 
rather than to the household; 

(r) Support payments not required by the support 
court order or other legally binding written support or 
alimony agreement paid directly to a third party rather 
than to the household; 

(s) Payments from the individual and family grant 
program; 

(t) Public assistance payments: 

(i) Over and above the regular warrant amount, 

(ii) Not normally a part of the regular warrant; and 

(іі) Paid directly to a third party on behalf of the 
household. 

(u) From Jobs Training Partnership Act programs: 

(i) Allowances, and 

(ii) Earnings from on-the-job training by household 
members under parental control and eighteen years of 
age and younger. 

(v) Cash donations based on need: 

(i) Received directly by the household; 

(ii) From one or more private, nonprofit, charitable 
organizations, and 

(ili) Not exceeding three hundred dollars in any fed- 
eral fiscal year quarter. 

(w) Earned income credit((-and 
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(11)--By—a temporarycensus-worker chigibłe_tor_this 
ехсінзіоп)). 

(2) When а child's earnings or amount of work per- 
formed cannot be differentiated from the earnings or 
work performed by other household members, the de- 
partment shall: 

(a) Prorate the earnings equally among the working 
members, and 

(b) Exclude the child's pro rata share. 

(3) When the intended beneficiaries of a single pay- 
ment for care and maintenance of a third-party benefi- 
ciary include both household members and persons not 
in the household, the department shall exclude: 

(a) Any identifiable portion intended and used for the 
care and maintenance of the person out of the house- 
hold; or 

(b) If the portions are not readily identified as: 

(i) An even pro rata share; or 

(ii) The amount actually used for the care and main- 
tenance of the person out of the household, whichever is 
less. 


WSR 91-24-042 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3294—Filed November 27, 1991, 2:08 p.m., effective 
December I, 1991, 12:01 a.m.] 


Date of Adoption: November 27, 1991. 

Purpose: To conform WAC 388-49—520 to the re- 
quirements of 7 CFR 273.21(b). 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-49-520 Prospective income 
budgeting. 

Statutory Authority for Adoption: RCW 74.04.510. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: Current federal regulations 
found at 7 CFR 273.21(b) mandate households not sub- 
ject to mandatory monthly reporting must have their el- 
igibility and benefits determined prospectively. 

Effective Date of Rule: December 1, 1991, 12:01 a.m. 

November 27, 1991 
Leslie F. James, Director 
Administrative Services 
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AMENDATORY SECTION (Amending Order 3184, 
filed 5/31/91, effective 7/1/91) 


WAC 388-49-520 PROSPECTIVE INCOME 
BUDGETING. (1) The department shall budget in- 
come, income deductions, and income exclusions pro- 
spectively for the first two beginning months. 

(2) The department shall budget income, income de- 
ductions, and income exclusions prospectively for the 
entire certification period for: 

(a) Households in which all adult members are elderly 
or disabled and do not have: 

(i) Earned income, or 

(ii) Recent work history as defined in WAC 388-49- 
020(65); 

(b) Migrant households; 

(c) Seasonal farmworker households, and 

(d) Households in which all members are homeless 
individuals, 

(3) The department shall budget the following in- 
come, income deductions, and income exclusions pro- 
spectively, except as provided under МАС 388-49- 
535(6): 

(a) Monthly student financial aid, except for work 
study; 

(b) Public assistance, 

(c) Supplemental security income (SSI); and 

(d) Income from a new household member for the 
first two months of participation when the: 

(i) Household timely reports the new member, and 

(ii) New member has not received benefits within the 
last calendar month. 


((€4)-Fhedepartment-shatt consider income exchisions 


and-deductions-prospectively-when-budgeting income for 
holds-defined-i i : H эо №: 
secttor-)) 


WSR 91-24-043 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3296—Filed November 27, 1991, 2:09 p.m., effective 
December 1, 1991, 12:01 a.m.] 


Date of Adoption: November 27, 1991. 

Purpose: Sets requirements to implement ОВКА- 
1990 law concerning advance directives. The rule re- 
quires providers to maintain for and provide written in- 
formation concerning advance directives. The rule de- 
fines advance directives, gives timelines to providers on 
giving material to adult patients, clarifies who gets the 
information, what the information is and what the limi- 
tations are when to give the material to adult patients. 

Statutory Authority for Adoption: RCW 74.08.090. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
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to comment upon adoption of а permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: To implement Omnibus 
Budget Reconciliation Act of 1990. 

Effective Date of Rule: December 1, 1991, 12:01 a.m. 

November 27, 1991 

Leslie F. James, Director 

Administrative Services 


NEW SECTION 


WAC 388-81-017 ADVANCE DIRECTIVES. (1) 
Each hospital, nursing facility, provider of home health 
care or personal care services, hospice program, or 
health maintenance organization receiving Medicaid 
funds shall: 

(a) Maintain written policies and procedures concern- 
ing a person's right to make medical decisions including 
advance directives; 

(b) Provide written information to all adults receiving 
medical care by or through the provider or organization 
to include the person's right to: 

(i) Make decisions concerning the person's medical 
care; 

(ii) Accept or refuse surgical or medical treatment, 
and 

(ш) Formulate advance directives. 

(c) Provide written information to all adults on poli- 
cies concerning implementation of these rights; 

(d) Document in the person's medical record whether 
or not the person has executed an advance directive, 

(e) Not condition the provision of care or otherwise 
discriminate against a person based on whether or not 
the person has executed an advance directive, 

(f) Ensure compliance with the requirements of chap- 
ters 11.94, 68.50, and 70.122 RCW concerning advance 
directives, and 

(g) Provide for educating staff and the community on 
the requirements advance directives. 

(2) For the purpose of this section, the term "advance 
directive’ means a voluntarily written instruction, such 
as a living will, durable power of attorney for health 
care, or anatomical gift recognized under state law 
(whether statutory or as recognized by the courts of the 
state) and relating to the provision of such care when the 
person і incapacitated. 

(3) The written material distributed by the providers 
concerning medical decision making shall summarize 
state law found in statute and case law and may include 
the actual law, copies of the statute, case law or forms. 

(4) The provider shall give information concerning 
these rights to adults as follows: 

(a) Hospitals, at the time of the person's admission as 
an inpatient, 

(b) Nursing facility, at the time of the person's ad- 
mission as a resident, 

(c) Provider of home health care or personal care ser- 
vices, before the person comes under the care of the 
provider, 

(d) Hospice program, at the time of the initial receipt 
of hospice care by the person in the program; and 
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(e) Health maintenance organization, at the time of 
enrollment or reenrollment of the person with the 
organization. 

(5) This section shall not be construed to require any 
physician, health care facility, or licensed health care 
personnel acting under the direction of a physician to 
implement an advance directive, when the provider ob- 
jects on the basis of conscience. When the physician re- 
fuses to implement the directive, the physician shall 
make a good faith effort to transfer the person to anoth- 
er physician who will implement the person's directive. 

(6) When a person is admitted to a facility in a co- 
matose or otherwise incapacitated state and is unable to 
receive information or say whether such person has exe- 
cuted an advance directive, the provider shall include in- 
formation concerning advance directives with materials 
about the provider's policies and procedures to the fami- 
lies or to the surrogates or other concerned persons of 
the incapacitated person as specified under RCW 7.70- 
.065. The provider is obligated to provide this informa- 
tion to the person once he/she is no longer incapacitated. 

(7) When the person is incapacitated or otherwise un- 
able to receive information or articulate whether such 
person has executed an advance directive and no one 
comes forward with a previously executed advance di- 
rective, the provider shall document a person's file that 
the person was unable to receive information and was 
unable to communicate whether an advance directive 
exists. 

(8) When the patient or a relative, surrogate, or other 
concerned person presents the provider with a copy of 
the person's advance directive, the provider shall comply, 
except as specified under subsection (5) of this section, 
with the advance directive. 


U 


WSR 91-24-044 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3297—Filed November 27, 1991, 2:11 p.m.] 


Date of Adoption: November 27, 1991. 

Purpose: To meet legislative intent (2SSB 5341) es- 
tablishing a foster parent liability fund adding new sec- 
tions to chapters 74.14 and 4.24 RCW. 

Citation of Existing Rules Affected by this Order: 
Amending Chapter 388-70 WAC, Child welfare—Fos- 
ter care—Adoption. 

Statutory Authority for Adoption: RCW 74.08.090. 

Pursuant to notice filed as WSR 91-19-104 оп Sep- 
tember 18, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

November 27, 1991 
Leslie F. James, Director 
Administrative Services 


NEW SECTION 


WAC 388-70-031 FOSTER PARENT LIABILI- 
TY FUND. (1) The state of washington, department of 
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social and health services, under chapter 283, laws of 
1991, establishes a fund to pay liability claims on behalf 
of foster parents licensed under chapter 74.15 RCW. 
The department shall administer this fund and shall pay 
a foster parent's liability claim subject to available 
funds, individual claim limits, and eligibility criteria as 
established under this chapter. 

(2) The department's foster parent liability fund shall 
provide foster parent liability injury and property dam- 
age claims made by a: 

(a) Third party; 

(b) Natural parent; or 

(c) Guardian or guardian ad litem. 

(3) A foster parent liability coverage shall: 

(a) Only apply to an occurrence arising from a foster 
parent's act or omission in the good faith provision of 
foster child care and supervision; and 

(b) Be subject to all legal limitations on a foster par- 
ent's liability. 


NEW SECTION 


WAC 388-70-032 PERIOD OF COVERAGE. 
The department's coverage under the foster parent lia- 
bility fund shall be effective for claims arising out of oc- 
currences on or after July I, 1991. 


NEW SECTION 


WAC 388-70-033 PERSONS ELIGIBLE FOR 
COVERAGE. A person eligible for foster parent liabili- 
ty fund coverage shall be a foster parent licensed by the 
department or a licensed child placing agency as de- 
scribed under chapter 74.15 RCW. 


NEW SECTION 


WAC 388-70-034 LIMITS OF COVERAGE. (1) 
The foster parent's liability fund coverage shall be limit- 
ed to twenty-five thousand dollars per occurrence. "Oc- 
currence" shall be defined for purposes of this WAC as 
the event precipitating the claim. 

(2) The foster parent's claim for a twenty-five thou- 
sand dollar limitation per occurrence shall apply regard- 
less of whether there are multiple claims arising from 
the same occurrence. 

(3) For purposes of this section, the department shall 
consider a liability claim against one or more foster par- 
ents occupying the same household as a single occur- 
rence claim. 

(4) The department's aggregate coverage of the foster 
parent liability fund shall be limited to the availability of 
funds specifically appropriated for the foster parent cov- 
erage minus costs associated with administering the 
coverage. 

(5) The department foster parent liability fund shall 
pay a claim on behalf of a licensed foster parent, within 
the occurrence and aggregate funding limits, for person- 
al injury or property damage of a third party arising 
from a foster parent's act or omission in the good faith 
provision of family foster care and supervision of a foster 
child. 

(6) The department shall not make a payment of 
claims from this liability fund if the foster parent is not 


WSR 91-24-044 


liable to the third party or the foster child's natural par- 
ent or guardian because of any: 

(a) Immunities; 

(b) Limitations; or 

(c) Exclusions provided by law. 

(7) The department's coverage under this foster par- 
ent liability fund shall be in excess of any other available 
liability insurance. 

(8) The department shall not pay a foster parent 
money from this liability fund unless the foster parent 
exhausts all proceeds available from another valid and 
collectible liability insurance. 


NEW SECTION 


WAC 388-70-035 EXCLUSIONS. (1) The de- 
partment's foster parent liability fund shall not pay any 
liability fund claims arising out of a foster parent's ille- 
gal conduct or bad faith acts in providing family foster 
care. 

(2) A foster parent's illegal conduct or bad faith act 
shall include, but is not limited to any: 

(a) Loss arising out of a dishonest, fraudulent, crimi- 
nal or intentional act or omission; 

(b) Loss arising out of licentious, immoral, or sexual 
behavior; 

(c) Actual giving of any alcoholic beverage, which 
causes or contributes to the intoxication of a foster child, 
for whatever reason or cause; and 

(d) Judgment based on alienation of affection against 
a foster parent. 

(3) The department shall specifically exclude the fol- 
lowing from foster parent's liability fund coverage: 

(a) A claim based on an occurrence not arising from 
the family foster care relationship. This exclusion shall 
include a foster child's act occurring: 

(i) As a result of the foster child's visit to or with the 
natural parent; or 

(ii) While temporarily assigned outside the jurisdic- 
tion of the foster parent. 

(b) A bodily injury or property damage arising out of 
the operation or use of any motor vehicle, aircraft, or 
water craft owned by, operated by, rented to, or loaned 
to any foster parent; or 

(c) An injury or damage arising out of an occurrence 
before July 1, 1991. 


NEW SECTION 


WAC 388-70-036 SUBROGATION. (1) If the 
department pays a liability fund claim to a foster parent, 
the department shall be subrogated to a foster parent's 
rights of recovery against any person or organization 
against whom the foster parent may have a legal claim. 

(2) The foster parent shall sign and deliver to the de- 
partment any documents necessary to secure such foster 
parent's rights of subrogation for the state. 


NEW SECTION 


WAC 388-70-037 INVESTIGATION OF 
CLAIMS. (1) The department may conduct an appro- 
priate investigation of any foster parent liability fund 
claim. 
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(2) Тһе foster parent shall fully cooperate with the 
department for any liability fund claims filed against the 
foster parent. 


WSR 91-24-045 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Institutions) 
[Order 3298—Filed November 27, 1991, 2:14 p.m., effective January 
1, 1992} 


Date of Adoption: November 27, 1991. 

Purpose: To increase the rates of payment for an ex- 
amination of mental status for an indigent person who 
has been charged with a crime. The WAC rate of pay- 
ment was established in 1979, and has never had an in- 
flationary increase. This revision will increase the rate by 
one-hundred percent. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 275-59-041 Schedule of maximum 
payment for defendant expert or professional person. 

Statutory Authority for Adoption: RCW 72.01.090. 

Pursuant to notice filed as WSR 91-20-089 on Sep- 
tember 30, 1991. 

Effective Date of Rule: January 1, 1992. 

November 27, 199] 
Leslie F. James, Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 1373, 
filed 3/1/79) ` 


WAC 275-59-041 SCHEDULE OF MAXIMUM 
PAYMENT FOR DEFENDANT EXPERT OR PRO- 
FESSIONAL PERSON. Department payments to an 
expert or professional person ((obtaimed-by)) for depart- 
ment services an indigent person receives shall not ex- 
ceed (( 


an)): 

(1) One hundred dollars an hour for services; or 

(2) Eight hundred dollars total payment for services. 

The department shall only approve ап exception to 
this section ruling when the exception is approved, in 
writing, by the division director. The department shall 
only approve payment for one mental health examina- 
tion per indigent person in each six month period. 


WSR 91-24-046 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3299— Filed November 27, 1991, 2:15 p.m.] 


Date of Adoption: November 27, 1991. 
Purpose: To reduce the duration of refugee cash as- 
sistance, and refugee medical assistance from 12 months 
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to 8 months from the date of entry into the United 
States. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-55-010 Common eligibility condi- 
tions; and 388-55-040 Refugee medical assistance. 

Statutory Authority for Adoption: RCW 43.20А.550. 

Pursuant to notice filed as WSR 91-20-100 оп Sep- 
tember 30, 1991. ! 

Effective Date of Rule: Тһігіу-опе days after filing. 

November 27, 1991 
Leslie F. James, Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 3120, 
filed 12/19/90, effective 1/19/91) 


WAC 388-55-010 COMMON ELIGIBILITY 
CONDITIONS. (1) The department shall grant assist- 
ance to refugees within the provisions of P.L. 96-212, 
the Refugee Assistance Program to applicants who pro- 
vide proof, in the form of documentation issued by Im- 
migration and Naturalization Service (INS), of one of 
the following statuses: 

(a) Admittance from any country having parole status 
as a refugee asylee or parolee under Section 212 (d)(5) 
of the Immigration and Naturalization Act (INA); 

(b) Admittance from any country as a conditional en- 
trant under Section 203 (a)(7) of the INA; 

(c) Admittance from any country as a refugee under 
Section 207 of the ((tmmrgratron—and—Naturahzatron 


Act{) INA(Q)); 
(d) Granted asylum under Section 208 of the INA; 


(е) Admittance with an immigration status that enti- 
tled the individual to refugee assistance prior to enact- 
ment of the Refugee Act of 1980; 

(f) Admittance as an Amerasian immigrant from Vi- 
etnam admitted through the orderly departure program, 
under section 584 of the Foreign Operations Appropria- 
tions Act, incorporated іп the FY88 Continuing Resolu- 
tion P.L. 100-202; and 

(g) Admitted for permanent residence, provided the 
individual previously held one of the statuses described 
in subsection (1)(a), (b), (c), or (d) of this section. 

(2) The department shall transfer eligible refugees to 
the AFDC, FIP, and/or Medicaid programs retroactive- 
ly effective October 1, 1977, or as of such date as the 
refugees qualified for refugee assistance, whichever is 
later. The department shall regard such refugees as re- 
cipients rather than new applicants and shall disregard 
the recipient's income accordingly. 

(3) The department shall determine eligibility for 
AFDC or Medicaid before determining eligibility for the 
refugee assistance program for applications from refu- 
gees not currently receiving refugee cash assistance 
and/or medical assistance. 

(a) If the applicant is not eligible for AFDC or FIP, 
then the department shall determine eligibility under the 
refugee assistance program. 

(b) If the applicant is not eligible for Medicaid, then 
the department shall determine eligibility under the ref- 
ugee assistance medical program. 

(4) The department shall waive requirements of cate- 
gorical relatedness of federal assistance programs, except 
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for mandatory monthly reporting, for refugee assistance 
program. Requirements under WAC 388-24-044 apply. 

(5) The department shall determine as not eligible for 
refugee assistance, refugees terminated from the AFDC 
program because of refusal to comply with eligibility 
requirements. 

(6) Except as specified in subsection (7) of this sec- 
tion, the department shall provide assistance to all refu- 
gees, regardless of family composition, at the AFDC 
monthly standards. The department shall treat income 
and resources according to AFDC standards. The de- 
partment shall not consider resources which are unavail- 
able, including property remaining in other countries, in 
determining eligibility for financial assistance. 

(7) Applicants for and recipients of refugee assistance 
are not eligible for the thirty dollar plus one-third of the 
remainder exemption from earned income. 

(8) The department shall treat the refugee family unit 
including United States citizen children born in this 
country, as a single assistance unit under the refugee as- 
sistance program under the provisions of WAC 388-24- 
050. ў 

(9) Beginning October 1, ((1988)) 1991, for new ар- 


plicants and beginning December 1, 1991, for current 


recipients, the department shall consider refugees meet- 
ing the criteria in this section as eligible for refugee as- 
sistance only during the ((twełve)) eight-month period 
beginning the first ((of-the)) month the refugee ((first)) 
entered the United States. 

(10) The department shall not consider full-time stu- 
dents in an institution of higher education eligible for 
refugee assistance, unless participating in a department- 
approved job or language training program not to exceed 
twelve months. 

(11) The department shall notify the voluntary agency 
(VOLAG) sponsoring the refugee when the refugee ap- 
plies for assistance. 

(12) Refugees meeting the criteria in this section are 
eligible for additional requirements for emergent situa- 
tions under chapter 388-29 WAC. 


AMENDATORY SECTION (Amending Order 2752, 
filed 1/6/89) 


WAC 388-55-040 REFUGEE MEDICAL AS- 
SISTANCE. (1) A refugee receiving a continuing as- 
sistance grant is eligible for medical assistance as speci- 
fied in WAC 388-82-010(1). 

(2) The department shall determine the nonrecipient 
refugee eligibility for medical care as specified in chap- 
ter 388-83 WAC. The department shall base eligibility 
on medical and financial need only; requirements of cat- 
egorical relatedness are waived. 

(3) The department shall apply WAC 388-55-030(1) 
in determining the amount of participation in medical 
costs for refugee medical assistance recipients. 

(4) The refugee financial assistance recipient who be- 
comes ineligible because of increased income from em- 
ployment shall remain eligible for medical assistance for 
four calendar months beginning with the month of ineli- 
gibility provided: 

(a) In the case of a single individual assistance unit 
the individual: 
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(i) ((Fhe-individuat-reecived)) Receives assistance in 
at least three of the six months immediately preceding 
the month of ineligibility; and 

(ii) ((Не-от-віге)) Continues employment. 

(b) In the case of a multiple individual assistance unit: 

(1) The family received assistance in at least three of 
the six months immediately preceding the month of in- 
eligibility; and | 

(ii) A member of the family continues employment. 

(5) Medical need is not an eligibility factor for sub- 
section (4)(a) or (b) of this section. 

(6) Refugee recipients shall have continuing eligibility 
for financial and medical assistance redetermined at 
least once in every six months of continuous receipt of 
assistance. 


(7) Effective October 1, 1991, for new applicants and 
effective December 1, 1991, for current recipients, per- 


sons meeting the criteria in this section are eligible for 
refugee assistance only during the ((twelve)) eight- 
month period beginning in the first month the person 
entered the United States. 


WSR 91-24-047 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Order 3300—Filed November 27, 1991, 2:19 p.m.] 


Date of Adoption: November 27, 1991. 

Purpose: To update rules regarding organization and 
revise rules on public records, disclosure and indices. 

Citation of Existing Rules Affected by this Order: 
Amending Chapter 388-320 WAC, Public records dis- 
closure— Administrative procedures. 

Statutory Authority for Adoption: RCW 42.17.240, 
34.05.220, and chapters 17.250 and 17.260 RCW. 

Pursuant to notice filed as WSR 91-20-091 on Sep- 
tember 30, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: RCW 34.05.355(1) statement for chapter 
388-320 WAC: The reason for adopting these rules is to 
inform the public of the department's organization, re- 
cords disclosure procedure, and other areas. Rules doing 
so are required by RCW 42.17.240, 42.17.250, and 34- 
„05.220. The final rules differ from the proposed rules as 
follows: Proposed WAC 388-320-100(2) was moved to 
subsection 130(2) because the subsection treats how to 
request a record and this topic is dealt with in WAC 
388-320-130. In addition, filing a request for research 
purposes with the human research review section was 
made optional instead of mandatory and their mailing 
address is given, each in response to comment from the 
public. Proposed 388-320-100(3) has been moved to 
become 388—320—100(2) in the final rules. In addition, 
the proposed changes were deleted except wording for 
clarity and adding "reasonably" to define the require- 
ment that the agency "take the most reasonably timely 
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possible action." Restoring the original text was in re- 
sponse to a comment that as proposed the agency ap- 
peared to be saying a ten day response would be timely 
under all circumstances. WAC 388-320-110 and 388- 
320-135 were proposed to be repealed. They have been 
retained as rules in response to comment that the provi- 
sions provided notice to those who do not have access to 
the statutes and made their dealing with the agency 
more effective. Proposed WAC 388-320-130 (2), (5), 
and (6) are changed. Subsection (2) was reworded. That 
subsection and WAC 388-320-130 (5) and (6) меге 
moved to become new WAC 388-320-133 (1), (2), and 
(3), respectively. The changes from proposed WAC 388- 
320-130(2) to new WAC 388-320-133(1) were in re- 
sponse to comment that the rule as proposed, if applied 
literally, would have the agency denying the entire 
record if only one part contained exempt information. 
This, the commentor pointed out, would be contrary to 
statutory law. New WAC 388-320-133(1) has been ex- 
panded to respond to this comment; it now accurately 
states our intent, and that which has been and will con- 
tinue to be our practice. Proposed WAC 388-320- 
130(7) has been deleted in its entirety. It paraphrased 
RCW 42.17.310(2), last sentence. By repealing the rule 
and relying on the statutory provision the department 
intends to avoid any misunderstanding that its practice 
differs from what is set forth in the Disclosure Act. The 
lead in to WAC 388-320-220(1) has been reworded. 
This change, when read with new 388-320-133(1), ге- 
sponds to a comment that exemptions do not necessarily 
impose a positive duty to deny a request for disclosure. 
In WAC 388-320-220(1) the word "personal" as а 
modifier to "information" has been restored. А 
commentor objected to the proposed removal on the 
grounds the rule should reflect that the agency can 
withhold information only to the extent authorized by 
the statute cited in the rule. In addition, proposed WAC 
388—320-220(1) has been made WAC 388-320-220 (1) 
and (2) and the remaining subsections renumbered so 
that each rule subsection refers and cites to a separate 
exemption contained in the higher law. 
Effective Date of Rule: Thirty—one days after filing. 
November 27, 1991 
Leslie F. James, Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 1609, 
filed 2/19/81) 


WAC 388-320-010 PURPOSE. The purpose of 
this chapter ((shatt-be)) is to ensure compliance by the 
department of social and "health services with ((the-pro- 
visrons—of-the-Public-Records-BPisclosure-Act;)) RCW 
42.17.250 through 42.17.340, 34.05.220 through 34.05- 
.240, and 34.05.330. 
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Fhese-sections-apply-to-att offices of -tlre-department:) ) 


AMENDATORY SECTION (Amending Order 899, 
filed 1/25/74) 


WAC 388-320-030 ESTABLISHMENT OF DE- 
PARTMENT. (1) The department of social and health 
services was created ((effective Futyt1970-umder-the 
authority-of)) by chapter 43. 20A RCW. Al Ene forme 


(2) The department was established to integrate and 
coordinate most of those activities of the state of 
Washington which involve provision of care for individ- 
uals who, because of economic, social, or health condi- 
tions, require financial assistance, institutional care, or 
rehabilitative or other social or health services. Programs 


the department administers include: 
(a) Aging and adult services; 
(b) Alcohol and substance abuse; 
(c) Children and family services; 
(d) Deaf and hard of hearing; 
(е) Developmental disabilities; 
(f) Income assistance; 
(g) Juvenile rehabilitation; 
(h) Medical assistance; 
(i) Mental health; 
(j) Refugee assistance; and 


(k) Vocational rehabilitation. 
(3) The (( 


ts-tocated in-Olympta-Regionat-andtocatunitsareto- 
cated-throughout-the-state)) department's basic organi- 
zational structure is built around major functions. Re- 
sponsibility for program development is assigned to staff 
in state administrative offices located in Olympia. Re- 
sponsibility for program operation is assigned to staff in 
regional and local units located throughout the state. An 
organization chart is available upon request from Media 
Relations, PO Box 45110, Olympia WA 98504. 


AMENDATORY SECTION (Amending Order 1609, 
filed 2/19/81) 


WAC 388-320-100 PUBLIC RECORDS AVAIL- 
ABLE. (1) АШ public records of the department are 
available for disclosure except as otherwise provided by 
((theserutes)) law. 

(2) ((Requests-for any identifiabłe-public-record may 
на Ж thed i I 
requcsts-forrescarch purposes shal-be madc-drrectiy-to 
het ; : Aa 

€3})) The department shall ((at-aH-times)) take the 
most reasonably timely possible action on requests for 
disclosure((; )). If the department ((słrałł)) does not ге- 
spond in writing within ten working days of receipt of 


- the request for disclosure, (( 


entitte)) the person seeking disclosure shall be entitled to 


consider the request denied and petition the public re- 
cords officer ((pursuant-to)) under WAC 388-320-210. 
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AMENDATORY SECTION (Amending Order 1609, 
filed 2/19/81) 


WAC 388-320-130 REQUEST FOR DISCLO- 
SURE OF А PUBLIC RECORD((S)). (1) А request 
for disclosure of a public record may be oral or written. 
((Such)) A request need merely identify with reasonable 
certainty the record sought to be disclosed. 

(2) A request for disclosure shall be made during cus- 


tomary business hours and may be made at my office of 
the department. A request for research purposes should 
be made at the human research section (mailing address: 
in care of the Office of the Secretary, P.O. Box 45010, 
Olympia WA 98504). 


(3) (¢ 
Т )) When the law makes 


commrerctal-or-polittcal-purposes 
a record disclosable to a specific person, a requestor ma 
be required to rovide ersonal identification. 

(( 


identification) ) 

Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 
published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


NEW SECTION 


WAC 388-320-133 APPROVAL OR DENIAL 
OF REQUEST. (1)(a) A request for a record which 
does not contain exempt information shall be granted 
and the record disclosed. 

(b) A request for a record which contains information 
that is exempt shall be granted in part when the exempt 
information can be deleted so release of the remainder 
does not violate privacy or vital government interest. 
When a record is released with exempt information de- 
leted, notations which protect privacy and vital govern- 
ment interests should be made so the nature of the de- 
leted information is made known. 

(c) A request for a record which contains information 
that is exempt shall be denied when the exempt infor- 
mation can not be deleted and the remainder released 
without violating privacy or vital government interest. 

(2) A request for a list of individuals requested for 
commercial purposes shall be denied except as disclosure 
is authorized under RCW 42.17.260(6). 

(3) A denial of a request for disclosure shall be ac- 
companied by a written statement of the specific exemp- 
tion authorizing the withholding of the record, or part of 
the record, and a brief explanation of how the exemption 
applies to the record withheld. 
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AMENDATORY SECTION (Amending Order 1609, 
filed 2/19/81) 


WAC 388-320-140 FEES—INSPECTION AND 
COPYING. (1) No fee shall be charged for the inspec- 
tion of public records. 

(2) The department shall collect the following fees to 
reimburse itself for ((aetwat)) costs incident to providing 
copies of public records: 

(a) ((hrtheinstance of mamrałsand-manuatrevistons 
to-hołders-of manwałs;)) The actual cost ((shaH-be-that)) 
of printing ((and—mathng)) manuals and manual 
revisions; 

(b) The actual cost of copying ((of)) blueprints and 
like materials involving an extraordinary expense ((shal 
be fully reimbursed-to-the-department)); 

(c) (( 
ten)) Twenty-five е cents per page((;-pius-postage-if-any; 
providedthat: 
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free)) for black and white photocopies; and 

(d) The cost of postage if any. 

(Gir) Additronatty,where-a)) (3) When the depart- 
ment is a party іп an administrative hearing ((or-triaHis 
don у the ((public-disclosure-coordinator)) 

department shall authorize ((additionał)) free copying of 
((matertats)) records from a department file when the 
records are demonstrated to be relevant((7where)) and 
the client is indigent. 

((€3))) (4) Nothing contained in this section shall 
preclude the department from agreeing to exchange or 
provide copies of manuals or other public records with 
other ((state-or-federał)) government agencies((—when= 
ever)) when doing so is in the best interest of the 
department. 

((€4))) (5) The secretary of the department ((or-his)), 
the secretary's designee ((#)), апа disclosure coordina- 
tors are authorized to waive any of the foregoing 


((copying)) costs. Factors considered in deciding wheth- 
er to waive costs include: providing the copy will facili- 
tate administering the program and/or the expense of 
processing the payment exceeds the copying and postage 


cost. 


AMENDATORY SECTION (Amending Order 1938, 
filed 1/13/83) 


WAC 388-320-220 EXEMPTIONS TO PUBLIC 
RECORDS DISCLOSURE. ((Nondiscłosabłe—records 


:)) 
(1) Personal information in any file((s-coneerning-a 


chent)) maintained for clients of public institutions or 
welfare recipients, to the extent required by RCW 42- 


.17.310 (1)(a) ((and7er)). 
(2) Information regarding applicants and recipients of 


public assistance to the extent required by RCW 74.04- 
.060((;—ineluding-departmental—evaluations—of-informa- 
trons-of-information-received-from-providers-of-services; 


1c:)) How- 
ever, disclosure may be made to the client or the client's 
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representative, except as otherwise prohibited by ((these 


contained-in)) law; 

(3) Vocational rehabilitation records to the extent re- 
quired by 34 С.Е.К. 361.49; 

(4) Juvenile justice or juvenile care records to the ex- 
tent required by chapter 13.50 RCW; 

Juvenile justice or juvenile care records to the extent 
required by chapter 13.50 RCW; 

(5) Alcohol and drug abuse patient records to the ex- 
tent required by 42 C.F.R. chapter | part П or other 
federal law and regulations; 

(6) Records concerning applicants or recipients of 
support enforcement activities to the extent required by 
45 C.F.R. 302.18 or RCW 26.23.120; 

(7) Office of support enforcement information regard- 
ing location of parents to the extent required by RCW 
74.20.280; 

(8) Adoption and voluntary termination of parent- 
child relationship records to the extent required by 
chapter 26.32 RCW and financial information received 
from adoptive parents to the extent required by RCW 
74.13.121; 

(9) Mental illness and inebriacy records to the extent 
required by RCW 71.05.390; 

(10) The central registry of reported cases of child 
abuse or abuse of developmentally disabled persons to 
the extent required by RCW 26.44.070; 

(11) Records of patients and inmates of state institu- 
tions to the extent required by RCW 72.01.290; 


(12) Nursing home records to the extent required by 
RCW 18.51.190, 70.124.010, and 74.46.820; 
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(13) Records maintained by rape crisis centers to the 
extent required by RCW 70.125.065; 

(14) Competitive contract procurement instruments, 
such as a request for proposals or an invitation for bids, 
prior to the release to potential bidders; proposals and 
bids received in response to competitive contract pro- 
curement instruments until either the public opening of 
bids or, for proposals, the contractor and the department 
have signed the contract, under RCW 43.20A.050; 

(15) Personal information in files maintained for an 
employee or volunteers of the department to the extent 
required by RCW 42.17.310 (1)(b) and (u); 

(16) Specific intelligence((;)) information and specific 
investigative((7-amd-other-related-files)) records compiled 
by investigative, law enforcement ((or)), and penology 
agencies, and state agencies vested with the responsibili- 
ty to discipline members of any profession((-CPROVTD- 

)), the nondisclosure of which is 


essential to effective law enforcement or for the protec- 


tion of any person's right to privacy under RCW 42.17- 
.310 (1)(d). Under the rules set forth in chapter 388-08 
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WAC, ((thehearings—examiner)) Administrative Law 

and Review Judges may make determinations in the fol- 
lowing program areas only: Public assistance and/or 
food stamp programs as to whether the circumstances of 
a particular case, when weighing the public interest in 
protecting the flow of information against the individu- 
al's right to prepare his or her defense, necessitates non- 
disclosure of particular intelligence or investigative in- 
formation: PROVIDED FURTHER, That nothing in 
this regulation shall be deemed to deny adequate oppor- 
tunity to the appellant or his or her representative, to 
examine any intelligence or investigative information to 
be used by the agency at the hearing. As used in these 
regulations, intelligence and investigative information 
includes the following: 

(a) Allegations or complaints of suspected criminal 
activity; 

(b) Identification of informants, complainants, any 
person whose ((tife-ortimb)) physical safety or property 
may be endangered by such disclosure, and potential 
witnesses regarding alleged criminal activity; 

(c) Identification of and reports concerning criminal 
suspects other than the person who is the subject of the 
fair hearing; 

(d) Assessments, reports, notes or voice recordings of 
law enforcement officials or officials of a criminal justice 
agency, as defined in RCW 10.97.030, concerning the 
person who is the subject of the fair hearing, informants 
or potential witnesses; and 

(e) Criminal history information relating to persons or 
organizations other than the person or persons who are 
the subject of the fair hearing. 


M pio л 5 5 


+2) Bełiberative materiał as -opposedto"facts upon 
which-a-decision-is-based;-contaimed-in)) (17) Informa- 


tion revealing the identity of persons who file complaints 
with investipative, law enforcement, or penology agen- 
cies, other than the public disclosure commission, if dis- 
closure would endanger any persons's life, physical safe- 
ty, or property. If at the time the complaint is filed the 
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complainant indicates a desire for disclosure or nondis- 
closure, such desire shall govern pursuant to RCW 42- 
.17.310 (1)(e); 


(18) Preliminary drafts, notes, recommendations, and 
іпіга-арепсу ( ) memorandums in which 
opinions are expressed or policies formulated or recom- 
mended, except that a specific record shall not be ((dis= 
ełosabłe)) exempt when publicly cited by the department 
in connection with any action (( i 
by)) under RCW 42.17.310 (1)(1)((—6))); and 

(19) Records relevant to a controversy to which the 
department is a party but which records would not be 
available to another party under the rules of pretrial 
discovery for causes pending in the superior courts((—in= 


-050)) under RCW 42.17.310 (1)(j). 


Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 
published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


Reviser's note: The typographical error in the above section oc- 
curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 388-320-450 INTERPRETIVE AND POL- 
ICY STATEMENTS ROSTER AND INDEX. (1) Le- 
gal authority for this rule is RCW 34.05.220 and 42.17- 
.260 (4)(d) and (e). 

(2) The department's index of interpretive and policy 
statements is administered by the Office of Issuances. 
Statements in existence July 1, 1990 were made part of 
the index and new statements are added to the index 
upon issuance. The index is revised approximately every 
two years. 

(3) The index is available for public inspection at the 
Office of Issuances located in Office Building No. 2, 
Olympia WA. 

(4) A person wishing to inspect or receive copies of 
interpretive and policy statements issued by the depart- 
ment shall submit a written request to: Office of Issu- 
ances, PO Box 45805, Olympia WA 98504-5805. 
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NEW SECTION 


WAC 388-320-460 FINAL ADJUDICATIVE 
AND DECLARATORY ORDER INDEX. (1) Legal 
authority for this rule is RCW 42.17.260 (4)(b) and (c). 
Each state agency is required to, by rule, establish and 
implement a system of indexing for the identification 
and location of final adjudicative orders and declaratory 
orders that contain an analysis or decision of substantial 
importance to the agency, in carrying out its duties. The 
requirement applies to orders entered after June 30, 
1990. 

(2) The department's adjudicative and declaratory or- 
der indexing system is administered by the office of 
appeals. 

(3) The system of indexing is as follows: 

(a) Separate indices may be established by program 
category, including but not limited to benefits, (such as 
public assistance and food stamps); child support; and 
license, rate, and similar programs; 

(b) Staff of the office of appeals select the orders to be 
indexed. Review final adjudicative and declaratory or- 
ders in all programs are evaluated and those orders 
which have substantial importance are selected for in- 
clusion in the index; 

(c) Any person may nominate a final adjudicative or- 
der or declaratory order to be evaluated for indexing by 
writing the Office of Appeals, PO Box 2465, Olympia 
WA 98504-2465 and attaching a copy of the nominated 
order; 

(d) Selected orders are indexed by a phrase describing 
the issue or holding and by a citation to the law involv- 
ed; and 

(e) The index contains a copy or a synopsis of the 
order. 

(4) The index is available for public inspection at the 
Office of Appeals located in Office Building No. 2, 
Olympia Washington. 

(5) Requests to be on the mailing list of indexed or- 
ders shall be made to: Office of Appeals, PO Box 2465, 
Olympia WA 98504—2465. 


NEW SECTION 


WAC 388-320-470 SUBSCRIPTION ТО ADJU- 
DICATIVE ORDERS INVOLVING NURSING 
HOMES. (1) The department maintains a list of sub- 
scribers who have asked to receive copies of all initial 
and review decisions in adjudicative proceedings involv- 
ing nursing homes, including but not limited to, licensing 
and survey sanctions. 

(2) An application to become a subscriber shall be 
made to the Office of Appeals, PO Box 2465, Olympia 
WA 98504-2465. The application shall contain the 
name, address, and telephone number of the applicant 
and include the fee described in subsection (3). 

(3) Subscribers shall be charged a fee to offset the 
costs of copying, postage, and other related administra- 
tive costs. The fee shall be adjusted yearly to reflect the 
costs for the prior year. An application to become a 
subscriber shall include a deposit of forty dollars. Sub- 
scriber shall be billed yearly for the subscription fee for 
the prior year, and if payment is not received within 
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fourteen days after the billing, the subscription shall be 
canceled and the deposit applied against the unpaid 
balance. 


REPEALER 


The following sections of the Washington Adminis- 
trative Code are repealed: 


WAC 388-320-020 DEFINITIONS. 

WAC 388-320-035 PROGRAMS OPERATED 
BY DEPARTMENT. 

WAC 388-320-040 OPERATIONS AND PRO- 
CEDURE—ORGANIZATION. 

WAC 388-320-045 OPERATIONS AND PRO- 
CEDURE—OFFICE OF SECRETARY. 

WAC 388-320-050 OPERATIONS AND PRO- 
CEDURE—PROGRAM DIVISIONS. 

WAC 388-320-080 OPERATIONS AND PRO- 
CEDURE—OTHER ORGANIZATIONAL UNITS. 

WAC 388-320-090 OPERATIONS AND PRO- 
CEDURE—RULES ADOPTION AND 
PUBLICATION. 

WAC 388-320-092 

WAC 388-320-180 

WAC 388-320-184 
ICY STATEMENTS. 

WAC 388-320-185 
ORDER INDEX. 

WAC 388-320-230 
PARENTS. 


STATEMENTS OF POLICY. 
RECORDS INDEX. 
INTERPRETIVE AND POL- 


FINAL ADJUDICATIVE 


VISITATION RIGHTS OF 


WSR 91-24-048 
PERMANENT RULES 
POLLUTION LIABILITY 
INSURANCE AGENCY 
[Filed November 27, 1991, 2:22 р.т.) 


Date of Adoption: November 27, 1991. 

Purpose: To provide grants to owners and operators of 
petroleum underground storage tanks in rural and re- 
mote communities in Washington state. 

Statutory Authority for Adoption: Chapter 70.148 
RCW. 

Pursuant to notice filed as WSR 91-21-072 on Octo- 
ber 18, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

November 27, 1991 
James M. Sims 
Director 


UNDERGROUND STORAGE TANK 
COMMUNITY ASSISTANCE PROGRAM 
Proposed Chapter 374-60 WAC 


NEW SECTION 


WAC 374-60-010 AUTHORITY AND PUR- 
POSE. The purpose of this chapter is to clarify eligibili- 
ty criteria and requirements for the conduct of the Un- 
derground Storage Tank Community Assistance Pro- 
gram as set forth in RCW 70.148. 
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This chapter recognizes the hardship posed by loss of 
local sources of petroleum products faced by rural and 
remote communities, local governments and rural hospi- 
tals due to an inability to meet U.S. Environmental Pro- 
tection Agency and Department of Ecology regulations 
and requirements for petroleum underground storage 
tanks. The Underground Storage Tank Community As- 
sistance Program will award grants to qualifying pri- 
vately owned and operated sources of petroleum pro- 
ducts, local government entities, and rural hospitals 
meeting vital government, public health, education or 
safety needs for replacement or upgrading and, if re- 
quired, clean up of underground petroleum storage tank 
sites. 


NEW SECTION 


WAC 374-60-020 DEFINITIONS. (1) "Agency" 
means the Washington State Pollution Liability Insur- 
ance Agency. 

(2) "Charity care" means necessary hospital health 
care rendered to indigent persons, to the extent that the 
persons are unable to pay for the care or to pay deducti- 
bles or co-insurance amounts required by a third party 
payor, as determined by the Washington State Hospital 
Commission. (Defined in RCW 70.39.020). 

(3) "Cleanup" means any remedial action taken that 
complies with WAC 173-340-450 and any remedial ac- 
tion taken at a site to eliminate, render less toxic, stabi- 
lize, contain, immobilize, isolate, treat, destroy, or re- 
move a hazardous substance that complies with WAC 
173-340-360. 

(4) "Community Assistance Program" means the pro- 
gram established by the Washington State Legislature 
under the provision of RCW 70.148 to provide financial 
assistance grants to: — — 

(a) Private owners and operators of underground pe- 
troleum storage tanks; 

(b) local governmental entities, and; 

(c) rural hospitals. 

(5) "Director" means the director of the Washington 
State Pollution Liability Insurance Agency. 

(6) "Local government entity" means a unit of local 
government, either general purpose or special purpose, 
and includes but is not limited to, counties, cities, towns, 
school districts and other governmental and political 
subdivisions. The local government unit must perform a 
public purpose and either: 

(a) Receive an annual appropriation; 

(b) have taxing power; and 

(c) derive authority from state or local government 
law enforcement power. 

(7) "Operator" means any person in control of, or 
having responsibility for, the daily operation of a petro- 
leum underground storage tank system. (Defined in 
RCW 70.148.010.) 

(8) "Owner" means any person who owns a petroleum 
underground storage tank. (Defined in RCW 
70.148.010.) 

(9) "Petroleum" means crude oil or any fraction of 
crude oil that is liquid at standard conditions of temper- 
ature and pressure (sixty degrees Fahrenheit and 14.7 
pounds per square inch absolute) and includes gasoline, 
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kerosene, heating oils and diesel fuels. (Defined in RCW 
70.148.010.) 

(10) "Private owner or operator" means any person, 
corporation, partnership or business that owns or oper- 
ates one or more regulated petroleum underground stor- 
age tanks maintained for the purpose of providing petro- 
leum products for retail sale to the public. 

(11) "Release" means the emission, discharge, dispos- 
al, dispersal, seepage, or escape of petroleum from an 
underground storage tank into or upon land, groundwa- 
ter, surface water, subsurface soils, or the atmosphere. 
(Defined in RCW 70.148.010.) 

(12) "Remote rural community" means a geographic 
area outside the boundaries of an urban area of 10,000 
or more of population, and which is either (1) in an in- 
corporated city or town located at a distance from an 
incorporated city or town or urban area of 10,000 or 
more of population or, (2) in an area outside of an in- 
corporated city or town and at a distance from an incor- 
porated city or town or urban area of 10,000 or more of 
population. 

(13) "Rural hospital" means a hospital located any- 
where in the state except the following areas: | 

(а) The counties of Snohomish (including Camano 15- 
land), King, Kitsap, Pierce, Thurston, Clark and 
Spokane; 

(b) Areas within a twenty-five mile radius of an ur- 
ban area with a population exceeding thirty thousand 
persons; and 

(c) Those cities or city—clusters located in rural coun- 
ties but which for all practical purposes are urban. These 
areas are Bellingham, Aberdeen-Hoquiam, Longview- 
Kelso, Wenatchee, Yakima, Sunnyside, Richland- 
Kennewick-Pasco, and Walla Walla. (Defined in RCW 
18.89.020.) 

(14) "Serious financial hardship" means: 

(a) For a private sector applicant, that the applicant 
can provide conclusive evidence that the business and/or 
business operator(s), business owner(s) having a 20% or 
greater interest in the business or other persons with a 
beneficial interest in the business' profits do not have the 
cash, cash equivalents or borrowing capacity to bring a 
petroleum underground storage tank system into compli- 
ance with all federal and state underground storage tank 
regulations and requirements scheduled to be in effect on 
December 22, 1998. 

(b) For a public sector applicant, that the applicant 
can provide conclusive evidence that the unit of govern- 
ment does not have adequate fund balances, debt capac- 
ity or other local revenue generating options to bring a 
petroleum underground storage tank system into compli- 
ance with all federal and state underground storage tank 
regulations and requirements scheduled to be in effect on 
December 22, 1998; and 

(c) For a rural hospital, that the applicant can provide 
conclusive evidence that the rural hospital does not have 
the cash, cash equivalents or borrowing capacity to bring 
‘a petroleum underground storage tank system into com- 
pliance with all federal and state underground storage 
tank regulations and requirements scheduled to be in ef- 
fect on December 22, 1998. 
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(15) "Underground storage tank (UST)" means any 
one or combination of tanks, including underground 
pipes connected to the tank, that is used to contain an 
accumulation of petroleum and the volume of which (in- 
cluding the volume of underground pipes connected to 
the tank) is ten percent or more beneath the surface of 
the ground. (Defined in RCW 70.148.010.) 

(16) "UST site" means the location at which under- 
ground storage tanks are in place or will be placed. An 
UST site encompasses all of the property with a contig- 
uous ownership that is associated with the use of the 
tanks. (Defined in WAC 173-360-120.) 

(17) "Vital local government, public health, education 
or safety need" means an essential or indispensable ser- 
vice provided by government for citizens. 


NEW SECTION 


WAC 374-60-030 APPEALS. An applicant may 
appeal a decision made under the UST Community As- 
sistance Program to the director. The director shall con- 
duct an adjudicative hearing proceeding under Chapter 
34.05 RCW. [1990 c 383, 9; c 383, 9.] 

Reviser's note: Тһе brackets and enclosed material in the text of 


the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 374-60-040 COMMUNICATIONS. АП 
communications with the Pollution Liability Insurance 
Agency shall be addressed to: 


Director 

Pollution Liability Insurance Agency 
1015 10th Avenue SE 

PO BOX 40930 

Olympia WA 98504-0930 


NEW SECTION 


WAC 374-60-050 DOCUMENTS - WHEN 
FILED. No applications for assistance, pleadings, or 
other documents submitted under the Underground 
Storage Tank Community Assistance Program shall be 
considered filed with, or served on, the Pollution Liabili- 
ty Insurance Agency until it is received at the offices of 
said agency at 1015 10th Avenue SE, PO BOX 40930, 
Olympia WA 98504-0930. 


NEW SECTION 


WAC 374-60-060 APPLICATIONS. (1) Applica- 
tions for assistance under the Underground Storage 
Tank Community Assistance Program shall be made on 
forms furnished by the agency in accordance with their 
instructions. All applications shall be legible, contain all 
the information required and shall be accompanied by 
all required documents and exhibits. 

(a) Applications which are illegible, incomplete, or 
which fail to include all necessary information, docu- 
ments or exhibits, or which are otherwise not in compli- 
ance with these rules, may be rejected by the agency. 

(b) The agency may ignore defects in applications 
which are immaterial or insubstantial. 
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(2) Separate and different applications will Бе рге- 
pared for: 

(a) Private owners and operators; 

(b) Local government entities; and 

(c) Rural hospitals. 

(3) Applications will be prepared in two parts: 

(a) Part I of the application is designed to determine 
if the applicant meets certain eligibility criteria estab- 
lished for the program. 

(b) Part II of the application is designed to determine 
if the applicant meets the financial eligibility criteria es- 
tablished for a grant, and requires detailed financial in- 
formation, submission of a construction proposal, and 
certification by a local government entity of the vital lo- 
cal government, public health, education or safety need 
met by the continued operation of the UST(s). 

(4) The director shall provide forms to local govern- 
ment entities for certification that continued operation of 
UST(s) by the private owners and operators is necessary 
to meet vital local government, public health, education 
or safety needs. Such certification shall consist of a local 
government resolution certifying: 

(a) That other petroleum providers are remote from 
the community; 

(b) That the applicant is capable of faithfully fulfill- 
ing the agreement required for financial assistance; 

(c) The specific vital need or needs the owner or oper- 
ator meets; and 

(d) Designating the local official who will be responsi- 
ble for negotiating the contract for provision of cost—plus 
petroleum products to the local governmental entity. 

(5) The director shall provide forms to local govern- 
ment entities for certification that maintaining continued 
operation of the petroleum UST(s) owned by the local 
government meets a vital local public health, education 
or safety need. Such certification shall consist of a local 
government resolution certifying: 

(a) That continued operation of the UST(s) meets a 
vital local government, public health, education or safety 
need; and 

(b) That a practical and viable funding alternative for 
the replacement, upgrade or consolidation of the UST(s) 
does not exist. 

(6) The director shall provide forms to local govern- 
ment entities for certification that UST(s) operated by 
rural hospitals meet vital public health, and safety needs. 
Such certification shall consist of a local government 
resolution certifying that the continued operation of the 
UST(s) by the rural hospital is necessary. 


NEW SECTION 


WAC 374—60-070 ELIGIBILITY - PRIVATE 
OWNERS AND OPERATORS. Private owners and 
operators, or a combination thereof, of an UST site may 
be eligible for an Underground Storage Tank Commu- 
nity Assistance Program grant if they meet the following 
requirements: 

(a) Be the owner or operator of an UST(s) located in 
the state of Washington which is regulated by the U.S. 
Environmental Protection Agency and the Department 
of Ecology and for which proof of financial responsibility 
is currently or will be required; 
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(b) Own or operate a business selling petroleum pro- 
ducts to the public in a remote rural area; 

(c) Demonstrate that the UST(s) is registered with 
the Department of Ecology; 

(d) Demonstrate that the replacement or upgrading of 
the UST(s) and cleanup of the site would, without fi- 
nancial assistance, create serious financial hardship; 

(e) Demonstrate that continued operation of the 
UST(s) meets a vital local government, public health or 
safety need, as evidenced by a local government entity's 
certification; and 

(f) Provide proof that the UST(s) is insured against 
pollution liability or that application for pollution liabil- 
ity insurance has been made. Applicants must apply for 
insurance with one of the two insurers reinsured by the 
agency. 


NEW SECTION 


WAC 374-60-080 ELIGIBILITY - LOCAL 
GOVERNMENT ENTITIES. A local government may 
be eligible for an Underground Storage Tank Commu- 
nity Assistance Program grant if it meets the following 
requirements: 

(a) Be the owner or operator of an UST(s) located in 
the state of Washington which is regulated by the U.S. 
Environmental Protection Agency and the Department 
of Ecology and for which proof of financial responsibility 
is currently or will be required; 

(b) Demonstrate that the UST(s) is registered with 
the Department of Ecology; 

(c) Demonstrate that the replacement or upgrading of 
the UST(s) and cleanup of the site would, without fi- 
nancial assistance, create serious financial hardship; 

(d) Demonstrate that continued operation of the 
UST(s) meets a vital local government, public health, 
education or safety need; and 

(e) Provide proof that the UST(s) is insured against 
pollution liability or that application for pollution liabil- 
ity insurance has been made. Applicants must apply for 
insurance with one of the two insurers reinsured by the 
agency. 


NEW SECTION 


WAC 374-60-090 ELIGIBILITY - RURAL 
HOSPITALS. A rural hospital may be eligible for an 
Underground Storage Tank Community Assistance Pro- 
gram grant if it meets the following requirements: 

(a) Be the owner or operator of an UST(s) located in 
the state of Washington which is regulated by the U.S. 
Environmental Protection Agency and the Department 
of Ecology and for which proof of financial responsibility 
is currently or will be required; 

(b) Demonstrate that the UST(s) is registered with 
the Department of Ecology; 

(c) Demonstrate that the replacement or upgrading of 
the UST(s) and cleanup of the site would, without fi- 
nancial assistance, create serious financial hardship; 

(d) Demonstrate that continued operation of the 
UST(s) meets a vital local government, public health or 
safety need as evidenced by a local governmental entity's 
certification; and 
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(e) Provide proof that the UST(s) is insured against 
pollution liability or that application for pollution liabil- 
ity insurance has been made. Applicants must apply for 
insurance with one of the two insurers reinsured by the 
agency. 


NEW SECTION 


WAC 374-60-100 EVALUATION. (1) Evaluation 
of applications for the UST Community Assistance Pro- 
gram will be based on an assessment of eligibility, based 
on the requirements included in RCW 70.148. 

(2) Applications of private owners and operators will 
be judged on three criteria. Evaluations will be based on: 

(a) The financial condition of both the business and its 
owner(s) and operator(s) to determine if serious finan- 
cial hardship exists; З 

(b) The vital local government ог public health or 
safety need(s) provided by the business; and 

(с) Location and type of business. 

(3) Applications of local government entities will be 
judged on three criteria. Evaluations will be based on: 

(a) The financial condition of the local government 
entity to determine if a serious financial hardship exists; 

(b) The vital local public health, education, or safety 
need(s) met by the continued operation of the UST(s); 
and 

(c) Priority shall be given to local government entities 
which consolidate multiple operational UST(s) into as 
few sites as possible. 

(4) Applications of rural hospitals will be judged on 
two criteria. Evaluations will be based on: 

(a) The financial condition of the hospital to deter- 
mine if a serious financial hardship exists; and 

(b) The vital local public health or safety need(s) met 
by the continued operation of the UST(s). 

(5) Evaluation of applications will be conducted by 
screening teams that will assess and score Part I of the 
application, and by screening teams that will assess and 
score Part II of the application. The assessments of the 
screening teams will be compiled and presented with a 
recommendation to the agency director. The director 
shall review applications with the Pollution Liability In- 
surance Agency Technical Advisory Committee and 
consult with the Technical Advisory Committee prior to 
the announcement of the awarding of grants. 


NEW SECTION 


WAC 374-60-110 FUNDING. (1) Funds for the 
UST Community Assistance Program shall be made 
available from the Pollution Liability Insurance Program 
Trust Account in accordance with the provision of RCW 
70.148. 

(2) The director may expend no more than fifteen 
million dollars ($15,000,000.00) for the UST Communi- 
ty Assistance Program. 

(3) Grants shall be limited to no more than one hun- 
.dred fifty thousand dollars ($150,000.00) in value for 
any one UST site of which amount no more than seven- 
ty-five thousand dollars ($75,000.00) in value may be 
provided for cleanup of existing contamination caused by 
petroleum from the tank(s). 
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(4) Grants shall be limited to only that amount nec- 
essary to supplement the applicant's financial resources. 

(5) No grant may be used for any purpose other than 
for replacement or upgrading of UST(s), or for cleanup 
of existing contamination caused by petroleum from the 
tank(s). The director may, however, provide financial 
assistance for the establishment of a new local govern- 
ment UST site if it is the result of consolidation of mul- 
tiple operational UST sites into as few sites as possible. 
In such case, the grant shall be only for the amount of 
construction of the new UST site.. The removal of the 
old UST(s) and any cleanup associated with the removal 
shall be the responsibility of the local government. 


NEW SECTION 


WAC 374-60-120 GRANT MANAGEMENT. (1) 
Successful applicants will be notified by letter of the 
award of a grant. Entitlement to a grant is finalized only 
after a contract has been finalized between the agency 
and the grant recipient, and a contract has been finalized 
between the agency, grant recipient and the contractor 
performing the replacement or upgrading of the UST(s). 

(a) Contracts may be entered only after all program 
eligibility requirements have been met, funds are avail- 
able and the application and evaluation process has been 
completed to the satisfaction of the agency. 

(b) Each contract becomes effective only with the 
signing of both required contracts. The day of the sign- 
ing establishes the beginning date of the project. No 
costs incurred prior to that date are eligible for payment 
under the grant unless specific provision is made in the 
grant contract for such costs. 

(2) The contract between the agency and a private 
owner and/or operator shall contain: 

(a) An agreement assuring the state of Washington 
that the business, including the UST site, will be main- 
tained for the retail sale of petroleum products to the 
public for at least fifteen (15) years after the grant is 
awarded; 

(b) An agreement to sell petroleum products to local 
governmental entities on a cost-plus basis; 

(c) An agreement to comply with all technical and fi- 
nancial responsibility regulations of the U.S. Environ- 
mental Protection Agency and the Department of 
Ecology; 

(d) An agreement awarding the state of Washington a 
real property lien ensuring repayment of grant funds 
should any of the above conditions be violated. Such lien 
is to be binding on all heirs, successors or assignees of 
the grantee; and 

(e) An agreement that should the grantee or any suc- 
cessor fail to adhere to all the terms of the contract 
through willful act, the amount of the grant shall imme- 
diately become due and payable to the state of 
Washington. 

(3) The contract between the agency and a local gov- 
ernment shall contain an agreement to comply with all 
technical and financial responsibility regulations of the 
U.S. Environmental Protection Agency and the Depart- 
ment of Ecology. 

(4) The contract between the agency and a rural hos- 
pital shall contain: i 
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(а) Ап agreement to comply with all technical and fi- 
nancial responsibility regulations of the U.S. Environ- 
mental Protection Agency and the Department of Ecol- 
ogy; and 

(b) An agreement to provide charity care in a dollar 
amount equivalent to the financial assistance provided 
under the Underground Storage Tank Community As- 
sistance Program. The period of time for the charity 
care to be accomplished will be established by the agen- 
cy in consultation with the Department of Health, but 
will not exceed fifteen (15) years. 

(5) Contracts between the agency, grantees and con- 
tractors shall contain terms covering payments, condi- 
tions of work and contaminated soil and water remedia- 
tion procedures. 

(6) If the grantee elects pollution liability insurance as 
the method for meeting financial responsibility, the in- 
surance policy must name the Pollution Liability Insur- 
ance Agency as a "Loss Payee." If another method of 
demonstrating financial responsibility is selected, there 
must exist a provision for the agency to place an appro- 
priate encumbrance on that document. 

(7) Annually, the local government entity that certi- 
fied the vital local government, public health, education 
or safety need of the UST(s) must report, on a form 
provided by the agency, the status of contracts and 
services. 

(8) Quarterly, a private owner or operator that re- 
ceives a grant must submit a report, on a form provided 
by the agency, of petroleum business volume and what 
local government contracts are currently in effect. 

(9) Annually, a rural hospital that has received a 
grant will report to the agency the amount of charity 
care provided and the dollar value of that care. 

(10) At the conclusion of the fifteen (15) year agree- 
ment, the agency will sign a release of any claim on the 
real property named in the original contract between the 
grantee and the agency. The responsibility for removing 
the lien will rest with the current property owner of 
record. 

(11) At least annually, a representative of the agency 
will visit the UST site of each grantee to verify adher- 
ence to contractual obligations. 


WSR 91-24-049 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed November 27, 1991, 2:40 p.m.] 


The purpose of this memorandum is to request the with- 
drawal of WAC 246-358-990, Labor camp health and 
sanitation permit and survey fees, that was proposed for 
adoption in WSR 91-22-028. We will propose substan- 
tial amendments to this section in the near future to re- 
flect recent legislative action. 
Kristine Gebbie 
Secretary 
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WSR 91-24-050 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(Board of Examiners for Nursing Home Administrators) 
[Order 217B—Filed November 27, 1991, 2:42 p.m.] 


Date of Adoption: November 18, 1991. 

Purpose: Housekeeping changes only. Changing obso- 
lete WAC numbers to the current 246 numbers. 

Citation of Existing Rules Affected by this Order: 
WAC 246-843-001 Source of authority—Title; 246- 
843-010 General definitions; 246-843-040 Board of ex- 
aminers—General powers and responsibilities; 246-843- 
060 Executive secretary—Hiring and duties; 246-843- 
080 Application for examination; 246-843-090 Preex- 
amination requirements; 246-843-095 Preceptors for 
administrator-in-training programs; 246-843-100 Dis- 
qualification—Reexamination; 246-843-110 Subjects 
for examination; 246-843-120 Grading examinations; 
246-843-125 Continuing education credit for preceptors 
for administrators-in-training programs; 246-843-130 
Courses of study; 246-843-150 Continuing education 
requirements to meet the conditions of reregistration for 
license; 246-843-160 Licenses; 246-843-162 AIDS pre- 
vention and information education requirements; 246- 
843-170 Temporary permits; 246-843-180 Registration 
of licenses; 246-843-200 Standards of suitability and 
character; 246-843-205 Standards of conduct; 246- 
843-220 Complaints and hearing procedures; 246-843- 
230 Reciprocity; 246-843-240 Restoration and rein- 
statement of licenses; 246-843-250 Duplicate licenses; 
246-843-320 Renewal of licenses; and 246-843-330 In- 
active status. 

Statutory Authority for Adoption: WAC 246-843- 
001, 246-843-010, 246-843-040, 246-843-060, 246- 
843—080, 246-843-090, 246-843-095, 246-843-100, 
246-843-110, 246-843-120, 246-843-125, 246-843- 
130, 246-843-150, 246-843-160, 246-843-170, 246- 
843-180, 246-843-200, 246-843-205, 246-843-220, 
220-843-230, 246-843-240, 246-843-250, 246-843- 
320, and 246-843-330 is RCW 18.52.100; and WAC 
246-843-162 is RCW 18.52.100 and 70.24.270. 

Pursuant to notice filed as WSR 91-19-020 on Sep- 
tember 9, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

November 18, 1991 
Ted Day 
Chairperson 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-001 SOURCE OF AUTHORI- 
TY—TITLE. The rules and regulations herein contained 
constitute and shall be known as the rules and regula- 
tions of the board of examiners for the licensing of nurs- 
ing home administrators of the state of Washington, and 
are hereby promulgated pursuant to the authority 
granted to said board pursuant to RCW 


18.52.100((6-9)) (11). 
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AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-010 GENERAL DEFINITIONS. 
Whenever used in these rules and regulations, unless ex- 
pressly otherwise stated, or unless the context or subject 
matter requires a different meaning, the following terms 
shall have the following meanings: 

(1) "Board" means the state board of examiners for 
the licensing of nursing home administrators representa- 
tive of the professions and institutions concerned with 
the care of the chronically ill and infirm aged patients. 


(2) (Bi 


€G))) "Nursing home" means any facility or portion 
thereof licensed under state law as a nursing home. 

((€4)) (3) "Nursing home administrator" means ап 
individual in active administrative charge of nursing 
homes as defined herein, whether or not having an own- 
ership interest in such homes, and although functions 
and duties may be shared with or delegated to other 
persons. 

((СӨ))) (4) "Nursing home administrator-in-training" 
means an individual registered as such with the board, 
under and pursuant to these rules and regulations. 

((€6))) (5) "Person" or "individual" means an indi- 
vidual and does not include the terms firm, institution, 
public body, joint stock association or any other group of 
individuals. 

6) "Secretary" means the secretar 
ment of health. 


of the depart- 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-040 BOARD OF EXAMINERS— 
GENERAL POWERS AND RESPONSIBILITIES. 
The board, with the assistance of the ((director)) secre- 
tary for administrative matters, shall have the duties and 
responsibilities, within the limits of the Nursing Home 
Administrator Licensing Act and the rules and regula- 
tions herein, to: 

(1) Develop standards which ((must)) shall be met by 
individuals in order to receive a license as a nursing 
home administrator. 

(2) Develop appropriate techniques, including exami- 
nations and investigations to the extent necessary to de- 
termine whether an individual meets such standards for 
licensing: 

(3) Order the ((director)) secretary to issue licenses, 
provisional licenses or permits to individuals meeting the 
requirements applicable to them. 

(4) Order the ((director)) secretary, after such notice 
and hearing, as may be required by law, to deny, repri- 
mand, revoke, suspend or refuse to reregister a license of 
any holder or applicant who fails to meet the require- 
ments of chapter 18.52 RCW. 

(5) Investigate, and take appropriate action with re- 
spect to any charge or complaint filed with the board or 
((direetor)) secretary to the effect that any individual li- 
censed as a nursing home administrator has failed to 
comply with the requirements of chapter 18.52 RCW. 
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(6) Issue rules and regulations which are necessary to 
carry out the functions of the Nursing Home Adminis- 
trator License Act. 

(7) Implement and carry out the requirements of the 
Nursing Home Administrator Licensing Act and rules 
and regulations, with the assistance of the ((director)) 
secretary for administrative matters, to include such 
functions as: 

(a) Recommending the hiring of consultants to advise 
on matters requiring expert advice; 

(b) The delegating of work responsibilities to commit- 
tees of the board; 

(c) Implement and supervise the administrator-in- 
training program. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-060  ((EXECUTHVE—SECRE- 
FARY)) PROGRAM MANAGER—HIRING AND 
DUTIES. A full or part-time ((executive-secretary)) 
program manager for the board may be employed by the 
((director)) secretary. The ((executive-secretary)) pro- 
gram manager shall be recommended by the board with 
his duties to include: 

(1) Attendance at all meeting of the board; 

(2) Maintaining a full and complete record of minutes 
of the said meetings; 

(3) Notifying the members of the board of the time 
and place fixed for meetings of the board; 

(4) Maintaining, under the supervision of the ((direc- 
tor)) secretary, the records pertaining to licensees and 
registrants and the rules and regulations; 

(5) Countersigning the original certificate of licensure 
for nursing home administrators; 

(6) Conducting all routine correspondence of the 
board; 

(7) Issuing of appropriate notices of meetings and 
hearings; 

(8) Having the responsibility for all books, records, 
and other state property as may be assigned or under the 
control of the board; 

(9) Receiving all monies and shall pay the same to the 
treasurer of the state as provided by law; 

(10) Keeping such financial records as are considered 
necessary by the board over and above those required by 
the department of ((Heensing)) health or other fiscal au- 
thorities of the state; and 

(11) Performing any other duties pertaining to the 


position of ((executive-secretary)) program manager as 
may be determined by the board or ((director)) 


secretary. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-080 APPLICATION FOR EX- 
AMINATION. (1) An applicant for examination and 
qualification for a license as a nursing home administra- 
tor shall make application therefore in writing, on forms 
approved by the board and provided by the ((director)) 
secretary. All applications ((must)) shall be completed 
in every respect. 
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(2) An applicant, otherwise qualified, who has not а4- 
ministered or does not continue to administer a nursing 
home, may obtain and maintain a license. 

(3) Completed applications ((must)) shall be on file 
sixty days prior to the examination date. 

(4) The application fee ((must)) shall be submitted 
with the form. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-090 PREEXAMINATION RE- 
QUIREMENTS. No person shall be admitted to or per- 
mitted to take an examination for licensure as a nursing 
home administrator without having first submitted evi- 
dence satisfactory to the board that ((he)) the applicant 
meets the following requirements: 

(1) All applicants ((must)) shall be at least twenty— 
one years of age, and in addition, ((must)) shall other- 
wise meet the requirements of suitability and character 
set forth in WAC ((308-54-200)) 246-843-200. 

(2) All applicants ((mmst)) shall complete an applica- 
tion for licensure provided by the division of professional 
licensing, department of ((Hcemsimg)) health, and 
((must)) shall include all information requested in said 
application. 

(3)(a) АП applicants ((must)) shall submit documen- 
tation demonstrating that they meet the minimum re- 
quirements set forth in RCW 18.52.070(2) relative to 
training and experience in nursing home or health facili- 
ty administration. Applicants who, when graded accord- 
ing to the criteria set forth in (c) of this subsection, ac- 
cumulate a total of eight points, including at least three 
points in each management and health care, shall be 
deemed to have satisfied the statutory requirements. 

(b) For the purposes of applying the evaluation crite- 
ria set forth below, the following definitions apply: 


HEALTH CARE EXPERIENCE 

Experience in health care can include employment in 
any job position which would permit the person to be- 
come acquainted with the typical duties, functions of 
health care personnel and to otherwise become familiar 
with the terms and language unique to the field of health 
care. This ((coułd)) may include employment as a nurse, 
physician, pharmacist, orderly, corpsman, etc. 


MANAGEMENT EXPERIENCE 

Management is considered to be an upper level of su- 
pervision which includes directing and guiding the oper- 
ations of the organization towards established goals. 

(c) The following criteria shall be utilized to deter- 
mine if an individual applicant's prior training and/or 
experience meets the qualification requirement set forth 
in RCW 18.52.070(2). Training or experience acquired 
more than seven years prior to the date of application 
shall ((aceumutated)) accumulate points at one-half the 
value listed. 

I. TRAINING: (NOTE: Courses which incorporate principles of 


both management and health—such as hospital or health care 
administration—accumulate points only in one field.) 
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Manage- Health 
ment Care 


A. MANAGEMENT 


College College courses in management, 
Credit including business administra— 
related to tion, finance, public admini- 
management stration, etc. Four points ((wił)) shall 
be allowed for a bachelor's degree, 
with a major in this area. Under— 
graduate courses specifically ге- 
lated to this area not leading to 
a degree ((witt)) shall receive one 
point for each 45 quarter hours 
or the equivalent. Graduate 
courses specifically related to 
this area ((witt)) shall be allowed one 
point for each academic year or 
the equivalent up to a maximum 
of two points for a graduate 


degree in nn 
Noncredit Noncredit courses specifically 
courses related to management such as 
related to courses offered by the military 


management ог industry. Points allowed 
((wił)) shall be one-half for each 100 
classroom and/or correspondence 
hours with a maximum of one 


pint(1/221) |^ .... 
Board One-half point ((wiH)) shall be allowed 
approved for each fifty classroom hours 
courses of instruction with a maximum 
related to of one point (1/221) — | ..... 
management 
B. HEALTH CARE 
College College courses in the field of 


Credit health care such as nursing, 

related to medicine, public health, social 

health care services, etc. Four points ((wrH)) shall 
be allowed for a bachelor's 
degree, with a major in this 
area. Undergraduate courses 
specifically related to this 
area not leading to a degree 
((уғ18)) shall receive one point for 
each 45 quarter hours or the 
equivalent. Graduate courses 
specifically related to this 
area ((wiH)) shall be allowed one point 
for each academic year or the 
equivalent up to a maximum of 
two points for a graduate degree и ..... 


Noncredit 
courses 
related to 
health care 


Noncredit courses specifically 

related to health. Points al- 

lowed would be one-half for each 

100 classroom and/or correspon- 

dence hours with a maximum of 

one point ne 


Board One-half point would be allowed 

approved for each 50 classroom hours of 

courses instruction with a maximum of 

related to one ріп (1/221) әҙ... 
health care 


C. UNRELATED TO HEALTH CARE OR MANAGEMENT 


College College courses not specifically 
Credit related to either management or 
not re— health care, such as education, 
lated to science, etc. ((wtH)) shall receive а 
management maximum of two points for Бас- 
or health calaureate degree, or one-half 
care point for each 45 quarter hours 
or the equivalent, whether at 
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Manage- Health 
ment Care 


the undergraduate or graduate 

level. Points ((wiH)) shall accumulate 
toward satisfaction of the man- 

agement requirement (1/2-2 1/2) ..... 


П. EXPERIENCE: 
A. HEALTH CARE MANAGEMENT 


One point for each six months of ех- 
perience in a management position 
requiring expertise in the health 

care field. Examples include, but 

are not limited to, the following: 
Nursing home administrator, hospital 
administrator, assistant administra— 
tor of a large health care facility, 
executive in health care-related 
industry, director of nursing service 
in a health care facility. Points 
accumulate in management and 
healthcare — 0... e. 


B. NONHEALTH CARE MANAGEMENT 


- One point for each six months of 
experience in management not involv- 
ing health care as an essential ele- 
met C sau e C C C CC f a ..... 


C. RELATED HEALTH CARE 


One point for each six months of 

experience in the field of health 

care not involving substantial 

managerial responsibility = 2... 


(4) Applicants not meeting the minimum require- 
ments set forth in subsection (3) of this section may ap- 
ply to the board for permission to undertake an admin- 
istrator-in-training program as a substitute for said cri- 
teria. Such a program shall be on such terms as the 
board feels necessary to assure that the applicant meets 
the minimum statutory requirements for licensure set 
forth in RCW 18.52.070, and shall include, without lim- 
itations, the following: 

(a) The program shall be under the guidance and su- 
pervision of a licensed nursing home administrator, as 
preceptor, and shall be conducted for a period of not less 
than six months and not more than two years; 

(b) The program shall be designed to provide for in- 
dividual learning experiences and instruction based upon 
the person's academic backgrounds, training, and 
experience; 

(c) The prospectus for the program ((must)) shall be 
signed by the preceptor, submitted and approved by the 
board prior to its commencement. Any changes in the 
program shall be immediately reported in writing to the 
board, and the board may withdraw the approval given, 
or alter the conditions under which approval was given, 
if the board finds that the program as originally submit- 
ted and approved has not been or is not being followed; 

(d) The program ((must)) shall include the following 
components: 

(i) A planned systematic rotation through each de- 
partment of a nursing home; 

(ii) Planned reading and written assignments; 

(їп) Project assignment including at least one prob- 
lem-solving assignment to be submitted in writing to the 
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board or a designated board member. Problem-solving 
project should indicate the definition of an acknowledged 
problem, the method of approach to the problem such as 
data gathering, the listing of possible alternatives, the 
conclusions, and final recommendations to improve the 
facility or procedure. 

(iv) Other planned learning experiences including ac- 
quisition of knowledge about other health and welfare 
agencies in the community; and 

(v) A quarterly written report to the board by the ap- 
plicant including a detailed outline of activities and 
learning experiences of the reporting period. 

(e) The program ((must)) shall provide for a broad 
range of experience with a close working relationship 
between preceptor and trainee. Toward that end, as a 
general rule, no program ((wtH)) shall be approved 
which would result in an individual preceptor supervising 
more than two trainees, or if the facility in which the 
program is to be implemented has a capacity of fewer 
than 50 beds. Exceptions to this general rule may be 
granted by the board in unusual circumstances. 

(f) In addition, the board may in an individual case, 
require up to 150 contact hours of board-approved edu- 
cation, based upon the individual applicant's back- 
ground, experience, and training. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-095 PRECEPTORS FOR AD- 
MINISTRATOR-IN-TRAINING PROGRAMS. In 
reviewing proposed administrator-in-training programs, 
the board shall utilize the following criteria in determin- 
ing the qualifications and duties of the preceptor for 
such program: 

(1) Qualifications of preceptor: 

(a) The preceptor shall be employed as a licensed 
nursing home administrator for at least three years. 

(b) The preceptor shall be employed full time as the 
nursing home administrator in the facility where the ad- 
ministrator-in-training is trained. 

(c) The preceptor shall have demonstrated ((hts—or 
her)) the ability and skills to provide quality care. 

(d) The preceptor shall have demonstrated his or her 
continued interest in the broadening of his or her pro- 
fessional horizoas beyond the requirements of licensure. 

(e) The preceptor ((must)) shall submit, in writing, 
((his-or-her)) the preceptor's qualifications as described 
in subsection (1)(a) through (d) of this section and 
((his)) an agreement to perform the duties in subsection 
(2)(a) and (b) of this section with the administrator-in- 
training's application. 

(f) The preceptor shall participate in and successfully 
complete any preceptor workshop or other training 
deemed necessary by the board. 

(2) Duties of the preceptor: 

(a) The preceptor ((must)) shall take the time neces- 
sary and have at least a weekly supervisory conference 
between himself or herself and the trainee in the facility 
to adequately monitor the education and activities of the 
administrator-in-training relative to ((hiscor-her)) the 
training program and the facility. 
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(b) The preceptor shall evaluate and report to the 
board on a quarterly basis as to the progress of the ad- 
ministrator-in-training. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-100 DISQUALIFICATION— 
REEXAMINATION. (1) An applicant for examination 
who has been disqualified shall be given written notifica- 
tion by the ((director)) secretary, based upon the board's 
findings, of ((his-or-her)) the applicant's disqualification 
and the reasons therefore. 

(2) An applicant for examination who has been dis- 
qualified may petition the board in writing within thirty 
days of notification of disqualification for a hearing and 
a review of ((his-or-her)) the applicant's application. 

(3) Where an applicant for examination has been dis- 
qualified, ((tre-or-she)) the applicant may submit a new 
application for qualification for examination, provided, 
however, that ((he-or-she)) the applicant shall be re- 
quired to meet the requirements for licensing as shall be 
in force at the time of such reapplication. 


(4) (CH person faits to obtain a-passing score, heor 
hi ; Heati ; ti 


mation ноен PREDIC 


tains)) Applicants who fail to obtain а passing score may 
update their application and retake the examination, for 


a reexamination fee, until they obtain a passing score. 
(5) If there are two examinations involved, and the 


applicant fails to receive a passing score in one of the 
examinations, ((te-or-she-wiH)) the applicant shall be 
required to repeat only that examination in which ((he 
or-she)) the applicant received а below-passing grade. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-110 SUBJECTS FOR EXAMI- 
NATION. Every applicant for a license as a nursing 


home administrator, after meeting the requirements for . 


qualification for examination as set forth in WAC 
((308=54=090-of these tules-and teguiations)) 246-843- 
090, shall successfully pass an examination. The board 
may choose to include, but need not be limited to, the 
following subjects: 

(1) Applicable standards of environmental health and 
safety 

(2) Washington state nursing home law and 
regulations 

(3) General administration 

(4) Psychology of patient care 

(5) Principles of medical care 

(6) Personal and social care 

(7) Therapeutic and supportive care and services in 
long-term care 

(8) Departmental organization and management 

(9) Community interrelationships. 
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AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-120 GRADING EXAMINA- 
TIONS. (1) Every candidate for a nursing home admin- 
istrator's license shall be required to pass the examina- 
tion for such license at a grade of at least seventy-five 
percent. 

(2) The board shall determine a method of grading 
each examination separately, and shall apply such meth- 
od uniformly to all candidates taking that examination. 

(3) The board or the department shall not disclose the 
individual's score to anyone other than the applicant 
((himsełf)), unless requested to do so, in writing, by the 
applicant. 

(4) The applicant ((wił)) shall be notified, in writing, 
((the)) of scores received on ((his)) the applicant's 
examination. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-125 CONTINUING EDUCA- 
TION CREDIT FOR PRECEPTORS FOR ADMIN- 
ISTRATORS-IN-TRAINING PROGRAMS. Any li- 
censed nursing home administrator serving as a precep- 
tor for an administrator in training pursuant to WAC 
((308-54-090(4))) 246-843-090(4) may be granted 
continuing education credit at a rate of one hour per 
month provided that no licensed nursing home adminis- 
trator shall be granted more than 24 hours of continuing 
education in any three-year period with regard to ((his 
or-her)) the preceptorship. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-130 COURSES OF STUDY. А 
course of study provided to satisfy the continuing educa- 
tion requirement of licensed nursing home administra- 
tors ((must)) shall meet the following conditions before 
approval by the board will be considered: 

(1) Such course of study ((must)) shall be registered 
before being offered; 

(2) Such course of study shall consist of a minimum 
of one hour of organized instruction with the exception 
of board-approved correspondence courses of study; 

(3) Such course of study may include the following 
general subject areas or their equivalents, and ((mmust)) 
shall be oriented to the nursing home administrator and 
reasonably related to the administrator of nursing 
homes: 

(a) Applicable standards of environmental health and 
safety 

(b) Local health and safety regulations 

(c) General administration 

(d) Psychology of patient care 

(e) Principles of medical care 

(f) Personal and social care 

(g) Therapeutic and supportive care and services in 
long-term care 

(h) Departmental organization and management 

(i) Community inter—relationships; 
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(4) Such course of study shall issue certificates of at- 
tendance or other evidence satisfactory to the board; and 

(5) All courses of study for continuing education are 
subject to board approval. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-150 CONTINUING EDUCA- 
TION REQUIREMENTS TO MEET THE CONDI- 
TIONS OF REREGISTRATION FOR LICENSE. (1) 
A condition of reregistration for license shall be the re- 
quirement that the applicant has attended board-ap- 
proved courses in continuing education. 

(2) The licensee shall present proof that ((he-or-she 
has—obtained)) fifty-four classroom hours in approved 
continuing education courses have been completed dur- 
ing each three-year period of ((hts-or-her)) licensed ten- 
ure. The first three year period shall begin on the date of 
first renewal of the license, and shall conclude the day 
before the third anniversary of such renewal. Successive 
three year periods shall be computed in a similar 
fashion. 

(3) There shall be no carry over of continuing educa- 
tion classroom hours from any three year period to the 
next three year period. 

(4) Applicants for renewal practicing only out of the 
state of Washington may petition the board for full rec- 
ognition of the continuing education requirement 
through fulfillment of their state of practice's licensing 
and continuing education requirements with the condi- 
tion that their state has equal hours of continuing edu- 
cation requirements. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-160 LICENSES. (1) Upon the 
((director's)) secretary's receipt of the annual registra- 
tion fee and the application fee and completed applica- 
tion forms provided by the ((director)) secretary, a 
nursing home administrator's license shall be issued to 
any person who has successfully complied with the re- 
quirements of the licensing law and standards provided 
herein. Such licenses shall be issued on a form certifying 
that the applicant has met the requirements of the laws, 
rules and regulations entitling ((htm)) the applicant to 
serve, act, or practice((;—and—otherwise—hotd himself 
out)) as a duly licensed nursing home administrator. 

(2) Application, registration, or license fees are not 
refundable or transferable. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-162 AIDS PREVENTION AND 
INFORMATION EDUCATION REQUIREMENTS. 
(1) Definitions. 

(a) "Acquired immunodeficiency syndrome" or 
"AIDS" means the clinical syndrome of HIV-related 
illness as defined by the board of health by rule. 

(b) "Office on AIDS" means that section within the 
department of ((soctat-and)) health ((serviees)) ог any 
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SUCCESSOT department with jurisdiction over public health 
matters as defined in chapter 70.24 RCW. 

(2) Application for licensure. ((Effective January t; 
1989)) Persons applying for licensure shall submit, in 
addition to the other requirements, evidence to show 
compliance with the education requirements of subsec- 
tion (((4))) (3) of this section. 

(3) « 


€$43)) AIDS education and training. 

(a) Acceptable education and training. The ((dtreetor 
wiH)) secretary shall accept education and training that 
is consistent with the model curriculum available from 
the office on AIDS. Such education and training shall be 
a minimum of seven clock hours and shall include, but is 
not limited to, the following: Etiology and epidemiology; 
testing and counseling; infection control guidelines; clin- 
ical manifestations and treatment; legal and ethical is- 
sues to include confidentiality; and psychosocial issues to 
include special population considerations. 

(b) ((fmplementatron-—Effective January 1, 1989.)) 
The requirements for licensure, renewal, or reinstate- 
ment of any license on lapsed, inactive, or disciplinary 
status shall include completion of AIDS education and 
training. All persons affected by this section shall show 
evidence of completion of an education and training 
program, which meets the requirements of ((subsection)) 
(a) of this subsection. 

(c) Documentation. The applicant shall: 

(i) Certify, on forms provided, that the minimum ed- 
ucation and training has been completed ((after-January 
+;-+987)); 

(ii) Keep records for two years documenting atten- 
dance and description of the learning; 

(iii) Be prepared to validate, through ҮМІТІН of 
these records, that attendance has taken place. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-170 TEMPORARY PERMITS. 
(1) Upon the ((director's)) secretary's receipt of the ap- 
plication and temporary permit fees, a temporary permit 
may be issued by the ((director)) secretary under the 
criteria, circumstances, and requirements, stated in this 
section, and without examination, for a period up to six 
months. Such permits shall be subject to confirmation, 
rescission, or modification by order of the board upon 
review at the next board meeting. A person holding a 
temporary permit shall work closely with the represen- 
tative of the board. A permit holder shall not be eligible 
for a subsequent permit and such permit shall terminate 
upon the holder being advised of the licensure examina- 
tion results. A temporary permit shall be valid only for 
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the specific facility for which it is issued and shall ter- 
minate upon the permit holder's departure from the fa- 
cility unless otherwise approved by the board. An appli- 
cant shall meet all of the following criteria: 

(a) Be currently licensed and in good standing as a 
nursing home administrator in another state. 

(b) Have passed the national examination with an 
equivalent score of 75% or better. Applicants licensed 
prior to the existence of the national examination 
((wit)) shall be individually reviewed. 

(c) The applicant is otherwise eligible for the licensure 
examination in this state and has met the requirements 
and applied for the next scheduled examination. 

(d) Have a written agreement for consultation with a 
Washington state licensed nursing home administrator, 
which is subject to review by the board at its next regu- 
larly scheduled meeting. 

(e) The foregoing provisions of (a) and (b) of this 
subsection shall not apply in the case of an administrator 
of a religious care facility described in RCW 18.51.170 
and acting under a limited license described in RCW 
18.52.070(3). 

(2) The following circumstances ((wiH)) shall be con- 
sidered for the issuance of a temporary permit: 

(a) There is a specific vacancy due to the departure of 
the nursing home administrator from a facility which 
creates an undue hardship. 

(b) Illness of the current nursing home administrator 
of the facility which prevents such person from perform- 


ing ((hisZher)) administrator duties. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-200 STANDARDS OF SUIT- 
ABILITY AND CHARACTER. To establish suitability 
and character to qualify an individual for a license as a 
nursing home administrator, and prior to being permit- 
ted to take the examination for license as a nursing 
home administrator, the applicant shall furnish evidence 
satisfactory to the board of: 

(1) Absence of physical or mental impairment which 
would prevent the applicant from performing the duties 
of a nursing home administrator. 

(2) Two letters of recommendation ((must)) shall be 
submitted certifying to the good moral character of the 
applicant. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-205 STANDARDS OF CON- 
DUCT. ((&)) Licensed nursing home administrators 
shall be in active administrative charge of the nursing 
home or homes in which ((he-has)) they have consented 
to serve as administrator. 
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AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-220 COMPLAINTS AND HEAR- 
ING PROCEDURES. (1) All proceedings of the ((di- 
rector)) secretary and board for rule making, for con- 
tested cases and for appeals shall be conducted in con- 
formity with the Administrative Procedure Act of this 
state. 

(2) Complaints regarding any licensed administrator 
shall be considered only if submitted to the ((director)) 
secretary in writing. In any case, the complaint ((wił)) 
shall be fully investigated by the ((director)) secretary, 
and referred to the board to determine whether any 
board action should be initiated. 

(3) The ((director)) secretary, on his or her own ini- 
tiative may, or upon order of the board, shall((;)) initi- 
ate an investigation of possible violations of this chapter. 
The ((director)) secretary shall advise the board of all 
complaints received and action taken. 

(4) The board, with the advice of the ((director)) sec- 
retary, shall determine the most appropriate method of 
hearing from among the following choices: 

(a) Conducted by the board; or 

(b) Conducted by a committee of the board, the ma- 
jority of which shall be administrator members; or 

(c) Conducted by a hearing examiner engaged by the 
board who shall be a licensed administrator; or 

(d) Conducted by a hearing examiner of the state. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-230 RECIPROCITY. (1) The 
board, at its discretion, and otherwise subject to the law 
pertaining to the licensing of nursing home administra- 
tors prescribing the qualifications for a nursing home 
administrator license may endorse a nursing home ad- 
ministrator license issued by the proper authorities of 
any other state, upon payment of the original license fee 
and the application fee, and upon submission of evidence 
satisfactory to the board: 

(a) That such other state maintains a system and 
standard of qualification and examination for a nursing 
home administrator license, which are substantially 
equivalent to those required in this state; 

(b) That such applicant for endorsement is examined 
and successfully passes the test related to Washington 
state local health and safety nursing home regulations; 
and 

(c) That such applicant has not had a nursing home 
administrator license revoked or suspended in any state 
((which-he-or-she-has-received-a- nursing home adminis: 

| i )). 

(2) After meeting the preceding requirements, the ap- 
plicant ((must)) shall submit the original license fee and 
is subject to annual renewals and late renewal penalty 
fees. 
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AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-240 RESTORATION AND RE- 
INSTATEMENT OF LICENSES. (1) Suspended li- 
censes are automatically in force at the expiration of the 
period of suspension set forth in the board's order, but 
((mmrst)) shall be reregistered in the normal course if 
they expire during the period of suspension. 

(2) Persons whose licenses have been revoked, or to 
whom reregistration has been refused, may, upon subse- 
quent application, be licensed, relicensed, or reregistered 
upon evidence satisfactory to the board that the appli- 
cant for such restoration of license has removed the 
disability. 

(3) Concerning such application for restoration of a 
license, the board, at its discretion, may grant the appli- 
cant an informal hearing and if a formal hearing is re- 
quested the formal hearing would be conducted in the 
manner set forth in WAC ((388=54-220)) 246-843-220 
(1) and (3). 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-250 DUPLICATE LICENSES. 
Upon receipt of satisfactory evidence that a license or 
certificate of registration has been lost, mutilated, or de- 
stroyed, the ((dtreetor)) secretary may issue a duplicate 
license or certificate upon payment of the customary fee 
as established by the department. 


AMENDATORY SECTION (Amending Order 141B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-320 RENEWAL OF LICENSES. 
O a RU Ad f 


) New or 
initial nursing home administrator licenses (issued 
wiłł)) shall expire on the applicant s next birth anniver- 
sary date. ate. (( 

;) Licensees may then annually renew 
their license from birth anniversary date to the next 
birth anniversary date. ((However;)) Licensees who fail 
to pay the ((бсепѕе)) renewal fee within thirty days of 
license expiration ((on-or-beforetheticense-expiration)) 
date ((wił)) shall be subject to the late penalty fee. 


AMENDATORY SECTION (Amending Order 149B, 
filed 3/1/91, effective 4/1/91) 


WAC 246-843-330 INACTIVE STATUS. A nurs- 
ing home administrator in good standing may place his 


[271] 


WSR 91-24-052 


or her license on inactive status by giving written notice 
to the secretary. To maintain an inactive license status, 
the yearly inactive license fee ((murst)) shall be paid by 
the licensee. The secretary shall determine fees as pro- 
vided in RCW 43.70.250. The licensee may resume ac- 
tive practice by submitting proof of maintenance of con- 
tinuing education requirements and payment of current 
licensing fee. A person whose license is on inactive status 
shall not practice as a nursing home administrator until 
his or her license is activated. 


WSR 91-24-051 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(Board of Medical Examiners) 
[Order 218B—Filed November 27, 1991, 2:45 p.m.] 


Date of Adoption: November 1, 1991. 

Purpose: To inform applicants that an application 
may not be withdrawn after the board or the reviewing 
board member determines that grounds exist to deny a 
license or issue a conditional license. 

Statutory Authority for Adoption: RCW 18.71.017. 

Pursuant to notice filed as WSR 91-19-100 on Sep- 
tember 18, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: Added the word "for" after the word "or" in 
the first line. 

Effective Date of Rule: Thirty-one days after filing. 

November 26, 1991 
Patti L. Rathbun 
Program Manager 


NEW SECTION 


WAC 246-917-026 APPLICATION WITH- 
DRAWALS. An application for a license may not be 
withdrawn after the Board or the reviewing board mem- 
ber determines that grounds exist for denial of the li- 
cense or for the issuance of a conditional license. Appli- 
cations which are subject to investigation for unprofes- 
sional conduct or impaired practice may not be 
withdrawn. 


WSR 91-24-052 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(Chiropractic Disciplinary Board) 
[Order 220B— Filed November 27, 1991, 2:47 p.m.] 


Date of Adoption: November 13, 1991. 

Purpose: Housekeeping changes to update references 
to WAC numbers, agency name and address. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-807-180, 246-807-230, 246-807- 
250, апа 246-807-340. 

Statutory Authority for Adoption: RCW 18.26.110. 

Pursuant to notice filed as WSR 91-20-016 on Sep- 
tember 23, 1991. 
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Effective Date of Rule: Тһігіу-опе days after filing. 
November 13, 1991 
John W. Day, D.C. 
Board Chair 


AMENDATORY SECTION (Amending Order 110B, 
filed 2/20/91, effective 3/23/91) 


WAC 246-807-180 RADIOGRAPHIC STAN- 
DARDS. The following requirements for chiropractic х— 
ray have been established because of concerns about 
over-radiation and unnecessary x-ray exposure. 

(1) The following should appear on the films: 

(a) Patient's name and age; 

(b) Doctor's name, facility name, and address; 

(c) Date of study; 

(d) Left or right marker; 

(e) Other markers as indicated; 

(f) Adequate collimation; 

(g) Gonad shielding, where applicable. 

(2) Minimum of A/P and lateral views are necessary 
for any regional study unless clinically justified. 

(3) As clinical evidence indicates, it may be advisable 
to produce multiple projections where there is an indica- 
tion of possible fracture, significant pathology, congeni- 
tal defects, or when an individual study is insufficient to 
make a comprehensive diagnosis /analysis. 

(4) Each film should be of adequate density, contrast, 
and definition, and no artifacts should be present. 

(5) The subjective complaints, if any, and the objec- 
tive findings substantiating the repeat radiographic study 
must be documented in the patient record. 

(6) These rules are intended to complement and not 
supersede those rules adopted by the radiation control 
agency set forth in chapter ((402—28)) 246-225 WAC, 
((Gse-of)) Radiation protection—X-rays in the healing 


arts. 


AMENDATORY SECTION (Amending Order 110B, 
filed 2/20/91, effective 3/23/91) 


WAC 246-807-230 ETHICAL STANDARDS— 
HONORING OF PUBLICITY AND ADVERTISE- 
MENTS. (1) If a chiropractor advertises a fee for a ser- 
vice, the chiropractor must render that service for no 
more than the fee advertised. 

(2) Unless otherwise specified in the advertisement, if 
a chiropractor publishes any fee information authorized 
under chapter ((ti3-12)) 246-807 WAC, the chiro- 
practor shall be bound by any representation made 
therein for the periods specified in the following 
categories: 

(a) If in a publication which is published more fre- 
quently than one time per month, for a period of not less 
than thirty days after such publication. 

(b) If in a publication which is published once a 
month or less frequently, until the publication of the 
succeeding issue. : 

(c) If in a publication which has no fixed date for 
publication of the succeeding issue, for a reasonable pe- 
riod of time after publication, but in no event less than 
one year. 
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AMENDATOR Y SECTION (Amending Order 110B, 
filed 2/20/91, effective 3/23/91) 


WAC 246-807-250 ETHICAL STANDARDS— 
PROFESSIONAL NOTICES, LETTERHEADS, 
CARDS, AND MAILINGS. In his use of professional 
notices, letterheads, cards, and mailings, a chiropractor 
is subject to the same regulations of chapter ((+3=+2)) 
246-807 WAC which apply to his use of other print 
media. 


AMENDATORY SECTION (Amending Order 110B, 
filed 2/20/91, effective 3/23/91) 


WAC 246-807-340 MANDATORY REPORT- 
ING DEFINITIONS. (1) "Unprofessional conduct" as 
used in these regulations shall mean the conduct de- 
scribed in RCW 18.130.180 and 18.26.030. 

(2) "Board" means the chiropractic disciplinary 
board, whose address is: 


((Bepartment-of-Eicensmg 
Professional-Programs 
M Divisi 


P-O—Box-9012 
Otympia;-W-98504—8001)) 


Department of Health 
Professional Licensing Services 
1300 Quince Street 

Olympia, WA 98504 


(3) "Chiropractor" means a person licensed pursuant 
to chapter 18.25 RCW. 

(4) "Mentally or physically disabled chiropractor" 
means a chiropractor who has either been determined by 
a court to be mentally incompetent or mentally ill or 
who is unable to practice chiropractic with reasonable 
skill and safety to patients by reason of any mental or 
physical condition. 


WSR 91-24-053 
PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed November 27, 1991, 2:53 p.m., effective January 1, 1992] 


Date of Adoption: November 27, 1991. 

Purpose: Revise base rates, experience rating, and re- 
trospective rating tables applicable to workers' compen- 
sation insurance underwritten by the Washington State 
Fund, Department of Labor and Industries. 

Citation of Existing Rules Affected by this Order: 
Amending chapter 296-17 WAC, Manual of rules, 
classification, rates and rating system for Washington 
workers' compensation insurance. 

Statutory Authority for Adoption: RCW 51.04.020(1) 
and 51.16.035. 

Pursuant to notice filed as WSR 91—20-158 on Octo- 
ber 2, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: WAC 296-17-895, 296-17-919, and 296- 
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17-920 were modified to show a change in the proposed 
overall rate increase from 6.0 percent to 5.0 percent. 
Effective Date of Rule: January 1, 1992. 
November 27, 1991 
Joseph A. Dear 
Director 


AMENDATORY SECTION (Amending WSR 90-24- 
042, filed 11/30/90, effective 1/1/91) 


WAC 296-17-855 EXPERIENCE MODIFICA- 
TION. The basis of the experience modification shall be 
a comparison of the actual losses charged to an employer 
during the experience period with the losses which would 
be expected for an average employer reporting the same 
exposures in each classification. The comparison shall 
contain actuarial refinements designed to mitigate the 
effects of losses which may be considered catastrophic or 
of doubtful statistical significance, due consideration be- 
ing given to the volume of the employer's experience. 
Except for those employers who qualify for an adjusted 
experience modification as specified in WAC 296-17- 
860 ог 296-17-865, the experience modification shall be 
calculated from the formula: 

Ap + WAe + (1-W) Ee + B 

MODIFICATION = 

E+B 


The components Ap, WAe, and (1-W) Ee are values 
which shall be charged against an employer's experience 
record. The component, E, shall be the expected value of 
these charges for an average employer reporting the 
same exposures in each classification. The meaning and 
function of each symbol in the formula is specified 
below. 

"Ap" signifies "primary actual losses." For each claim 
the primary actual loss is defined as that portion of the 
claim which is considered completely rateable for all 
employers and which is to enter the experience modifi- 
cation calculation at its full value. For each claim in ex- 
cess of ((57536)) $7,548 the primary actual loss shall 
be determined from the formula: 

((+8;848)) 18,870 
---------- x total loss 
Total loss + ((4Н;394)) 11,322 


Primary actual losses for selected claim values are 
shown in Table I. For each claim less than ((57;536)) 
$7,548 the full value of the claim shall be considered a 
primary loss. 

"Ae" signifies "excess actual losses." For each claim 
the excess actual loss is defined as that portion of the 
claim which is not considered completely rateable for all 
employers. The excess actual loss for each claim shall be 
determined by subtracting the primary loss from the to- 
tal loss. 

"W" signifies "W value." For each employer, the W 
value determines the portion of the actual excess losses 
which shall be included in the calculation of his experi- 
ence modification, due consideration being given to the 
volume of his experience. This amount is represented by 


Primary loss = 
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the symbol "WAe" in the experience modification for- 
mula. W values are set forth in Table II. 

"E" signifies "expected losses." Ап employer's expect- 
ed losses shall be determined by multiplying his reported 
exposure in each classification during the experience pe- 
riod by the.classification expected loss rate. Expected 
loss rates are set forth in Table III. 

"Бе" signifies "expected excess losses." Expected loss- 
es in each classification shall be multiplied by the classi- 
fication "D-Ratio" to obtain "expected primary losses." 
Expected excess losses shall then be calculated by sub- 
tracting expected primary losses from expected total 
losses. Each employer shall have a statistical charge in- 
cluded in the calculation of his experience modification, 
said charge to be actuarially equivalent to the amount 
forgiven an average employer because of the exclusion of 
a portion of his excess actual losses. This charge is rep- 
resented by "(1-W) Ee" in the experience modification 
formula. D—Ratios are set forth in Table III. 

"В" signifies "B value" or "ballast." In order to limit 
the effect of a single severe accident on the modification 
of a small employer, a stabilizing element (B value) shall 
be added to both actual and expected losses. B values 
are set forth in Table II. 


AMENDATORY SECTION (Amending WSR 90-24- 
042, filed 11/30/90, effective 1/1/91) 
WAC 296-17-875 TABLE I. 


Primary Losses for Selected Claim Values 


CLAIM VALUE PRIMARY LOSS 


188,700** 17,802 


* Average death value 
** Maximum claim value 
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AMENDATORY SECTION (Amending WSR 90-24- 


042, filed 11/30/90, effective 1/1/91) 


e Le Le 


- [e Teo 


e T^ To 


"B" and "W" Values 


WAC 296-17-880 TABLE II. 


a |+ [e le ta Te le fe [ow fa Te |a la Te [a la Ja Ja le To |a Jn Te [a Jaw Le Le Le Fe le Ta [e [ow Toa [ow [ow Fe fo la [ew fa Te | | | | dee мм 


e Te To fa T+ |a Ta Te la la Fa To [Te Ta Te To le Fe to T^ le fa Toa [|+ Ta la 1^ la To Ja d^ 15 l5 Te Ja d^ Te To Fe Jo TS [ow de |e To 


w Te fa fe ja fa [a l5 |a fe Ja la Fa [= la Toa 


moe fa Te Te Ta la Te fa la la Le Ta fa Ta Te Tç la To Te Ta la To fa |a Te la la fe СИК le To Ja Te de le Te to Fe je Tow lo Jo l^ po MM ne. ИС 


n fa Ta fa Ja [a [a fe fe fa fa l^ fa ja Je [To 


382640----394:954-------15:997---0:%5 
394955-----497620-------І564----0:%6 
3-884.000-&—Over- —— ——————— — 9——31-90)) 
Maximum Claim Value - $188,700 
Average Death Value — $125,854 
Expected Losses B W 
4088 & Under 35,604 0.00 
4089 - 8,237 35,248 0.01 
8,238 - 12,449 34,892 0.02 
12,450 - 16,724 34,536 0.03 
16,725 - 21,065 34,180 0.04 
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Expected Losses B W Expected Losses B W 
21,066 - 25,472 33,824 0.05 524,562 - 541,261 12,461 0.65 
25,473 - 29,948 33,468 0.06 541,262 - 558,524 12,105 0.66 
29,949 - 34,495 33,112 0.07 558,525 - 576,380 11,749 0.67 
34,446 - 39,114 32,756 0.08 576,381 - 594,862 11,393 0.68 
39,115 - 43,807 32,400 0.09 594,863 - 614,002 11,037 0.69 
43,508 - 48,576 32,044 0.10 614,003 - 633,839 10,681 0.70 
48,577 - 53,424 31,688 0.11 633,840 - 654,410 10,325 0.71 
53,425 - 58,351 31,332 0.12 654,411 - 675,759 9,969 0.72 
58,352 - 63,361 30,975 0.13 675,760 - 697,931 9,613 0.73 
63,362 - 068,455 30,619 0.14 697,932 - 720,976 9,257 0.74 
68,456 - 73,637 30,263 0.15 720,977 - 744,946 8,901 0.75 
73,638 - 78,908 29,907 0.16 744,947 - 769,901 8,545 0.76 
78,909 - 84,270 29,551 0.17 769,902 - 795,903 8,189 0.77 
84,271 - 89,727 29,195 0.18 795,904 - 823,019 7,833 0.78 
89,728 - 95,282 28,839 0.19 823,020 - 851,325 7,477 0.79 
95,283 - 100,936 28,483 0.20 851,326 - 880,901 7,121 0.80 
100,937 - 106,693 28,127 0.21 880,902 - 911,837 6,765 0.81 
106,694 - 112,556 27,771 0.22 911,838 - 944,228 6,409 0.82 
112,557 - 118,528 27,415 0.23 944,229 - 978,182 6,053 0.83 
118,529 - 124,612 27,059 0.24 978,183 —1,013,817 5,697 0.84 
124,613 - 130,812 26,703 0.25 1,013,818 -1,051,260 5,341 0.85 
130,813 - 137,132 26,347 0.26 1,051,261 -1,090,655 4,985 0.86 
137,133 - 143,574 25,991 0.27 1,090,656 -1,132,161 4,629 0.87 
143,575 - 150,143 25,635 0.28 1,132,162 -1,175,952 4,272 0.88 
150,144 - 156,843 25,279 0.29 1,175,953 -1,222,226 3,916 0.89 
156,844 - 163,678 24,923 0.30 1,222,227 -1,271,200 3,560 0.90 
163,679 - 170,652 24,567 0.31 1,271,201 -1,323,122 3,204 0.91 
170,653 - 177,770 24,211 0.32 1,323,123 -1,378,266 2,848 0.92 
177,771- - 185,037 23,855 0.33 1,378,267 - 1,436,944 2,492 0.93 
185,038 - 192,457 23,499 0.34 1,436,945 -1,499,511 2,136 0.94 
192,458 - 200,036 23,143 0.35 1,499,512 -1,566,369 1,780 0.95 
200,037 - 207,779 22,787 0.36 1,566,370 -1,637,976 1,424 0.96 
207,780 - 215,692 22,431 0.37 1,637,977 -1,714,861 1,068 0.97 
215,693 - 223,781 22,074 0.38 1,714,862 -1,797,634 712 0.98 
223,82 - 232,052 21,718 0.39 1,797,635 -1,886,999 356 0.99 
232,053 - 240,511 21,362 0.40 1,887,000 & Over 0 1.00 
240,512 - 249,165 21,006 0.41 
249,166 - 258,022 20,650 0.42 AMENDATORY SECTION (Amending WSR 91-12- 
258,023 - 267,089 20,294 0.43 014, filed 5/31/91, effective 7/1/91) 
267,090 - 276,373 19,938 0.44 КГИ 
276,374 - 285,884 19,582 0.45 NS SNY ЖӘНЕН 
285,885 - 295,629 19,226 0.46 Expected Loss Rates and D-Ratios 
295,630 - 305,618 18,870 0.47 Expected Loss Rates іп Dollars Per Worker Hour 
305,619 - 315,861 18,514 0.48 for Indicated Fiscal Year 
315,862 - 326,367 18,158 0.49 ((Etrss—+1987—988——989———B=Ratio— 
326,368 - 337,148 17,802 0.50 РА R. AE ATA е жума ушы ем 
337,149 - 348,214 17,446 0.51 6404— —290-9854———0-9200——0-9243— e 
348,215 - 359,577 17,090 0.52 0402—H626—+0849—87861 —60-459 
359,578 - 371,251 16,734 0.53 6+93——H025— 0340 —-00+4———0-434 
371,252 - 383,248 16,378 0.54 0104—1649 ——09065——056———%-346 
383,249 - 395,583 16,022 0.55 0+05——68-9242 —0-8624—0-8826———6-473 
395,584 - 408,270 15,666 0.56 063296— —2-481-2— —-3-HH— —2-2322— — ——0-499 
408,271 - 421,325 15,310 0.57 64107— —20-8388———0-7834— —0-8066—————90:422 
421,326 - 434,764 14,954 0.58 0:-08---9-58586--0802:-0893----9407 
434,165 - 448,607 14,598 0.59 641:99— —23-6293—— —2-4566— 24862— -Y- —— —0-413 
448,608 - 462,870 14,242 0.60 6201— —15522— —-4503———31-46:H— — —0-398 
462,871 - 477,576 13,886 0.61 6292— —1-9823———1-8609———31-8535— 3 
471,571] - 492,144 13,530 0.62 82066——+4090——-3+48 —+3492——8-447 
492,745 - 508,398 13,173 0.63 0304— —90-524— —0-4861— —0-:4563— á 


508,399 - 524,561 12,817 0.64 0302 +4499 13461 +3641 9.403 
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((Class——31982—— —1988—— —1989— — P-Ratio— 


773089— — 0-1524— —0-r427———0-1304— — — 0.582 


*“Daity-expected toss rate)) 

Class 1988 1989 1990 D-Ratio 
0101 1.0196 1.0481 0.9768 0.403 
0102 0.9991 1.0132 0.9471 0.424 
0103 1.0499 1.0465 (0.9802 0.460 
0104 1.2743 1.3074 1.2084 0.312 
0105 0.9019 0.8686 0.8149 0.472 
0106 2.7720 2.7614 2.5894 0.426 
0107 0.8765 0.9190 0.8550 0.397 
0108 0.8660 (0.9009 0.8397 0.419 
0109 2.6769 2.7646 2.5712 0.415 
0201 1.6995 1.7470 1.6156 0.354 
0202 1.9174 1.9546 1.8289 0.406 
0206 1.3973 1.4567 1.3520 0.393 
0301 0.5054 0.4936 0.4649 0.522 
0302 1.3910 1.4311 1.3334 0.400 
0306 0.7564 0.7689 0.7188 0.448 
0307 0.5805 0.5838 0.5472 0.483 
0403 0.8722 0.8766 0.8241 0.490 
0502 0.8127 0.8497 0.7929 0.443 


Class 


0504 
0506 
0507 
0508 
0509 
0510 
0511 
0512 
0513 
0514 
0515 
0516 
0517 
0518 
0519 
0601 
0602 
0603 
0604 
0606 
0607 
0608 
0701 
0803 
0804 
0901 
1002 
1003 
1004 
1005 
1007 
1101 
1102 
1103 
1104 
1106 
1108 
1109 
1301 
1303 
1304 
1305 
1401 
1404 
1405 
1501 
1507 
1701 
1702 
1703 
1704 
1801 
1802 
2002 
2003 
2004 
2005 
2007 
2008 
2101 
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1988 


1.1226 
2.7791 
2.4532 
2.9853 
1.5073 
1.1138 
0.9342 
1.2711 
0.6126 
1.0631 
1.6737 
1.4925 
1.4769 
1.2227 
1.3199 
0.4698 
0.2906 
0.6165 
0.9002 
0.2069 
0.2457 
0.1964 
1.5668 
0.3029 
0.6323 
1.5336 
0.8166 
0.4685 
0.4685 
3.3758 
0.2110 
0.4425 
0.9289 
0.3632 
0.4787 
0.1829 
0.3774 
0.6285 
0.2239 
0.1653 
0.0176 
0.2497 
0.6494 
0.4754 
0.4342 
0.3018 
0.2432 
1.2281 
1.2281 
0.3643 
0,7212 
0.7823 
0.5609 
0.4841 
0.3459 
0.6548 
0.2842 
0.3192 
0.2102 
0.4975 


1989 


1.1321 
2.8117 
2.3932 
3.0704 
1.5428 
1.1007 
0.9359 
1.3068 
0.5949 
1.0781 
1.7187 
1.5122 
1.5219 
1.2683 
1.3637 
0.4813 
0.2990 
0.6052 
0.8719 
0.2061 
0.2357 
0.1949 
1.6261 
0.2930 
0.6253 
1.5213 
0.7902 
0.4637 
0.4637 
3.2027 
0.2124 
0.4333 
0.9291 
0.3524 
0.4584 
0.1747 
0.3710 
0.5939 
0.2334 
0.1662 
0.0179 
0.2429 
0.6369 
0.4473 
0.4222 
0.2926 
0.2404 
1.2601 
1.2601 
0.3614 
0.7130 
0.7985 
0.5397 
0.4672 
0.3409 
0.6313 
0.2725 
0.3080 
0.2028 
0.4771 


1990 


1.0565 
2.6271 
2.2364 
2.8499 
1.4370 
1.0312 
0.8770 
1.2196 
0.5583 
1.0073 
1.5989 
1.4117 
1.4249 
1.1798 
1.2742 
0.4518 
0.2808 
0.5660 
0.8176 
0.1952 
0.2227 
0.1840 


: 1.5021 


0.2754 
0.5850 
1.4119 
0.7421 
0.4348 
0.4348 
2.9841 
0.2002 
0.4085 
0.8672 
0.3320 
0.4322 
0.1663 
0.3503 
0.5615 
0.2194 
0.1561 
0.0169 
0.2298 
0.6011 
0.4204 
0.3976 
0.2756 
0.2272 
1.1665 
1.1665 
0.3378 
0.6661 
0.7453 
0.5092 
0.4405 
0.3221 
0.5936 
0.2585 
0.2914 
0.1903 
0.4489 


D-Ratio 


0.417 
0.428 
0.422 
0.358 
0.378 
0.456 
0.496 
0.415 
0.480 
0.425 
0.400 
0.422 
0.448 
0.397 
0.447 
0.480 
0.514 
0.447 
0.441 
0.571 
0.528 
0.554 
0.348 
0.484 
0.453 
0.342 
0.488 
0.465 
0.465 
0.413 
0.504 
0.519 
0.424 
0.510 
0.510 
0.593 
0.522 
0.536 
0.493 
0.503 
0.559 
0.568 
0.498 
0.510 
0.499 
0.534 
0.543 
0.340 
0.340 
0.451 
0.418 
0.446 
0.518 
0.509 
0.547 
0.495 
0.556 
0.510 
0.459 
0.492 
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Class 1988 1989 1990 D-Ratio Class 1988 1989 1990 D-Ratio 
2102 0.3459 0.3409 0.3221 0.547 4107 0.0981 0.0983 0.0931 0.524 
2104 0.2898 0.2620 0.2481 0.555 4108 0.1672 0.1605 0.1520 0.561 
2105 0.4567 (0.4606 0.4319 0.472 4109 0.1672 0.1605 0.1520 0.561 
2106 0.3458 0.3337 0.3142 0.501 4201 0.1867 0.1900 0.1786 0.512 
2201 0.1875 0.1822 0.1720 0.517 4301 0.6739 0.6501 0.6130 0.539 
2202 0.4092 0.3941 0.3729 0.554 4302 0.5331 0.5130 0.4816 0.507 
2203 0.2533 02419 0.2277 0.520 4303 0.2133 0.2054 0.1937 0.528 
2401 0.3903 0.3793 0.3583 0.561 4304 0.4819 0.4651 0.4402 0.544 
2903 0.5893 (0.5698 0.5386 0.534 4305 0.8705 0.9016 0.8445 0.476 
2904 0.5551 0.5358 0.5052 0.497 4401 0.4478 0.4352 0.4102 0.550 
2905 0.3924 0.3683 0.3488 0.578 4402 0.5725 0.5544 0.5230 0.535 
2906 0.3725 0.3704 0.3476 0.490 4404 0.4868 0.4687 0.4410 0.544 
2907 0.3909 0.3775 0.3571 0.589 4501 0.1078 — 0.1063 0.1000 0.465 
2908 0.7422 0.7267 0.6845 0.534 4502 0.0336 0.0333 0.0312 0.443 
2909 0.5226 0.5011 0.4721 0.506 4504 0.0704 0.0673 0.0641 0.598 
3101 0.5895 0.5867 0.5483 0.455 4601 0.5256 0.5137 0.4851 0.473 
3102 0.4107 0.4052 0.3795 0.440 4802 0.2938 0.2704 0.2551 0.530 
3103 0.4107 0.4052 0.3795 0.440 4803 0.2982 0.2406 0.2280 0.548 
3104 0.4205 0.4275 0.4021 0.478 4804 0.4225 0.4085 0.3864 0.551 
3105 0.7397 (0.7094 0.6654 0.478 4805 0.2787 0.2629 0.2489 0.559 
3303 0.1950 (0.1861 0.1754 0.4490 | 4806 0.0809 0.0697 0.0659 0.531 
3304 0.5354 0.5062 0.4787 0.578 4808 0.4334 0.4120 0.3880 0.472 
3309 0.2952 0.2834 0.2687 0.513 4809 0.1877 0.1818 0.1727 0.607 
3401 0.3103 0.3080 0.2901 0.494 4810 0.1540 0.1376 0.1300 0.538 
3402 0.3293 0.3213 0.3035 0.535 4811 0.2323 0.2085 0.1972 0.526 
3403 0.1244 0.1243 0.1174 0.509 4812 0.3980 0.3868 0.3644 0.528 
3404 0.3343 0.3243 0.3067 0.553 4813 0.2537 0.2329 0.2192 0.518 
3405 0.2353 0.2286 0.2156 0.531 4901 0.0380 0.0388 0.0366 0.556 
3406 0.1519 0.1465 0.1392 0.573 4902 0.0318 0.0314 0.0296 0.548 
3407 0.2652 0.2668 0.2503 0.472 4903 0.0380 0.0388 0.0366 0.556 
3408 0.0726 0.0739 0.0696 0.496 4904 0.0134 0.0131 0.0125 0.577 
3409 0.0951 0.0918 0.0867 0.513 4905 0.2371 02252 0.2143 0.604 
3501 0.6250 0.6067 0.5682 0.433 4906 0.0464 0.0456 0.0430 0.541 
3503 0.1913 0.1774 0.1684 0.554 4907 0.0608 0.0586 0.0552 0.504 
3506 0.5940 (0.6090 0.5699 0.462 4908 0.0982 0.0949 0.0908 0.546 
3509 0.3592 0.3499 0.3320 0.639 4909 0.0982 0.0949 0.0908 0.546 
3510 0.3684 0.3589 (0.3402 0.589 4910 0.2783: 0.2640 0.2501 0.563 
3511 0.4174 0.4066 0.3846 0.573 5001 3.3414 3.4642 3.2196 0.369 
3512 0.3122 0.3042 0.2877 0.552 5002 0.4098 . 0.4128 0.3888 0.545 
3602 0.0747 0.0714 0.0679 0.588 5003 1.1380 1.1459 1.0644 0.385 
3603 0.3173 0.3109 0.2939 0.536 5004 3.0811 .2.9056 2.7117 0.416 
3604 1.0491 1.0084 0.9460 0.468 5101 0.5670 0.5459 0.5152 0.544 
3605 0.3666 0.3525 0.3322 0.525 5103 0.7259 0.6894 0.6501 0.515 
3606 0.6606 0.6356 0.5988 0.499 5106 0.4474 0.4352 0.4106 0.472 
3701 0.2089 0.2054 0.1937 0.528 5108 0.5818 0.5796 0.5444 0.495 
3702 0.3710 0.3659 0.3440 0.512 5109 0.4069 — 0.3956 0.3715 0.487 
3707 0.3286 0.3172 0.2989 0.547 5201 0.2588 0.2560 0.2410 0.496 
3708 0.2357 0.2257 0.2135 0.562 5204 0.8019 0.7925 0.7420 0.502 
3801 0.1743 0.1713 041615 0.531 5206 0.3186 0.3231 0.3026 0.474 
3802 0.1295 0.1275 0.1208 0.562 5207 0.1133 0.1078 0.1027 0.597 
3808 0.2252 0.2177 0.2052 0.516 5208 0.7585 0.7528 0.7071 0.492 
3901 0.1293 0,1229 0.1166 0.590 5209 0.5303 0.5120 0.4838 0.523 
3902 0.4080 0.3909 0.3698 0.566 5301 0.0177 0.0176 0.0166 0.536 
3903 0.9198 0.8825 0.8337 0.487 5305 0.0290 0.0286 0.0270 0.491 
3905 0.1210 0.1179 0.1126 0.618 5306 0.0311 0.0306 0.0289 0.515 
:3906 0.3399 0.3373 0.3181 0.501 5307 0.3255 0.3271 0.3074 0.488 
3909 0.2473 0.2351 0.2224 0.521 6103 0.0408 0.0402 0.0383 0.596 
4002 0.5274 | 0.5178 0.4875 0.520 6104 0.2301 02210 0.2084 0.494 
4101 0.1672 0.1605 0.1520 0.561 6105 0.1416 01363 0.1290 0.554 
4103 0.1906 0.1939 0.1838 0.578 6107 0.0963 0.0949 0.0900 0.561. 


[279] 


WSR 91-24-053 Washington State Register, Issue 91-24 


Class 1988 1989 1990 D-Ratio Class 1988 1989 1990 D-Ratio 


6108 0.3765 0.3667 0.3487 0.620 6906 0.0951 0.0926 0.0908 0.614 
6109 0.0328 0.0316 0.0300 0.581 6907 1.0551 1.0348 0.9681 0.428 
6110 0.3426 0.3305 0.3131 0.559 6908 ^ 0.3238 0.3101 0.2929 0.560 
6201 01255 01244 0.1176 0.524 6909 0.0528 0.0521 0.0494 0.571 
6202 0.4516 0.4347 0.4088 0.463 7101 0021 00227 020213 0.470 
6203 0.0665 0.0642 0.0609 0.539 7102 2.8085 2.8126 2.6960 0.574 
6204 0.1384 01331 041265 0.568 7103 0.1858 0.1849 0.1737 0.521 
6205 01384 01331 0.1265 0.568 7104 — 0.0380 0.0192 0420181 0.477 
6206 01384 0.1331 0.1265 0.568 7105 02571 0.0316 0.0297 0.457 
6207 0.7927 0.7659 07276 0.559 7106 — 0.5278 0.1733 0.1630 0.474 
6208 02197 02101 0.1989 0.550 7107 141975 0.1826 041717 0.473 
6209 01821 0.1754 0.1670 0.594 7108 ^ 2.0400 0.1922 0.1816 0.528 
6301 0.0944 0.0999 0.0934 0.414 7109 5.0589 0.2242 02118 0.539 
6302 0.1354 01301 0.1223 0.434 7110 — 0.2739 0.2634 02481 0.509 
6303 0.0501 0.0492 0.0465 0.506 7111 0.3641 0.3556 0.3355 0.561 
6304 01253 041179 041126 0.599 7112 0.4922 0.4833 0.4524 0.451 
6305 0.0515 0.0475 0.0451 0.545 7113 0.5726 0.5501 0.5157 0.471 
6306 0.1930 0.1835 0.1737 0.556 7114 0.5089 0.4896 0.4631 0.546 
6308 0.0323 0.0312 0.0294 0.509 7115 0.5002 0.4806 0.4503 0.459 
6309 ^ 0.1026 0.0969 0.0920 0.564 7116 0.5378 0.5169 0.4846 0.453 
6402 01933 04181 041713 0.562 7117 1.2507 12047 1.1414 0.522 
6403 01474 041413 0.1345 0.598 7118 — 2.1976 21128 1.9865 0.483 
6404 01233 01152 0.1097 0.592 719 — 1.7484 1.6801 1.5760 0.468 
6405 — 0.431] 0.4274 0.4026 0.520 7120 5.0083 4.8165 4.5247 0.452 
6406 0.0608 0.0587 0.0557 0.560 711 2.9807 4.7899 4.4997 0.452 
6407 041485 0.1376 0,1307 0.575 7201 0.6043 0.5877 0.5525 0.533 
6408 0.2636 0.2586 0.2442 0.521 7202 0.0293 0.0288 00273 0.554 
6409 0.3655 0.3656 0.3443 0.507 7203 0.1074 0.1029 0.0977 0.520 
6410 01148 01130 0.1069 0.518 7204 0.0000 0.0000 0.0000 0.678 
6501 0.0587 0.0566 0.0537 0.598 7301 0.5221 0.4957 0.4667 0.473 
6502 0.1058 0.0155 0.0147 0.551 7302: 0.5205 0.5127 0.4863 0.561 
6503 0.0610 0.0625 0.0583 0.361 7307 0811 0.7275 0.6864 0.544 
6504 0.3057 0.2926 0.2791 0.597 7308 0.1823 01730 041640 0.531 
6505 0.0997 0.0966 0.0916 0.566 7309 0.1467 0.1400 041338 0.614 
6506 0.0629 0.0603 0.0572 0.551 

6508 0.3245 0.3162 0.2989 0.538 AMENDATORY SECTION (Amending WSR 90-24- 
6509 01633 0.1572 0.1494 0.596 042, filed 11/30/90, effective 1/1/91) 

6601 0.1513 0.1446 041373 0.566 

6602 0.3731 0.3595 0.3401 0.544 Tunt ee ТАУ АТАНГ ЕЛҮ 

6603 0.2184 02142 02029 0.549 Maximum experience modifications for firms with no 
6604 0.0514 0.0510 0.0480 0.492 compensable accidents: 

6605 0.2455 0.2493 0.2362 0.597 Маши 
6607 01133 01078 0.1027 0.597 Expected Experience 
6608 0.1865 0.1870 0.1750 0.480 Loss Range Modification 
6704 01241 01202 0.1137 0.534 QR EE uU nde 
6705 0.6828 0.6326 0.6014 0.600 

6706 0.3152 0.3180 0.3008 0.522 ((4:783—&-Einder — — — — —9-90 

6707 1.4986 1.4678 1.3974 0.625 3-284———1-908——— ——— — — 9.89 

6708 3.5858 — 3.5234 3.3418 0.467 3-989———2.843——— — ——————8.88 

6709 0.1467 0.1400 0.1338 0.614 2-044———2.(89——————— 9.83 

6801 0.2323 0.2366 02217 0.458 2-190——— 2-343 — — — — — —— 9.86 

6802 _ 0.2460 0.2404 0.2279 0.573 2.348———2.519—— — es 

6803 10617 1.1000 1.0049 0.250 2-529———23-366— — — — —0-84 

6804 0.1594 0.1596 0.1507 0.546 2393---2909-------993 

6809 2.4970 2.4474 2.3463 0.606 2-949— —3-3138— — 8 

6901 0.0238 0.0232 0.0227 0.572 3133——3-334— —— — — — —90:84 

6902 0.4269 0.4221 0.3938 0.423 3:333———3-634—————————— —9.80 

6903 5.0533 5.1941 4.7930 0.274 3-635 —— 30 —.— 949 

6904 01475 01531 0.1443 0.546 3923---426---9%8% 

6905 02127 02114 01991 0.497 4233---45%-------9 
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Maximum 
Expected Experience 
Loss Range Modification 


1,786 & Under 0.90 
1,787 - 1,911 0.89 
1,912 - 2,046 0.88 
2,047 - 2,192 0.87 
2,93 — 2351 ` Ë 

2,352 - 2,523 ‘0. 

2,524 - 2,710 0.84 
2,711 - 2,914 0.83 
2,915 - 3,135 0.82 
3,136 - 3,377 0.81 
3,378 - 3,640 0.80 
3,641 - 3,928 0.79 
3,929 - 4,243 0.78 


4,244 - 4,587 . 
4,588 - 4,964 0.76 
4,965 - 5,379 0.75 
5,380 - 5,834 ; 
5,835 - 6,334 0.73 
6,335 - 6,886 Р 
6,887 - 7,494 ) 
7,495 - 8,166 0.70 


8,167 - 8,909 0.69 
8,910 - 9,732 0.68 


9,733 -10,645 0.67 


10,646 -11,660 Ë 
11,661 -12,790 0.65 


12,791 -14,049 0.64 
14,050 -15,455 0.63 
15,456 -17,028 0.62 


17,029 -18,792 0.61 
18,793 46 Over 0.60 


AMENDATORY SECTION (Amending WSR 91-12- 
014, filed 5/31/91, effective 7/1/91) 


WAC 296-17-895 INDUSTRIAL INSURANCE 
ACCIDENT FUND BASE RATES AND MEDICAL 
AID BASE RATES BY CLASS OF INDUSTRY. In- 
dustrial insurance accident fund and medical aid fund 
base rates by class of industry shall be as set forth 
below. 
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((Basc Rates Effective 
Jamary 1—199+ 
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((Basc Rates Effective 
Famrary 1 93H 
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((Base-Rates-Effective ((Basc Rates Effective 
Tamary + 199+ 
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((Basc Rates Effective 


3:399—————————039106— — — —0-31748)) 
Base Rates Effective 


January 1, 1992 


Accident Medical Aid 

Class Fund Fund 
0101 1.3066 0.7581 
0102 1.2100 0.8016 
0103 1.2169 0.8718 
0104 1.7218 0.8029 
0105 0.9804 0.7603 
0106 3.0392 2.4946 
0107 1.1650 0.6379 
0108 1.1272 0.6480 
0109 3.5780 1.8376 
0201 2.3810 0.9931 
0202 2.1677 1.7293 
0206 1.9213 0.9178 
0301 0.5434 0.4546 
0302 1.7947 1.0229 
0306 0.9311 0.5952 
0307 0.6905 0.4754 
0403 0.9588 0.8072 
0502 1.0577 0.6208 
0504 1.3892 0.8488 
0506 3.3421 2.2360 
0507 2.8689 1.8791 
0508 3.9241 2.0669 
0509 1.8536 1.1851 
0510 1.2904 0.9065 
0511 1.1186 0.7490 
0512 1.5943 0.9893 
0513 0.6737 0.5194 
0514 1.2668 0.8723 
0515 2.2139 1.1550 
0516 1.8218 1.1716 
0517 1.7621 1.2726 
0518 1.6272 0.8590 


Class 


0519 
0601 
0602 
0603 
0604 
0606 
0607 
0608 
0701 
0803 
0804 
0901 
1002 
1003 
1004 
1005 
1007 
1101 
1102 
1103 
1104 
1106 
1108 
1109 
1301 
1303 
1304 
1305 
1401 
1404 
1405 
1501 
1507 
1701 
1702 
1703 
1704 
1801 
1802 
2002 
2003 
2004 
2005 
2007 
2008 
2101 
2102 
2104 
2105 
2106 
2201 
2202 
2203 
2401 
2903 
2904 


Base Rates Effective 
January 1, 1992 


Accident 
Fund 


1.6527 
0.5503 
0.3453 
0.7221 
0.9622 
0.2061 
0.2362 
0.2078 
2.2538 
0.3174 
0.7381 
1.8974 
0.8997 
0.5260 
0.5260 
4.0362 
0.2212 
0.4645 
1.1471 
0.3751 
0.4762 
0.1553 
0.3681 
0.5966 
0.2567 
0.1885 
0.0171 
0.2516 
0.6317 
0.5053 
0.4430 
0.3203 
0.2417 
1.6560 
1.6560 
0.4355 
0.8418 
0.9812 
0.5692 
0.4827 
0.3474 
0.6916 
0.2514 
0.2892 
0.2239 
0.5145 
0.3474 
0.2593 
0.5251 
0.3546 
0.1865 
0.3933 
0.2658 
0.3978 
0.5825 
0.5503 


Medical Aid 


Fund 


1.0510 
0.4149 
0.2548 
0.4808 
0.7845 
0.2163 
0.2447 
0.1887 
0.8772 
0.2728 
0.5059 
1.0722 
0.6872 
0.4022 
0.4022 
2.2683 
0.2096 
0.4143 
0.6896 
0.3387 
0.4542 
0.2075 
0.3881 
0.6168 
0.2133 
0.1455 
0.0196 
0.2447 
0.6654 
0.3945 
0.4117 
0.2717 
0.2492 
0.7860 
0.7860 
0.2817 
0.5726 
0.5978 
0.5272 
0.4660 
0.3481 
0.5808 
0.3103 
0.3421 
0.1830 
0.4488 
0.3481 
0.2778 
0.3965 
0.3205 
0.1844 
0.4132 
0.2229 
0.3751 
0.5809 
0.5376 


Class 


2905 
2906 
2907 
2908 
2909 
3101 
3102 
3103 
3104 
3105 
3303 
3304 
3309 
3401 
3402 
3403 
3404 
3405 
3406 
3407 
3408 
3409 
3501 
3503 
3506 
3509 
3510 
3511 
3512 
3602 
3603 
3604 
3605 
3701 
3702 
3707 
3708 
3801 
3802 
3808 
3901 
3902 
3903 
3905 
3906 
3909 
4002 
4101 
4103 
4107 
4108 
4109 
4201 
4301 
4302 
4303 


Base Rates Effective 
January 1, 1992 


Accident 
Fund 


0.3703 
0.4230 
0.4004 
0.8022 
0.5255 
0.7120 
0.4596 
0.4596 
0.4542 
0.8104 
0.1901 
0.5392 
0.2500 
0.3261 
0.3324 
0.1238 
0.3309 
0.2420 
0.1319 
0.2998 
0.0789 
0.0921 
0.6815 
0.1615 
0.7231 
0.3664 
0.3590 
0.4226 
0.3048 
0.0636 
0.3062 
1.1345 
0.3815 
0.2160 
0.4104 
0.3530 
0.2285 
0.1845 
0.1268 
0.2284 
0.1170 
0.3989 
0.8393 
0.0970 
0.3463 
0.2251 
0.5697 
0.1580 
0.1888 
0.0889 
0.1580 
0.1580 
0.2137 
0.6998 
0.5964 
0.2160 


Medical Aid 


Fund 


0.3849 
0.3196 
0.3707 
0.6675 
0.4897 
0.4517 
0.3494 
0.3494 
0.4087 
0.6104 
0.1874 
0.4944 
0.3343 
0.2975 
0.3223 
0.1295 
0.3317 
0.2219 
0.1712 
0.2348 
0.0704 
0.0950 
0.5300 
0.2049 
0.4889 
0.3533 
0.3783 
0.4083 
0.3172 
0.0846 
0.3294 
0.8863 
0.3322 
0.2010 
0.3262 
0.2890 
0.2331 
0.1628 
0.1346 
0.2133 
0.1364 
0.4002 
0.9630 
0.1501 
0.3387 
0.2564 
0.4768 
0.1712 
0.2096 
0.1132 
0.1712 
0.1712 
0.1688 
0.6188 
0.4325 
0.2010 
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Class 


4304 
4305 
4401 
4402 
4404 
4501 
4502 
4504 
4601 
4802 
4803 
4804 
4805 
4806 
4808 
4809 
4810 
4811 
4812 
4813 
4901 
4902 
4903 
4904 
4905 
4906 
4907 
4908 
4909 
4910 
5001 
5002 
5003 
5004 
5101 
5103 
5106 
5108 
5109 
5201 
5204 
5206 
5207 
5208 
5209 
5301 
5305 
5306 
5307 
6103 
6104 
6105 
6107 
6108 
6109 
6110 


WSR 91-24-053 


Base Rates Effective 
January 1, 1992 


Accident 
Fund 


0.4500 
1.0709 
0.4811 
0.5862 
0.5380 
0.1118 
0.0356 
0.0575 
0.4870 
0.2840 
0.2299 
0.4090 
0.2573 
0.0677 
0.4307 
0.1748 
0.1380 
0.2027 
0.4245 
0.2554 
0.0398 
0.0334 
0.0398 
0.0120 
0.2041 
0.0480 
0.0612 
0.0609 
0.0609 
0.2615 
4.4213 
0.4638 
1.5030 
3.5126 
0.5781 
0.7160 
0.4165 
0.6526 
0.4410 
0.2711 
0.9783 
0.3791 
0.0943 
0.8433 
0.5069 
0.0170 
0.0277 
0.0310 
0.3658 
0.0350 
0.2223 
0.1347 
0.0879 
0.3553 
0.0302 
0.3263 


Medical Aid 


Fund 


0.5035 
0.7272 
0.4004 
0.5396 
0.4068 
0.1026 
0.0312 
0.0827 
0.5613 
0.2655 
0.2649 
0.4267 
0.2821 
0.0750 
0.4036 
0.2006 
0.1430 
0.2238 
0.3581 
0.2150 
0.0393 
0.0305 
0.0393 
0.0151 
0.2632 
0.0447 
0.0575 
0.1396 
0.1396 
0.2805 
2.3582 
0.3704 
0.7349 
2.2347 
0.5319 
0.6838 
0.4701 
0.5121 
0.3538 
0.2465 
0.5988 
0.2654 
0.1299 
0.6696 
0.5386 
0.0190 
0.0306 
0.0313 
0.2923 
0.0485 
0.2267 
0.1447 
0.1077 
0.4037 
0.0349 
0.3520 
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Base Rates Effective 
January 1, 1992 


Accident 
Fund 


0.1199 
0.4547 
0.0594 
0.1178 
0.1178 
0.1178 
0.6770 
0.2042 
0.1491 
0.1126 
0.1325 
0.0481 
0.0928 
0.0407 
0.1806 
0.0331 
0.0895 
0.1873 
0.1244 
0.1007 
0.4604 
0.0525 
0.1245 
0.2596 
0.3884 
0.1080 
0.0570 
0.0145 
0.0718 
0.2387 
0.0899 
0.0551 
0.3199 
0.1451 
0.1317 
0.3583 
0.2049 
0.0552 
0.2556 
0.0943 
0.2254 
166.8200** 
124.5600** 
16.3800** 
12.2800** 
68.7000** 
0.1155 
0.5827 
0.3036 
10.76* 
2.8470 
0.1098 
0.2709 
0.2298 
1.6881 
0.1626 


Medical Aid 


Fund 


0.1347 
0.4226 
0.0727 
0.1578 
0.1578 
0.1578 
0.9083 
0.2265 
0.2159 
0.0863 
0.1300 
0.0524 
0.1542 
0.0578 
0.1954 
0.0301 
0.1104 
0.1828 
0.1693 
0.1389 
0.4044 
0.0688 
0.1601 
0.2671 
0.3512 
0.1233 
0.0593 
0.0173 
0.0517 
0.3732 
0.1092 
0.0694 
0.3258 
0.1803 
0.1671 
0.3773 
0.2348 
0.0477 
0.2556 
0.1299 
0.1468 
200.2200** 
149.4800** 
19.6600** 
14.7600** 
80.3400** 
0.1308 
0.7275 
0.3478 
13.64* 
4.4350 
0.1842 
0.2017 
0.2647 
0.3695 
0.1627 
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Base Rates Effective 
January 1, 1992 


Accident Medical Aid 


Class Fund Fund 
6809 1.6098 3.5780 
6901 0.0000 0.0522 
6902 0.5167 0.3173 
6903 6.7542 3.2431 
6904 0.1678 0.1423 
6905 0.2195 0.2086 
6906 0.0000 0.2086 
6907 1.2034 0.8566 
6908 0.3259 0.3059 
6909 0.0493 0.0578 
7101 0.0250 0.0205 
7102 14.26* 33.46* 
7103 0.2115 0.1601 
7104 0.0169 0.0226 
7105 0.0343 0.0293 
7106 0.1875 0.1620 
7107 0.1976 0.1706 
7108 0.1954 0.1967 
7109 0.2337 0.2233 
7110 0.2867 0.2461 
7111 0.3973 0.3243 
7112 0.5728 0.3897 
7113 0.6436 0.4558 
7114 0.4966 0.5043 
7115 0.5616 0.3979 
7116 0.5904 0.4440 
7117 1.1262 1.3504 
7118 2.3193 1.9374 
7119 1.9295 1.4349 
7120 5.2239 4.4667 
7121 5.1961 4.4405 
7201 0.6963 0.4853 
7202 0.0291 0.0299 
7203 0.0853 0.1279 
7204 0.0000 0.0000 
7301 0.5113 0.4922 
7302 0.4838 0.5728 
7307 0.7750 0.7029 
7308 0.1554 0.2010 
7309 0.1098 0.1842 


*Daily rate. The daily rate shall be paid in full on any 
person for any calendar day in which any duties are 
performed that are incidental to the profession of the 
worker. 

**These rates are calculated on a per license basis for 
parimutuel race tracks and are base rated. 


AMENDATORY SECTION (Amending Order 88-26, 
filed 12/1/88, effective 1/1/89) 


WAC 296-17-904 DEFINITIONS. The definitions 
in this section shall apply throughout WAC 296-17-905 
through 296—17-91902. 

(1) "Coverage period” means a опе-усаг period be- 
ginning the first day of either January, April, July, or 
October. 
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(2) "Group" means those members of an association 
who have elected to have a group dividend and/or retro- 
spective premium calculated based on the combined pre- 
mium and incurred loss data of the participants, and 
have satisfactorily complied with eligibility requirements 
for doing so. 

(3) "Premium" means only that portion of the money 
collected from an empłoyer for worker's compensation 
(not to include any money paid in penalties or security 
deposits), which is deposited in the accident fund and 
the medical aid fund. 

(4) "Standard premium" for a particular coverage pe- 
riod means premium collected or due for insurance cov- 
erage provided during the period, prior to any adjust- 
ments under a dividend or retrospective rating plan. 

(5) "Incurred losses" for a coverage period means the 
estimated ultimate cost to the accident fund and medical 
aid fund of claims arising from incidents occurring dur- 
ing the coverage period, subject to the speciał evaluation 
methods prescribed in WAC 296-17-915. 

(6) "Loss development factor" means an actuarially 
determined factor which is multiplied times individual 
case basis estimates of claim costs to produce incurred 
losses for a firm or group of firms during a coverage pe- 
riod. Loss development factors allow for reopenings, ag- 
gravations, and any other individually unpredictable 
contingencies which may affect claim costs based on past 
experience of the accident fund and medical aid fund as 
a whole. 

(7) "Loss ratio" means incurred losses divided by 
standard premium. 

(8) "Dividend" is a partial refund of standard premi- 
um based on a firm's standard premium and loss ratio. 

(9) "Retrospective premium" is a premium deter- 
mined after a coverage period has ended, based on a 
firm's standard premium, incurred losses, and other pre- 
selected parameters for the coverage period. 

(10) "Retrospective premium adjustment" is an addi- 
tional assessment or refund of premium owing to an em- 
ployer's retrospective premium as of a given evaluation 
date being more or less than the premium previously 
paid for the coverage period. Additional assessments of 


premium will be deposited entirely in the accident fund 
and refunds will be paid entirely from the accident fund. 


(11) "Performance adjustment factor" means an ac- 

tuarially determined factor which is multiplied times in- 
curred losses prior to application of the retrospective 
rating formula, to produce “adjusted incurred losses." 
This adjustment will produce net retrospective premium 
credits for employers and employer groups participating 
in the retrospective rating program when they have 
combined experience which is more favorable than other 
state fund experience. Conversely, this adjustment will 
produce net retrospective premium penalties for employ- 
ers and employer groups participating in the retrospec- 
tive rating program when their combined experience is 
more adverse than other state fund experience. The pur- 
pose of the performance adjustment factor is to retain a 
consistent economic incentive for those employers to im- 
prove their accident cost experience while participating 
in these plans. 
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AMENDATORY SECTION (Amending WSR 90-24- 


042, filed 11/30/90, effective 1/1/91) 
WAC 296-17-919 TABLE I. 
((REFROSPEECFTVE RAFTING PEANS A, At AŻ 3 AND-B 


86-----Е- ——3,191—-$————4,269 
82-------------%2740-----%90 
82------------%902-------5602 
8----------5603------6379 
86------6386-----72397 
3--------9225------40369 
76-----------46330-Ғ6%4 
38-------------1626-------40999 
734-----------7------Ғ000----14502 
733--------------1:50:-----46443 
3Ғ----------55934------194883 
76-----------9484------729004 
69---- 22-005 E 24.309 
67———979——— — 26,382 
6---------3559-----37392 
60— = 37.303 d 39-651 
50939565242 
58------------2,492--------44,942 
ig $4,690 —_— $8,528 
3358529 ——— 62,7 
52-------------0271І8-------6%,294 
4:8— — — — — — — 83,843— — — —90,49t 
4%-------------906492-----97%5827 
46------------9%828----10536 
485------------005933-----Н49% 
1:4 — — — — —H«,922— — 121,416 
43434 44 = — 429,482 
H 5385124 =- 666 
4$9— —— — — —HFh661—————158;132 
38-------------10%638------Ғ82;347 
37-------------102348-------496:395 
34— — — — ————196,326— —— —211;847 
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Siz—— Standard Size Standard 
Group — — — — — ——Premium Group — . ГРгепішп 
Number— — — — — — — Range Number Range 

35————— H $48—— 229,091 67 ________26220-____27,693 
34---------229,092-----248333 66 2,64- 29,273 
33--------246314-----269;803 66 2... 29274-.- 30970 
92------------269,804------2935:545 64  309701- 32,79 
3----------293;916----325068 63... - 0 32997 © - 34757 
36— —— — ——321,069— — —351,764 62 а53,Л8- 36,74 
29----------35765------386,639 6l  685- 39,56 
28----------3866Н----426,344 606 39157 - 4161 
9---------%96:345----%75869 59 41,622 — 44,288 
26------475870-----524298 358 4429 - 47,175 
25---------524299------5850і?2 57__________47476-___50,306 
24-----------5856033-----655746 56 50,07- 53,707 
23——sj—8689 3). Ll C 53708- _ 5.407 
22-----------738;690-----836;643 58 5,08- 614356 
2------------936644-----953223 52 6,437- 65,533 
29— —— — — —953,224 — —H093,158 22 65,34- 70,638 
43-------599%59---5Б269/798 51 70,639 - 75,899 
48--------Қ262,709-----5470;295 50 75900- 581,66 
8------Ь43629-59974 Ы 49 81,669 - 88,008 
4:6— — FAH ——1,922.553 48 88,009 — 94,988 
485---------9929554----2445:292 47 94,989 - 102,688 
48--------74445293----7394099 46 102,689 — 111,200 
33— — — — —2:394.030— ——2.392-208 45 111,201 — 120,632 
һюы-------2:792209---3299248 44 120,633 - 127,449 
+— 3,383,249-——— 4,303,490 43 127,450 - 135,832 
на —43874H—5878-H0 42 135,833 — 144,986 
9------- 5.483834H— —9-656.047 41 144,987 - 155,004 
8— — —— —— —4656.048———-10:342-995 40 155,005 — 165,990 
2---------49:349:996-Һ5573889 39 165,991 - 178,066 
6----:---44:5335888- 836460 38 178,067 - 191,376 
5---------55836:63-6-Өует)) 37 191,377 - 206,081 
RETROSPECTIVE RATING PLANS А, Al, A2, A3, AND B 36 206,082 = 222,374 
STANDARD PREMIUM SIZE RANGES 35 222,375 — 240,475 
Effective January 1, 1992 34 240,476 - 260,652 
Size Standard 33 260,653 - 283,210 
Group — 5 Premium 32 283,211 — 308,520 
Number Range 31 308,521 — 337,022 
30 337,023 — 369,243 
29  . ..369244 - 405,821 
28 405,822 — 447,529 
84 $ 3,885 -$ 4,481 27 447,530 — 495,316 
8 442- 5,45 26 495,317 — 550,351 
82 5,146 - 5,880 25 550,352 - 614,082 
84 5,88] -  6,6%6 24 614,083 - 688,330 
80 6,697 - 7,597 23 688,331 - 775,395 
79 7,598 = 8,590 22 715,396 - 878,216 
78 8,591 - 9,682 21 878217 — 1,000,589 
77 _ 9,683 — 10,884 20 1,000,590 — 1,147,478 
76 . 10885 - 12,202 19 1,147,479 — 1,325,453 
75 12,203 - 13,645 18 1,325,454 — 1,543,355 
74 13,646 - 15,223 17 1,543,356 — 1,813,248 
73 15,224 - 16,945 16 1,813,249 — 2,018,086 
72 16,946 - 18,824 15 2018,087 — 2,251,798 
71 z 18,825 - 20,871 14 2251,799 — 2,512,990 
70  092- | 23,097 I 13 2,512,991 — 2,930,954 
69 5 098 — 25,517 12 2,930,955 — 3,446,394 
68 25,518 - 26,219 — = = 


[288] 


Washington State Register, Issue 91-24 


Size Standard 
Group Premium 
Number Range 
11 3,446,395 - 4,521,532 
10 4,521,533 - 6,170,826 
9 6,170,827 - 8,036,480 
8 8,036,481 - 10,856,944 
7 10,856,945 - 15,298,066 
6 15,298,067 - 22,921,211 


5 22,921,212 & Оуег 
AMENDATORY SECTION (Amending Order 89-22, 
filed 12/1/89, effective 1/1/90) 


WAC 296-17-920 ASSESSMENT FOR SUP- 
PLEMENTAL PENSION FUND. The amount of 
((+6-7)) 17.6 mills (%((:0467)) .0176) shall be retained 
by each employer from the earnings of each worker for 
each hour or fraction thereof the worker is employed. 
Provided that in classifications 6707 and 7102, the em- 
ployer shall retain ((thirteen)) fourteen cents per day 
from each worker and in classification 6708 the employ- 
er shall retain ((3-67)) 1.75 mills (9((:00+67)) .00175) 
per hour to be reported for premium calculation under 
WAC 296-17-350(8) from each worker. The amount of 
money so retained from the employee shall be matched 
in an equal amount by each employer, except as other- 
wise provided in these rules, all such moneys shall be re- 
mitted to the department on or before the last day of 
January, April, July and October of each year for the 
preceding calendar quarter, provided self-insured em- 
ployers shall remit to the department as provided under 
WAC 296-15-060. All such moneys shall be deposited 
in the supplemental pension fund. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 296-17-86501 BUILDING INDUSTRY 
EXPERIENCE MODIFICATION LIMITATIONS. 


WSR 91-24-054 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 


[Order 91-144—Filed November 27, 1991, 3:59 p.m., effective 
December 1, 1991, 12:01 a.m.] 


Date of Adoption: November 27, 1991. 

Purpose: Commercial fishing regulations. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 220-47-723. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
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to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: The opening in Area 7B 
provides opportunity to harvest the nontreaty share of 
chum salmon originating from the Nooksack-Samish 
region, and .is necessary to reduce wastage. All other 
Puget Sound areas are closed to prevent overharvest of 
local salmon stocks. 

Effective Date of Rule: 12:01 a.m., December 1, 1991. 

November 27, 1991 
Judith Freeman 

for Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-47-724 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY. Not- 
withstanding the provisions of Chapter 220-47 WAC, 
effective 12:01 AM Sunday December 1, 1991, until 
further notice, it is unlawful to take, fish for, or possess 
salmon or Atlantic salmon for commercial purposes 
taken from the following Puget Sound Salmon Manage- 
ment and Catch Reporting Areas except in accordance 
with the following open periods and mesh and area 
restrictions: 

*Area 7B — Gillnets using 6-inch minimum mesh, and 
purse seines, may fish continuously until 11:59 PM Sat- 
urday December 7. 

*Areas 4B, 5, 6, 6A, 6B, 6C, 6D, 7, 7A, 7C, 7D, 7E, 
8, 8A, 8D, 9, 9A, 10, 10A, 10C, 10D, 10E, 10F, 10G, 
11, 11А, 12, 12А, 12B, 12C, 12D, 13, 13A, 13C, 13D, 
1ЗЕ, 13F, 13G, 13H, ІЗІ, 13J, and 13K, all freshwater 
areas, and exclusion zones provided for in WAC 220- 
47-307 except as modified herein — Closed. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed effective 12:01 AM Sunday 
December 1, 1991: 


WAC 220-47-723 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY (91-143) 


WSR 91-24-055 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Order 91-145—Filed November 27, 1991, 4:02 p.m.] 


Date of Adoption: November 27, 1991. 

Purpose: Personal use rules. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 220-56-350. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. Í 
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Reasons for this Finding: Recent samples of razor 
clams have shown that the marine toxin, domoic acid is 
present on Pacific coastal beaches. In Canada (Prince 
Edwards Island) where domoic acid was originally doc- 
umented as a toxin, it has been found in mussels and 
other bivalves. The Department of Health has closed all 
beaches west of the tip of Dungeness spit and outline 
beaches of the Pacific Ocean to harvest of mollusks and 
gooseneck barnacles. The Department of Fisheries sees a 
potential of wastage as fishers learn of the potential 
health hazard associated with eating the shellfish re- 
source and discarding the resource in their possession. 

Effective Date of Rule: Immediately. 

November 27, 1991 
Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-56-35000М HARDSHELL CLAMS, 
COCKLES, MUSSELS — AREAS AND SEASONS. 
Notwithstanding the provisions of WAC 220-56-310 
and WAC 220-56-350 effective immediately until fur- 
ther notice, it shall be unlawful to take, fish for or pos- 
sess hardshell clams, cockles, mussels and gooseneck 
barnacles for personal use from all beaches of the Strait 
of Juan de Fuca west of the tip of Dungeness spit and all 
outer coastline beaches of the Pacific Ocean. 


WSR 91-24-056 
PERMANENT RULES 
EMPLOYMENT SECURITY DEPARTMENT 
[Filed November 27, 1991, 4:59 p.m., effective January 1, 1992] 


Date of Adoption: November 19, 1991. 

Purpose: Independent contractor definitions: To define 
terms used in RCW 50.04.140 as amended by chapter 
246, Laws of 1991. 

Statutory Authority for Adoption: RCW 50.12.010 
and 50.12.040. 

Pursuant to notice filed as WSR 91-18-071 оп Sep- 
tember 4, 1991. 

Effective Date of Rule: January 1, 1992. 

November 27, 1991 
Ellen O'Brien Saunders 
Deputy Commissioner 
for Vernon E. Stoner 
Commissioner 


NEW SECTION 


WAC 192-12-380 DEFINITIONS RELATING 
TO RCW 50.04.140. For the purposes of RCW 
50.04.140: 

(1) "Principal place of business from which the ser- 
vice is performed" shall be the physical location of the 
business from which the contract of service is directed 
and controlled. 

(2) "Within a reasonable period" for establishing an 
account with state agencies shall be the time prior to the 
first date on which the individual begins performance of 
service toward the contract or the date upon which the 
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individual is required to establish an account with a state 
agency, as otherwise required by law, whichever event 
shall last occur. 


WSR 91-24-057 
PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed November 29, 1991, 10:25 p.m., effective January 1, 1992] 


Date of Adoption: November 29, 1991. 

Purpose: Add six WAC definitions for administration 
of legislation adopted by the 1991 legislative session 
regarding corporate officer and independent contractor 
exemption. Delete WAC conflicting with new legislation 
on corporate officer exemption. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 296-17-349; and amending WAC 
296-17-320. 

Statutory Authority for Adoption: RCW 51.04.120. 

Pursuant to notice filed as WSR 91-18-076 on Sep- 
tember 4, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: Delete latter part of definition "related by 
blood within the third degree." 

Effective Date of Rule: January 1, 1992. 

November 29, 1991 
Joseph A. Dear 
Director 


AMENDATORY SECTION (Amending WSR 91-12- 
014, filed 5/31/91, effective 7/1/91) 


WAC 296-17-320 GENERAL DEFINITIONS. 
For the purpose of interpretation of this manual, chapter 
296-17 WAC, or administering Title 51 RCW, the fol- 
lowing terms shall have the meanings given below: 

(1) "Workers! compensation" means the obligation 
imposed upon an employer by the industrial insurance 
laws of the state of Washington, to insure the payment 
of benefits prescribed by such laws. 

(2) "Risk" means and includes all insured operations 
of one employer within the state of Washington. 

(3) "Classification" means a grouping of businesses or 
industries having common or similar exposures without 
regard to the separate employments, occupations, or op- 
erations normal to the business or industry. 

(4) "Basic classification" shall be understood to have 
the same meaning as classification defined in subsection 
(3) of this section. 

(5) "Exposure" means worker hours, worker days, 
payroll or other measure of the extent to which an em- 
ployer's workers have been exposed to the hazards found 
within a particular business or industry classification. 

(6) "Rate" means the amount of premium for each 
unit of exposure. All rates are rates per worker hour ex- 
cept where specifically provided otherwise in this 
manual. 

(7) "Premium" means the sum derived from the ap- 
plication of the rates to the exposures in each classifica- 
tion, after application of any duly authorized experience 
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modification, except where the rules of this manual indi- 
cate otherwise. 

(8) Unless the context indicates otherwise, the words 
used in this manual shall have the meanings given in Ti- 
tle 51 RCW. 


(9) "Free from control or direction" shall mean that 
the contracted individual has the responsibility to deliver 
a finished product or service without the contracting firm 
or individual either exercising direct supervision over the 
work hours or the methods and details of performance or 
having the right to exercise that authority under the 


contract. 

10) "Principle place of business" shall be the physical 
location of the business from which the contract of ser- 
vice is directed and controlled. 


(11) "Within a reasonable period" for establishing an 
account with state agencies shall be the time prior to the 
first date on which the individual begins performance of 
service toward the contract or the date upon which the 
individual is required to establish an account with a state 
agency, as otherwise required by law, whichever event 


shall last occur. 
12) "Bona fide officer" means any person empowered 


in good faith by stockholders or directors, in accordance 
with articles of incorporation or bylaws, to discharge the 
duties of such officer. 

(13) "Related by blood within the third degree" 
means the degree of kinship as computed according to 
the rules of the civil law. 

(14) "Related by marriage" means the union subject 
to legal recognition under the domestic relations laws of 


this state. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 296-17-349 CORPORATE OFFICER AND 
LIMITED PARTNER—COVERAGE EXTENDED. 


WSR 91-24-058 
PROPOSED RULES 


PERSONNEL BOARD 
[Filed December 2, 1991, 9:42 a.m.] 


Original Notice. 

Title of Rule: WAC 356-47-040 Career executive 
program—Position nomination—A pproval. 

Purpose: This rule establishes the process and criteria 
for recommending positions to the Personnel Board for 
inclusion in the career executive program. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: This proposal will add language to allow 
positions to remain in the career executive program 
without returning to the Personnel Board, if the position 
is reallocated and still meets established criteria. 

Reasons Supporting Proposal: This will eliminate re- 
dundant proposals to the Personnel Board and 
streamlines and expedites the process. 
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Name of Agency Personnel Responsible for Drafting: 
Sharon Whitehead, 521 Capitol Way South, Olympia, 
753-1770 [586-1770]; Implementation and Enforce- 
ment: Department of Personnel. 

Name of Proponent: Department of Personnel, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule currently explains the process in which 
positions are recommended for inclusion in the career 
executive program. The purpose of the proposed change 
is to allow positions to remain in the program, if the po- 
sition is reallocated without returning to the Personnel 
Board for approval if the position still meets the estab- 
lished criteria. 

Proposal Changes the Following Existing Rules: The 
rule states that if a reallocation of a position within the 
career executive program occurs, the position needs to be 
presented to the Personnel Board for adoption to remain 
in the program. This proposal will eliminate redundant 
proposals to the board and streamline the process. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA, on January 9, 1992, 
at 10:00 a.m. 

Submit Written Comments to: Sharon Whitehead, 
Department of Personnel, P.O. Box 1789, Mailstop FE- 
11, Olympia, WA 98507-1789, by January 7, 1992. 

Date of Intended Adoption: January 9, 1992. 

November 22, 1992 [1991] 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 250, filed 5/30/86, 
effective 7/1/86) 


WAC 356-47-040 CAREER EXECUTIVE PROGRAM—PO- 
SITION NOMINATION—APPROVAL—PROCEDURES. (1) The 
personnel board shall approve appropriate management positions for 
inclusion in the career executive program. For purposes of this chapter, 
such positions are deemed management by virtue of being assigned re- 
sponsibility for (a) supervising other supervisors or professional per- 
sonnel; and/or, (b) planning, organizing, leading, and/or making poli- 
Cy for major program operations of one or more agencies or divisions 
or subdivisions of an agency. Such positions are usually assigned at 
salary range 50 or above (January 1, 1985, compensation plan, or 
equivalent ranges in subsequent plans). 

(2) Agency directors may nominate classified and exempt positions 
meeting the requirements of subsection (1) of this section for inclusion 
in the program. Position nominations shall be filed with the director of 
personnel, or designee, in accordance with procedures published by the 
department of personnel. Nominations shall be published on the 20— 
day notice for consideration at regular personnel board meetings. The 
20-day notice shall include the following information: 

(a) Requesting agency 

(b) Class title and. position number of the position proposed for 
inclusion 

(c) Description of the major duties and responsibilities of the 
position. 

3) Positions included in the program which are subsequently real- 
located may remain in the program where the director determines that 
the assigned responsibilities continue to meet subsection (1). 
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WSR 91-24-059 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed December 2, 1991, 9:44 a.m.] 


Original Notice. 

Title of Rule: 
Manager. 

Purpose: Definition of manager. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: Defines manager. 

Reasons Supporting Proposal: New language has been 
developed through the Workforce 2000 initiative and 
provides clarification of who is considered a manager. 

Name of Agency Personnel Responsible for Drafting: 
Sharon Whitehead, 521 Capitol Way South, Olympia, 
586-1770; Implementation and Enforcement: Depart- 
ment of Personnel. 

Name of Proponent: Department of Personnel, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This proposal is to provide a definition for "man- 
ager." This will assist with the implementation of other 
tasks that relate to management excellence. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA, on January 9, 1992, 
at 10:00 a.m. 

Submit Written Comments to: Sharon Whitehead, 
Department of Personnel, P.O. Box 1789, Mailstop FE- 
11, Olympia, WA 98507-1789, by January 7, 1992. 

Date of Intended Adoption: January 9, 1992. 

November 22, 1991 
Dee W. Henderson 
Secretary 


New section WAC 356-05-214 


NEW SECTION 


WAC 356-05-214 MANAGER. Any employee designated as a 
manager by the agency head and who is responsible and accountable 
for program results and effective utilization of fiscal, physical, and hu- 
man resources in state government. 


WSR 91-24-060 
PREPROPOSAL COMMENTS 
SECRETARY OF STATE 
(Division of Archives and Records Management) 
[Filed December 2, 1991, 11:06 a.m.] 


Subject of Possible Rule Making: Rules are being 
drafted to establish standards for the use of optical me- 
dia systems for public record-keeping purposes. These 
regulations contain criteria for the quality, stability and 
readability of optical media as required by RCW 
40.14.020. 

Persons may comment on this subject in writing. Send 
to: Secretary of State, Division of Archives, P.O. Box 
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40238, Olympia, Washington 98504-0238, Attn: 
Michael Betz, by January 15, 1992. 

Other Information or Comments by Agency at this 
Time, if any: Copies of the discussion draft of the pro- 
posed rule are available from Michael Betz at the above 
address, or call 753-1801. Once adopted, these rules will 
be applied to all the uses of optical media for storing 
public records of state and local agencies. 

December 2, 1991 
Sidney McAlpin 
State Archivist 


WSR 91-24-061 
PERMANENT RULES 
SECRETARY OF STATE 
[Filed December 2, 1991, 11:10 a.m.] 


Date of Adoption: December 2, 1991. 

Purpose: Repeals administrative regulations regarding 
the operation of the local records committee and au- 
thorization to dispose of records of local government 
agencies in order to readopt them under a new WAC 
chapter. 

Citation of Existing Rules Affected by this Order: 
Repealing Title 414 WAC. 

Statutory Authority for Adoption: RCW 40.14.070. 

Pursuant to notice filed as WSR 91—21—046 on Octo- 
ber 14, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

December 2, 1991 
Sidney F. McAlpin 
State Archivist 


REPEALER 


The following chapter of the Washington Administra- 
tive Code is repealed: 


WAC 414-04-010 GENERAL PURPOSE. 


REPEALER 


The following chapter of the Washington Administra- 
tive Code is repealed: 


WAC 414-08-010 

WAC 414-08-020 
DEFINED. 

WAC 414-08-030 
TION" DEFINED. 

WAC 414-08-040 
CORDS" DEFINED. 

WAC 414-08-050 "OFFICE FILES AND MEM- 
ORANDA" DEFINED. 

WAC 414-08-060 "RECORDS SERIES" 
DEFINED. 

WAC 414-08-070 
DEFINED. 

WAC 414-08-080 
DEFINED. 

WAC 414-08-090 
DEFINED. 


"AGENCY" DEFINED. 
"PUBLIC RECORDS" 


"RECORDS CLASSIFICA- 


"OFFICIAL PUBLIC RE- 


"RETENTION PERIOD" 
"PERMANENT RECORDS" 


"ARCHIVAL RECORDS" 
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WAC 414-08-100 "RETENTION SCHEDULE" 


DEFINED. 


REPEALER 


The following chapter of the Washington Administra- 
tive Code is repealed: 


WAC 414-12-010 
LIC PROPERTY. 

WAC 414-12-020 

WAC 414-12-030 
FER RECORDS. 


PUBLIC RECORDS AS PUB- 


CUSTODY. 
AUTHORITY TO TRANS- 


REPEALER 


The following chapter of the Washington Administra- 
tive Code is repealed: 


WAC 414-20-010 

WAC 414-20-020 
DUTIES. 

WAC 414-20-030 GENERAL POWERS OF THE 
COMMITTEE. 

WAC 414-20-040 GENERAL DUTIES OF THE 
COMMITTEE. 

WAC 414-20-050 
ARCHIVIST. 

WAC 414-20-060 


MEMBERSHIP. 
COMMITTEE OFFICERS— 


DUTIES OF THE STATE 
COMMITTEE MEETINGS. 


REPEALER 


The following chapter of the Washington Administra- 
tive Code is repealed: 


WAC 414-24-010 
REQUIREMENTS. 
WAC 414-24-020 TYPES OF DESTRUCTION 
AUTHORIZATIONS. 

WAC 414-24-030 LISTED NONRECURRING 
AUTHORIZATION. 

WAC 414-24-040 RECURRING DISPOSITION 
SCHEDULES. 

WAC 414-24-050 GENERAL SCHEDULES 
MAY BE ADOPTED. 

WAC 414-24-060 RECORDS RETENTION 
AND DISPOSITION GUIDELINES. 

WAC 414-24-070 METHODS OF RECORD DE- 
STRUCTION—GENERALLY. 

WAC 414-24-080 DESTRUCTION—SALE FOR 
RECYCLING. 

WAC 414-24-090 SEVEN YEAR RETENTION 

PROCEDURE. 


STATUTORY 


WSR 91-24-062 
NOTICE OF PUBLIC MEETINGS 
BUILDING CODE COUNCIL 
[Memorandum— November 26, 1991] 


Тһе State Building Code Council will be holding regular 
meetings on the following dates in the following 
locations: 


January 9, 10:00 a.m. 
Barrier- Free Committee 


January 9, 2:30 p.m. 


Uniform Codes Committee 


January 9, 2:30 a.m. 
Energy Code Committee 


January 10, 9:00 a.m. 


State Building Code Council 


February 13, 10:00 a.m. 
Barrier-Free Committee 


February 13, 2:30 p.m. 


Uniform Codes Committee 


February 13, 2:30 p.m. 
Energy Code Committee 


February 14, 9:00 a.m. 


State Building Code Council 


March 12, 10:00 a.m. 
Barrier-Free Committee 


March 12, 2:30 p.m. 


Uniform Codes Committee 


March 12, 2:30 p.m. 
Energy Code Committee 


March 13, 9:00 a.m. 


State Building Code Council 


April 9, 10:00 a.m. 
Barrier-Free Committee 


April 9, 2:30 p.m. 


Uniform Codes Committee 


April 9, 2:30 p.m. 
Energy Code Committee 


April 10, 9:00 a.m. 


State Building Code Council 


May 7, 10:00 a.m. 
Barrier-Free Committee 


May 7, 2:30 p.m. 


Uniform Codes Committee 


May 7, 2:30 p.m. 
Energy Code Committee 


May 8, 9:00 a.m. 


State Building Code Council 


June 11, 10:00 a.m. 
Barrier- Free Committee 


June 11, 2:30 p.m. 


Uniform Codes Committee 


June 11, 2:30 p.m. 
Energy Code Committee 
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SeaTac Fire Department 
(Angle Lake Fire Hall) 
2929 South 200th 
SeaTac, Washington 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 


SeaTac Fire Department 


SeaTac Fire Department 


SeaTac Fire Department 


SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 


Spokane City Hall 
Council Chambers 

West 808 Spokane Falls 
Spokane, Washington 
Spokane City Hall 
Spokane City Hall 
Spokane City Hall 
SeaTac Fire Department 


SeaTac Fire Department 


SeaTac Fire Department 
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June 12, 9:00 a.m. 


State Building Code Council 


July 9, 10:00 a.m. 
Barrier-Free Committee 


July 9, 2:30 p.m. 


Uniform Codes Committee 


July 9, 2:30 p.m. 
Energy Code Committee 


July 10, 9:00 a.m. 


State Building Code Council 


August 13, 10:00 a.m. 
Barrier-Free Committee 


August 13, 2:30 p.m. 


Uniform Codes Committee 


August 13, 2:30 p.m. 
‘Energy Code Committee 


August 14, 9:00 a.m. 


State Building Code Council 


September 10, 10:00 a.m. 
Barrier—Free Committee 


September 10, 2:30 p.m. 


Uniform Codes Committee 


September 10, 2:30 p.m. 
Energy Code Committee 


September 11, 9:00 a.m. 


State Building Code Council 


September 18, 9:00 a.m. 
Public Hearings 


October 8, 10:00 a.m. 
Barrier-Free Committee 


October 8, 2:30 p.m. 


Uniform Codes Committee 


October 8, 2:30 p.m. 
Energy Code Committee 


October 9, 9:00 a.m. 


State Building Code Council 


November 12, 10:00 a.m. 
Barrier-Free Committee 


November 12, 2:30 p.m. 


Uniform Codes Committee 


November 12, 2:30 p.m. 
Energy Code Committee 


November 13, 9:00 a.m. 


State Building Code Council 


December 10, 10:00 a.m. 
Barrier-Free Committee 


December 10, 2:30 p.m. 


Uniform Codes Committee 
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SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
Spokane City Hall 

Spokane City Hall 

Spokane City Hall 

Spokane City Hall 

SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 
SeaTac Fire Department 


SeaTac Fire Department 


December 10, 2:30 p.m. SeaTac Fire Department 


Energy Code Committee 


December 11, 9:00 a.m. 
State Building Code Council 


SeaTac Fire Department 


WSR 91-24-063 
PERMANENT RULES 
PUGET SOUND AIR 
POLLUTION CONTROL AGENCY 
[Filed December 2, 1991, 2:13 p.m.] 


Date of Adoption: November 14, 1991. 

Purpose: To increase fees to provide increased budget. 
Budget increased because of increased responsibilities 
due to recent Washington State and Federal Clean Air 
Act amendments. | 

Citation of Existing Rules Affected by this Order: 
Amending PSAPCA Regulation I, Section 6.04. 

Statutory Authority for Adoption: Chapter 70.94 
RCW. 

Pursuant to notice filed as WSR 91-18-065 оп Sep- 
tember 3, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: In Section 6.04, the offset analysis fee was 
changed from $500.00/ton to $50.00/ton with a mini- 
mum of $500.00. Section 5.07 Registration fees, which 
was originally published with these changes, was refiled 
on November 4, 1991, WSR 91-22-072. 

Effective Date of Rule: Thirty-one days after filing. 

November 27, 1991 
Harry A. Watters 
Senior Air Pollution Engineer 


NEW SECTION 


SECTION 5.10 - SURCHARGE FOR MANDATO- 
RY TRAINING PROGRAMS 


(a) The Agency shall levy a registration surcharge to 
defray the cost of state-mandated training of Agency 
personnel, as follows: 

(1) $360.00 for each incinerator; and 

(2) $360.00 for each landfill. 

(b) Upon assessment by the Agency, this registration 
surcharge is due and payable and shall be deemed delin- 
quent if not fully paid within 60 days. 


AMENDATORY SECTION 


REGULATION I SECTION 6.04 FILING FEES - 
NOTICE OF CONSTRUCTION 


The Agency shall not commence processing of a Notice 
of Construction and Application for Approval until it 
has received a filing fee of $50.00, plan examination and 
inspection fees as shown in Table A, and, if offsetting 
emission reductions are required, an offset analysis fee of 


$50.00 per ton with a minimum of $500.00. 
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TABLE А 


(а) Fuel Burning Equipment: 


Million Btu per 
Hour Input (Design) 


Installation or 

use of Waste— 

Derived Fuel 

less than 5.0 ((565-88)) 
$_100.00 
((+30:90)) 
200.00 
((260:60)) 
300.00 
((269:06)) 
400.00 
((4ӨӨ-ӨӨ)) 
500.00 
((525-00)) 
800.00 
((706:08)) 
1,000.00 
((900:90)) 
1,500.00 


5.0 or more but less than 10.0 
10.0 or more but less than 20.0 
20.0 or more but less than 50.0 
50.0 or more but less than 100.0 
100.0 or more but less than 250.0 
250.0 or more but less than 500.0 


500.0 or more 


Plan Examination 
and Inspection Fee 


Fuel Change to 
a Non-Waste- 
Derived Fuel 


(($20-00)) 
5 50.00 
((45-08)) 
100.00 
((65-08)) 
150.00 
((98-08)) 
200.00 
((+36-ӨӨ)) 
250.00 
((+75-ӨӨ)) 
400.00 
((249:00)) 
500.00 
((936:06)) 
750.00 


(b) Actual Cubic Feet per Minute (АСЕМ) from con- 
trol equipment or from uncontrolled process 


equipment: 


less than 5,000 

5,000 or more but less than ((20;906)) 10,000 

((20;688)) 10,000 or more but less than 
((5Ө;ӨӨӨ)) 20,000 

((56;000)) 20,000 or more but less than 
((r66.060)) 50,000 

((+00;000)) 50,000 or more but less than 
((250;000)) 100,000 

((250:000)) 100,000 or more but less than 
((5ӨӨ;ӨӨӨ)) 250,000 


((5ӨӨ;ӨӨӨ)) 250,000 or more 


(c) Refuse Burning Equipment: 


Rated at 12 tons per day or less 
without hydrochloric acid control apparatus 


Rated at 12 tons per day or less 
with hydrochloric acid control apparatus 


Rated at greater than 12 tons per day but 
less than 250 tons per day 


Rated at 250 tons per day or greater 


$ 100.00 
200.00 


300.00 
400.00 
500.00 


((675-00)) 
800.00 
((866-08) ) 
1,000.00 


(($—06-09)) 
5 20000 


((509:09)) 
1,000.00 


((+;ӨӨӨ-ӨӨ)) 
2,000.00 
((2:596-66)) 
5,000.00 


(d) Storage Tanks, Reservoirs, or Containers, ((liters 


{gattons-approx-})) gallons: 


More than ((3;786-¢+666))) 1,000 
but less than ((+50;000-40;000))) 4,000 


More than ((+50;000-40;000))) 4,000 
but less than ((500,000-(132,090))) 20,000 


More than ((500:000-(132:099))) 20,000 


but less than ((5-000;000-6-326:906))) 40,000 40,000 


More than ((5;000000-320;900))) 40,000 000 — 
but less than 1,000,000 

More than 1,000,000 

(e) Gasoline Station 


Stage 1 
Stage 2 


((S65:00)) 
$ 80.00 


((130-80)) 
160.00 


200.00 
((260:09)) 
300.00 
400.00 


((%-65-00)) 
5 80.00 
80.00 
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(f) Other, not classified in Subsections (a), (b), 


(c), (d), or (e) above $100.00 


(g) Plan examination and inspection fees for Notices of 
Construction for portable asphalt batch plants or 
rock crushers being located within the jurisdic- 
tional boundaries of the Agency shall be one-half 
of the above fees; provided that the batch plant or 
rock crusher was previously inspected and ap- 
proved by the Agency and no change has been 
made in the type, model capacity or efficiency of 
equipment or control apparatus and there has been 
no change in the air contaminant emission rates. 


(h) Toxic Air Contaminant (if ASIL is exceeded) (($-390:00)) 
$ 200.00 
(i) Source with Significant Impact ((%-506:-06)) 
[see tables in Section 6.08(b)(8)] $1,000.00 

(j) Opacity/Grain Loading Correlation 
[see Section 9.09(e)] $1,000.00 


Reviser's note: Тһе brackets and enclosed material in the above 
text occurred in the copy filed by the agency and appear in the Regis- 
ter pursuant to the requirements of RCW 34.08.040. 


WSR 91-24-064 
NOTICE OF PUBLIC MEETINGS 
COMMUNITY COLLEGES 


OF SPOKANE 
[Memorandum— November 25, 1991] 


BOARD OF TRUSTEES 
WASHINGTON COMMUNITY COLLEGE 
DISTRICT 17 


Notice is hereby given, pursuant to RCW 42.30.075, 
that the regular meetings of the board of trustees of 
Washington Community College District 17 (The Com- 
munity Colleges of Spokane) during calendar year 1992 
shall be held at 1:30 p.m. on the following dates and in 
the following locations: 


Date 
January 21, 


Location Room and Address 


District District Board Room 
Room 109 
2000 North Greene Street 


Spokane, WA 99207 


District Board Room 
Room 109 

2000 North Greene Street 
Spokane, WA 99207 


SCC Lair, Littlefoot A & B 
1810 North Greene Street 
Spokane, WA 99207 


District Board Room 
Room 109 

2000 North Greene Street 
Spokane, WA 99207 


District Board Room 
Room 109 

2000 North Greene Street 
Spokane, WA 99207 


1992 


February 18, 1992 District 


March 17, 1992 SCC 


April 21, 1992 District 


May 19, 1992 District 
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June 16, 1992 SFCC President's Conference Room 

Room 106 

Spokane Falls Community College 

3410 West Fort George : 
Wright Drive 


Spokane, WA 99204 


District Board Room, Room 109 
2000 North Greene Street 
Spokane, WA 99207 


Colville Center, Room 17 
East 165 Hawthorne 
Colville, WA 99114 


District Board Room, Room 109 
2000 North Greene Street 
Spokane, WA 99207 


District Board Room, Room 109 
2000 North Greene Street 
Spokane, WA 99207 


Room 104, Lodge 

Institute for Extended Learning 

3305 West Fort George 
Wright Drive 

Spokane, WA 99204 


District Board Room, Room 109 
2000 North Greene Street 
Spokane, WA 99207 


July 21, 1992 District 


August 18, 1992 Colville 


September 15, 1992 District 


October 20, 1992 District 


November 17, 1992 IEL 


December 15, 1992 District 


WSR 91-24-065 
NOTICE OF PUBLIC MEETINGS 
SEATTLE COMMUNITY COLLEGES 
[Memorandum—November 22, 1991] 


In compliance with the Open Meeting Law notice provi- 
sions, the board of trustees of the Seattle Community 
College District will hold a special meeting on Friday, 
December 6, 1991, beginning at 5:00 p.m., at the Siegal 
Education and Service Center, 1500 Harvard, Seattle, 
WA 98122. 


WSR 91-24-066 
NOTICE OF PUBLIC MEETINGS 
SEATTLE COMMUNITY COLLEGES 
{Memorandum—November 25, 1991] 


In compliance with the Open Meeting Law notice provi- 
sions, the board of trustees of the Seattle Community 
College District will hold special meetings on Monday, 
December 2, Tuesday, December 3, and Wednesday, 
December 4, 1991. All meetings will begin at 6:30 p.m., 
and the board will convene the meetings and will then 
immediately go into executive session to discuss matters 
relating to the evaluation of the finalist for the chancel- 
lor position. The meeting on December 2 will be held at 
Benjamin's, 809 Fairview Place North, Seattle, WA. 
The December 3 meeting will be held at the Space Nee- 
dle, Seattle Center, and the December 4 meeting will be 
held at Chandler's, 901 Fairview North, Seattle, WA. 
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WSR 91-24-067 
NOTICE OF PUBLIC MEETINGS 
EASTERN WASHINGTON UNIVERSITY 


[Memorandum— December 2, 1991] 


Eastern Washington University 
Board of Trustees 
December 6, 1991, 9:00 a.m. 
Spokane Center, Fourth Floor Mall 


Breakfast will be served to board members prior to the 
meeting at 7:30 a.m., Room 222, Second Floor. 


WSR 91-24-068 
NOTICE OF PUBLIC MEETINGS 
PENINSULA COLLEGE 
[Memorandum—November 26, 1991] 


At its regular meeting held November 12, 1991, the 
board of trustees for Community College District No. 1, 
Peninsula College, adopted the schedule of meeting 
dates as follows for the 1992 calendar year: 


January 21 
February 18 
March 17 
April 21 

May 19 

June 16 

July - no meeting 
August 18 
September 15 
October 20 
November 17 
December 15 


WSR 91-24-069 
NOTICE OF PUBLIC MEETINGS 
CONVENTION AND TRADE CENTER 
[Memorandum— November 27, 1991] 


The Art Advisory Committee of the Washington State 
Convention and Trade Center will meet on Wednesday, 
December 4, 1991, at 12 noon in the 5th Floor Board 
Room of the Convention Center, 800 Convention Place, 
Seattle. 


If you have any questions regarding this meeting, please 
call 447—5000. 


WSR 91-24-070 
PERMANENT RULES 
DEPARTMENT OF REVENUE 
[Filed December 2, 1991, 2:31 p.m.] 


Date of Adoption: December 2, 1991. 
Purpose: The rule is being amended to lower the tax 
liability threshold for persons required to pay taxes by 
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electronic funds transfer as authorized by chapter 82.32 
RCW. 
Citation of Existing Rules Affected by this Order: 
Amending WAC 458-20-22802. 
Statutory Authority for Adoption: RCW 82.32.300. 
Pursuant to notice filed as WSR 91-21-017 on Octo- 
ber 7, 1991. 
Effective Date of Rule: Тһігіу-опе days after filing. 
December 2, 1991 
Edward L. Faker 
Assistant Director 


AMENDATORY SECTION (Amending WSR 90-19- 
052, filed 9/14/90, effective 10/15/90) 


WAC 458-20-22802 ELECTRONIC FUNDS 
TRANSFER. (1) INTRODUCTION. Chapter 69, Laws of 
1990, requires certain taxpayers to pay the taxes report- 
ed on the combined excise tax return with an electronic 
funds transfer (EFT). This EFT requirement for taxpayers 
with large monthly payments begins with the monthly 
tax return due January 25, 1991. EFT merely changes the 
method of payment and no other tax return procedures 
or requirements are changed. 

(2) DEFINITIONS. For the purposes of this section, the 
following terms will apply: 

(a) "Electric funds transfer" or "ЕРТ" means апу 
transfer of funds, other than a transaction originated by 
check, draft, or similar paper instrument, which is initi- 
ated through an electronic terminal, telephonic instru- 
ment, or computer or magnetic tape so as to order, in- 
struct, or authorize a financial institution to debit or 
credit an account. 

(b) "ACH" or "automated clearing house" means a 
central distribution and settlement system for the elec- 
tronic clearing of debits and credits between financial 
institutions. 

(c) "ACH debit” means the electronic transfer of funds 
cleared through the ACH system that is generated by the 
taxpayer instructing the department's bank to charge the 
taxpayer's account and deposit the funds to the depart- 
ment's account. 

(d) "ACH credit" means the electronic transfer of 
funds cleared through the ACH system that is generated 
by the taxpayer instructing the taxpayer's bank to 
charge the taxpayer's account and deposit the funds to 
the department's account. 

(e) "Department's bank" means the bank with which 
the department of revenue has a contract to assist in the 
receipt of taxes and includes any agents of the bank. 

(f) "Collectible funds" actually means collected funds 
that have completed the electronic funds transfer process 
and are available for immediate use by the state. 

(g) "ACH CCD + addenda" and "ACH CCD + record" 
mean the information in a required ACH format that 
needs to be transmitted to properly identify the payment. 

(3) TAXPAYERS REQUIRED TO PAY BY EFT. 

(a) For the calendar year 1991, taxpayers who have 
taxes due of $1,800,000 or more are required to pay by 
EFT. 

(b) For ((the)) calendar years after 1991, ((the-de- 


МАЄ) те; establish the-EFT"threshotdat-$240,008-0r 
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betwcen-$240,088-and-$1,800,000-before-tire notification 
date-provided-m-this-section)) taxpayers who have taxes 
due of $240,000 or more are required to pay by EFT. 


(c) In the interest of efficient tax administration, the 
department will notify those taxpayers required to pay 
by БЕТ at least three months prior to the start of their 
EFT payment requirement. 

(4) The process of identifying taxpayers meeting the 
EFT threshold shall be based upon the taxes that were 
due in the last complete calendar year before the three 
month notification date. For example, taxpayers who will 
start paying by EFT in January, ((+992)) 1993 will be 
notified by the department by September 30, ((+99+)) 
1992. The base year for those taxpayers will be the cal- 
endar year ((1990)) 1991. 

(e) Upon a showing by the taxpayer to the satisfaction 
of the department that it will not have taxes due in the 
payment year of more than the threshold amount, the 
department shall waive the requirement to pay by EFT. 

(4) TAXES COVERED. The taxes covered by the EFT 
payment are taxes reported on the combined excise tax 
return. The included taxes are those administered by the 
department under chapter 82.32 RCW except city and 
town taxes on financial institutions (chapter 82.14A 
RCW), county tax on telephone access lines (chapter 
82.14B RCW), cigarette tax (chapter 82.24 RCW), en- 
hanced food fish tax (chapter 82.27 RCW), leasehold 
excise tax (chapter 82.29A), and forest tax (chapter 84- 
.33 RCW). 

(5) REFUNDS BY EFT. Overpayments of tax will be ei- 
ther credited to future tax liabilities or, at the taxpayer's 
request, will be refunded. If the taxpayer is required to 
pay the taxes on the combined excise tax return by EFT, 
the taxpayer is entitled to a refund of those taxes by EFT. 
However, the taxpayer may agree in writing to waive 
this requirement. If the taxpayer wishes to have the re- 
fund made by EFT, the taxpayer shall provide the de- 
partment with the information necessary to make an ap- 
propriate EFT. 

(6) EFT METHODS. EFT shall be accomplished through 
the use of ACH debit or ACH credit. In an emergency, 
taxpayer shall contact the department for alternative 
methods of payment. The appropriate person to contact 
in the department will be included in the notification 
materials sent to all ЕЕТ remitters. 

(7) DUE DATE OF EFT PAYMENT. 

(а) The ЕЕТ payment is due оп or before the banking 
day following the tax return due date. An EFT is timely 
when the ((the)) state receives ((coHectabte)) collectible 
U.S. funds on or before 3:00 p.m., Pacific time, of the 
EFT payment due date. The ACH system, either ACH debit 
or ACH credit, requires that the necessary information be 
in the originating bank's possession on the banking day 
preceding the date for completion. Each bank generally 
has its own transaction deadlines and it is the responsi- 
bility of the taxpayer to insure timely payment. 

(b) The tax return due date shall be the next business 
day after the original due date if the original due date 
falls on a Saturday, Sunday or legal holiday. Legal holi- 
days are determined under state of Washington law and 
banking holidays are those recognized by the Federal 
Reserve System in the state of Washington. 
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(i) Example. Тһе tax return due date is December 
25th, a legal and banking holiday, which, for the exam- 
ple, falls on a Friday. The next business day would be 
Monday, December 28th, and this is the new tax return 
due date. EFT must be completed by 3:00 p.m., Pacific 
time, Tuesday, December 29th, which is the next bank- 
ing day after the new due date. For an ACH debit user, 
the department's bank must have the appropriate infor- 
mation by 3:00 ((PM)) p.m., Pacific time, on Monday, 
December 28th. 

(8) COORDINATING RETURN AND PAYMENT. The filed 
return and the payment by EFT shall be coordinated by 
the department. A return shall be considered timely filed 
only if it is received by the department on or before the 
due date, or with a postmark on or before the due date. 
In addition, the payment by EFT must have been com- 
pleted by the next banking day after the due date. If 
both events occur, there is timely filing and payment and 
no penalties apply. 

(9) FORM AND CONTENTS OF EFT. The form and con- 
tent of EFT will be as follows: 

(a) If the taxpayer wishes to use the ACH debit system 
of EFT, the taxpayer will furnish the department with the 
((the)) information needed to complete the transaction. 
The department's bank will provide secrecy codes only to 
the taxpayer and all transactions must be initiated by 
the taxpayer. 

(b) If the taxpayer wishes to use the ACH credit sys- 
tem of the EFT, the taxpayer is responsible to see that its 
bank has the information necessary for timely comple- 
tion. The taxpayer shall provide the information neces- 
sary for its bank to complete the ACH CCD + addenda 
for transmittal to the department's bank. 

(10) VOLUNTARY USE OF EFT. The use of EFT by tax- 
payers other than those required by statute to use EFT 
shall be by the written permission of the department. 

(11) CREDITING AND PROOF OF PAYMENT. The depart- 
ment will credit the taxpayer with the amount paid as of 
the date the payment is received by the department's 
bank. The proof of payment by the taxpayer shall de- 
pend on the means of transmission. 

(a) An ACH debit transaction may be proved by use of 
the verification number received from the department's 
bank that the transaction was initiated and bank state- 
ments or other evidence from the bank that the transac- 
tion was settled. 

(b) An ACH credit transaction is initiated by the tax- 
payer and the taxpayer has responsibility for the trans- 
action. The taxpayer generally will be given a verifica- 
tion number by the taxpayer's bank. This verification 
number with proof of the ACH CCD + record showing the 
department's bank and account number, plus proof that 
the transaction has been settled will constitute proof of 
payment. 

(12) CORRECTING ERRORS. Errors in EFT process will 
result in either an underpayment or an overpayment of 
the tax. In.either case, the taxpayer needs to contact the 
department to arrange for appropriate action. Overpay- 
ments may be used as a credit or the taxpayer may ap- 
ply for a refund. The department will expedite a refund 
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where it is caused by an error in transmission. Under- 
payments should be corrected by the taxpayer immedi- 
ately to mitigate any penalties. 

(13) PENALTIES. 

(a) There are no special provisions for penalties when 
payment is made by EFT. The general provisions for all 
taxpayers apply. To avoid the imposition of penalties, it 
is necessary for both the filing of the tax return and the 
payment to be timely. Penalties may be waived only 
when the circumstances causing delinquency are beyond 
the control of the taxpayer. See: WAC 458-20-228. 

(b) In an ACH debit transaction, the department's 
bank is the originating bank and is responsible for the 
accuracy of transmission. If the taxpayer has timely ini- 
tiated the ACH debit, received a verification number, and 
shows adequate funds were available in the account, no 
penalties shall apply with respect to those funds 
authorized. 

(c) In an ACH credit transaction, the taxpayer's bank 
is the originating bank and the taxpayer is primarily re- 
sponsible for its accuracy. The taxpayer must have 
timely initiated the transaction, provided the correct in- 
formation for the ACH CCD + record, and shown that 
there were sufficient funds in the account, in order to 
prove timely compliance. If the taxpayer can make this 
showing then no penalties shall apply as to those funds 
authorized if the transaction is not completed. 


WSR 91-24-071 
PROPOSED RULES 
SUPERINTENDENT OF 
PUBLIC INSTRUCTION 
[Filed December 2, 1991, 3:46 p.m.] 


Original Notice. 

Title of Rule: State traffic safety education alloca- 
tions, WAC 392-122-265 through 392-122-322; 392- 
153-005 through 392-153-032; and 392-100-100 
through 392-100-102. 

Purpose: To define procedures for allocating state 
moneys for low-income student tuition assistance for 
traffic safety education, and to set minimum hour re- 
quirements for traffic safety education courses. 

Statutory Authority for Adoption: 
28A.220.030. 

Statute Being Implemented: RCW 28A.220.040 and 
section 510, chapter 16, Laws of 1991 sp. sess. 

Summary: State traffic safety education moneys are 
allocated solely for tuition assistance for low-income 
traffic safety students. Traffic safety courses must consist 
of at least 25 hours of classroom time and four hours of 
driving time. 

Reasons Supporting Proposal: Finance changes are 
required by the 1991-93 Operating Appropriations Act. 
Course requirement changes promote program quality. 

Name of Agency Personnel Responsible for Drafting: 
Richard M. Wilson, Superintendent of Public Instruc- 
tion, Olympia, Washington, (206) 753-2298; Implemen- 
tation: Finance: Tom Case and Program: Gary 
Bloomfield, Superintendent of Public Instruction, 


RCW 
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Olympia, Washington; and Enforcement: Finance: David 
Moberly and Program: Bridget Cullerton, Superintend- 
ent of Public Instruction, Olympia, Washington. 

Name of Proponent: Superintendent of Public In- 
struction, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. . 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: See Purpose and Summary above. 

Proposal Changes the Following Existing Rules: For- 
merly, traffic safety education moneys were provided for 
enrolled students completing the traffic safety courses 
regardless of income. Formerly, no minimum hourly in- 
struction requirements were stated in WAC. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Superintendent of Public Instruc- 
tion, Old Capitol Building, Brouillet Conference Room, 
4th Floor, Olympia, Washington 98504, on January 10, 
1992, at 9:00 a.m. 

Submit Written Comments to: Richard M. Wilson, 
Superintendent of Public Instruction, Legal Services, 
Olympia, Washington 98504, by January 7, 1992. 

Date of Intended Adoption: January 22, 1992. 

December 2, 1991 
Judith A. Billings 
Superintendent of 
` Public Instruction 


AMENDATORY SECTION (Amending Order 84-36, filed 10/2/84) 


WAC 392-122-265 STATE INSTITUTIONAL EDUCATION 
PROGRAM—INSTITUTIONAL PROGRAM TRAFFIC SAFETY 
ALLOCATION. Traffic safety moneys shall be allocated to eligible 
state institutional education programs pursuant to (( 


chapter 392-453 
) WAC 392-122-300 through 
392-122-322. 


NEW SECTION 


WAC 392-122-300 TRAFFIC SAFETY EDUCATION—AP- 
PLICABLE PROVISIONS. WAC 392-122-300 through 392-122- 
322 and WAC 392-122-905 through 392-122-910 apply to distribu- 
tion of state moneys for traffic safety education. 


NEW SECTION 


WAC 392-122-301 TRAFFIC SAFETY EDUCATION—DEF- 
INITION—COMPLETING STUDENT. As used in WAC 392-122- 
300 through 392-122-322, "completing student" means the same as 
defined in WAC 392-153-032. 


NEW SECTION 


WAC 392-122-302 TRAFFIC SAFETY EDUCATION—DEF- 
INITION—LOW-INCOME STUDENT. As used in WAC 392- 
122-300 through 392-122-322 "low-income student" means the same 
as defined in WAC 392-100-100. 


NEW SECTION 


WAC 392-122-303 TRAFFIC SAFETY EDUCATION— 
LOW-INCOME  ELIGIBILITY—DOCUMENTATION AND 
CONFIDENTIALITY. Documentation of low-income student eligi- 
bility shall meet the requirements of WAC 392-100-101. Confidenti- 
ality of eligibility of low-income students shall be maintained as pro- 
vided in WAC 392-100-102. 


NEW SECTION 


WAC 392-122-304 TRAFFIC SAFETY EDUCATION—DEF- 
INITION—LOW-INCOME TUITION ASSISTANCE. As used in 
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WAC 392-122-300 through 392-122-322, "low-income tuition as- 
sistance" means the result of subtracting the traffic safety education 
fee paid the school district by a completing low-income student from 
the fee paid by a completing student who is not low-income. 


NEW SECTION 


WAC 392-122-320 TRAFFIC SAFETY EDUCATION—AP- 
PORTIONMENT OF STATE MONEYS. From moneys appropriat- 
ed for traffic safety education, the superintendent of public instruction 
shall allocate moneys to each school district as follows: 

(1) For the 1991-92 school year, the school district's allocation 
equals: 

(a) The number of completing students as reported on Form F-196 
for the 1989—90 school year; multiplied by 

(b) The percentage of enrollment determined by the superintendent 
of public instruction to be eligible for free and reduced priced lunches 
for the 1990-91 school year; and further multiplied by 

(c) The state-wide uniform rate determined by dividing the avail- 
able appropriation for the 1991—92 school year by the estimated state— 
wide number of low-income traffic safety education completers. 

(2) Payments shall be at the rate of ten percent a month for the 
months of September through June. 

(3) Moneys recovered pursuant to WAC 392-122-322 shall be re- 
allocated proportionately among school districts which report 1991-92 
low-income tuition assistance in excess of the allocation provided pur- 
suant to subsection (1) of this section. 


NEW SECTION 


WAC 392-122-321 TRAFFIC SAFETY EDUCATION— 
SCHOOL DISTRICT REPORTING. Each school district receiving 
state traffic safety education moneys for a school year shall report to 
the superintendent of public instruction by November | of the follow- 
ing school year the following information for the school year of the 
allocation: 

(1) The total number of traffic safety education completing students; 

(2) The total number of low-income traffic safety education com- 
pleting students; 

(3) The amount of the traffic safety education allocation used for 
providing low-income tuition assistance; 

(4) The criteria used for providing low-income assistance; 

(5) The fee paid by low-income completing students; and 

(6) The fee paid by completing students who are not low-income. 


NEW SECTION 


WAC 392-122-322 TRAFFIC SAFETY EDUCATION—RE- 
COVERY OF MONEYS. The superintendent of public instruction 
shall recover traffic safety education allocations as follows: 

(1) After November I of the following school year, the superintend- 
ent of public instruction shall compare each school district's state traf- 
fic safety education allocation for the school year and the amount the 
school district used to provide low-income tuition assistance for traffic 
safety education for the school year. Any part of the allocation not 
used to provide low-income tuition assistance shall be recovered. 

(2) Moneys may be recovered pursuant to chapter 392-117 WAC or 
WAC 392-122-910. 


Chapter 392-100 WAC 
((GENERXE)) DEFINITIONS, GENERAL PROVISIONS, AND 
RULES OF CONSTRUCTION 


NEW SECTION 


WAC 392-100-100 DEFINITION—LOW-INCOME STU- 
DENT. As used in Title 392 WAC, "low-income student" means а 
student whose parent(s) or guardian(s) have an annual income equal 
to or less than one hundred eighty-five percent of the Income Poverty 
Guidelines published by the United States Department of Health and 
Human Services in Federal Register No. 220-91 56FR6859 or as later 
amended (i.e., the standard adopted by the United States Department 
of Agriculture for reduced priced meals). 


NEW SECTION 


WAC 392-100-101 DOCUMENTATION OF LOW-INCOME 
ELIGIBILITY. For purposes of Title 392 WAC, a student's eligibility 
as a low-income student shall be documented by either: - 
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(1) A notice of eligibility presented by а parent ог guardian of the 
student indicating that the student is approved for free or reduced 
priced meals or free milk for the current school year; or 

(2) A statement or form signed by a parent or guardian of the stu- 
dent stating that the income of the student's parent(s) or guardian(s) 
meets the criteria for low-income during the current school year pur- 
suant to WAC 392-122-302. 


NEW SECTION 


WAC 392-100-102 CONFIDENTIALITY OF LOW-INCOME 
ELIGIBILITY. School districts shall use information contained in the 
notice of eligibility or other such forms or statements only to determine 
low-income status or to compile the number of students that are low- 
income. School districts may not release information contained in a 
notice of eligibility or other such forms or statements. School districts 
may release the number of low-income students so long as the students 
are not identified. Such information is to be used for state allocations 
and for statistical purposes. 


AMENDATORY SECTION (Amending Order 6-77, filed 7/27/77, 
effective 9/11/77) 


WAC 392-153-005 PURPOSES. The purposes of this chapter 
are to implement chapter ((46:8%)) 28A.220 RCW and establish the 
basic requirements governing the operations and scope of traffic safety 
education programs which may be conducted by any school district 
maintaining a secondary school which includes any of the grades 10 
through 12 or a commercial driving school under the requirements of 
RCW 46.20.100. 


NEW SECTION 


WAC 392-153-014 STATE APPROVAL OF TRAFFIC SAFE- 
TY EDUCATION PROGRAM. The superintendent of public in- 
struction shall approve traffic safety education programs on an annual 
basis. Only programs meeting the requirements of this chapter shall be 
approved. 


AMENDATORY SECTION (Amending Order 80—24, filed 7/9/80) 


WAC 392-153-015 STATE REIMBURSEMENT((S—OR 
GRANFS)) TO SCHOOL DISTRICTS. (( 


safety—educatron—account:)) State reimbursement to school districts 
operating approved traffic safety education programs shall be provided 
pursuant to WAC 392-122-300 through 392-122-322 and WAC 
392-122-905 through 392-122-910. 


AMENDATORY SECTION (Amending Order 80-24, filed 7/9/80) 


WAC 392-153-032 REALISTIC LEVEL OF EFFORT. Each 
school district and commercial driving school shall have a locally writ- 
ten curriculum guide available to each teacher and such guide shall be 
used by each teacher in the traffic safety education program. 

The student shall be taught at least the following program concepts: 
introduction to highway transportation system; preparing and control- 
ling the vehicle; maneuvering in limited space; signs, signals, and 
pavement markings; vehicle characteristics; human functions used in 
driving; roadway variations; intersections; traffic flow tasks; lane 
changes; passing; nonmotorized traffic; internal factors affecting driv- 
ing performance; physical factors affecting driving performance; alco- 
hol and drugs; vehicle maintenance; planning for travel; limited visibil- 
ity; reduced traction; specia! driving conditions; vehicle malfunctioning; 
avoiding and minimizing impact; post-crash responsibilities; legal re- 
sponsibilities; highway transportation system improvement; fuel con- 
servation; and motorcycle awareness. The guide shall also include: 

(1) The performance objectives appropriate for the area of 
instruction. 

(2) The methods of instruction used by the teacher in presenting the 
material. 
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(3) The student activities that will enable a student to accomplish 
the objectives and to the extent possible allow for individual 
differences. 

(4) The level of competency each student is to successfully complete 
in each objective. 

(5) The evaluation criteria for the classroom and laboratory phase. 

A student shall meet the objectives and competencies listed in the 
district curriculum guide as a condition of successful completion of the 
traffic safety education program. 

For the purposes of school district reporting and state reimburse- 
ment a completing student ((to-be-ehgrbte-forstaterermbursemrent-ora 


grant)) means a person under twenty-one years of age at the time of 
enrollment who has enrolled in an approved course and has met one of 


the following criteria: 

(1) Has completed all the program objectives as required by the 
School district and approved by the state superintendent of public in- 
struction and has received a passing grade((;)); or 

(2) Has received a failing grade after attending more than ((50%)) 
fifty percent of the program's scheduled classes but achieved less than 
((98%)) ninety percent of the program objectives((;)); or 

(3) Has officially withdrawn, dropped, or transferred after attending 
more than ((50%)) fifty percent of the program's scheduled classes. 

A student taking the course more than once because of a failing 
grade on the first and subsequent attempts may be counted as a com- 
pleting student for each attempt. 

The traffic safety education course including the classroom and the 
laboratory phase shall be provided for students in a time period not to 
exceed ((+8)) eighteen school weeks nor be less than ((9)) five school 
weeks ((d'aring—the—school-ycar-PROVIBEB; Fhat-summerschoot 


)). A minimum five- 


week course of instruction is defined as not less than twenty-five hours 
of contact time in a classroom setting with a certified teacher and not 
less than four hours of actual driving behind the wheel. In addition, the 


traffic safety education course shall: 

(1) Provide students with no more than ((2)) two hours of classroom 
instruction and one hour of on-street instruction during any ((24)) 
twenty-four hour period. Where simulation and/or off-street multiple 
car driving ranges are utilized, not more than one additional hour per 
student per day shall be allowed. 

(2) Provide laboratory instruction only to students who are currently 
participating in classroom instruction. 


WSR 91-24-072 
PERMANENT RULES 
DEPARTMENT OF AGRICULTURE 
(Noxious Weed Control Board) 
[Filed December 2, 1991, 3:50 p.m.] 


Date of Adoption: November 20, 199]. 

Purpose: The Washington State Noxious Weed Con- 
trol Board has amended the state noxious weed list to 
add three species and delete three other species from the 
Class A list; to add two species to the Class B list; and to 
change the areas designated for nine Class B noxious 
weeds. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 16—750—005 and 16-750-011. 

Statutory Authority for Adoption: Chapter 17.10 
RCW. 

Pursuant to notice filed as WSR 91-20-145 on Octo- 
ber 2, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: The Washington State Noxious Weed Con- 
trol Board proposed to add waterhyacinth (Eichornia 
crassipes) to the Class A noxious weed list. Because of 
public testimony opposing the addition it has not been 
added. 
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Effective Date of Rule: Thirty-one days after filing. 
December 2, 1991 
Walter William Wolf 
Chairman 
by Catherine Hovanic 
Executive Secretary 


READOPTED SECTION (Readopting Order 22, Res- 
olution No. 22, filed 3/7/88) 


WAC 16-750-001 STATE NOXIOUS WEED 
LIST—PURPOSE. In accordance with RCW 17.10.080 
a state noxious weed list comprising the names of those 
plants which the state noxious weed control board finds 
to be highly destructive, competitive, or difficult to con- 
trol by cultural or chemical practices is hereby adopted 
in this chapter. 


READOPTED SECTION (Readopting WSR 91-01- 
016, filed 12/7/90, effective 1/7/91) 


WAC 16-750-003 DEFINITIONS. (1) Тһе defini- 
tions set forth in this section shall apply throughout this 
chapter, unless the context otherwise plainly requires: 

(a) "Board" and "state board" means the noxious 
weed control board of this state, or a duly authorized 
representative. 

(b) "Director" means the director of agriculture of 
this state, or a duly authorized representative. 

(c) "Department" means the department of agricul- 
ture of this state. 

(d) "Person" means any individual, partnership, cor- 
poration, firm, or any other entity. 

(2) The definitions set forth in this subsection shall 
apply throughout this chapter, chapter 17.10 RCW, and 
„any rules adopted thereunder unless the context other- 
wise plainly requires: 

(a) "Control" means to prevent all seed production. 

(b) "Contain" means to confine a noxious weed and 
its propagules to an identified area of infestation. 

(с) "Eradicate" means to eliminate a noxious weed 
within an area of infestation. 

(d) "Prevent the spread of noxious weeds" means to 
contain noxious weeds. 

(e) Class A noxious weeds are those noxious weeds 
not native to the state that are of limited distribution or 
are unrecorded in the state and whose introduction to 
the state of Washington was not intentional, or whose 
intentional introduction poses a serious threat to the 
state for which no containment is assured by the owner. 

(f) Class B noxious weeds are those noxious weeds not 
native to the state that are of limited distribution or are 
unrecorded in a region of the state and that pose a seri- 
ous threat to that region. 

(g) "Class B designate” means those Class B noxious 
weeds whose populations in a region or area are such 
that all seed production can be prevented within a cal- 
endar year. 

(h) Class C are any other noxious weeds. 

(3) Any county noxious weed control board may en- 
hance the clarity of any definition contained in subsec- 
tion (2) of this section, making that definition more spe- 
cific, but shall not change its general meaning. 
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READOPTED SECTION (Readopting Order 24, Res- 
olution No. 24, filed 8/25/88) 


WAC 16-750-004 NOXIOUS WEED REGION 
DESCRIPTIONS. The state of Washington is divided 
into ten regions for the purpose of designating Class B 
noxious weeds. 

(1) Region 1 description. A region consisting of all 
lands lying within the boundaries of Clallam and 
Jefferson counties. 

(2) Region 2 description. A region consisting of all 
lands lying within the boundaries of Whatcom, Skagit, 
Snohomish, San Juan, and Island counties. 

(3) Region 3 description. A region consisting of: 

(a) All lands lying within the boundaries of Okanogan 
County. 

(b) All lands lying within the boundaries of Chelan 
and Douglas counties and north of Highway 2. 

(4) Region 4 description. A region consisting of: 

(a) All lands lying within the boundaries of Ferry, 
Stevens, and Pend Oreille counties. 

(b) All lands lying within the boundaries of Spokane 
County and north of the Spokane River. 

(5) Region 5 description. A region consisting of all 
lands lying within the boundaries of Grays Harbor, Ma- 
son, Kitsap, Thurston, Pierce, and King counties. 

(6) Region 6 description. A region consisting of: 

(a) All lands lying within the boundaries of Kittitas 
and Grant counties. 

(b) All lands lying within the boundaries of Chelan 
and Douglas counties and south of Highway 2. 

(c) All lands lying within the boundaries of Yakima 
County and north of Highway 12 from the Yakima — 
Lewis County line to Yakima and north of Highway 82 
from Yakima to the Yakima — Kittitas County line. 

(d) All lands lying within the boundaries of Ranges 
28E, 29E, and 30E of Adams County. 

(7) Region 7 description. A region consisting of: 

(a) All lands lying within the boundaries of Lincoln 
and Whitman counties. 

(b) All lands lying within the boundaries of Spokane 
County and south of the Spokane River. 

(c) All lands lying with the boundaries of Ranges 
31E, 32E, 33E, 34E, 35E, 36E, 37E, and 38E of Adams 
County. 

(8) Region 8 description. A region consisting of all 
lands lying within the boundaries of Pacific, Lewis, 
Wahkiakum, Cowlitz, Skamania, and Clark counties. 

(9) Region 9 description. A region consisting of: 

(a) All lands lying within the boundaries of Benton 
and Klickitat counties. 

(b) All lands lying within the boundaries of Yakima 
County and south of Highway 12 from the Yakima — 
Lewis County line to Yakima and south of Highway 82 
from Yakima to the Yakima — Kittitas County line. 

(c) All lands lying within the boundaries of Franklin 
County and west of Highway 395. 

(10) Region 10 description. A region consisting of: 

(a) All lands lying within the boundaries of Asotin, 
Garfield, Columbia, and Walla Walla counties. 

(b) All lands lying within the boundaries of Franklin 
County and east of Highway 395. 
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AMENDATORY SECTION (Amending WSR 91-01- 
016, filed 12/7/90, effective 1/7/91) 


WAC 16-750-005 STATE NOXIOUS WEED 
LIST—CLASS A NOXIOUS WEEDS. 


COMMON NAME SCIENTIFIC NAME 


Zygophyllum fabago 
Helianthus ciliaris 
Solanum rostratum 

T )) 
Anthriscus sylvestris 
Spartina patens 
Crupina vulgaris 
Mirabilis nyctaginea 
hawkweed, mouseear Hieracium pilosella 
hedgeparsley Torilis arvensis 
hogweed, giant Heracleum mantegazzianum 
Johnsongrass Sorghum halepense 
knapweed, bighead Centaurea macrocephala 
((krapweedz-featherheazd— — — —€entaurca-trichocephata)) 
knapweed, Vochin Centaurea nigrescens 
mallow, Venice Hibiscus trionum 
nightshade, silverleaf Solanum elaeagnifolium 
peganum Peganum harmala 
((rupturewort— — — — — — — Herniaria eimeria)) 
sage, Mediterranean Salvia aethiopsis 
snapdragon, dwarf Chaenorrhinum minus 
starthistle, purple Centaurea calcitrapa 
thistle, Italian Carduus pycnocephalus 
thistle, milk Silybum marianum 
thistle, slenderflower Carduus tenuiflorus 
unicorn-plant Proboscidea louisianica 
velvetleaf Abutilon theophrasti 
woad, dyers Isatis tinctoria 


bean—caper, Syrian 
blueweed, Texas 
buffalobur 


; 
chervil, wild 

cordgrass, salt meadow 
crupina, common 

four o'clock, wild 


AMENDATORY SECTION (Amending WSR 91-01— 
016, filed 12/7/90, effective 1/7/91) 


WAC 16-750-011 STATE NOXIOUS WEED 
LIST—CLASS B NOXIOUS WEEDS. 


Name Will be a "Class B designate” in 
all lands lying within: 
(1) blackgrass (а) regions 1,2,3,5,6,8,9,10 
Alopecurus myosuroides b) Ferry, Stevens, Pend Oreille 
counties of region 4 
(с) Adams and Whitman counties 
of region 7. 
((69)) 
(2) blueweed (а) regions 1,2,3,4,5,6,8,9,10 
Echium vulgare (b) region 7 except for an area 


starting at the Stevens County 
line on SR 291 south to the 
SR 291 bridge over the Little 
Spokane River, thence upstream 
along the Little Spokane River 
to the first Rutter Parkway 
Bridge; thence south along the 
Rutter Parkway to the inter- 
section of Rutter Parkway and 
Indian Trail Road; thence 
southerly along Indian Trail 
Road to a point three miles 
south (on section line between 
sections 22 and 27, Т-26М, 
R-42E); thence due west to a 
point intersecting the line 
between Ranges 41 and 42; 
thence north along this line 

to a point 1/4 mile south of 
Charles Road; thence north— 
westerly parallel to Charles 
Road to a point 1/4 miles 
south of the intersection of 
Charles Road and West Shore 
Road; thence northerly along 
West Shore Road to the 
Spokane River (Long Lake); 
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Name 


(()) 
(3) broom, Scotch 
Cytisus scoparius 


(e) 


Will be a "Class B designate” in 


all lands lying within: 


thence southeasterly along the 
Spokane River to the point of 
beginning. 


regions 3,4,6,7,9,10. 


(4) bryony, white (a) regions 1,2,3,4,5,6,8,9 
Bryonia alba (b) region 7 except Whitman County 
(c) Franklin County of region 10. 
((69)) 
(5) bugloss, common (a) regions 1,2,3,5,6,8,9,10 
Anchusa officinalis (b) Ferry County of 
region 4 
(c) Lincoln, Adams, and Whitman 
counties of region 7 
(d) Pend Oreille County north 
of the northernmost boundary 
of T33N. 
(6) bugloss, annual (a) regions 1,2,3,4,5,6,8,9 
Anchusa arvensis (b) Lincoln and Adams counties 


(6) 
(7) camelthorn 
Alhagi pseudalhagi 


((€6})) 

(8) catsear, common 
Hypochaeris radicata 

(€3) 

(9) Cordgrass, smooth 
Spartina alterniflora 


((€8))) 
(10) cordgrass, common 
Spartina anglica 


((€9))) 
(11) daisy, oxeye 
Chrysanthemum leucanthemum 
(ө)) 
(12) deadnettle, hybrid 
Lamium hybridum 


(€) 
(13) dogtailgrass, hedgehog 
Cynosurus echinatus 
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(c) Whitman County except ranges 


(a) 
(b) 


(d) 
(e) 


(a) 


(a) 
(b) 


( 


O 


) 


(a) 
(b) 


(a) 


w 


(a) 
(b) 


(a) 
(b) 


43 through 46 East of 


Townships 16 through 20 
North. 


regions 1,2,3,4,5,7,8,9 

region 6 except those 

portions of Sections 23,24,25, 
and 29 through 36, Т16М, 
R27E, W.M. lying outside 
Intercounty Weed District No. 
52 and except Sections 1 
through 12, TI5N, R27E, W.M. 
in Grant County 

T16N, R29E; TI6N, R30E; 
T15N, R28E except Sec. 5; 
Т15М, R29E; Т15М, R30E 
Columbia, Garfield, and 
Asotin counties of region 10 
an area beginning at the 
Washington — Oregon border 
at the southwest portion of 
section 15, R32E, T6N, then 
north to the northwest corner 
of section 3, R32E, 

ТТМ, then east to the 
northeast corner of section 3, 
R36E, T7N, then south 

to southeast portion of 

section 15, R36E, 

T6N, at the Washington — 
Oregon border, then west 
along the Washington — 
Oregon border to the point of 
beginning. 


regions 3,4,6,7,9,10. 


regions 1,3,4,5, 

6,7,9,10 

геріоп 2 ехсері Бау 

and estuaries of Skagit 
County 

region 8 except bays and 
estuaries of Pacific County. 


regions 1,3,4,5,6,7,8,9,10 
region 2 except bays and 
estuaries of Skagit, Island, 
and Snohomish counties. 


regions 6,7,9,10. 


regions 1,3,4,5,6, 
7,8,9,10 

region 2 except Skagit 
County. 


regions 3,4,6,7,10 
region 9 except Klickitat 
County. 


Мате 


(2) I 
(14) fieldcress, Austrian 


Rorippa austriaca 
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Will be a "Class B designate” in 
all lands lying within: 


(a) regions 1,2,3,4,5,6, 
8,9 

(b) regions 7 and 10 except within 
the Palouse River Canyon 
from Big Palouse Falls 
to the Snake River. 


((Є+3)-ох+а+-зїепфет—————————(а)—терїопз-+};2,3;5,6;8;9;+6 


((6ғ9)) 
(15) goatgrass, jointed 
Aegilops cylindrica 


((€#5))) 
(16) gorse 


Ulex europaeus 


((€+6)) 
(17) hawkweed, orange 
Hieracium aurantiacum 


((69)) 
(18) hawkweed, yellow 
Hieracium pratense 


((68))) 
(19) indigobush 
Amorpha fruticosa 


((49})) 
(20) knapweed, black 
Centaurea nigra 


((09)) 
(21) knapweed, brown 
Centaurea jacea 


((2)) 
(22) knapweed, diffuse 
Centaurea diffusa 


D D 


counties-of regton-4 
А АА of 


region) 


(a) regions 1,2,5,8 
(b) Ferry County of region 4 
(c) Grant and Adams counties of 


region 6 

(d) Franklin County of regions 9 
and 10 

(e) Intercounty Weed District 
No. 51. 


(a) regions 3,4,6,7,9,10 

(b) Thurston and 
Pierce counties of 
region 5 

(c) Wahkiakum and Cowlitz 
counties of region 8. 


(a) regions 3,6,9,10 

(b) Ferry County of region 4 

(c) Lincoln and Adams 
counties of region 7. 


(a) regions 1,2,3,5,6,7,8,9,10 

(b) region 4 except north 
of T32N in Pend Oreille County 
and east Highway 395 and 
north of Highway 20 in 
Stevens County. 


(a) regions 1,2,3,4,5,6 

(b) regions 7 and 10 except within 
200 feet of the Snake River 
from Central Ferry downstream 

(c) regions 8, 9, and 10 except 
within 200 feet of the 
Columbia River. 


(a) regions 1,2,3,4,5,7,9,10 

(b) region 6 except Kittitas 
County 

(c) region 8 except Clark County. 


(a) regions 1,2,3,4,5,7,9,10 

(b) region 6 except Kittitas 
County 

(c) region 8 except Clark County. 


(а) regions~),2,5,8 
(b) Grant Cvunty lying in ((the 


and-3€-East-those-portions 
of-Fownships-22 through 28 
North, Ranges-23-throwgh-30 
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Name 


((€227)) 
(23) knapweed, meadow 
Centaurea jacea x nigra 


((€239)) 

(24) knapweed, Russian 
Acroptilon 
repens 


((24)) 
(25) knapweed, spotted 
Centaurea maculosa 


((€25))) 
(26) lepyrodiclis 
Lepyrodiclis holsteoides 


27) loosestrife, garden 
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Will be a "Class B designate” in 


(c) 


(d) 
(e) 
(a) 
(b) 
(c) 
(d) 


(a) 
(b) 


all lands lying within: 


aH-W-M-)) Townships 
Ranges 25 through 

27 East; Townships 17 and 
18 N., Ranges 25 through 30 
East; Townships 19 and 20 
North, Ranges 29 and 30 


East; T21N, R23E, Sections 


1 through 30; T21N, R26E., 
Sections 5,6,7,8,17, and 

18; East 1/2 Township 21N, 
Range 27E.; Т21М, Ranges 
28 through 30 East; those 
portions of Townships 22 
through 30 E.; those 
portions of Township 22 
through 28N., Ranges 23 
through 30 E. lying in 


Grant County; all W.M. 
Adams County except those 


areas within T15N, R36E, 
Section 36; Т15М, R37E, 
Sections 22,23,24,25,26,27,28, 
31,32,33 and 34; Т15М, R38E, 
Sections 2,10,11,14,15,19 and 
20; TI6N, R38E, Sections 34 
and 35; ТІ7М, R37E, Sections 
5 and 6; TI8N, R37E, Sections 
29,30,31 and 32 

Franklin County of regions 9 
and 10. 


regions 1,2,3,4,5,7,9,10 

region 6 except Kittitas 
County 

region 8 except Clark County. 


regions 1,2,5,7,8 

region 4 except that area 

lying within the boundaries of 
the Colville Indian Reserva— 
tion within Ferry County 
Adams County except those 
areas in the Main Lind Coulee 
Drainage area of T17N, R32E, 
Sections 19,20,25,27,28,29,32, 
33,34,35 and 36; TI7N, R33E, 
Sections 16,17,19,20 and 30; 
and those areas within the 
Lower Crab Creek drainage area 
of TISN, R28E, sections 5 and 
6; and the western half of 
TI6N, R28E 

Intercounty Weed District No. 
52 

region 10 except Franklin 
County. 


regions 1,2,3,5,6,8,9 

Ferry County of region 4 

Adams and Whitman counties of 
region 7 

region 10 except Garfield 
County. 


regions 1,2,3,4,5,6,8,9,10 

region 7 except an arca 

within Whitman County 

east of the Pullman — 

Wawawai Road from Wawawai . 
to Pullman and south 

of State Highway 270 

from Pullman to Moscow, 

Idaho. 

regions 1,2,3,4,6,7,8,9,10 


Lysimachia vulgaris (b) region 5 except King County. 
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Мате 


((€26))) 
(28) loosestrife, purple 
Lythrum salicaria 


((€29)) 
(29) loosestrife, wand 
Lythrum virgatum 


((€28))) 
(30) nutsedge, yellow 
Cyperus esculentus 
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Will be a "Class B designate” in 
all lands lying within: 


(a) regions 1,((3;))4,7,8 
(b) region 2 except Snohomish 
County 


(c) region 3 except within 100 
feet of the ordinary 
highwater mark of the 


Okanogan River from the 
Canadian border south to 


Riverside 
(4) region 5 except King County 
((69)) 
(e) region 6 except that portion 
of Grant County ((m 


¥F+6through-20N--R22 through 
2528:29-ап6-32;-Ғ2ҒМ; 
R26E-W-M-)) lying 
northerly of the Frenchmen 
Hills-O'Sullivan Dam 
Road, southerly of Highway 
Interstate 90, easterly of 
the section line of the 
location of County Road J 
SW /NW if constructed and 
westerly of the section 
line of the location of 
County Road H SE/NE if 
constructed 

((&)) 

(D region 9 except Benton 
County 

(0) 

(g) region 10 except Walla Walla 
County 

((62))) 

(h) Intercounty Weed Districts No. 
51 and No. 52. 


(a) regions 1,((3:))4,7,8 
(b) region 2 except Snohomish 
County 


(c) region 3 except within 100 
feet of the ordinary 
highwater mark of the 


Okanogan River from the 
Canadian border south to 


Riverside 

(d) region 5 except King County 

((€4})) 

(e) region 6 except that portion 
of Grant County ((in-Ft6 
FHAN RZ6E—W-M-)) 


lying_northerly of the 
Frenchmen Hills-O'Sullivan 
Dam Road, southerly of 
Highway Interstate 90, 
easterly of the section 
line of the location of 
County Road J SW/NW if 
constructed and westerly 
of the section line of the 
location of County Road Н 
SE/NE if constructed 

((€e))) 

(Г) region 9 except Benton County 

(5) 

(g) region 10 except Walla Walla 
County 

((65))) 

(h) Intercounty Weed Districts No. 
51 and Мо. 52. 


(a) regions 1,2,3,4,5,7,8 
(b) region 6 except: 
(i) those areas lying between 

State Highway 26 and 
State Highway 28, and 
westerly of Dodson Road 
in Grant County, and 
except 5 1/2, Sec. 2, 


Name 


----------------------------------------------- 


(((29))) 


(31) oxtongue, hawkweed 


Picris hieracioides 


(((99)) 
(32) pepperweed, perennial 


Lepidium latifolium 


((64)) 
(33) ragwort, tansy 


Senecio jacobaea 


((32))) 


(34) sandbur, longspine 


Cenchrus longispinus 


«983» 
(35) skeletonweed, rush 
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Chondrilla juncea 


(G4) 
(36) sowthistle, perennial 
Sonchus arvensis arvensis 


Will be a "Class B designate" in 
all lands lying within: 


(ii) those areas lying in 
Yakima County 
(c) region 9 except: 
(i) those areas lying 
in Yakima County 
(ii) an area lying southerly 
of State Route 14 and 
within T2N, Ranges 13 
and 14 E of Klickitat 
County 
(d) region 10 except Walla 
Walla County. 


(a) regions 1,2,3,4,5,6,7,9, 
10 

(b) region 8 except Skamania 
County. 


(a) regions 1,2,3,4,5,7,8,10 

(b) Grant County lying northerly 
of Township 21, North, W.M. 

(c) Intercounty Weed Districts No. 
5] and 52. 


(a) regions 3,4,6,7,9,10. 


(a) regions 1,2,3,4,5,7,8 

(b) Adams County of region 6 
except for that area lying 
within Intercounty Weed 
District No. 52 

(c) Intercounty Weed District No. 
51. 


(a) regions 1,2,3,5,8,9 

(b) Franklin County except TI3N, 
R36E; and TI4N, R36E 

(c) Adams County except those 
areas lying east of a boundary 
line running north from 
Franklin County along the 
western boundary of Range 36 
East to State Highway 26 
then east on State Highway 
26 to State Highway 261 then 
north on State Highway 261 to 
((Sutten)) Sutton Road then 
east on ((Sutten)) Sutton 
Road to Snyder Road 
then north on Snyder Road ex- 
tended to Providence Road then 
west on Providence Road to 
Klein Road then north on Klein 
Road to Wellsandt Road then 
east on Wellsandt Road to 
Interstate 90 then east on 
1-90 to the Lincoln County 
line 

(d) region 6 except that portion 
lying within Grant County that 
is southerly of State Highway 
28, northerly of Interstate 
Highway 90 and easterly of 
Grant County Road E((:)) 
Northwest 

(e) Pend Oreille ((Eounty)) 
and Stevens counties north 
of ((the northernmost 
boundary-of)) Township 
33 North 

(f) Ferry County 

(g) Asotin County of region 10 
counties south of 
Highway 12 

(i) Whitman County lying in 
Ranges 43 through 46 East 
of Townships 15 through 20 
North; TI4N, Ranges 44 
through 46 East; and T13N, 
Ranges 45 and 46 East. 


(a) regions 1,2,3,4,5,7,8,9,10. 


Мате 


(65)) 
(37) spurge, leafy 
Euphorbia esula 


((G6)) : 
(38) starthistle, yellow 
Centaurea solstitialis 


((89)) 
(39) Swainsonpea 
Sphaerophysa salsula 
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Will be a "Class B designate” in 
all lands lying within: 


(a) regions 1,2,3,4,5,6,8,9,10 
(b) region 7 except as follows: 


((603-—F27N,RJ5E; Sections 


€ounty)) 

((Gr>)) 

(i) T27N, R37E, Sections 
34,35,36; Т27М, R38E, 
Sections 31,32,33; T26N, 
R37E, Sections 1,2,3,10, 
11,12,13,14,15,16,26; 
T26N, R38E, Sections 5, 
6,7,8 of Lincoln County 

((6»))) 

(ii) T24N, R43E, 

Section 12, Qtr. 

Section 3, Parcel No. 

9068 of Spokane County. 
((te} region +6-except-as-fottows: 


(a) regions 1,2,3,4,5,6,8 

(b) region 7 except those areas 
within Whitman County lying 
south of State Highway 26 from 
the Adams County line to 
Colfax and south of State 
Highway 195 from Colfax to 
Pułlman and south of State 
Highway 270 from Pullman to 
the Idaho border 

(c) Franklin County 

(d) region 9 except Klickitat 
County 

(e) іп all lands lying 
within Asotin County, 
Region 10, except as follows: 
T11N, R44E, Sections 25, 
26,27,28,29,31,32,33,34, and 
35; TIIN, К45Е, Sections 
21,22,23, and 25; TLIN, R36E, 
Sections 19,20,21,28,29,30, 
31,32, and 33; Т10М, R44E, 
Sections 1,2,3,4,5,6,8,9, 
10,11,12,15, and 16; TION, 
R45E, Sections 23 and 24; 
T10N, R46E, Sections 7,8, 
17,18,19,20,21,22,27,34, and 
35; T9N, R46E, Sections 
1,2,12,13,14,23,24,25,26, 
35, and 36; T9N, R47E, 
Sections 18,19,30, and 31; 
T8N, R46E, Sections 1,2, 
3,9,10,11,12,13,14, 
15,16,23, and 24; T8N, 
R47E, Sections 8,17,18, 
19,20,29,30,31, and 32. 


(a) regions 1,2,3,4,5,7,8 
(b) Columbia, Garfield, 
Asotin, and Franklin counties 


Name 
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Will be a "Class B designate" in 
all lands lying within: 


((68)) 
(40) thistle, musk 
Carduus nutans 


((G9))) 
(41) thistle, plumeless 
Carduus acanthoides 


((€483)) 
(42) thistle, Scotch 
Onopordum acanthium 


(6) 

(43) toadflax, Dalmatian 
Linaria genistifolia 
spp. dalmatica 


((€42})) 
(44) watermilfoil, 
Eurasian 
Myriophyllum spicatum 


(c) an area beginning at the 
Washington — Oregon border at 
the southwest portion of 
section 15, R32E, T6N, then 
north to the northwest corner 
of section 3, R32E, T7N, then 
east to the northeast corner 
of section 3, R36E, 

T7N, then south to the 
southeast portion of section 
15, R36E, T6N, at 

the Washington — 

Oregon border, then west 
along the Washington — 
Oregon border to the point 
of beginning 

(4) Weed District No. 3 of 
Grant County. 


(a) regions 1,2,3,5,6,7,8,9,10 
(b) Spokane and 
Pend Oreille counties. 


(a) regions 1,2,3,5,6,7,8,9,10 
(b) region 4 except those areas 
within Stevens County 
lying north of State 

Highway 20. 


(a) regions 1,2,3,4,5,6,8,9 

(b) region 7 except for those 
areas within Whitman County 
lying south of State Highway 
26 from the Adams County line 
to Colfax and south of State 
Highway 195 from Colfax to 
Pullman and south of State 
Highway 270 from Pullman to 
the Idaho border 

(c) Franklin County. 


(a) regions 1,2,5,8,10 
(b) Kittitas, Chelan, Douglas, 
Adams counties of region 6 
(c) Intercounty Weed District No. 
51 
(d) Weed District No. 3 of 
Grant County 
(e) Lincoln and Adams counties 
(0 ((and)) The 
western two miles of 
Spokane County of region 7 
((69)) 
(в) region 9 except as follows: 
(i) those areas lying within 
Yakima County 
(ii) those areas lying west of 
the Klickitat River and 
within Klickitat County. 


(a) regions 1,8,9,10 
(b) region 7 except Spokane 
County. 


READOPTED SECTION (Readopting WSR 91-01- 
016, filed 12/7/90, effective 1/7/91) 


WAC 16-750-015 


STATE NOXIOUS WEED 


LIST—CLASS С NOXIOUS WEEDS. 


COMMON NAME 


babysbreath 

bindweed, field 

carrot, wild 

catchfly, conical 
cocklebur, spiny 

cress, hoary 

dodder, smoothseed alfalfa 
garden rocket 

henbane, black 
houndstongue 


[ 305 ] 


SCIENTIFIC NAME 


Gypsophila paniculata 
Convolvulus arvensis 
Daucus carota 

Silene conoidea 

Xanthium spinosum 
Cardaria draba 

Cuscuta approximata 
Eruca vesicaria spp. sativa 
Hyoscyamus niger 
Cynoglossum officinale 
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COMMON МАМЕ SCIENTIFIC МАМЕ 

Kochia scoparia 

Matricaria maritima var. agrestis 
Verbascum thapsus 

Solanum dulcamara 

Conium maculatum 


kochia 

mayweed, scentless 
mullein, common 
nightshade, bitter 
poison-hemlock 


puncturevine Tribulus terrestris 
rye, cereal Secale cereale 
spikeweed Hemizonia pungens 


Hypericum perforatum 
Tanacetum vulgare 
Linaria vulgaris 
Cirsium vulgare 
Cirsium arvense 
Cardaria pubescens 
Artemisia absinthium 


St. Johnswort, common 
tansy, common 
toadflax, yellow 

thistle, bull 

thistle, Canada 
whitetop, hairy 
wormwood, absinth 


WSR 91-24-073 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF AGRICULTURE 
(Noxious Weed Control Board) 
[Memorandum— December 2, 1991] 


The Washington State Noxious Weed Control Board's 
meeting schedule for 1992 is as follows: 


January 15, 1992 
March 18, 1992 
May 20, 1992 

July 15, 1992 
September 16, 1992 
November 18, 1992 


For more information on time and location contact 
Catherine E. Hovanic at (206) 872-6480. 


WSR 91-24-074 
ATTORNEY GENERAL OPINION 
Cite ав: AGO 1991 No. 33 

[November 27, 1991] 


BOARD OF OPTOMETRY—OPTOMETRISTS—OPTICIANS— 
: REGULATIONS—PREEMPTION—ANTITRUST—AUTHORI- 
TY OF OPTOMETRY BOARD TO ADOPT RULES DEFINING 
A CONTACT LENS PRESCRIPTION 


1. RCW 18.54.070(2) authorizes the Optometry Board 
to adopt rules to promote safety, protection and the 
welfare of the public. This authority empowers the 
Board to adopt rules setting standards for prescrib- 
ing practices and defining a contact lens 
prescription. 


2. Rules adopted by the Optometry Board to set stan- 
dards for prescribing practices and defining a con- 
tact lens prescription will not improperly regulate 
dispensing opticians, for RCW 18.43.060 provides 
that dispensing opticians may fit contact lenses only 
upon written prescription of a physician or 
optometrist. 
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3. Rules adopted by the Optometry Board to set stan- 
dards for prescribing practices and defining a con- 
tact lense prescription will probably not conflict with 
applicable Federal Trade Commission Rules. 


4. Rules adopted by the Optometry Board to set stan- 
dards for prescribing practices and defining a con- 
tact lense prescription will probably not violate fed- 
eral antitrust laws because such laws do not apply to 
anticompetitive restraints imposed by the state as an 
act of government. 


Requested by: 


Dean Н. Hattan, O.D. Chair 
Washington State Board of Optometry 
Mail Stop: ЕҮ-21 

Olympia, Washington 98504 


WSR 91-24-075 
RULES COORDINATOR 
ATTORNEY GENERAL'S OFFICE 
[Filed December 3, 1991, 1:59 p.m.] 


Although the Attorney General's Office has limited rule- 
making authority, it does occasionally adopt rules to ad- 
dress basic governmental functions or for limited pro- 
grams such as the Lemon Law Program. I am therefore 
designating Jane Halligan as the Rules Coordinator for 
the Attorney General's Office. Ms. Halligan is our of- 
fice's librarian and is an Attorney General's Office 
employee. 


I am requesting that Ms. Halligan's name and mailing 
address be published in the Washington State Register 
as provided in RCW 34.05.310. Her name and address 
should appear as follows: 


Jane Halligan, Rules Coordinator 
Attorney General's Office 
6th Floor, Highways-Licenses Building 
Mailstop 0115 
Olympia, WA 98504 
Ken Eikenberry 
Attorney General 


WSR 91-24-076 
NOTICE OF PUBLIC MEETINGS 
TRAFFIC SAFETY COMMISSION 


[Memorandum— December 2, 1991] 


Below are Washington Traffic Safety Commission meet- 
ing dates for 1992: 


Tuesday, January 21 
Tuesday, April 21 
Tuesday, July 21 
Tuesday, October 20 


Each meeting will be held at 1:30 p.m. in the conference 
room of the Washington Traffic Safety Commission. 
You can contact Michelle Nicholls at 586-3864 if you 
have any questions. 
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WSR 91-24-077 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Dental Disciplinary Board) 
[Filed December 3, 1991, 2:40 p.m.] 


Original Notice. 

Title of Rule: New WAC 246-816-160 Amalgam 
restoration practice standards. 

Purpose: To add a new section which pertains to 
amalgam restoration practice standards relating to 
dentistry. 

Statutory Authority for Adoption: RCW 18.32.640 
and 18.130.050(12). 

Summary: The proposed rule outlines amalgam resto- 
ration practice standards and identifies areas that would 
be considered unprofessional conduct. ! 

Reasons Supporting Proposal: The Dental Disciplin- 
ary Board seeks to identify for the public and dentists, 
the board's findings related to amalgam removal and set 
standards, therefore, it is necessary to adopt a rule ad- 
dressing amalgam restoration standards. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Linda McCue, 1300 
Quince Street S.E., ЕҮ-26, P.O. Box 47867, Olympia, 
WA 98504-7867, (206) 753-1156. 

Name of Proponent: Dental Disciplinary Board, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposed rule will clarify that the board finds 
that it is unprofessional conduct for any dentist to ad- 
vertise or represent to a patient that the removal of cli- 
nically serviceable dental amalgams will result in a cure 
of any medical condition. It also identifies that it shall be 
unprofessional conduct for a dentist to remove or advise 
the removal of a clinically serviceable dental amalgam 
without advising the patient of the difference of scientific 
opinion with respect to the possible negative health ef- 
fects of dental amalgams and of the risks and benefits of 
the removal and replacement of clinically serviceable 
dental amalgams. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: WestCoast Sea-Tac Hotel, Seattle 
Room, 18220 Pacific Highway South, Seattle, WA 
98188, on January 17, 1992, at 9:15 a.m. Public testi- 
mony for WAC 246-816-160 Amalgam restoration 
practice standards will be limited to three minutes per 
person. 

Submit Written Comments to: Linda McCue, Pro- 
gram Manager, 1300 Quince Street S.E., ЕҮ-26, P.O. 
Box 47867, Olympia, WA 98504-7867, by January 7, 
1992. 

Date of Intended Adoption: January 17, 1992. 

November 21, 1991 
Linda McCue 
Program Manager 
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NEW SECTION 


WAC 246-816-160 AMALGAM RESTORATION PRACTICE 
STANDARDS. (1) It shall be unprofessional conduct for any dentist 
to advertise or represent to a patient that the removal of clinically ser- 
viceable dental amalgams will result in a cure of any medical 
condition. 

(2) It shall be unprofessional conduct for a dentist to remove or ad- 
vise the removal of a clinically serviceable dental amalgam without 
advising the patient: (a) of the difference of scientific opinion with re- 
spect to the possible negative health effects of dental amalgams; (b) of 
the risks and benefits of the removal and replacement of clinically ser- 
viceable dental amalgams. 


WSR 91-24-078 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Dental Disciplinary Board) 
[Filed December 3, 1991, 2:43 p.m.] 


Original Notice. 

Title of Rule: Infection control, new WAC 246-816- 
701 Purpose, 246-816-710 Definitions, 246-816-720 
Use of barriers and sterilization techniques, 246-816- 
730 Management of single use items, and 246-816-740 
Effective date. 

Purpose: To establish requirements for infection con- 
trol in dental offices to protect the health and well-being 
of the people of the state of Washington. 

Statutory Authority for Adoption: RCW 18.32.640. 

Statute Being Implemented: RCW 18.32.725. 

Summary: The proposed rules establish requirements 
for infection control in dental offices and identify re- 
quired procedures to prevent disease transmission from 
patient to doctor and staff, doctor and staff to patients, 
and from patient to patient via a vector such as instru- 
ments or supplies. 

Reasons Supporting Proposal: The Dental Disciplin- 
ary Board seeks to identify basic requirements for infec- 
tion control in dental offices, therefore it is necessary to 
adopt rules addressing requirements for infection 
control. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Linda McCue, 1300 
Quince Street S.E., ЕҮ-26, P.O. Box 47867, Olympia, 
WA 98504-7867, (206) 753-1156. 

Name of Proponent: Dental Disciplinary Board, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rules identify barriers and sterilization tech- 
niques for dental offices and the management of single 
use items. The purpose of the rules is to protect the 
health and well—being of the people of the state of 
Washington. 

Proposal does not change existing rules. 


SMALL BUSINESS ECONOMIC IMPACT 
STATEMENT 


The rules will impact dental offices that need to buy 
additional handpieces so they can heat sterilize 
handpieces between patients. The cost will depend on the 
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number of dental operatories a dentist has іп use at one 
time. The cost of one dental handpiece is approximately 
$550.00 to $650.00. 

Introduction: The Regulatory Fairness Act, chapter 

19.85 RCW, requires that rules which have an economic 
impact on more than twenty percent of all industry or 
more than ten percent of any one industry, be reviewed 
and altered to minimize their impact on small business. 
This review is reported in this Small Business Economic 
Impact Statement. The Regulatory Fairness Act re- 
quires that a Small Business Economic Impact State- 
ment (SBEIS) "include a brief description of the report- 
ing, record keeping, and other compliance requirements 
of the rule, and the kinds of professional services" need- 
ed to comply with those requirements. It also must "an- 
alyze, based on existing data, the costs of compliance for 
businesses required to comply with the provisions of 
(the) rule . . . including costs of equipment, supplies, 
labor, and increased administrative costs." The cost of 
compliance for small and large businesses are to be 
compared. A small business is defined as a corporation, 
partnership, sole proprietorship, or other legal entity 
which has the purpose of making a profit, which is inde- 
pendently owned and operated from all other businesses, 
and which has fifty or fewer employees. 
. Background on the Proposed Infection Control Rules: 
The Dental Disciplinary Board seeks to identify basic 
requirements for infection control in dental offices, 
therefore it is necessary to adopt rules addressing re- 
quirements for infection control. 

Requirements of the Proposed Rule: The proposed 
rules establish requirements for infection control in den- 
tal offices regarding use of barriers and sterilization 
techniques and identify required procedures to prevent 
disease transmission from patient to doctor and staff, 
doctor and staff to patients, and from patient to patient 
via a vector such as instruments or supplies. 

Economic Analysis: The impact on dentists will de- 
pend on the number of dental operatories they have in 
use at one time. The costs of compliance could mean an 
increase in equipment, specifically dental handpieces. 
The cost of one dental handpiece is approximately $550— 
$650. The rules cannot be altered to minimize their im- 
pact on small business as it has been determined that all 
dental offices in the state of Washington meet the defi- 
nition of small business. 

Mitigation: It has been determined that despite the 
possible proportionately higher impact on some dentists 
(depends on number of operatories in use) this impact 
will not be mitigated because of the public health 
protection. 

Hearing Location: WestCoast Sea-Tac Hotel, Seattle 
Room, 18220 Pacific Highway South, Seattle, WA 
98188, on January 18, 1992, at 11:00 a.m. Public testi- 
mony for WAC 246-816-701 Purpose, 246-816-710 
Definitions, 246-816-720 Use of barriers and steriliza- 
tion techniques, 246-816-730 Management of single use 
items, and 246-816-740 Effective date, will be limited 
to three minutes per person. 

Submit Written Comments to: Linda McCue, Pro- 
gram Manager, 1300 Quince Street S.E., ЕҮ-26, Р.О. 
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Box 47867, Olympia, WA 98504—7867, by January 8, 
1992. 
Date of Intended Adoption: January 18, 1992. 
November 21, 1991 
Linda McCue 
Program Manager 


NEW SECTION 


WAC 246-816-701 PURPOSE. The purpose of WAC 246-816- 
701 through 246-816-730 is to establish requirements for infection 
control in dental offices to protect the health and well-being of the 
people of the state of Washington. For purposes of infection control, 
all dental staff members and all patients shall be considered potential 
carriers of communicable diseases. Infection control procedures are re- 
quired to prevent disease transmission from patient to doctor and staff, 
doctor and staff to patient, and from patient to patient via a vector 
such as instruments or supplies. Every dentist is required to comply 
with the applicable standard of care in effect at the time of treatment. 
At a minimum, the dentist must comply with the requirements defined 
in WAC 246-816-720, WAC 246-816-730 and WAC 246-816—740. 


NEW SECTION 


WAC 246-816-710 DEFINITIONS. (1) "Direct care staff" are 
the dental staff who directly provide dental care to patients. 

(2) "Communicable diseases" means an illness caused by an infec- 
tious agent which can be transmitted from one person, animal, or ob- 
ject to another person by direct or indirect means including transmis- 
sion via an intermediate host or vector, food, water or air. 

(3) Effective surface sterilization shall mean use of the Environmen- 
tal Protection Agency registered and/or approved sterilant used in the 
manner consistent with the manufacturer's recommendations. 


NEW SECTION 


WAC 246-816-720 USE OF BARRIERS AND STERILIZA- 
TION TECHNIQUES. The use of barriers and sterilization tech- 
niques is the primary means of assuring that there is the least possible 
chance of the transmission of communicable diseases from doctor and 
staff to patients, from patient to patient and from patient to doctor and 
staff. Surfaces, instruments, equipment and supplies contaminated or 
likely to be contaminated with blood or saliva during treatment must 
be sterilized between patients, discarded and replaced between pa- 
tients, or covered with a barrier which is discarded and replaced be- 
tween patients. 

(1) Dentists shall comply with the following barrier techniques: 

(a) Gloves shall be used by the dentist and direct care staff during 
treatment which involves intraoral procedures or contact with items 
potentially contaminated with the patient's bodily fluids. Fresh gloves 
shall be used for every intraoral patient contact. Gloves shall not be 
washed or reused for any purpose. The same pair of gloves shall not be 
used, removed and reused for the same patient at the same visit or for 
any other purpose. Gloves that have been used for dental treatment 
shall not be reused for any non-dental purpose. 

(b) Masks shall be worn by the dentist and direct care staff when 
splatter or aerosol is likely. Masks shall always be worn during surgical 
procedures. 

(c) Unless effective surface sterilization methods are used, protective 
barriers shall be placed over areas of the dental operatory which are 
likely to be touched during treatment, not removable to be sterilized, 
and likely to be contaminated by blood or saliva. These procedures 
must be followed between each patient. These include but are not lim- 
ited to: 

i. delivery unit 

ii. chair controls (not including foot controls) 

iii. light handles 

iv. high volume evacuator and air—water syringe controls 

v. x-ray heads and controls 

vi. head rest 

vii. instrument trays 

viii. low speed handpiece motors 

(d) Protective eyewear shall be worn by the dentist and direct care 
staff and offered to all patients during times when splatter or aerosol is 
expected. 

(2) Dentists shall comply with the following sterilization techniques: 
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(a) Every dental office shall have the capability to ultrasonically 
clean and sterilize contaminated items by autoclave, chemclave or eth- 
ylene oxide. Sterilizers shall be tested by biological indicator test or its 
equivalent on at least a monthly basis. Documentation shall be main- 
tained either in the form of a log reflecting dates and person(s) con- 
ducting the testing or copies of reports from an independent testing 
entity. The documentation shall be maintained for a period of at least 
five years. 

(b) The following items shall be sterilized by an appropriate auto- 
clave, chemclave or ethylene oxide sterilization method between 
patients: 

i. low speed handpiece contra angles, prophy angles and nose cone 
sleeve 

ii. high speed handpieces 

iii. hand instruments 

iv. burs 

v. endodontic instruments 

vi. air-water syringe tips 

vii. high volume evacuator tips 

viii. surgical instruments 

ix. sonic or ultrasonic periodontal scalers and tips 

x. surgical handpieces 

(c) Prior to sterilization, gross debris shall be removed from items to 
be sterilized using ultrasonic means when possible. 

(d) Non-disposable items used in patient care which cannot be 
autoclaved, chemclaved or ethylene oxide sterilized shall be immersed 
in a chemical sterilant. If such a technique is used, the solution shall 
be approved by the Environmental Protection Agency and used in ac- 
cordance with the manufacturer's directions. This includes items fabri- 
cated in a dental laboratory for insertion into a patient's mouth. 

(e) Items such as impressions contaminated with blood or saliva 
shall be immersed in a chemical sterilant as described in subsection (d) 
above before transport to the dental laboratory in a plastic bag. 


NEW SECTION 


WAC 246-816-730 MANAGEMENT OF SINGLE USE 
ITEMS. (1) Sterile disposable needles shall be used. The same needle 
may be recapped with a single handed recapping technique or recap- 
ping device and subsequently reused for the same patient during the 
same visit. 

(2) Single use items used in patient treatment which have been con- 
taminated by saliva or blood shall be discarded and not reused. These 
include, but are not limited to, disposable needles, local anesthetic 
carpules, saliva ejectors, polishing discs, bonding agent brushes, prophy 
cups, prophy brushes, and fluoride trays and interproximal wedges. 


NEW SECTION 


WAC 246-816-740 EFFECTIVE DATE. This chapter shall be- 
come effective February 18, 1992 provided: for six months following 
the effective date of these rules, handpieces may be disinfected by 
chemical means if used in connection with a properly placed and 
ligated rubber dam and no bleeding occurs to contaminate the field. 


WSR 91-24-079 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(By the Code Reviser's Office) 
[Filed December 3, 1991, 2:51 p.m.] 


WAC 275-38-027, proposed by the Department of 5о- 
cial and Health Services in WSR 91-10-035, appearing 
іп issue 91-11 of the State Register, which was distrib- 
uted on June 5, 1991, is withdrawn by the code reviser's 
office under RCW 34.05.335(3), since the proposal was 
‘not adopted within the one hundred eighty day period 
allowed by the statute. 
Kerry S. Radcliff, Editor 
Washington State Register 
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WSR 91-24-080 
WITHDRAWAL OF PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
(By the Code Reviser's Office) 
[Filed December 3, 1991, 2:52 p.m.] 


WAC 192-12-370, proposed by the Employment Secu- 
rity Department in WSR 91-11-051, appearing in issue 
91-11 of the State Register, which was distributed on 
June 5, 1991, is withdrawn by the code reviser's office 
under RCW 34.05.335(3), since the proposal was not 
adopted within the one hundred eighty day period al- 
lowed by the statute. 
Kerry S. Radcliff, Editor 
Washington State Register 


WSR 91-24-081 
PROPOSED RULES 
DEPARTMENT OF 
COMMUNITY DEVELOPMENT 
[Filed December 3, 1991, 4:10 p.m.] 


Original Notice. 

Title of Rule: Chapter 365-200 WAC, The affordable 
housing program. 

Purpose: To implement chapter 43.185 RCW. 

Statutory Authority for Adoption: Chapter 43.185 
RCW. | 

Statute Being Implemented: Chapter 43.185 RCW. 

Summary: Chapter 43.185 RCW created the afford- 
able housing program to provide rental and 
homeownership opportunities for low-income house- 
holds. The department may finance in whole or in part 
projects that will provide such opportunities. 

Name of Agency Personnel Responsible for Drafting: 
Craig Mar-Chun, 906 Columbia Street S.W., Olympia, 
WA 98504-8300, (206) 586-6866; Implementation: Jeff 
Robinson, 906 Columbia Street S.W., Olympia, WA 
98504-8300, (206) 753-6652; and Enforcement: Chuck 
Clarke, 906 Columbia Street S.W., Olympia, WA 
98504-8300, (206) 753-5625. 

Name of Proponent: Department of Community De- 
velopment, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposed rule describes the purpose of the af- 
fordable housing program; lists eligible applicants; de- 
scribes housing needs assessment information to be sup- 
plied by the applicant; sets forth the minimum require- 
ments for notice of fund availability; and describes how 
specific criteria will be developed to evaluate applica- 
tions for funding. | 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Douglass-Truth Library, 23 East 
Yesler Street, Seattle, WA, on January 23, 1992, at 
7:00-8:45 p.m.; and Spokane County Health District 
Office, West 1101 College Avenue, Room 140, Spokane, 
WA, on January 30, 1992, at 7:00-9:00 p.m. 
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Submit Written Comments to: Department of Com- 
munity Development, Housing Finance Unit, P.O. Box 
48300, Olympia, WA 98504-8300, by January 31, 1992. 

Date of Intended Adoption: February 10, 1992. 

December 2, 1991 
Chuck Clarke 
Director 


Chapter 365-200 WAC 
THE AFFORDABLE HOUSING PROGRAM 


NEW SECTION 


WAC 365-200-010 AUTHORITY. These rules are adopted un- 
der the authority of chapter 43.185 RCW which provide that the de- 
partment shall have the authority to promulgate rules governing the 
award of grants and loans. 


NEW SECTION 


WAC 365-200-020 PURPOSE. The purpose of the affordable 
housing program is to provide financial assistance, and develop and co- 
ordinate public and private resources to meet the affordable housing 
needs of low-income households in the state. 


NEW SECTION 


WAC 365-200-030 DEFINITIONS. (1) "Affordable housing" 
means residential housing for rental or private individual ownership 
which, as long as the same is occupied by low-income households, re- 
quires payment of monthly housing costs, including utilities other than 
telephone, of no more than thirty percent of the family's income. 

(2) "Low-income" means a family or household earning eighty per- 
cent or lower of county median income. 

(3) "Very low income" means a family or household earning fifty 
percent or lower of county median income. 

(4) "Department" means the department of community 
development. 

(5) "Director" means the director of the department of community 
development. 


NEW SECTION 


WAC 365-200-040 ELIGIBLE APPLICANTS. Eligible appli- 
cants for funding include local governments, local housing authorities, 
nonprofit community or neighborhood-based organizations, and re- 
gional or state-wide nonprofit housing assistance organizations. 


NEW SECTION 


WAC 365-200-050 CONTENT AND CRITERIA FOR AP- 
PROVAL OF THE NEEDS ASSESSMENT. The department shall 
not approve a request for assistance unless it has received and ap- 
proved a housing needs assessment. The affordable housing needs as- 
sessment shall: 

(1) Describe the jurisdiction's current needs for housing assistance 
for very low-income households, low-income households, and special- 
needs populations; 

(2) Estimate the need for a five-year period; and 

(3) Contain a strategy to meet the need. 

The needs assessment shall: 

(a) Contain population demographics including age, race, household 
income, and household type; 

(b) Provide a ten-year summary of population changes and a pro- 
jection of population changes for the next ten years; 

(c) State the number and percentage of persons and households at 
eighty percent and lower of county median income; 

(d) Identify the gap between the number of households at eighty 
percent of median and the number of affordable rental and for-sale 
units which are needed; 

(e) Identify the amount of average assistance required to close the 
gap for a household at eighty percent of county median income with 
not more than thirty percent of household income to be used for hous- 
ing costs including utilities; and 

(f) Contain a description of local existing housing conditions includ- 
ing vacancy rates, average rents, average for-sale house prices, units іп 
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need of rehabilitation, units in need of weatherization, and the number 
of new units in the past five years and their type. 

The department may accept a local housing element, a certified 
comprehensive housing affordability strategy, or a housing assistance 
plan, if consistent with the provisions of this section. To be approved a 
plan must contain the number of households at eighty percent or lower 
of county median income and state the average amount of assistance 
required per household to enable access to affordable housing at fair 
market rents or to average sales prices with no more than thirty per- 
cent of the household's income, including utilities, and comply with the 
above requirements. 


NEW SECTION 


WAC 365-200-060 NOTICE. During each calendar year in 
which funds are available for use by the department for the affordable 
housing program the department shall announce to all known interest- 
ed parties, and through major media throughout the state, a grant and 
loan application period of at least ninety days duration. This an- 
nouncement shall be made as often as the director deems appropriate 
for proper utilization of resources. 


NEW SECTION 


WAC 365-200-070 ADVICE AND INPUT OF THE LOW- 
INCOME ASSISTANCE ADVISORY COMMITTEE. With the ad- 
vice and input of the low-income assistance advisory committee ap- 
pointed by the director, the department shall develop criteria to evalu- 
ate applications for assistance. 


WSR 91-24-082 
PROPOSED RULES 
PERSONNEL BOARD 
[Filed December 4, 1991, 8:53 a.m.] 


Original Notice. 

Title of Rule: WAC 356-18-060 Paid sick leave— 
Use. 

Purpose: This rule identifies the family/household 
members who qualify the employee for paid sick leave 
due to unforeseen family care requirements. 

Statutory Authority for Adoption: RCW 41.06.040. 

Statute Being Implemented: RCW 41.06.150. 

Summary: This proposal will delete the identifications 
in this rule and thus allow the revised and more com- 
prehensive identifications in WAC 356-18-116 to apply. 

Reasons Supporting Proposal: This proposal will en- 
sure consistency between WAC 356-18-116 and 356- 
18-060. 

Name of Agency Personnel Responsible for Drafting: 
Roy Standifer, 600 South Franklin, Olympia, 586-5314; 
Implementation and Enforcement: Department of 
Personnel. 

Name of Proponent: Department of Personnel in con- 
junction with Workforce 2000 cluster, workgroup 6B, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The existing rule limits the entitlement to "child 
care" purposes. This proposal stems from the changes 
recommended to WAC 356-18-116. It is necessary to 
ensure consistency with the revisions proposed for WAC 
356-18-116. 

Proposal Changes the Following Existing Rules: This 
proposed deletion will operate to expand the entitlement 
to other family members by deferring to WAC 356-18- 
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116 for the identification of those family members who 
qualify the employee for the entitlement. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Department of Personnel, 521 
Capitol Way South, Olympia, WA, on January 9, 1992, 
at 10:00 a.m. 

Submit Written Comments to: Roy Standifer, De- 
partment of Personnel, P.O. Box 1789, Mailstop ҒЕ-11, 
Olympia, WA 98507, by January 7, 1992. 

Date of Intended Adoption: January 9, 1992. 

December 2, 1991 
Dee W. Henderson 
Secretary 


AMENDATORY SECTION (Amending Order 314, filed 2/14/89 
[2/24/89], effective 4/1/89) 


WAC 356-18-060 PAID SICK LEAVE—USE. (1) Personal ilt- 
ness: Accumulated sick leave shall be granted when an employee is re- 
quired to be absent from work for any of the following reasons: 

(a) Illness or injury of the employee or for preventative health care. 

(b) Exposure of the employee to contagious disease when attendance 
at work would jeopardize the health of others. 

(c) Disability of the employee due to pregnancy or childbirth. 

(2) Illness of children: Accumulated sick leave shall be granted 
when an employee is required to be absent from work to provide care 
to a child under the age of eighteen with a health condition requiring 
treatment or supervision. For the purpose of this subsection, "children" 
shall be limited to the son or daughter of the employee or the 
employee's spouse. 

(3) Шлеѕѕ of relatives or household members: Up to five days of ac- 
cumulated sick leave shall be granted for each occurrence or as ex- 
tended by the agency when an employee is required to be absent from 
work to provide care to members of the employee's household or rela- 
tives of the employee or the employee's spouse who experience an ill- 
ness or injury. For purposes of this subsection, "relatives" shall be lim- 
ited to: 

(a) Spouse. 

(b) Son or daughter, eighteen years of age or over, grandchild, or 
foster child. 

(c) Grandparent or parent. 

(4) Preventative health care of relatives or household members: Up 
to one day of sick leave shall be granted for each occurrence or as ex- 
tended by the agency when an employee is required to be absent to 
provide care or transportation for a relative of the employee or the 
employee's spouse or for a member of the employee's household ob- 
taining preventative health care. For the purposes of this subsection 
"relatives" shall be limited to: 

(a) Spouse. 

(b) Son, daughter, grandchild, or foster child. 

(c) Grandparent or parent. 

(5) For purposes of the provisions of subsections (3), (4), and (6)(a) 
of this section: 

Members of household means "persons who reside in same home, 
who have reciprocal and natural and/or moral duties to and do provide 
support for one another. The term does not include persons sharing the 
same general house when the living style is primarily that of a dormi- 
tory or commune." 

(6) Bereavement: Accumulated sick leave shall be granted up to 
three days for each occurrence or as extended by the agency for rea- 
sons of travel when an employee is required to be absent from work for 
any of the following reasons: 

(a) Death of members of the employee's household or relatives of 
the employee or the employee's spouse. 

(b) For purposes of the provisions of subsection (6)(a) of this sec- 
tion, "relatives" shall be limited to: 

(i) Spouse. 

(ii) Son, daughter, grandchild, foster child, КҮЛЕ ог daugh- 
ter-in-law. 

(iii) Grandparent, parent, brother, sister, niece, nephew, aunt, uncle, 
first cousin, brother-in-law, or sister-in-law. 

(7) Inclement weather: Up to three days of accumulated sick leave 
shall be granted when the employee is unable to report for scheduled 
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work because of severe inclement weather. (Such use of sick leave shall 
be limited to three days in any calendar year and shall be used only as 
specified in WAC 356-18-115.) 

(8) ((ir-addition tothe -reasons_tisted -aboveunforescen childcare 


, ` 


)) Unforeseen 


the-eustody-of-and-residing-in-the-home-of-the-employer-) 
family care requirements: ((¢))Such use of sick leave shall normally be 
limited to a maximum of one day per incident, and to three days in 


any calendar year, unless extended by the appointing authority, and 
shall be used only as specified in WAC 356-18-116.((3)) 

(9) When a condition listed under subsection (1)(a) or (c) of this 
section arises while the employee is on vacation leave, the employee 
shall be granted accrued sick leave as provided above for the condition 
(in lieu of the approved vacation leave) provided that the employee re- 
quests such sick leave within fourteen days after return to work. Such 
conversion rights shall not extend to vacation leave taken prior to an 
employee's separation as provided in WAC 356-18-100(2). 


Reviser's note: The bracketed material preceding the section above 
was supplied by the code reviser's office. 


WSR 91-24-083 
PROPOSED RULES 
PUGET SOUND AIR 
POLLUTION CONTROL AGENCY 
[Filed December 4, 1991, 9:35 a.m.] 


Original Notice. 

Title of Rule: Regulation III: Amending sections 1.07, 
2.01, and 3.01; and adding section 3.07. 

Purpose: To add control measures for ethylene oxide 
sterilizers and aerators and to clarify the chrome plating 
and anodizing rule. 

Other Identifying Information: Section 1.07 relates to 
special definitions. Section 2.01 pertains to applicability. 
Section 3.01 refers to chromic acid plating and anodiz- 
ing. Section 3.07 refers to ethylene oxide sterilizers and 
aerators. 

Statutory Authority for Adoption: Chapter 70.94 
RCW. 

Statute Being Implemented: RCW 70.94.081. 

Summary: The proposed amendments will require the 
control of emissions of ethylene oxide from sterilizers 
and aerators. Definitions of ethylene oxide sterilizers and 
aerators will be added and sterilizers and aerators will 
not be required to comply with Regulation III, Article 2. 
The chromic acid plating and anodizing rule will be 
clarified. 

Reasons Supporting Proposal: Ethylene oxide, a prob- 
able carcinogen, has been identified by the agency as a 
toxic air contaminant whose emissions pose potential 
health impacts to the public. The proposed amendments 
will require control of emissions of of ethylene oxide 
from sterilizers and aerators. Technical amendments to 
the chromic acid plating and anodizing rule will clarify 
the rule. 

Name of Agency Personnel Responsible for Drafting: 
Margaret Corbin, 200 West Mercer, Room 205, Seattle, 
296-7469; Implementation and Enforcement: James 
Nolan, 200 West Mercer, Room 205, Seattle, 296-7426. 

Name of Proponent: Puget Sound Air Pollution Con- 
trol Agency, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 
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Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposed amendments will make it unlawful 
for a person to cause or allow the use of a sterilizer or 
aerator unless the ethylene oxide—contaminated exhaust 
is directed to a control device with a specified control 
efficiency level. All of the ethylene oxide would have to 
be vented to the control device, with none lost due to 
leaks or discharge to the wastewater streams. The pro- 
posed amendments will define ethylene oxide sterilizer 
and aerator and ethylene oxide sterilizers and aerators 
will not be required to comply with Article 2 of Regula- 
tion III. The proposed amendments will also clarify the 
chromic acid plating and anodizing rule by specifying 
the need to install a permanent ampere-hour accumula- 
tor that is operating at all times electrical current is ap- 
plied to the tank and by clarifying emission limits for 
hexavalent chromium. 

Proposal Changes the Following Existing Rules: Defi- 
nitions for ethylene oxide sterilizer and ethylene oxide 
aerator will be added to the special definitions section. 
Ethylene oxide sterilizers and aerators will not be re- 
quired to comply with Article 2 of Regulation III. The 
chromic acid plating and anodizing rule clarifies the 
emission limits for hexavalent chromium. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Seattle Center, Center House Con- 
ference Room G, 305 Harrison Street, Seattle, on Janu- 
ary 9, 1992, at 9:00 a.m. 

Submit Written Comments to: Anita J. Frankel, 
Puget Sound Air Pollution Control Agency, 200 West 
Mercer, #205, Seattle, WA 98119, by December 31, 
1991. 

Date of Intended Adoption: January 9, 1991 [1992]. 

December 3, 1991 
Margaret Corbin 
Air Toxics Specialist 


AMENDATORY SECTION 
SECTION 1.07 SPECIAL DEFINITIONS 


(a) ACCEPTABLE SOURCE IMPACT LEVEL (ASIL) means a concentra- 
tion of a toxic air contaminant in the atmosphere that is used to eval- 
uate the air quality impact of a single source. There are three types of 
acceptable source impact levels: risk based, threshold—based, and spe- 
cial. Concentrations for these three types of ASILs are established by 
the Board after public hearing and are listed in Appendix A of this 
Regulation III. 

(b) AIR POLLUTION means the present in the outdoor atmosphere of 
one or more air contaminants in sufficient quantities and of such char- 
acteristics and duration as is, or is likely to be, injurious to human 
health, plant or animal life, or property, or which unreasonably inter- 
feres with enjoyment of life and property. 

(с) AMPERE-HOURS means the integral of electrical current applied 
to a plating or anodizing tank (amperes) over a period of time (hours). 

(4) ANTI-MIST ADDITIVE means a chemical which reduces the 
hexavalent chromium emission rate from a tank. 

(е) BEST AVAILABLE CONTROL TECHNOLOGY (BACT) means ап emis- 
sion limitation based on the maximum degree of reduction, which the 
Agency, оп a case-by-case basis, taking into account energy, environ- 
mental, and economic impacts, and other costs, determines is achiev- 
able for such source through applications of production processes and 
available methods, systems and techniques, including fuel cleaning or 
treatment or innovative fuel combustion techniques for control of each 
pollutant. 

(f) CHROMIC ACID ANODIZING means an electrolytic process by 
which a metal surface is converted to an oxide surface coating in a 
solution containing chromic acid. 
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(g) CHROMIC ACID PLATING means an electrolytic process by which 
chromium is deposited on a base metal surface. 

(h) COLD SOLVENT CLEANER ОГ COLD CLEANER means a degreasing 
tank in which a solvent with a true vapor pressure greater than 4.2 kPa 
(0.6 psia) is not heated at or above the boiling point. 


(i) ETHYLENE OXIDE AERATOR means any equipment, space or room 
in which air is used to remove residual ethylene oxide from sterilized 
materials. 

(j) ETHYLENE OXIDE STERILIZER means any chamber or related piece 
of equipment that uses ethylene oxide or ап ethlene oxide mixture іп 


any sterilization or fumigation process. 
(((1))) (К) FREEBOARD RATIO means the freeboard height (the dis- 


tance from the top of the degreaser to the air/solvent vapor interface) 
divided by the width (lesser horizontal dimension) of the degreaser 
(measured at the top). 

((G))) (I) REFRIGERATED FREEBOARD CHILLER means a set of cool- 
ing coils situated above the condenser which operates at 2°C or less. 

(((k))) (т) Toxic AIR CONTAMINANT (TAC) means any air contam- 
inant listed in Appendix A of this Regulation III or listed in the Ad- 
ministrative Regulations of the United States of America in 40 CFR 
Part 372, Subpart D, as both now exist or are hereinafter amended, 
and both of which by this reference are incorporated herein and made 
a part hereof. : 

(((1))) (n) VAPOR DEGREASER means а degreasing tank in which the 
solvent is heated at or above the boiling point. 


Reviser's note: The typographical error in the above section oc- 
curred іп the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION 
SECTION 2.01 APPLICABILITY 


(a) Article 2 of this Regulation ІП shall apply to all sources of toxic 
air contaminants except the following: 

(1) Asbestos Removal Operations (see Article 4 of Regulation 111) 

(2) Chromic Acid Plating and Anodizing Tanks (see Section 3.01 of 
Regulation ІП) 

(3) Solvent Metal Cleaners (see Section 3.05 of Regulation III) 

(4) Perchloroethylene Dry Cleaners (see Section 3.03 of Regulation 
П) 

(5) Petroleum Solvent Dry Cleaning Systems (see Section 3.07 of 
Regulation II) й 

(6) Gasoline Storage and Dispensing Operations (see Article 2 of 
Regulation II) 

(7) Graphic Arts Systems (see Section 3.05 of Regulation II) 

(8) Can and Paper Coating Operations (see Section 3.03 of Regula- 
tion II) 

(9) Motor Vehicle and Mobile Equipment Coating Operations (see 
Section 3.04 of Regulation II) 

(10) Polyester/Vinylester /Gelcoat/Resin Operations (see Section 
3.08 of Regulation II) 

(11) Coatings and Ink Manufacturing (see Section 3.11 of Regula- 
tion II) 

(12) Ethylene Oxide Sterilizers and Aerators (see Section 3.07 of 
Regulation III) 


(b) Any demonstration required by this Article shall be conducted in 
accordance with the Agency "Guidelines For Evaluating Sources of 
Toxic Air Contaminants", which are hereby incorporated by reference. 


AMENDATORY SECTION 
SECTION 3.01 CHROMIC ACID PLATING AND ANODIZING 


(a) It shall be unlawful for any person to cause or allow the opera- 
tion of any chromic acid plating or anodizing tank unless the tank is 
equipped with ((an)) a permanent ampere-hour accumulator that is 
operating at all times electrical current is applied to the tank and the 
facility-wide uncontrolled hexavalent chromium emissions from plat- 
ing or anodizing tanks are reduced by at least 95% using either of the 
following control techniques: 

(1) An anti-mist additive or other equally effective control method 
which has been approved by the Control Officer shall be employed; or 

(2) The tank shall be equipped with: 

(A) A capture system approved by the Control Officer, which repre- 
sents good engineering practice and which shall be in place and in op- 
eration at all times electrical current is applied to the tank; and 
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UNUS ыы 


(В) (((€)) A ARA of anti-mist additives or other control 
method and use of control devices which collectively shall limit 
hexavalent chromium emissions to less than 0.15 milligrams per am- 
pere-hour of electrical charge applied to the tank. 

(b) It shall be unlawful for any person to cause or allow the opera- 
tion of any chromic acid plating or anodizing tank at a facility where 
the facility-wide hexavalent chromium emissions from chromic acid 
plating and anodizing are greater than | kilogram per year after the 
application of the control techniques required by (a) above, unless the 
facility-wide uncontrolled hexavalent chromium emissions from plat- 
ing and anodizing tanks are reduced by at least 99% using either of the 
following control techniques: 

(1) An anti-mist additive or other equally effective control method 
which has been approved by the Control Officer shall be employed; or 

(2) The tank shall be equipped with: 

(A) A capture system approved by the Control Officer, which repre- 
sents good engineering practice and which shall be in place and in op- 
eration at all times electrical current is applied to the tank; and 


«a 


:)) 

(В) ((€€))) А combination of anti-mist additives or other control 
method and use of control devices which collectively shall limit 
hexavalent chromium emissions to less than 0.03 milligrams per am- 
pere-hour of electrical charge applied to the tank. 

(c) It shall be unlawful for any person to cause or allow the opera- 
tion of any chromic acid plating or anodizing tank at a facility where 
the facility-wide hexavalent chromium emissions from chromic acid 
plating and anodizing would be greater than | kilogram per year after 
the application of the control techniques required by (b) above, unless 
the facility-wide uncontrolled hexavalent chromium emissions from 
plating and anodizing tanks are reduced by at least 99.8% using either 
of the following control techniques: l 

(1) Ап anti-mist additive or other equally effective control method 
which has been approved by the Control Officer shall be employed; or 

(2) The tank shall be equipped with: 

(A) A capture system approved by the Contro! Officer, which repre- 
sents good engineering practice and which shall be in place and in op- 
eration at all times electrical current is applied to the tank; and 


«a 


:8%-)) 

(В) ((ӨӨ))) A combination of anti-mist additives or other control 
method and use of control devices which collectively shall limit 
hexavalent chromium emissions to less than 0.006 milligrams per am- 
pere-hour of electrical charge applied to the tank. 

(4) The owner or operator of the source shall report the faciłity— 
wide hexavalent chromium emissions to the Agency annually using 
procedures approved by the Control Officer. 
199t)) 

(е) ((€f)) The provisions of Sections 3.01 (b) and (c) shall be met 
on the following schedule: 


(H-Submit-Noticc-of-Construction-by-July-31.-199t-2and)) 
(1) ((25)) Submit Progress Report by January 1, 1992; and 
(2) (@)) Achieve Final SA: by July 1, 1992. 


( 
ttor)) 


NEW SECTION 


SECTION 3.07 ETHYLENE OXIDE STERILIZERS AND 
AERATORS 


(a) The provisions of this rule do not apply if the facility-wide usage 
of ethylene oxide is less than 11 kilograms (25 pounds per year). 

(b) It shall be unlawful for any person to cause or allow the emis- 
sion of ethylene oxide from the operation of any sterilizer or aerator 
unless ethylene oxide emissions from each device meet the following 
control efficiencies: 
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Exhaust 
Streams to be 


Facility-wide Usage 
of Ethylene Oxide 
kg/yr (Ibs/yr) 


211 and <272 (225 апа <600) 


Control 
Efficiency 


Controlled (%) 


Sterilizer 
Aerator 


Sterilizer 
Aerator 


>275 and <2,270 (>600 and <5,000) 


2270 (>5,000) Sterilizer 


Aerator 


(c) It shall be unlawful for any person to cause or allow the opera- 
tion of an ethylene oxide sterilizer or aerator unless the maximum 
concentration of ethylene oxide is less than 10 ppm as measured ! 
centimeter away from any portion of the equipment other than the 
exhaust. 

(d) It shall be unlawful for any person to cause or allow the dis- 
charge of ethylene oxide in the sterilizer exhaust vacuum pump work- 
ing fluid to the wastewater stream. 

(e) Annual source tests shall be conducted in accordance with Sec- 
tion 1.09 of Regulation III to verify compliance with the requirements 
in this section. 

(Г) The provisions of this section shall be met on the following 
schedule: 

(1) Submit Notice of Construction by July 1, 1992; and 

(2) Submit Progress Report by July 1, 1993; and 

(3) Achieve Final Compliance by July I, 1994. 


WSR 91-24-084 
WITHDRAWAL OF PROPOSED RULES 


HORSE RACING COMMISSION 
[Filed December 4, 1991, 9:40 a.m.] 


On November 19, 1991, the Washington Horse Racing 

Commission voted unanimously to veto the proposed 

amendment to WAC 260-48-110 Entry wager on one is 

wager on all, code reviser's filing number WSR 91-21- 
104, dated October 22, 1991. 

John Crowley 

Executive Secretary 


WSR 91-24-085 
PERMANENT RULES 
HORSE RACING COMMISSION 
(Filed December 4, 1991, 9:42 a.m.] 


Date of Adoption: November 19, 1991. 

Purpose: Amend restrictive language prohibiting plat- 
ers and dentists from becoming trainers while holding 
said occupational permit. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 260-36-030. 

Statutory Authority for Adoption: RCW 67.16.040. 

Pursuant to notice filed as WSR 91-21-103 on Octo- 
ber 22, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: In the last line of the WAC the words "and 
dentists shall not be eligible", was inadvertently left out 
of the wordage. 

Effective Date of Rule: Thirty-one days after filing. 

December 3, 1991 
John Crowley 
Executive Secretary 
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AMENDATORY SECTION (Amending Rules of Кас- 
ing [Order 89-03], filed 4/21/61 [6/9/89]) 


WAC 260-36-030 VETERINARIANS, PLAT- 
ERS, AND DENTISTS—LICENSE REQUIRED— 
INELIGIBLE AS TRAINERS. The license fee for vet- 
erinarians, platers and dentists shall be for one year and 
shall be $15.00. They must be approved by the commis- 
sion before practicing their professions on the grounds of 
an association. The((y)) veterinarians and dentists shall 
not be eligible to hold a license to train horses while 
holding said occupational license. 


Reviser's note: The bracketed material preceding the section above 
was supplied by the code reviser's office. 


WSR 91-24-086 
PROPOSED RULES 
LIQUOR CONTROL BOARD 
[Filed December 4, 1991, 9:47 a.m.] 


Original Notice. 

Title of Rule: WAC 314-24-040 Wine labels—Cer- 
tificate of label approval required—Labels to be 
submitted. 

Purpose: To prohibit labels which may be appealing to 
children. 

Statutory Authority for Adoption: RCW 66.08.010. 

Statute Being Implemented: RCW 66.28.110. 

Summary: The rule as amended prohibits wine labels 
which may be appealing to children, but allows the de- 
piction of persons under 21 years of age which do not 
promote illegal consumption. 

Name of Agency Personnel Responsible for Drafting: 
Janice Lee Britt, Assistant Chief Administrator, 1025 
East Union, Olympia, 586-6701; Implementation and 
Enforcement: Gary Gilbert, Chief, 1025 East Union, 
Olympia, 586-3052. 

Name of Proponent: Washington State Liquor Con- 
trol Board, governmental. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and 
Fiscal Matters: No significant fiscal impact. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule will clarify existing policy by prohibiting 
wine labels which are appealing to children. Additional- 
ly, this rule will allow the depiction of persons under 21 
years of age on wine labels when they are in good taste 
and do not promote illegal consumption. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Liquor Control Board, 5th Floor, 
1025 East Union, Olympia, WA 98504, on January 15, 
1992, at 9:30 a.m. 

Submit Written Comments to: M. Carter Mitchell, 
Public Information Officer, by January 13, 1992. 
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Date of Intended Adoption: January 15, 1992. 
December 3, 1991 
Раша O'Connor 
Chairman 


AMENDATORY SECTION (Amending Order 274, Resolution No. 
283, filed 12/28/88) 


WAC 314-24-040 WINE LABELS—CERTIFICATE OF LA- 
BEL APPROVAL REQUIRED—LABELS TO BE SUBMITTED. 
No wine shall be imported or sold within the state of Washington until 
the certificate of approval holder, or domestic winery, or United States 
importer of foreign wine, shalt have obtained from the board a certifi- 
cate of label approval for such wine. š 

(1) А request for certificate of label approval must be submitted to 
the board on forms prescribed by the board, together with the 
following: 

(a) Two labels of the brand and type for which approval is requested 
for wines under seven percent alcohol by volume; and 

(b) One сору of the federal certificate of label approval for such 
wine which has been issued by the Bureau of Alcohol, Tobacco, and 
Firearms, U.S. Treasury Department. 

(2) Any change in label or product which requires reissuance of 
federal approval under the provisions of 27 CFR Part 4, must also be 
submitted to the board in accordance with the foregoing provisions of 
this regulation. 

(3) Every producer, importer, bottler, or wholesaler of wine shall, 
upon request of the board or its authorized representative, furnish 
without cost to the board, samples of any brand of wine upon its 
premises for the purpose of analysis in order to determine whether the 
wine conforms to the quality standards set by the board in WAC 314- 
24-060 and conforms with commercial standards. 

(4) No label shall be used that is misleading. 

(5) No label will be approved which is designed to be especially ap- 
pealing to children or other persons under legal age to consume. Per- 
sons who appear to be under legal age to consume may be depicted on 
a label when, in the discretion of the board, the depiction is dignified 
and does not promote illegal consumption of liquor. 


WSR 91-24-087 
PROPOSED RULES 
LIQUOR CONTROL BOARD 
[Filed December 4, 1991, 9:49 a.m.] 


Original Notice. 

Title of Rule: WAC 314-20-020 Beer labels—Cer- 
tificate of label approval required—Labels to be 
submitted. 

Purpose: To prohibit labels which may be appealing to 
children. 

Statutory Authority for Adoption: RCW 66.08.010. 

Statute Being Implemented: RCW 66.28.120. 

Summary: The rule as amended prohibits beer labels 
which may be appealing to children, but allows the de- 
piction of persons under 21 years of age which do not 
promote illegal consumption. 

Name of Agency Personnel Responsible for Drafting: 
Janice Lee Britt, Assistant Chief Administrator, 1025 
East Union, Olympia, 586—6701; Implementation and 
Enforcement: Gary Gilbert, Chief, 1025 East Union, 
Olympia, 586-3052. 

Name of Proponent: Washington State Liquor Con- 
trol Board, governmental. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and 
Fiscal Matters: No significant fiscal impact. 
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Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule will clarify existing policy by prohibiting 
beer labels which are appealing to children. Additional- 
ly, this rule will allow the depiction of persons under 21 
years of age on beer labels when they are in good taste 
and do not promote illegal consumption. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Liquor Control Board, Sth Floor, 
1025 East Union, Olympia, WA 98504, on January 15, 
1992, at 9:30 a.m. 

Submit Written Comments to: M. Carter Mitchell, 
Public Information Officer, by January 13, 1992. 

Date of Intended Adoption: January 15, 1992. 

December 3, 1991 
Paula O'Connor 
Chairman 


AMENDATORY SECTION (Amending WSR 91-08-022, filed 
3/21/91, effective 4/27/91) — 


WAC 314-20-020 BEER LABELS—CERTIFICATE OF LA- 
BEL APPROVAL REQUIRED—LABELS TO BE SUBMITTED. 
(1) Every bottle or can containing beer intended for sale in the state of 
Washington shall bear a label in compliance with RCW 66.28.120. No 
beer shall be imported or sold within the state of Washington until the 
licensed brewery, or certificate of approval holder, shall have obtained 
from the board a certificate of label approval for such beer. 

(2) A request for certificate of label approval must be submitted on 
a form((fts3])) prescribed by the board which is one copy of the fed- 
eral certificate of label approval for such beer, issued by the Bureau of 
Alcohol, Tobacco((f;ł)), and Firearms, U.S. Treasury Department. 

(3) Any change in label or product which requires reissuance of 
federal certificate of label approval, must also be submitted to the 
board, in accordance with the foregoing provisions of this regulation. 

(4) No label shall be used that is misleading. 

(5) Every producer, importer, or wholesaler of beer shall, upon re- 
quest of the board or its authorized representative, furnish((f;ł)) with- 
out cost to the board, samples of any brand of beer upon its premises 
for the purpose of analysis in order to determine whether the beer 
conforms to commercial standards. 


(6) No label will be approved which is designed to be especially ap- 
pealing to children or other persons under legal age to consume. Per- 
sons who appear to be under legal age to consume may be depicted on 
a label when, in the discretion of the board, the depiction is dignified 
and does not promote illegal consumption of liquor. 


WSR 91-24-088 
RULES COORDINATOR 
DEPARTMENT OF 
COMMUNITY DEVELOPMENT 
(Building Code Council) 
(Public Works Board) 
[Filed December 4, 1991, 9:55 a.m.] 


The rules coordinator for the Department of Community 
Development is Cathie Halpin, Ninth and Columbia 
Building, Р.О. Box 48300, Olympia, WA 98504—8300, 
phone (206) 586-1310 or 321-1310 scan. 


The rules coordinator for the State Building Code 
Council is Linda Ramsey, Ninth and Columbia Build- 
ing, P.O. Box 48300, Olympia, WA 98504—8300, phone 
(206) 586-3423 or 321-3423 scan. 
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The rules coordinator for the Public Works Board is 

Pete Butkus, 4317 6th Avenue Southeast, P.O. Box 

48319, Olympia, WA 98504-8319, phone (206) 493- 
2888 ог 585-2888 scan. 

Chuck Clarke 

Director 


WSR 91-24-089 
NOTICE OF PUBLIC MEETINGS 
BOARD FOR 
VOLUNTEER FIREFIGHTERS 


[Memorandum— December 3, 1991) 


The Board for Volunteer Firefighters will meet on the 
following days in 1992: 


January 24, 1992 
April 24, 1992 
July 24, 1992 
October 30, 1992 


All meetings will be held in Room 207 of the Olympia 
Forum Building and will begin at 9:00 a.m. 


WSR 91-24-090 
PROPOSED RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed December 4, 1991, 10:41 a.m.] 


Original Notice. 

Title of Rule: Proposed amendment to chapters 296- 
20 and 296-23 WAC dealing with rules and fees for 
treatment of injured workers. 

Purpose: To clarify rules relating to nursing services 
and attendant care. 

Statutory Authority for Adoption: RCW 51.04.020(4) 
and 51.04.030. 

Statute Being Implemented: RCW 51.04.020(4) and 
51.04.030. 

Summary: See Title of Rule and Purpose above. 

Name of Agency Personnel Responsible for Drafting: 
Colleen Wojciechowski, General Administration Build- 
ing, НС-252, Olympia, 586-4937; Implementation and 
Enforcement: Joseph A. Dear, General Administration 
Building, НС-101, Olympia, 753-6307. 

Name of Proponent: Health Services Analysis, De- 
partment of Labor and Industries, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Proposes amendment of chapters 296-20 and 296- 
23 WAC of the medical aid rules and maximum fee 
schedules to clarify rules relating to nursing services and 
attendant care. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 


[315] 


WSR 91-24-090 


WAC 296-20-01002, по economic impact, definitions; 
296-20-091 paragraphs 1 and 2, no economic impact, 
housekeeping clarification of language; 296-20-091 
paragraph 3, reduced costs, eliminates requirement of 
additional report; 296-20-091 paragraph 4, minor or 
negligible impact; no changes over existing regulations; 
rule or regulatory scheme that results in no substantive 
change over existing regulations or regulatory schemes; 
296-20-091 paragraph 5, affects less than 10 percent of 
one industry, 20 percent of all industries (current level 
of affect is 1%); and 296-23-50001, modifications of the 
fee schedule to include fee maximums for some services 
may incur economic impacts on affected businesses. 
However, it has been determined that changes are not 
feasible in meeting the stated objective of the statutes 
which are the basis for the proposed rule. RCW 51.36- 
.080 was enacted to assure that the department must, 
" . . . purchase health care in a prudent, cost-effective 
manner . . .". Mitigating these rules is therefore not 
required. Further, these rules do not affect small busi- 
nesses in a disproportionate manner. 

Hearing Location: General Administration Building 
Auditorium, 210 11th Street, Olympia, WA 98504, on 
January 14, 1992, at 9:00 a.m. 

Submit Written Comments to: Colleen 
Wojciechowski, Office of the Medical Director, НС-252, 
by January 14, 1992. 

Date of Intended Adoption: February 13, 1992. 

December 4, 1991 
Joseph A. Dear 
Director 


AMENDATORY SECTION (Amending WSR 90-14-009, filed 
6/25/90, effective 8/1/90) 


WAC 296-20-01002 DEFINITIONS. TERMINATION OF TREAT- 
MENT: When treatment is no longer required and/or the industrial 
condition is stabilized, a report indicating the date of stabilization 
should be submitted to the department or self-insurer. This is neces- 
sary to initiate closure of the industrial claim. The patient may require 
continued treatment for conditions not related to the industrial condi- 
tion; however, financial responsibility for such care must be the 
patient's. 

UNUSUAL OR UNLISTED PROCEDURE: Value of unlisted services or 
procedures should be substantiated "by report" (BR). 

"BY REPORT": BR (by report) in the value column indicates that the 
value of this service is to be determined by report (BR) because the 
service is too unusual, variable or new to be assigned a unit value. The 
report shall provide an adequate definition or description of the ser- 
vices or procedures that explain why the services or procedures (e.g., 
operative or narrative report) are too unusual, variable, or complex to 
be assigned a relative value unit, using any of the following as 
indicated: 

(1) Diagnosis; 

(2) Size, location and number of lesion(s) or procedure(s) where 
appropriate; 

(3) Major surgical procedure and supplementary procedure(s); 

(4) Whenever possible, list the nearest similar procedure by number 
according to this schedule; 

(5) Estimated follow-up; 

(6) Operative time. 

The department or self-insurer may adjust BR procedures when 
such action is indicated. 

"INDEPENDENT OR SEPARATE PROCEDURE": Certain of the listed 
procedures are commonly carried out as an integral part of a total ser- 
vice, and as such do not warrant a separate charge. When such a pro- 
cedure is carried out as a separate entity, not immediately related to 
other services, the indicated value for "independent procedure" is 
applicable. 
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SV. ITEMS: Sv (service) procedures are not essentially a single proce- 
dure, rather they are comprised of several other procedures. These 
"Sv" procedures although identified by a specific code number, can be 
described only in terms of the several services included. Therefore, unit 
values are not indicated for Sv procedures and total value is derived 
from the values of the individual services performed. These Sv proce- 
dures require "BR" (see above) information to substantiate billing. 

MODIFIED WORK STATUS: The injured worker is not able to return to 
their previous work, but is physically capable of carrying out work of a 
lighter nature. Injured workers should be urged to return to modified 
work as soon as reasonable as such work is frequently beneficial for 
body conditioning and regaining self confidence. 

Under RCW 51.32.090, when the employer has modified work 
available for the worker, the employer must furnish the doctor and the 
worker with a statement describing the available work in terms that 
will enable the doctor to relate the physical activities of the job to the 
worker's physical limitations and capabilities. The doctor shall then 
determine whether the worker is physically able to perform the work 
described. The employer may not increase the physical requirements of 
the job without requesting the opinion of the doctor as to the worker's 
ability to perform such additional work. If after a trial period of reem- 
ployment the worker is unable to continue with such work, the work- 
er's time loss compensation will be resumed upon certification by the 
attending doctor. 

If the employer has no modified work available, the department 
should be notified immediately, so vocational assessment can be con- 
ducted to determine whether the worker will require assistance in re- 
turning to work. 

REGULAR WORK STATUS: The injured worker is physically capable of 
returning to his/her regular work. It is the duty of the attending doctor 
to notify the worker and the department or self-insurer, as the case 
may be, of the specific date of release to return to regular work. Com- 
pensation will be terminated on the release date. Further treatment 
can be allowed as requested by the attending doctor if the condition is 
not stationary and such treatment is needed and otherwise in order. 

TOTAL TEMPORARY DISABILITY: Full-time loss compensation will be 
paid when the worker is unable to return to any type of reasonably 
continuous gainful employment as a direct result of an accepted indus- 
trial injury or exposure. 

TEMPORARY PARTIAL DISABILITY: Partial time loss compensation 
may be paid when the worker can return to work on a limited basis or 
return to lesser paying job is necessitated by the accepted injury or 
condition. The worker must have a reduction in wages of more than 
five percent before consideration of partial time loss can be made. No 
partial time loss compensation can be paid after the worker's condition 
is stationary. 

ALL TIME LOSS COMPENSATION MUST BE CERTIFIED BY THE ATTEND- 
ING DOCTOR BASED ON OBJECTIVE FINDINGS. 

PERMANENT PARTIAL DISABILITY: Апу anatomic or functional abnor- 
mality or loss after maximum rehabilitation has been achieved, which 
is determined to be stable or nonprogressive at the time the evaluation 
is made. When the attending doctor has reason to believe a permanent 
impairment exists, the department or self-insurer should be notified. 
Specified disabilities (amputation or loss of function of extremities, loss 
of hearing or vision) are to be rated utilizing a nationally recognized 
impairment rating guide. Unspecified disabilities (internal injuries, spi- 
nal injuries, mental health, etc.) are to be rated utilizing the category 
system detailed under WAC 296-20-200 et al. for injuries occurring 
on or after October 1, 1974. Appendix D contains a schedule of the 
permanent disability maximum awards. UNDER WASHINGTON LAW DIS- 
ABILITY AWARDS ARE BASED SOLELY ON PHYSICAL OR MENTAL IMPAIR- 
MENT DUE TO THE ACCEPTED INJURY OR CONDITIONS WITHOUT CON- 
SIDERATION OF ECONOMIC FACTORS. 

TOTAL PERMANENT DISABILITY: Loss of both legs or arms, or one leg 
and one arm, total loss of eyesight, paralysis or other condition perma- 
nently incapacitating the worker from performing any work at any 
gainful employment. When the attending doctor feels a worker may be 
totally and permanently disabled, the attending doctor should commu- 
nicate this information immediately to the department or self—insurer. 
A vocational evaluation and an independent rating of disability may be 
arranged by the department prior to a determination as to total per- 
manent disability. Coverage for treatment does not usually continue 
after the date an injured worker is placed on pension. 

FATAL: When the attending doctor has reason to believe a worker 
has died as a result of an industrial injury or exposure, the doctor 
should notify the nearest department service location (see Appendix C) 
or the self-insurer immediately. Often an autopsy is required by the 
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department or self—insurer. If so, it will be authorized by the service 
location manager or the self-insurer. Benefits payable include burial 
stipend and monthly payments to the surviving spouse and/or 
dependents. 

DOCTOR: For these rules, means a person licensed to practice one or 
more of the following professions: Medicine and surgery; osteopathic 
medicine and surgery; chiropractic; drugless therapeutics; podiatry; 
dentistry; optometry. 

Only those persons so licensed may sign report of accident forms 
and time loss cards except as provided in WAC 296-20-100. 

HEALTH SERVICES PROVIDER OR PROVIDER: For these rules means 
any person, firm, corporation, partnership, association, agency, institu- 
tion, or other legal entity providing any kind of services related to the 
treatment of an industrially injured worker. It includes, but is not lim- 
ited to, hospitals, medical doctors, dentists, chiropractors, vocational 
rehabilitation counselors, osteopathic physicians, pharmacists, podia- 
trists, physical therapists, occupational therapists, massage therapists, 
psychologists, drugless therapeutics, and durable medical equipment 
dealers. 

PRACTITIONER: For these rules, means any person defined as a "doc- 
tor" under these rules, or licensed to practice one or more of the fol- 
lowing professions: Audiology; physical therapy; occupational therapy; 
pharmacy; prosthetics; orthotics; psychology; nursing; physician or os- 
teopathic assistant; and massage therapy. 

PHYSICIAN: For these rules, means any person licensed to perform 
one or more of the following professions: Medicine and surgery; or os- 
teopathic medicine and surgery. 

ACCEPTANCE, ACCEPTED CONDITION: Determination by a qualified 
representative of the department or self-insurer that reimbursement 
for the diagnosis and curative or rehabilitative treatment of a claim- 
ant's medical condition is the responsibility of the department or self— 
insurer. The condition being accepted must be specified by one or more 
diagnosis codes from the current edition of the International Classifi- 
cation of Diseases, Clinically Modified (ICD-CM). 

AUTHORIZATION: Notification by a qualified representative of the 
department ог self-insurer that specific medically necessary treatment, 
services, or equipment provided for the diagnosis and curative or reha- 
bilitative treatment of an accepted condition will be reimbursed by the 
department or self—insurer. н 

MEDICALLY NECESSARY: Those health services are medically neces- 
sary which, in the opinion of the director or his or her designee, are: 

(a) Proper and necessary for the diagnosis and curative or rehabili- 
tative treatment of an accepted condition; and 

(b) Reflective of accepted standards of good practice within the 
scope of the provider's license or certification; and 

(c) Not delivered primarily for the convenience of the claimant, the 
claimant's attending doctor, or any other provider; and 

(d) Provided at the least cost and in the least intensive setting of 
care consistent with the other provisions of this definition. 

In no case shall services which are inappropriate to the accepted 
condition or which present hazards in excess of the expected medical 
benefits be considered medically necessary. Services which are contro- 
versial, obsolete, experimental, or investigational are presumed not to 
be medically necessary, and shall be authorized only as provided in 
WAC 296-20-03002(6). Š 

UTILIZATION REVIEW: The assessment of a claimant's medical care 
to assure that it is medically necessary and of good quality. This as- 
sessment typically considers the appropriateness of the place of care, 
level of care, and the duration, frequency or quantity of services pro- 
vided in relation to the accepted condition being treated. 

EMERGENT HOSPITAL ADMISSION: Placement of the worker in an 
acute care hospital for treatment of a work related medical condition 
of an unforeseen or rapidly progressing nature which if not treated in 
an inpatient setting, is likely to jeopardize the worker's health or 
treatment outcome. 

NONEMERGENT (ELECTIVE) HOSPITAL ADMISSION: Placement of the 
worker in an acute care hospital for medical treatment of an accepted 
condition which тау Ве safely scheduled in advance without jeopar- 
dizing the worker's health or treatment outcome. 


ATTENDANT CARE: Those personal care services that assist a worker 
with dressing, feeding, апа personal hygiene to facilitate self-care and 
are provided in order to maintain the worker in their place of tempor- 
ary or permanent residence consistent with their_needs, abilities, and 
safety. These services may be provided by but are not łimited to, regis- 
tered nurses, licensed practical nurses, registered nursing assistants, 
and other individuals such as family members. 
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HOME NURSING: Those nursing services that are medically necessary 
to maintain the worker in their place of temporary or permanent resi- 
dence consistent with their needs, abilities, and safety. These services 
may be provided by but are not limited to, home health care, and hos- 
pice agencies on either an hourly or intermittent basis. 


AMENDATORY SECTION (Amending Order 80-29, filed 
12/23/80, effective 3/1/81) 


WAC 296-20-091 ((PRHEVATE-ROOM-——INTENSTIVE-€XRE 
SPECFKE-OR-HOME-NURSES)) HOME NURSING OR AT- 
TENDANT CARE. ((When-the-vorker's-condition-is-such-that- he re 


)) A worker temporarily totally disabled or perma- 
nently totally disabled may either temporarily or permanently require 
home nursing or attendant care. A physician's request and prior de- 
partment authorization are required for home ((nurse7)) nursing and 

is-negotizble-based-upon-care provided, and ievcl-of 


attendant care ( n 


)). 
((In-addition.-the-department or-scif=insurer may authorize-and- pay 


health-care-provider-)) Home health, hospice, and home care agency 
providers shall be licensed. 


AMENDATORY SECTION (Amending Order 86-19, filed 2/28/86, 
effective 4/1/86) 


WAC 296-23-50001] NURSING SERVICES AND ATTEN- 
DANT CARE. See WAC 296-20-091 for qualifications. ((Speeify 
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М-8906 Special duty murse-EPN Fhird shift 

M890 Special duty mursc-EPN Рат tiat shrift 

M8908 Special duty mursc-R? Holiday 

M8905 Speciał duty изе EP? Holiday ) 

The maximum fee is determined by multiplying the unit value for the 
service by the conversion factor for drugless therapeutics. 


unit value 


HOME NURSING HOURLY SERVICES 
M0878 hourly home health aide care (one hour) .............. 10.7 


M1216 Independent nursing evaluation requested by the 
department or self—insurer BR 


ATTENDANT CARE SERVICES 


M0856 attendant care (This code is to be used by the 


self-employed nonagency provider, fee set by 
the department based on skill level.)...................- BR 


OTHER 


WSR 91-24-091 
PROPOSED RULES 
DEPARTMENT OF REVENUE 
[Filed December 4, 1991, 11:09 a.m.] 


Original Notice. 

Title of Rule: Amending WAC 458-30-262 Agricul- 
tural land valuation—Interest rate—Property tax 
component. 

Purpose: To provide county assessors with the interest 
rate and property tax component for use in valuing agri- 
cultural land classified under current use, for assessment 
year 1992. 

Statutory Authority for Adoption: RCW 84.08.010 
and 84.08.070. 

Statute Being Implemented: RCW 84.34.065. 

Summary: Amendments are to update interest rate 
and property tax component. 

Reasons Supporting Proposal: Required by statute to 
be determined annually by the department. 

Name of Agency Personnel Responsible for Drafting: 
James Winterstein, 711 Capitol Way, #205, Olympia, 
(206) 586-4283; Implementation and Enforcement: 
William Rice, 6004 Capitol Boulevard, Tumwater, 753— 
5503. 

Name of Proponent: 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 


Department of Revenue, 
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Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The amendments to this rule provide county asses- 
sors with the proper interest rate and “property tax 
component" necessary to value classified farm and agri- 
cultural land for assessment year 1992. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The Department of Revenue has reviewed administra- 
tive provisions contained in these rules in order to lessen 
the economic impact on small businesses. A small busi- 
ness economic impact statement is not required for the 
following reason(s): No economic impact, this rule adds 
no identifiable administrative costs to businesses; and 
negligible impact, this rule requires no action on the part 
of any small business. 

Hearing Location: Evergreen Plaza Building, 2nd 
Floor Conference Room, 711 Capitol Way South, 
Olympia, WA, on January 7, 1992, at 9:00 a.m. 

Submit Written Comments to: James A. Winterstein, 
Administrative Law Judge, Department of Revenue, 
AX-02, P.O. Box 47460, Olympia, WA 98504-7460, by 
January 7, 1992. 

Date of Intended Adoption: January 14, 1992. 

December 4, 1991 
William N. Rice 
Assistant Director 


AMENDATORY SECTION (Amending WSR 91-04-00}, filed 
1/24/91, effective 2/24/91) 


WAC 458-30-262 AGRICULTURAL LAND VALUATION— 
INTEREST RATE—PROPERTY TAX COMPONENT. For assess- 
ment year ((+99+)) 1992, the interest rate and the property (ах com- 
ponent that are to be used to value classified farm and agricultural 
lands are as follows: 

(1) The interest rate is ((+8-65)) 10.55 percent; and 

(2) The property tax component for each county is: 


Kickitat ——) 

COUNTY PERCENT COUNTY PERCENT 
Adams 1.52 Lewis 1.29 
Asotin 1.46 Lincoln 1.49 
Benton 1.56 Mason 1.36 
Chelan 1.50 ОКапорап 1.45 
Clallam 1.29 Pacific 1.45 
Clark 1.42 Pend Oreille 1.06 
Columbia 1.45 Pierce 1.66 
Cowlitz 1.24 San Juan 1.03 
Douglas 1.46 Skagit 1.29 
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COUNTY PERCENT COUNTY PERCENT 
Ferry 0.98 Skamania 1.03 
Franklin 1.59 Snohomish 1.36 
Garfield 1.76 Spokane 1.64 
Grant 1.44 Stevens 1.22 
Grays Harbor 1.47 Thurston 1.60 
Island 0.97 Wahkiakum 1.19 
Jefferson 1.18 Walla Walla 1.40 
King 1.17 Whatcom 1.41 
Kitsap 1.34 Whitman 1.53 
Kittitas 1.29 ҮаКіта 1.43 
Klickitat 1.31 


WSR 91-24-092 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed December 4, 1991, 1:51 p.m.] 


Original Notice. 

Title of Rule: Repeal WAC 388-77-256 Employabil- 
ity reassessment. 

Purpose: Repeal WAC 388-77-256 Employability 
reassessment. 

Statutory Authority for Adoption: SSB 6624, Laws of 
1990. 

Statute Being Implemented: SSB 6624, Laws of 1990. 

Summary: The repealer eliminates the FIP employ- 
ability reassessment mandated in WAC 388-77-256. 
This rule required an employability reassessment for 
employees employed fulltime to determine if the em- 
ployment would likely lead to self-sufficiency, the de- 
partment was to suspend approval of the employability 
plan. Households continuing employment under a sus- 
pended plan for 18 months would be ineligible for FIP 
incentives, supportive services and child care. With the 
repealer, an employability reassessment will not be 
required. 

Reasons Supporting Proposal: This rule is necessary to 
repeal WAC 388-77-256. Implementation of this rule 
was contingent upon federal approval. Health and Hu- 
man Services has twice denied our requests to approve 
this rule. Because of these denials, the FIP executive 
committee directed this rule be repealed. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Jay Emry, Income 
Assistance, 753-4371. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is ге- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on January 7, 1992, at 
10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
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Services, Mailstop 5805, Olympia, Washington 98504, 
by January 7, 1992. 
Date of Intended Adoption: January 23, 1992. 
December 4, 1991 
Leslie F. James, Director 
Administrative Services 


REPEALER 


The following section of the Washington Administrative Code is 
repealed: 


WAC 388-77-256 Employability Reassessment. 


WSR 91-24-093 
EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 


[Order 3295—Filed December 4, 1991, 1:56 p.m., effective December 
5, 1991, 12:01 a.m.] 


Date of Adoption: December 4, 1991. 

Purpose: To repeal WAC 388-77-256 Employability 
reassessment. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 388-77-256. 

Statutory Authority for Adoption: SSB 6624, Laws of 
1990. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: This rule is necessary to re- 
peal WAC 388-77-256. Implementation of this rule was 
contingent upon federal approval. Health and Human 
Services has twice denied our requests to approve this 
rule. Because of these denials, the FIP executive com- 
mittee directed this rule be repealed. 

Effective Date of Rule: December 5, 1991, 12:01 a.m. 

December 4, 1991 
Leslie F. James, Director 
Administrative Services 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 388-77-256 Employability Reassessment. 


WSR 91-24-094 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Institutions) 

[Filed December 4, 1991, 2:07 p.m.] 


Original Notice. 
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Title of Rule: WAC 275-27-026 Eligibility for 
services. 

Purpose: To refine the definition of one of the eligibil- 
ity categories "other condition resembling mental 
retardation." 

Statutory Authority for Adoption: RCW 71A.10.020. 

Statute Being Implemented: RCW 71A.10.020. 

Summary: Changes the language in WAC 275-27- 
026 (6)(b) to define more accurately what is meant by 
other conditions which resemble mental retardation. 
This amends WAC 275-27-026 (5)(a) which describes 
diagnosis of autism. A grammatical correction has been 
in WAC 275-27-026 (3)(b)(i), and the same correction 
plus a word substitution in WAC 275-27-026 (6)(a). 

Reasons Supporting Proposal: Defines "other condi- 
tions resembling mental retardation." First defined Jan- 
uary 1, 1989, after a planned review of the current defi- 
nition, the division found that it was not screening ade- 
quately the people it was intended to include. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Jan Blackburn, De- 
velopmental Disabilities, 753-2786. 

Name of Proponent: Department of Social and Health 
Services, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: ОВ-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on January 7, 1992, at 
10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805, Olympia, Washington 98504, 
by January 7, 1992. 

Date of Intended Adoption: January 23, 1992. 

December 4, 1991 


Leslie F. James, Director 


Administrative Services 


AMENDATORY SECTION (Amending Order 2767, filed 2/28/89) 


WAC 275-27-026 ELIGIBILITY FOR SERVICES. (1) A de- 
velopmental disability is a condition which meets all of the following: 

(a) A condition defined as mental retardation, cerebral palsy, epi- 
lepsy, autism, or another neurological or other condition as described 
under WAC 275-27-026; 

(b) Originates before the individual reaches eighteen years of age; 

(c) Is expected to continue indefinitely; and 

(d) Results in a substantial handicap. 

(2) Mental retardation is a condition resulting in significantly sub- 
average general intellectual functioning as evidenced by: 

(a) A diagnosis of mental retardation documented by a licensed 
psychologist or certified school psychologist; and 

(b) A substantial handicap when the individual has an intelligence 
quotient score of more than two standard deviations below the mean 
using the Stanford-Binet, Wechsler, or Leiter International Perform- 
ance Scale; and 

(c) An intelligence quotient score which is not: 

(i) Expected to improve with treatment, instruction, or skill acquisi- 
tion above the established level; or 

(ii) Attributable to mental illness or other psychiatric condition; and 
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(4) Meeting the requirements of developmental disability under 
subsection (1)(b) and (с) of this section. 

(3) Cerebral palsy is a condition evidenced by: 

(a) A diagnosis of cerebral palsy by a licensed physician; and 

(b) A substantial handicap when, after forty-eight months of age: 

(i) An individual needs direct physical assistance in two or more of 
the following activities: 

(A) Eating((;)); 

(В) Огеѕѕіпр((5)); 

(С) Bathing((;)); 

(D) Toileting((;)); or 

(E) Mobility; or 

(ii) An individual meets the requirements under subsection (6)(b) of 
this section; and 

(c) Meeting the requirements under subsection (1)(b) and (c) of this 
section. 

(4) Epilepsy is a condition evidenced by: 

(a) A diagnosis of epilepsy by а board—eligible neurologist, including 
documentation the condition is chronic; and 

(b) The presence of partially controlled or uncontrolled seizures; and 

(c) A substantial handicap when the individual: 

(i)(A) Requires the presence of another individual to monitor the 
individual's medication, and is certified by a physician to be at risk of 
serious brain damage/trauma without direct physical assistance from 
another individual; or 

(B) In the case of individuals eighteen years of age or older only, 
requires the presence of another individual to monitor the individual's 
medication, and is unable to monitor the individual's own medication 
resulting in risk of medication toxicity or serious dosage side effects 
threatening the individual's life; or 

(ii) Meets the requirements under subsection (6)(b) of this section; 
and 

(d) Meeting the requirements under subsection (1)(b) and (c) of 
this section. 

(5) Autism is a condition evidenced by: 

(a) A specific diagnosis ((of-autism)), by а board—eligible psychia- 
trist or licensed clinical psychologist, of autistic disorder, a particular 
diagnostic subgroup of the general diagnostic category pervasive devel- 


opmental disorders; and 
(b) A substantial handicap shown by: 


(i) The presence of significant deficits of social and communication 
skills and marked restriction of activities of daily living, as determined 
by one or more of the following persons with at least one year's expe- 
rience working with autistic individuals: 

(A) Licensed psychologists; 

(B) Psychiatrists; 

(C) Social workers; 

(D) Certified communication disorder specialists; 

(E) Registered occupational therapists; 

(F) Case managers; 

(G) Certificated educators; and 

(H) Others; or 

(ii) Meeting the requirements under subsection (6)(b) of this sec- 
tion; and 

(c) Meeting the requirements under subsection (1)(b) and (с) of this 
section. 

(6) Another neurological or other condition closely related to mental 
retardation, or requiring treatment similar to that required for individ- 
uals with mental retardation is a condition evidenced by: 

(a)(i) ((Bamage-to)) Impairment of the central nervous system as 
diagnosed by a licensed physician; and 

(ii) A substantial handicap when, after forty-eight months of age, 
an individual needs direct physical assistance ((іт)) with two or more 
of the following activities: 

(А) Eating((:)); 

(В) Dressing((:)); 

(С) Bathing((;)); 

(D) Toileting((;)); or 

(E) Mobility; and 

(iii) An intelligence quotient score of at least one and one-half 
standard deviations below the mean, using the Wechsler Intelligence 
Scale, the Stanford—Binet, or the Leiter International Performance 
Scale; and 

(iv) Meeting the requirements under subsection (1)(b) and (c) of 
this section; or 

(b) A condition evidenced by: 
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(i) An intelligence quotient score at least one and one-half standard 
deviations below the mean, using the Wechsler Intelligence Scale, the 
Stanford-Binet, or the Leiter International Performance Scale((-)); or 

(ii) If the individual's intelligence score is higher than one and опе- 
half standard deviations below the mean, then current or previous eli- 
gibility for participation in special education, under WAC 392-171- 
376 through 392-171—451, shall be demonstrated. Such participation 
shall not currently or at eighteen years of age be solely due to one or 
more of the following: 

(A) Psychiatric impairment; 

(B) Serious emotional/behavioral disturbance; or 

(C) Orthopedic impairment; and 

((&)) (iii) A substantial handicap when a (( T 
standard score of ((at-teast)) more than two standard deviations ((or 
ттоге)) below the mean ((on)) in each of four domains of the adaptive 
behavior section of the Inventory for Client and Agency Planning 
(ICAP) is obtained, (( 1 mi 


(A) Motor skills; 

(B) Social and communication skills; 

(C) Personal living skills; 

(D) Community living skills; and 

(iv) The ICAP is administered at least every twenty-four months; 


and 

((&н))) (v) Is not attributable to mental illness, personality and be- 
havioral disorders, or other psychiatric conditions; and 

((€tv})) (vi) Meets the requirements under subsection (1)(b) and (c) 
of this section; or 

(c) A chiłd under six years of age at risk of developmentał disability, 
as measured by developmental assessment tools and administered by 
qualified professionals, showing a substantial handicap as evidenced by 
one of the following: 

(i) A delay of at least twenty-five percent of the chronological age 
in one or more developmental areas between birth and twenty-four 
months of age; or 

(ii) A delay of at least twenty-five percent of the chronological age 
in two or more developmental areas between twenty-five and forty— 
eight months of age; or 

(iii) A deláy of at least twenty-five percent of the chronological age 
in three or more developmental areas between forty-nine and seventy— 
two months of age; and 

(iv) Such eligibility shall be subject to review at any time, but at 
least at thirty-six months of age and at least seventy-two months of 
age; 

(v) Developmental areas as described in subsection (6)(c) of this 
section are: 

(A) Fine or gross motor skills; 

(B) Self-help skills; 

(C) Expressive and receptive communication skills, including Amer- 
ican sign language skills; 

(D) Social skills; and 

(E) Cognitive, academic, or problem-solving skills. 

(vi) Qualified professionals, as described in subsection (6)(c) of this 
section, include, but are not limited to, the following professionals with 
at least one year's experience and training in the field of child develop- 
ment and preferably in the area of developmental disabilities: 

(A) Licensed physicians; 

(B) Licensed psychologists; 

(C) Certified communication disorder specialists; 

(D) Registered occupational therapists; 

(E) Licensed physical therapists; 

(F) Case managers; 

(G) Registered public health nurses; and 

(H) Educators. 

(vii) Any standardized developmental assessment tool may be used 
if the tool: 

(Т) Is reasonably reliable and valid by professional standards; and 

(II) Demonstrates the information required to make a determination 
of the developmental delay; or 

(d) A child under six years of age having a diagnosis of Down((‘s)) 
Syndrome. 


)) the domains identified as: 
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WSR 91-24-095 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed December 4, 1991, 2:14 p.m.] 


Original Notice. 

Title of Rule: New WAC 246-815-115 Exception ap- 
plication procedures for approval of dental hygiene ex- 
panded functions education programs. 

Purpose: To establish application procedures for ex- 
panded functions education program approval for ac- 
credited dental hygiene programs that include the ex- 
panded functions in their accredited curriculum. 

Statutory Authority for Adoption: 
18.29.130(6). 

Statute Being Implemented: RCW 18.29.021 (1)(a). 

Summary: Establishes application procedures for ex- 
panded functions education programs applicable only to 
accredited dental hygiene programs with the expanded 
functions in their curriculum. 

Reasons Supporting Proposal: To streamline applica- 
tion process for programs that are already accredited. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Carol Lewis, 1300 
S.E. Quince Street, Olympia, WA, (206) 586-1867. 

Name of Proponent: Department of Health, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposed rule provides a simplified application 
process for expanded function education program ap- 
proval only for the accredited dental hygiene programs 
that include the expanded functions in their regular ac- 
credited curriculum. This application process will en- 
courage Washington state accredited programs to estab- 
lish additional expanded functions education programs 
which are necessary to implement the required 
education. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: General Administration Auditori- 
um, 11th and Columbia, Olympia, Washington 98504, 
on January 9, 1992, at 2:00 p.m. 

Submit Written Comments to: Leslie Baldwin, Rules 
Coordinator, 1300 Quince Street S.E., P.O. Box 47902, 
Olympia, WA 98504-7902, by January 8, 1992. 

Date of Intended Adoption: January 14, 1992. 

December 1, 1991 
Kristine M. Gebbie 
Secretary 


RCW 


NEW SECTION 


WAC 246-815-115 EXCEPTION APPLICATION PROCE- 
DURES FOR APPROVAL OF DENTAL HYGIENE EXPANDED 
FUNCTIONS EDUCATION PROGRAMS. (1) This section applies 
only to dental hygiene programs: 

‚ (a) Currently accredited by the American Dental Association Com- 
mission on Dental Accreditation; and 

(b) With accredited program curriculum that includes the adminis- 
tration of local anesthetic, administration of nitrous oxide analgesia 
and restorative dentistry. . 
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(2) A program representative may apply for approval of a dental 
hygiene expanded function(s) education program by submitting to the 
department: 

(a) An application on forms available from the department of 
health, professional licensing services, dental hygiene program, 
Olympia, Washington. 

(b) The current and the proposed expanded function course outlines 
and syllabuses, and: 

(i) An identification of the differences between the current and pro- 
posed courses; 

(ii) Documentation of the differences between the current and pro- 
posed courses. А 

(3) The program representative shall not submit a self study guide 
or an application fee. 

(4) The department may, at the Secretary's discretion, conduct a 
site visit and evaluation. 

(5) The representative of an approved expanded function education 
program shall: : 

(a) Report all modifications of the approved program to the depart- 
ment in writing; and 

(b) Apply for evaluation every four years, sixty days prior to the 
month and day of the initial approval date. Provided, that the program 
has not been evaluated due to modifications within the year previous to 
the required evaluation date. 


WSR 91-24-096 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Board of Health) 

[Filed December 4, 1991, 2:18 p.m.] 


Original Notice. 

Title of Rule: Public water supplies, chapter 246-290 
WAC. 

Purpose: To incorporate federally mandated changes 
that address coliform monitoring and follow-up. Re- 
quired by PL 99-339, The Federal Safe Drinking Water 
Act. 

Statutory Authority for Adoption: Chapter 43.20 
RCW. 

Summary: This rule revision incorporates new re- 
quirements for coliform monitoring and follow-up for 
Group А public water systems. 

Reasons Supporting Proposal: Adoption is required 
under the Federal Safe Drinking Water Act. 

Name of Agency Personnel Responsible for Drafting: 
Michael Heath, Building 3 Airdustrial Park, Mailstop 
LD-11, 321-2875 scan; Implementation: B. David 
Clark, Building 3 Airdustrial Park, Mailstop LD-11, 
234-1280 scan; and Enforcement: Ronni Woolrich, 
Building 3 Airdustrial Park, Mailstop LD-11, 321-1096 
scan. 

Name of Proponent: State Board of Health, 
governmental. 

Rule is necessary because of federal law, 40 CFR Part 
141 and 142. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule implements Federal Safe Drinking Wa- 
ter Act requirements. A Group A public water system 
will be required to monitor for coliform bacteria and 
conduct more extensive follow-up than has been re- 
quired in the past. New MCL's will be established that 
require additional public notification when a violation 
occurs. 
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Proposal Changes the Following Existing Rules: Re- 
quires that water samples be measured for coliform 
presence or absence instead of coliform density. Addi- 
tional sampling will be required for certain systems and 
follow-up sampling will be increased when coliform 
presence is found. Public notification for an MCL viola- 
tion will require specific health effects language. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Westwater Inn, 2300 Evergreen 
Park Drive, Olympia, WA 98503, on January 8, 1992, 
at 11:00 a.m. 

Submit Written Comments to: Leslie Baldwin, (206) 
586-6894, Department of Health, Rules Management, 
1300 S.E. Quince Street, P.O. Box 47902, Olympia, WA 
98504-7902, by January 7, 1992. 

Date of Intended Adoption: January 8, 1992. 

November 27, 1991 
Sylvia I. Beck 
Executive Director 


AMENDATORY SECTION (Amending Order 150B, filed 3/15/91, 
effective 4/15/91) 


WAC 246-290-010 DEFINITIONS. ((69)) Abbreviations: 
GWI - ground water under the direct influence of surface water; 
(((аҘ)) kPa — kilo pascal (SI units of pressure); 
((¢6})) m — meter; 
((е3)) MCL — maximum contaminant level; 
((ӨӚ))) mg/L - milligrams per liter; 
((€ey)) MID ~ maximum instantaneous demand; 
(((5)) mL - milliliter; 
((€g})) mm - millimeter; 
(( = 
mb; 
€) NTNC - nontransient noncommunity; 
(())) NTU — nephelometric turbidity unit; 
((69)) pCi/L — picocuries per liter; 
((ӨЭ)) psi — pounds per square inch; 
((Єт))) SAL - state advisory level; 
((€&$)) SOC — synthetic organic chemical; 
((€0})) THM - trihalomethane; 
((¢p})) TNC - transient noncommunity; 
TNTC — too numerous to count; 
((€q})) ug/L - micrograms per liter; 
((63)) umhos/cm — micromhos per centimeter; 
((69)) VOC - volatile organic chemical; and 
((€t})) WEI — water facilities inventory and report form. 
((€2))) "Acute" means posing an immediate risk to human health. 


" 


Coliform sample" means а sample of water collected from the dis- 
tribution system after the first service and analyzed for coliform pres- 


ence in compliance with this chapter. 
((69)) "Composite sample" means a sample created in a certified 


laboratory by mixing equal parts of water from up to five different 
sources. 

((68)) "Confirmation" means to demonstrate the results of a sample 
to be precise by analyzing a repeat sample. Confirmation occurs when 
analysis results fall within plus or minus thirty percent of the original 
sample. 


n 


Confluent growth" means a continuous bacterial growth covering a 


portion or the entire filtration area of a membrane filter in which bac- 
terial colonies are not discrete. 


((6Э)) "Contaminant" means a substance present in drinking water 
which may adversely affect the health of the consumer or the aesthetic 
qualities of the water. 

((€6})) "Cross-connection" means a physical arrangement connect- 
ing a public water system, directly or indirectly, with anything other 
than another potable water system, and capable of contaminating the 
public water system. 

((€&3)) "Department" means the Washington state department of 
health or health officer as identified in a joint plan of operation ((per)) 
in accordance with WAC 246-290-030(1). 
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((€8})) "Disinfection" means the use of chlorine or other agent or 
process the department approves for killing or inactivating 
microbiological organisms, including pathogenic and indicator 
organisms. 

((€9})) "Distribution system" means that portion of a public water 
supply system which stores, transmits, pumps, and distributes water to 
consumers. 


"Domestic or other nondistribution system plumbing problem," 
means contamination of a system having more than one service con- 
nection with the contamination limited to the specific service connec- 
tion from which the sample was taken. 


((€#6))) "Duplicate (verification) sample" means a second sample 
collected at the same time and location as the first sample and used for 
verification. 

((€FD)) "Fire flow" means the rate of water flow needed to fight 
fires under WAC 246-293-640 or adopted city, town, or county 
standards. 


"Ground water under the direct influence of surface water (GWI)" 
means any water beneath the surface of the ground, which the depart- 
ment determines has the following characteristics: 

Significant occurrence of insects or other macroorganisms, algae, or 
large-diameter pathogens such as Giardia lamblia; or 

Significant and relatively rapid shifts in water characteristics such as 
turbidity, temperature, conductivity, or pH closely correlating to 
climatological or surface water conditions. 


((€424)) "Guideline" means a department document assisting the 
purveyor in meeting a rule requirement. 

((«+3)) "Health officer" means the health officer of the city, county, 
city-county health department or district, or an authorized 
representative. 

((Ө-8)) "Hydraulic analysis" means the study of the water system 
network evaluating water flows within the distribution system under 
worst case conditions such as, maximum hourly flow plus fire flow, 
when required, or maximum instantaneous demand (MID), when fire 
flow is not required. Hydraulic analysis includes consideration of all 
factors affecting system energy losses. 

((€45))) "Maximum contaminant level (MCL)" means the maxi- 
mum permissible level of a contaminant in water the purveyor delivers 
to any public water system user, measured at the locations identified 
under WAC 246-290-300, Table 4. 

((663)) "Maximum contaminant level violation" means a confirmed 
measurement above the MCL and for a duration of time, where appli- 
cable, as outlined under WAC 246-290-310. 

(((673)) "Maximum instantaneous demand (MID)" means the 
maximum rate of water use, excluding fire flow, which has occurred or 
is expected to occur within a defined service area at an instant in time. 

"Nonacute" means posing a possible or less than immediate risk to 
human health. 

"Nonresident" means a person without a permanent home or with- 
out a home served by the system, such as travelers, transients, employ- 


ees, students, etc. 


"Population served" means the number of persons, resident and 
nonresident, having immediate access to drinking water from a public 
water system, whether or not such persons have actually consumed 
water from that system. The number of nonresidents shall be the aver- 
age number of persons having immediate access to drinking water on 
days access was provided during that month. In the absence of specific 
population data, the number of residents shall be computed by multi- 


plying the number of active services by two and one-half. 
((€+8})) "Potable" means water suitable for drinking by the public. 


((€49})) "Primary standards" means standards based on chronic, 
nonacute, or acute human health effects. 

((€203)) "Protected ground water source" means a ground water 
source the purveyor shows to the department's satisfaction as protected 
from potential sources of contamination on the basis of hydrogeologic 
data and/or satisfactory water quality history. 

((2H)) "Public water system" is defined and referenced under 
WAC 246-290-020. 

((23)) "((Purehase)) Purchased source" means water a purveyor 
purchases from a public water system not under the control of the 
purveyor for distribution to the purveyor's customers. 

((€233)) "Purveyor" means an agency or subdivision of the state or a 
municipal corporation, firm, company, mutual or cooperative associa- 
tion, institution, partnership, or person or other entity owning or oper- 
ating a public water system. Purveyor also means the authorized agent 
of such entities. 
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((€4))) "Regularly" means four hours or more per day for four 
days or more per week. 

((€25))) "Repeat (((confrmatiom))) sample" means a sample col- 
lected to confirm the results of a ((second-time-at-the-same-ocation-for 

T tgirrat)) previous analysis ((resuits)). 

((€26))) "Resident" means an individual living in a dwelling unit 
served by a public water system. 

((€273)) "Seasonal source" means a public water system source used 
on a regular basis, but not in use more than three consecutive months 
within a twelve-month period. 

((£283)) "Secondary standards" means standards based on factors 
other than health effects. 

((293)) "Service" means a connection to a public water system de- 
signed to serve a single family residence, dwelling unit, or equivalent 
use. When the connection is a group home or barracks-type accom- 
modation, ((threc)) two and one-half persons shall be equivalent to 
one service. 


"Special purpose sample" means a sample collected for reasons oth- 


er than the monitoring compliance specified in this chapter. 
((€36})) "Standard methods" means the most recently published 


edition of the book, titled "Standard Methods for the Examination of 
Water and Waste Water," jointly published by the American Public 
Health Association, American Water Works Association (AWWA), 
and Water Pollution Control Federation. This book is available 
through public libraries or may be ordered from AWWA, 6666 West 
Quincy Avenue, Denver, Colorado 80235. 

((€34))) "State advisory level (SAL)" means а department-estab- 
lished value for a chemical without an existing MCL. The SAL repre- 
sents a level which when exceeded, indicates the need for further as- 
sessment to determine if the chemical is an actual or potential threat 
to human health. 

((823)) "Synthetic organic chemical (SOC)" means а manufac- 
tured carbon-based chemical. 

"Too numerous to count (TNTC)" means the total number of bac- 
terial colonies exceeds 200 on a 47-mm diameter membrane filter used 
for coliform detection. 

((@3))) "Trihalomethane (THM)" means one of a family of organ- 
ic compounds, named as derivatives of methane, where three of the 
four hydrogen atoms in methane are each substituted by a halogen 
atom in the molecular structure. Trihalomethanes may occur when 
chlorine, a halogen, is added to water. 

((€34})) "Verification" means to demonstrate the results of a sample 
to be precise by analyzing a duplicate sample. Verification occurs when 
analysis results fall within plus or minus thirty percent of the original 
sample. 

((5))) "Volatile organic chemical (VOC)" means a manufactured 
carbon-based chemical that vaporizes quickly at standard pressure and 
temperature. 

((36)) "Water facilities inventory form (WFI)" means the depart- 
ment form summarizing each public water system's characteristics. 

((@34)) "Well field" means a group of wells one purveyor owns or 
controls which: 

((€3)) Draw from the same aquifer or aquifers as determined by 
comparable inorganic chemical analysis; and 

((€5))) Discharge water through a common pipe and the common 
pipe shall allow for collection of a single sample before the first distri- 
bution system connection. ` 


AMENDATORY SECTION (Amending Order 150В, filed 3/15/91, 
effective 4/15/91) 


WAC 246-290-300 MONITORING REQUIREMENTS. ((t3 
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(1) General. ы 

(а) The purveyor shall comply with the requirements of this section. 
The monitoring requirements specified in this section аге minimums. 
The department may require additional monitoring when contamina- 
tion is present or suspected in the water system. 

(b) Special purpose samples collected by the purveyor shall not 
count toward fulfillment of the monitoring requirements of this 
chapter. 

с) The purveyor shall ensure samples required by this section are 
collected, transported, and submitted for analysis according to depart- 
ment-approved methods. The analyses shall be performed by the state 
public health laboratory or another laboratory certified by the depart- 
ment. Qualified water utility, certified laboratory, or health department 
personnel may conduct measurements for pH, temperature, residual 
disinfectant concentration and turbidity as required by this chapter. 

(d) When one public water system receives water from another pub- 
lic water system, the purveyor of the receiving system is only required 
to collect coliform samples in accordance with subsection (2) of this 
section and trihalomethane samples in accordance with subsection (5) 


of this section. 

i) The department may reduce the monitoring requirement of the 
receiving system provided the receiving system: 

A) Has a satisfactory water quality history as determined by the 
department; 

(B) Operates іп a satisfactory manner consistent with this chapter; 

(C) Is included in the supplying system's regular monitoring sched- 
ule; and 

(D) Is included in the service and population totals for the supplying 
system. 

(ii) The department may periodically review both system's sampling 
records to determine if continued reduced monitoring is appropriate. If 
the department determines a change in the monitoring requirements of 
the receiving system is appropriate: 

(A) The department shall notify the purveyor of the change in mon- 
itoring requirements; and 

B) The purveyor shall conduct monitoring as directed by the 
department. 

(е) Upon failure to comply with a monitoring requirement, the pur- 
veyor shall notify: 

(i) The department in accordance with WAC 246-290-480; and 

(ii) The water system users in accordance with WAC 246-290-330. 

(2) Bacteriological. 

(a) The purveyor shail be responsible for collection and submittal of 
coliform samples from representative points in the distribution system 
after the first service and at regular time intervals unless otherwise 
specified in this subsection, each month the system provides water to 
consumers. 

(b) Coliform monitoring plan. 

(i) The purveyor of a Group A system shall prepare a written coli- 
form monitoring plan and base routine monitoring upon the plan. A 
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department guideline titled "Preparation of a Coliform Monitoring 
Plan’ is available to assist the purveyor in preparing this plan. 
ii) The plan shall include at a minimum: 
(A) A system map or diagram showing the locations of: 
(1) Water sources; 
(ID Storage, treatment, and pressure regulation facilities; 
(Ш) Distribution systems; 
(IV) Pressure zones; 
(V) Interconnections; and 
(УІ) Coliform sample collection sites. 
(B) A narrative which includes the following information: 
(1) Public water system identification number; 
(H) Population served and services; 
(Ш) Water sources; 
IV) System facilities and processes for storage, treatment, and 
pressure regulation; 
(V) Coliform sample collection sites; and 
(VI) Sampling schedules. 
(iii) The purveyor of a Group A system shall: 


A) Keep the coliform monitoring plan on file with the system and 


make it available to the department for inspection upon request; 

B) Revise or expand the plan at any time the plan no longer en- 
sures representative monitoring of the system, or as directed by the 
department; and 

(C) Submit the plan to the department for review and approval 
when requested. 

(с) Monitoring frequency. The number of required routine coliform 
samples is based on total population served. 

(i) Group A. 

(A) Purveyors of community systems shall collect and submit for 
analysis no less than the number of routine samples listed in Table 2 
during each month of operation; 

(В) Purveyors of noncommunity systems shall collect and submit for 
analysis no less than the number of samples required in Table 2. Each 
month's population shall include all residents and nonresidents served 
during that month. During months when the total population served is 
less than twenty-five, routine sample collection is not required when: 

(I) Using only protected ground water sources; 

(II) No coliforms were detected in samples during the previous 
month; and 

(ІП) One routine sample has been collected and submitted for 
analysis during one of the previous two months. 

(C) Purveyors of systems serving both a resident and a nonresident 
population shall base their minimum sampling requirement on the total 
of monthly populations served, both resident and nonresident and on 
Table 2; and 

(D) Purveyors of systems with a nonresident population lasting two 
weeks or less during a month shall sample as directed by the 
department. 

(ii) Group B. Purveyors shall collect and submit a sample for coli- 
form analysis at least once every twelve months. 

(d) Surface water or ground water under the direct influence of sur- 
face water (GWI) sources. The purveyor of a Group A system using 
unfiltered surface water or unfiltered GWI sources shall: 

(i) Collect and submit for analysis, at least one coliform sample at 
or just before the first service connection during each day in which 
source water turbidity exceeds 1 NTU; or 

(ii) Collect samples as directed by the department when logistical 
problems beyond the purveyor's control make analysis of the coliform 
samples impractical because the time between sample collection and 
analysis exceeds thirty hours. If the department extends the time lim- 
its, the purveyor shall collect the required samples as directed by the 
department. 

(е) Sanitary surveys. 

(i) Purveyors of Group A systems with less than four thousand one 
hundred one population served shall: 

(A) Submit to a sanitary survey conducted by the department; or 

(B) Collect and submit for analysis five or more routine samples 
each month. 

(ii) Group A systems electing to have sanitary surveys conducted 
shall be surveyed by the department based on the following schedule: 

(A) Community water systems, every five years. The initial sanitary 
survey shall be conducted by June 29, 1994; and 

(B) Noncommunity systems, every five years unless the system uses 
only disinfected and protected ground water as determined by the de- 
partment, in which case the survey need only be repeated every ten 
years. The initial sanitary survey shall be conducted by June 29, 1999. 
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(iii) Тһе department_may substitute source of contamination infor- 
mation from the welihead protection program for sanitary survey in- 
formation if the information was collected since the last sanitary sur- 
vey; and 

(iv) Purveyors of Group A systems collecting less than five routine 
samples per month shall be responsible for: 

(A) Ensuring full cooperation in scheduling surveys; and 

(B) Making all facilities and records available to the department for 
the sanitary survey. 

(f) Invalid samples. When a coliform sample is determined invalid 
under WAC 246-290-320 (2)(d), the purveyor shall: 

(i) Not include the sample in the determination of monitoring com- 
pliance; and 

(ii) Collect and submit for coliform analysis, an additional drinking 
water sample from the same location as each invalid sample within 
twenty-four hours of notification by the laboratory of the invalid 
sample. 


TABLE 2 


MINIMUM MONTHLY ROUTINE COLIFORM SAMPLING 
REQUIREMENTS FOR GROUP A SYSTEMS 


Population Served! Minimum Number of Routine Samples/ Month 
When No When ANY 
samples with a samples with a 
coliform presence coliform presence 
were collected were collected 
during the during the 
During Month previous month previous month 
1- 1,000 1? 5 
1,001 - 2,500 2 5 
2,501 - 3,300 3 5 
3,301 — 4,100 4 5 
4,101- 4,900 5 5 
4,901 - 5,800 6 6 
5,801 — 6,700 7 7 
6,701 - 7,600 8 8 
7,601 — 8,500 9 9 
8,501 - 12,900 10 10 
12,901 — 17,200 15 15 
17,20] - — 21,500 20 20 
21,50] - 25,000 25 25 
25,001 - 33,000 30 30 
33,001 - 41,000 40 40 
41,001 — 50,000 50 50 
50,001 — 59,000 60 60 
59,001 - 170,000 70 70 
70,001- 83,000 80 80 
83,001 - — 96,000 90 90 
96,001 - 130,000 100 100 
130,001 — 220,000 120 120 
220,001 — 320,000 150 150 
320,001 - 450,000 180 180 
450,001 — 600,000 210 210 
600,001 - 780,000 240 240 
780,001 — 970,000 270 270 
970,001 — 1,230,000 300 300 


—— M—————M——— NN 


! Does not include population of utilities wholesaled to, except as provided under 


WAC 246-290-300 (1)(c). 


2 Noncommunity systems using only protected ground water sources and serving 


less than 25 individuals, may collect and submit for analysis, one sample every 
three months. 


3 Systems serving populations larger than 1,230,000 shall contact the depart- 
ment for the minimum number of samples required per month. 


(3) Inorganic chemical and physical. 

(a) (CFhe-purveyor's)) A complete inorganic chemical and physical 
analysis shall consist of the primary and secondary chemical and phys- 
ical standards. 

(i) Primary chemical and physical standards are arsenic, barium, 
cadmium, chromium, fluoride, lead, mercury, nitrate (as N), selenium, 
silver, sodium, and turbidity. 

(ii) Secondary chemical and physical standards are chloride, color, 
copper, hardness, iron, manganese, specific conductivity, sulfate*, total 
dissolved solids*, and zinc. 

*Required only when specific conductivity exceeds seven hundred 
micromhos/centimeter. 
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(b) ((Purveyor)) Samples taken for inorganic chemical analyses 
shall be collected at the source before treatment. 


(c) ((Fhe)) Monitoring frequency ((for—a-purveyoris—-monitoring 
T )). 


(i) Ригуеуогѕ of community systems shall һауе one complete analy- 
sis from each surface water source every twelve months; 

(ii) Purveyors of community systems shal! һауе one complete anały- 
sis from each ground water source or well field every thirty-six 
months; 

(iii) Purveyors of NTNC, TNC, and Group B systems shall have 
one initial complete analysis from each source or well field. The de- 
partment may waive or reduce the minimum requirement for the ini- 
tial complete analysis if available information shows, to the depart- 
ment's satisfaction, that the aquifer provides water of satisfactory in- 
organic chemical quality; and 

(iv) After the initial complete analysis, NTNC, TNC, and Group B 
systems shall have one nitrate sample analyzed from each source or 
well field every thirty-six months. 

(d) When the purveyor provides treatment for one or more inorganic 
chemical or physical contaminants, samples shall be taken for the spe- 
cific contaminant or contaminants before and after treatment. The de- 
partment shall determine the frequency of sampling. 

(4) Turbidity. 

(a) Purveyors of Group A water systems with surface water sources 
shall monitor turbidity at least once a day. 

(b) The purveyor shall monitor turbidity at or before the entry point 
to the distribution system and where needed for treatment process 
control. 

(c) The department shall determine monitoring requirements for 
Group B water systems. 

(d) The purveyor shall ensure that turbidimeters are designed to 
meet the criteria listed under standard methods, and that turbidimeters 
are properly operated, maintained, and calibrated at all times, based 
on the manufacturer's recommendations. 

(5) Trihalomethanes. 

(a) Purveyors of community systems serving a population of ten 
thousand or more and providing water treated with chlorine or other 
halogenated disinfectant shall monitor as follows: 

(i) Ground water sources. The purveyor shall collect one sample 
from each treated spring, well, or well field every twelve months. This 
sample shall be taken at the source before treatment or at the extreme 
end of the distribution system. The sample shall be analyzed for maxi- 
mum total trihalomethane potential (MTTP); or 

(ii) Surface water sources. The purveyor shall collect four samples 
per treated source every three months. The samples shall be taken 
within a twenty-four-hour period. The purveyor shall take one of the 
samples from the extreme end of the distribution system and three 
samples from representative locations in the distribution system. The 
samples shall be analyzed for total trihalomethanes (ТТНМ), the sum 
of trichloromethane, bromodichloromethane, dibromochloromethane, 
and tribromomethane. After one year of monitoring, the department 
may reduce the monitoring frequency to one sample every three 
months per treatment plant if the TTHM levels are less than 0.10 
mg/L. The purveyor shall take the sample at the extreme end of the 
distribution system; or 

(iii) Purchased surface water sources. The purveyor shall collect one 
water sample per each purchased surface source every three months. 
The sample shall be taken at the extreme end of the distribution sys- 
tem and analyzed for TTHM. 

(b) Purveyors of community systems shall monitor for TTHM when 
serving a population less than ten thousand and providing surface wa- 
ter treated with chlorine or other halogenated disinfectant. The pur- 
veyor shall collect one water sample per treated source every three 
months for one year. The sample shall be taken at the extreme end of 
the distribution system and analyzed for TTHM. After the first year, 
the purveyor shall monitor surface water sources every thirty-six 
months. 

(c) Purveyors of community systems shall monitor for TTHM when 
serving less than ten thousand people and purchasing surface water 
treated with chlorine or other halogenated disinfectant or adding a 
halogenated disinfectant after purchase. The purveyor shall collect one 
water sample every three months at the extreme end of the distribution 
system or at a department-acceptable location. The sample shall be 
analyzed for TTHM. After the first year, the purveyor shall monitor 
every thirty-six months. 

(6) Pesticides. 
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Purveyors of community systems with surface water sources shall 
monitor for pesticides for which MCLs are established every thirty-six 
months. The purveyor shall collect the water sample during the time of 
year the department designates as the time when pesticide contamina- 
tion is most likely to occur. 

(7) Radionuclides. 

(a) The purveyor's monitoring requirements for gross alpha particle 
activity, radium-226 and radium-228 shall be: 

(i) Community systems shall monitor once every forty-eight months. 
Compliance shali be based on the analysis of an annual composite of 
four consecutive quarterly samples or the average of the analyses of 
four samples obtained at quarterly intervals; 

(ii) The purveyor may omit analysis for radium-226 and radium- 
228 if the gross alpha particle activity is less than five pCi/L; and 

(iii) If the results of the initial analysis are less than half of the es- 
tablished MCL, the department may allow compliance with the moni- 
toring requirements based on analysis of a single sample collected ev- 
ery forty-eight months. 

(b) The purveyor's monitoring requirements for man—made radioac- 
tivity shall be: 

(i) Purveyors of community systems using surface water sources and 
serving more than one hundred thousand persons and other depart- 
ment-designated water systems shall monitor for man-made radioac- 
tivity (beta particle and photon) every forty-eight months. Compliance 
shall be based on the analysis of a composite of four consecutive quar- 
terly samples or the analysis of four quarterly samples; and 

(ii) Purveyors of any water system, as directed by the department, 
downstream from a nuclear facility shall monitor once every three 
months for gross beta and iodine-131, and monitor once every twelve 
months for strontium-90 and tritium. The department may allow the 
substitution of environmental surveillance data taken in conjunction 
with a nuclear facility for direct monitoring of man-made radioactivity 
if the department determines that such data is applicable to a particu- 
lar public water system. 

(8) Volatile organic chemicals (VOCs). 

(a) Prior to January 1, 1992, purveyors of COMMUNITY and 
NTNC systems shall monitor each source for all chemicals listed in 
Table ((4)) 3. If a source is treated, VOC samples shall be collected 
after treatment. The department shall contact the purveyor to schedule 
sample collection. Purveyors shall submit VOC samples to a certified 
lab for analysis within ninety days of contact by the department. 


TABLE ((4)) 3 
LIST 1: VOLATILE ORGANIC CHEMICALS (VOCs) WITH MCLs 


Trichloroethylene 
Carbon Tetrachloride 
Vinyl Chloride! 
1,2-Dichloroethane 
Benzene 
para-Dichlorobenzene 
1,1-Dichloroethylene 
1,1,1-Trichloroethane 


1 purveyors shall monitor for vinyl chloride if their source sampling 


has verified one or more of the following: 


Trichloroethylene; 
1,2-Dichloroethane; 
1,1-Dichloroethylene; 

l,1,1- Trichloroethane; 
Chloroethane; 
trans-1,2-Dichloroethylene; 
cis-1,2-Dichloroethylene; 
l,1-Dichloroethane; 

1,1,2- Trichloroethane; 

1,1,1,2- Tetrachloroethane; 
1,1,2,2- Tetrachloroethane; or 
Tetrachloroethylene. 


LIST 2: VOCs WITHOUT MCLs 


Bromobenzene p-Xylene 
Bromomethane O-Xylene 
"Chlorobenzene m-Xylene 

Chloroethane Bromochloromethane 
Chloromethane n-Butylbenzene 
o-Chlorotolune Dichlorodifluoromethane 
p-Chlorotoluene Fluorotrichloromethane 
Dibromomethane Hexachlorobutadiene 
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m-Dichlorobenzene 
o-Dichlorobenzene 
trans-1,2-Dichloroethylene 
cis- 1,2-Dichloroethylene 
Dichloromethane 
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Isopropylbenzene 
p-lsopropyltoluene 
Naphthalene 
n-Propylbenzene 
Sec-butylbenzene 


1,1-Dichloroethane 

1,1-БісМогоргорепе 
1,2-БісМогоргорапе 
1,3-Dichloropropane 
1,3-Dichloropropene 
2,2-Dichloropropane 


Tert-butylbenzene 

1,2,3- Trichlorobenzene 
1,2,4- Trichlorobenzene 
1,2,4-Trimethylbenzene 
1,3,5-Trimethylbenzene 
Trihalomethanes: 


Ethylbenzene Bromodichloromethane 
Styrene Dibromochloromethane 
1,1,2-Trichloroethane Tribromomethane 
1,1,1,2-Tetrachloroethane Trichloromethane 


1,1,2,2-Tetrachloroethane 
Tetrachloroethylene 

1,2,3- Trichloropropane 
Toluene 


LIST 3: VOCs WITHOUT MCLs WHICH ARE 
REQUIRED FOR SELECTED SOURCES 


Ethylene dibromide (EDB) 1,2-Dibromo-3-Chloropropane 


(DBCP) 


(b) During the first twelve months of VOC monitoring, purveyors 
shall sample surface water and ground water sources once every three 
months or as directed by the department. If no VOCs (exclusive of 
THMs) are detected in the first sample from a ground water source, 
the purveyor shall sample that source once more during that twelve— 
month period. 

(c) If no VOCs (exclusive of THMs) are verified after the initial 
twelve months of monitoring, purveyors of COMMUNITY and 
NTNC water systems shall monitor each source at least once every 
thirty-six months. 

(d) Purveyors may ask the certified lab to composite samples repre- 
senting as many as five individual sources. If VOCs (exclusive of 
ТНМ$) are detected in a composite sample, the lab shall analyze the 
duplicate sample for each source in the composite at the purveyor's 
expense. If duplicate samples аге not available, the purveyor shall re- 
peat sample each individual source within fourteen days of contact by 
the department. Analysis of all VOC samples shall occur within four- 
teen days of collection. The following restrictions shall apply to 
compositing of samples: 

(i) Samples shall not be composited in the field; 

(ii) Multiple source samples, such as samples representing well 
fields, shall not be composited; 

(iii) Ground water sources shall not be composited with surface wa- 
ter sources; and 

(iv) The following shall not be composited: 

(A) Seasonal sources; 

(B) Sources treated for the presence of synthetic organic chemicals; 
and 

(C) Sources with synthetic organic chemicals, exclusive of THMs, 
detected within the last five years. 

(e) Purveyors with emergency and seasonal sources shall monitor the 
sources when the sources are in use. 

(f) 1f five or fewer separate sources are combined through a common 
pipe before entering the distribution system, and before a domestic 
service, the department may consider those sources as one for the pur- 
pose of sampling. The purveyor shall collect the distribution samples as 
directed by the department. If VOCs, exclusive of THMs, аге detect- 
ed, the department shall require repeat samples from each individual 
source. 

(g) The department may require the purveyor to repeat sample for 
confirmation of results. 

(h) The department shall not require purveyors of COMMUNITY 
systems serving less than two hundred fifty people and NTNC systems 
to monitor for the List 2 VOCs after purveyors complete the first 
twelve months of VOC monitoring for both List 1 and List 2 VOCs, 
provided no VOCs, exclusive of THMs, are detected and no changes 
have occurred indicating a need to take additional samples. 

(i) Purveyors of COMMUNITY and NTNC systems shall monitor 
for List 3 VOCs if the department determines their sources are located 
in an area where the chemicals may have been applied, transported, 
handled, manufactured, or stored. The department shall notify purvey- 
ors of COMMUNITY and NTNC systems if this requirement applies. 
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(j) When water is purchased from another system, the department 
shall not require the purveyor of the purchasing system to monitor that 
source for VOCs. However, the department's requirement may still 
apply for a purveyor to monitor for trihalomethanes under subsection 
(5) of this section. 

(k) Only samples analyzed after January 1, 1988, by a laboratory 
certified for VOC analysis of drinking water may be used to meet the 
requirements of this subsection. 

(9) Other substances. 

On the basis of public health concerns, the department may require 
the purveyor to monitor for additional substances. 


TABLE ((5)) 4 
MONITORING LOCATION 


Sample Type Sample Location 


From representative points in 
distribution system. 


Bacteriological 


Complete Inorganic Chemical 
and Physical 


From a sample point as close to 
the source as possible. 


Nitrate From a sample point as close to 


the source as possible. 


From a location at or before the 
entry point to the distribution 
system. 


Turbidity - Surface Water 


Trihalomethanes — Surface Water From representative points in the 


distribution system. 


From the source 
before treatment. 


- Ground Water 


Pesticides - Surface Water From the source. 


Radionuclides From the source. 


VOCs After treatment, if any, at entry 
points to distribution systems. 


Other Substances As directed by the department. 
AMENDATORY SECTION (Amending Order 150B, filed 3/15/91, 
effective 4/15/91) 


WAC 246-290-310 MAXIMUM CONTAMINANT LEVELS 
(MCLS). (1) The purveyor shall be responsible for complying with the 
standards of water quality identified in this section. If a substance ex- 
ceeds its maximum contaminant level (MCL), the purveyor shall take 
follow-up action ((as-deserrbed-under)) in accordance with WAC 246- 
290-320. 

(2) When enforcing the standards described under this section, the 
department shall enforce compliance with the primary standards as its 
first priority. 

(3) Bacteriological. 

(a) ((Stamdards)) MCLs MCLs under subsection (3) of this section shall be 
considered primary standards. 


(b) ((H-amy-cofiform bacteria are-present in amy sample; follow-up 
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Toutimc-s=mptics-znd-wii-not count- toward fuifitiment-of the-momitoring 
requirement:)) Notwithstanding subsection (1) of this section, if coli- 
form presence is detected in any sample, the purveyor shall take fol- 
low-up action in accordance with WAC 246-290-320(2). 

(c) Acute MCL. An acute MCL for coliform bacteria occurs when 
there is: 

(i) Fecal coliform presence in a repeat sample; 

(ii) E. coli presence іп a repeat sample; or 

(ш) Coliform presence in a set of repeat samples collected as a fol- 
low-up to a sample with fecal coliform or E. coli presence. 

(d) Nonacute MCL. A nonacute MCL for coliform bacteria occurs 
when: 

(i) Systems taking less than forty routine samples during the month 
have more than one sample with coliform presence; or 

(ii) Systems taking forty or more routine samples during the month 
have more than 5.0 percent with coliform presence. 

(е) MCL compliance. The purveyor shall determine compliance with 
the coliform MCL for each month the system provides drinking water 
to the public. In determining MCL compliance, the purveyor shall: 

(i) Include: 

(A) Routine samples; 

(B) Repeat samples; and 

(C) Samples collected under WAC 246-290-300 (2)(d). 

(ii) Not include: 

(A) Samples invalidated under WAC 246-290-320 (2)(d); and 

(B) Special purpose samples. 


(4) Inorganic chemical and physical. 
The primary and secondary MCLs are listed in Table ((6)) 5 and 


(>) 6: 


TABLE ((6)) 5 


INORGANIC CHEMICAL CHARACTERISTICS 


Substance Primary 
MCLs (mg/L) 

Arsenic (As) 0.05 
Barium (Ba) 1.0 
Cadmium (Са) 0.01 
Chromium (Сг) 0.05 
Fluoride (Е) 40 

Lead (Pb) 0.05 
Mercury (Hg) 0.002 
Nitrate (as N) 10.0 
praia! (Se) 0.01 


(Биет А) a e) 
Sodium (Na) 


Substance Secondary 
MCLs (mg/L) 

Chloride (СІ) 250.0 
Copper (Cu) 1.0 
Fluoride (F) 2.0 

Iron (Fe) 0.3 
Manganese (Мп) 0.05 
Silver (Ag) 0.! 
Sulfate (504) 250.0 

Zinc (Zn) 5.0 


Note: Although the state board of health has not established an MCL for sodi- 
um, there is enough public health significance connected with sodium 
levels to require inclusion in inorganic chemical and physical monitoring. 


TABLE ((7)) 6 


PHYSICAL CHARACTERISTICS 


Substance Primary MCL 
Turbidity 1 NTU 
Substance Secondary MCLs 
Color 15 Cołor Units 
Hardness None established 
Specific Conductivity 700 umhos/cm 
Total Dissolved Solids (TDS) 500 mg/L 
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(5) Turbidity. 

(a) The department shall consider standards under subsection (5) of 
this section primary standards. 

(b) The MCLs for turbidity are: 

(i) One NTU, based on a monthly average of the maximum daily 
turbidity, where the maximum daily turbidity is defined as the average 
of the: 

(A) Highest two hourly readings over a twenty-four hour period 
when continuous monitoring is used; or 

(B) Daily grab samples taken within one hour when daily monitor- 
ing is used. 

The department may increase the MCL to five NTUs if the purvey- 
or can show the source is within a controlled watershed and the source 
meets the requirements under WAC 246-290-210 and 246-290-450. 

(ii) Five NTUs based on an average of the maximum daily turbidity 
for two consecutive days. 

(6) Trihalomethanes. 

(a) The department shali consider standards under subsection (6) of 
this section primary standards. 

(b) The MCL for total trihalomethanes (TTHM) is 0.10 mg/L. Тһе 
concentrations of each of the trihalomethane compounds (trichloro- 
methane, dibromochloromethane, bromodichloromethane, and tri- 
bromomethane) are added together to determine the TTHM level. 

(c) There is no MCL for maximum total trihalomethane potential 
(MTTP). When the MTTP value exceeds 0.10 mg/L, the purveyor 
shall follow up as described under WAC 246-290-320(5). 

(7) Pesticides. 

(a) The department shall consider standards under subsection (7) of 
this section primary standards. 

(b) The MCLs for pesticides are: 

(i) Chlorinated hydrocarbons: 


Substance MCL (mg/L) 
Endrin 0.0002 
Lindane 0.004 
Methoxychlor : 0.1 

Тохарһепе 0.005 

(ii) Chlorophenoxys: 

Substance MCL (mg/L) 
2, 4D 0.1 

2, 4, 5-TP Silvex 0.01 


(8) Radionuclides. 

(a) The department shall consider standards under subsection (8) of 
this section primary standards. 

(b) The MCLs for radium-226, radium-228, and gross alpha parti- 
cle radioactivity are: 


Substance MCL (pCi/L) 
Radium-226 3 

Combined Radium-226 5 

and Radium-228 

Gross alpha particle 15 

activity (excluding 

uranium) 


(c) The MCL for beta particle and photon radioactivity from man- 
made radionuclides is: The average annual concentration shall not 
produce an annual dose equivalent to the total body or any internal 
organ greater than four millirem/year. 

The department shall assume compliance with the four 
millirem/year dose limitation if the average annual concentration for 
gross beta activity, tritium, and strontium-90 are less than 50 pCi/L, 
20,000 pCi/L, and 8 pCi/L respectively. When both tritium and 
strontium-90 are present, the sum of their annual dose equivalents to 
bone marrow shall not exceed four millirem/year. 

(9) Volatile organic chemicals. 

(a) The department shall consider standards under this subsection 
primary standards. 

(b) The VOCs with MCLs are: 
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Substance MCL (mg/L) 
Benzene .005 
Carbon Tetrachloride .005 
1,2-Dichloroethane .005 
Trichloroethylene .005 
para-Dichlorobenzene .075 
1,1-Dichloroethylene .007 
1,1,1-Trichloroethane .200 
Vinyl Chloride .002 


(c) The department shall determine compliance with this subsection 
based on the running annual average of results for each sample loca- 
tion. The purveyor is in violation of an MCL when: 

(i) The running annual average for one location is greater than the 
MCL (sum of all sample results in one year divided by four > MCL); 
or 

(ii) Any one sample result causes the running annual average to ex- 
ceed the MCL. 

(10) The state board of health shall determine maximum contami- 
nant levels for any additional substances. 


AMENDATORY SECTION (Amending Order 150B, filed 3/15/91, 
effective 4/15/91) 


WAC 246-290-320 FOLLOW-UP ACTION. (1) General. 

(a) If water quality exceeds any MCLs listed under WAC 246-290— 
310, the purveyor shall notify the department and take follow-up ac- 
tion as described in this section. 

(b) When a primary ((M€£)) standard violation occurs, the pur- 
veyor shall: 

(i) Notify the department ((withit-forty=cighttours)) in accordance 
with WAC 246-290—480; 

(ii) Notify the ((pwbhe-according—te—procedures—outtined—mnder) ) 
consumers served by the system in accordance with WAC 246-290- 
330; 

(iii) Determine the cause of the contamination; and 

(iv) Take ((corrective)) action as ((required)) directed by the 
department. 

(c) When a secondary ((MEŁ)) standard violation occurs, the pur- 
veyor shall notify the department and take ((corrective)) action as di- 
rected by the department. 

(2) Bacteriological. 

(a) When coliform bacteria are present in any sample ((anatyzed-by 


, 
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sampling—without-the-department's-approvat)) and the sample is not 
invalidated under (d) of this subsection, the purveyor shall ensure the 
following actions are taken: 

(i) The sample is analyzed for fecal coliform or E. coli. When a 
sample with a coliform presence is not analyzed for E. coli or fecal 
coliforms, the sample shall be considered as having a fecal coliform 
presence for MCL compliance purposes; 

(ii) Repeat samples are collected in accordance with (b) of this 


subsection; 


(їп) The department is notified in accordance with WAC 246-290- 
480; and 

(iv) The cause of the coliform presence is determined and corrected. 

(b) Repeat samples. 

(i) The purveyor shall collect and submit for analysis a set of repeat 
samples for every sample in which the presence of coliforms is detect- 
ed. A set of repeat coliform samples consists of: 

(А) Four repeat samples for Group А systems collecting one routine 
coliform sample each month; 

(B) Three repeat samples for all Group A systems collecting more 
than one routine coliform sample each month; and 

(C) Two repeat samples for Group B systems. 

(ii) The purveyor shall collect repeat sample sets according to Table 
75 
n (iii) The purveyor shall collect one set of repeat samples for each 
sample with a coliform presence, as follows: 

(A) For Group A systems, all samples in a set of repeat samples 
shall be collected on the same day and submitted for analysis within 
twenty-four hours after notification by the laboratory of a coliform 
presence. ЇЇ the purveyor can demonstrate to the satisfaction of the 
department, that logistical problems beyond the purveyor's control 
make analysis of the samples in the repeat sample set impractical be- 
cause the time between sample collection and analysis will exceed thir- 
ty hours, then the purveyor shall collect the required set of repeat 
samples as directed by the department; and 

(B) For Group B systems, as soon as possible after the notification 
by the laboratory of a sample with a coliform presence. 

(iv) When repeat samples have coliform presence, the purveyor shall 
collect one additional set of repeat samples for each sample where co- 
liform presence was detected. 

(v) The purveyor of a system providing water to consumers via a 
single service shall collect repeat samples from the same location as the 
sample with a coliform presence. The set of repeat samples shall be 
collected: 

(A) On the same collection date; or 

(B) Over consecutive days with one sample collected each day until 
the required samples in the set of repeat samples are collected. 

(vi) If a sample with a coliform presence was collected from the first 
two or last two active services, the purveyor shall monitor as directed 
by the department; 

(vii) The purveyor may change a previously submitted routine sam- 
ple to a sample in a set of repeat samples when the purveyor: 

(A) Collects the sample within five adjacent service connections of 
the location from which the initial sample with a coliform presence 
was collected; 

(B) Collects the sample after the initial sample with a coliform 
presence was submitted for analysis; 

(C) Collects the sample on the same day as other samples in the set 
of repeat samples, except under (b)(iii) of this subsection; and 

(D) Notifies the department of the change. 

(viii) The department may determine that sets of repeat samples 
specified under this subsection are not necessary during a month when 
a nonacute coliform MCL violation is determined for the system. 
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TABLE 7 - REPEAT SAMPLE REQUIREMENTS 


SYSTEM GROUP 
(# OF ROUTINE SAMPLES 
COLLECTED EACH MONTH) 


# OF SAMPLES IN 
ASET OF 
REPEAT SAMPLES 


LOCATIONS FOR REPEAT 
SAMPLES 
(COLLECT AT LEAST ONE SAMPLE PER SITE) 


+ Site of previous sample with a coliform presence 

+ Within 5 active services upstream of site of 
sampte with a coliform presence 

+ Within 5 active services downstream of site of 
sampla with a coliform presence 

+ At any other active sorvice 


GROUP A 
(1 routine sample 
each month) 


+ Sile of pravious sample with a coliform presence 


GROUP A 3 + Within 5 active services upstream of site of 
(moro than 1 routine sampla sample with a coliform presence 
each month) + Within 5 active services downstream of sila of 


sample with a colilorm presence 


* Site of tha previous sample with a coliform 
2 presence 

% From active servico other than the Site of tho 
Previous sample with a coliform presence 


GROUP B 


(c) Monitoring frequency following а coliform presence. Group A 
systems having опе or more coliform presence samples that_were not 
invalidated during the previous month shall collect and submit for 
analysis the minimum number of samples shown in the last column of 
Table 2. 

(i) The department may reduce the monitoring frequency require- 
ment when one or more samples with a coliform presence were collect- 
ed during the previous month, if the purveyor proves to the satisfaction 
of the department; 

(A) The cause of the sample with a coliform presence; and 

(B) The problem is corrected before the end of the next month the 
system provides water to the public. 

(ii) If the department reduces this monitoring frequency 
requirement: 

(A) The purveyor shall collect and submit at least the minimum 
number of samples required when no samples with a coliform presence 
were collected during the previous month; and 

(B) The department shall make available a written description 
explaining: 

(D The specific cause of the coliform presence; and 

(II) Action taken by the purveyor to correct the cause of coliform 
presence. 

(d) Invalid samples. 

(1) The department shall consider coliform samples with no coliform 
presence detected invalid when: 

(A) Multiple tube technique cultures are turbid without appropriate 
gas production; 

(B) Presence-absence technique cultures are turbid in the absence of 
an acid reaction; 

(C) There are confluent growth patterns or growth of TNTC (too 
numerous to count) colonies without a surface sheen using a mem- 
brane filter analytic technique; or 

(D) There is excess debris in the sample. 

(ii) The department may invalidate a coliform sample when: 

(A) The analyzing laboratory establishes that improper sample 
analysis occurred; 

(B) The department determines a domestic or nondistribution sys- 
tem problem is indicated by: 

(1) All samples in the set of repeat samples collected at the same lo- 
cation as the original coliform presence sample also are coliform pres- 


ence; and 


(ID) All other samples in the set of repeat samples are free of 
coliform. 

(C) The department determines a coliform presence result is due to 
a circumstance or condition which does not reflect water quality in the 
distribution system. In this case, when the department invalidates a 
sample: 

(I) The purveyor shall collect a set of repeat samples following the 
sample invalidation in accordance with Table 7; and 

(II) The department's rationale for invalidating the sample shall be 
documented in writing and made available to the public. The docu- 
mentation shall state the specific cause of the coliform presence, and 
what action the purveyor has taken, or will take. 

(іп) When a coliform sample is determined invalid, the purveyor 
shall collect and submit for analysis: 

(A) An additional coliform sample from the same location as each 
invalid sample within twenty-four hours of notification of the invalid 
sample; or 
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(B) Additional coliform samples as directed by the department. 

(iv) When the department or laboratory invalidates a sample, the 
sample shall not count towards the purveyor's minimum coliform mon- 
itoring requirements. 


(3) Inorganic chemical and physical. When an initial analysis of a 
substance exceeds the MCL, the purveyor shall: 

(a) For nitrate, immediately take one additional sample from the 
same sampling point. If the average of the two samples exceeds the 
MCL, a violation is confirmed; or 

(b) For all other inorganic chemical and physical substances, collect 
three additional samples from the same sample point within thirty 
days. If the average of all four samples exceeds the MCL, a violation is 
confirmed. 

(4) Turbidity. When the turbidity exceeds the MCL identified under 
WAC 246-290-310 for longer than one hour monitored continuously, 
the purveyor shall report to the department within forty-eight hours. 
When the results of a manual turbidity analysis exceeds the MCL, the 
purveyor shall collect another sample within one hour. When the re- 
peat sample confirms the MCL is exceeded, the purveyor shall notify 
the department. 

(5) Trihalomethanes. When the average of all samples taken during 
any twelve-month period exceeds the MCL for total trihalomethanes, 
the violation is confirmed and the purveyor shall take corrective action 
as required by the department. When the maximum trihalomethane 
potential (MTTP) result is equal to or greater than 0.10 mg/L and the 
result is confirmed by a repeat sample, the purveyor shall monitor ac- 
cording to WAC 246-290-300(5) for one year or more. 

(6) Volatile organic chemicals (VOCs). The purveyor shall be re- 
sponsible for the following follow-up actions: 

(a) After the purveyor's receipt of the first VOC analysis results 
from the laboratory, the purveyor shall provide notice to persons served 
by the system as described under WAC 246-290-330(5). 

(b) When a List 1 VOC is verified at a concentration above the de- 
tection limit, the purveyor shall, at a minimum: 

(i) Sample the source once every three months for at least three 
years; and 

бі) Make analysis results available to consumers within three 
months of receipt from the laboratory as described under WAC 246- 
290-330(5). 

(c) When a List 1 VOC is verified at a concentration greater than a 
MCL, and the level will not cause the running annual average to ех- 
ceed the MCL, the purveyor shall repeat sample the source as soon as 
possible. If a concentration greater than an MCL is confirmed, the 
purveyor shall: 

(i) Notify the department within seven days of receipt of the repeat 
sample analysis results. 

(ii) Provide consumer information ((рет)) in accordance with WAC 
246-290-330 (5)(b). 

(iii) Submit documentation to the department describing the water 
system's strategy for gathering and analyzing additional data and 
identify plans for keeping the public informed. 

(iv) Sample the source a minimum of once every three months for at 
least three years. 

(d) When the running annual average of a List 1 VOC is greater 
than an MCL, or one sample analysis result causes the annual average 
to exceed an MCL, the purveyor shall: 

(i) Notify the department within seven days of receipt of analysis 
results. 

(ii) Notify the public as described under WAC 246-290-330, in- 
cluding mandatory health effects language. 

(iii) Submit an action plan to the department for approval address- 
ing follow-up activities, including corrective action. The purveyor shall 
submit the action plan within four months of receipt of department 
notice that the annual average exceeds the MCL. The purveyor's ac- 
tion plan shall, at a minimum, contain a: 

(A) Tabulation of VOC sample analysis results, including the loca- 
tion where VOCSs were detected; 

(B) Description of monitoring plans for system sources; 

(C) Strategy for informing the public of monitoring results and in- 
vestigations; and 

(D) Description of short and long-term plans to minimize exposure 
and/or eliminate the source of contamination. 
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(iv) Implement the action plan within one year of the department's 
approval. The department may require the purveyor's earlier compli- 
ance if necessary to eliminate an immediate health threat or may re- 
quire a revision of the action plan based upon additional sample re- 
sults. The department may extend the purveyor's period of compliance 
when the department determines: 

(A) Substantial construction is required; and 

(B) The purveyor has taken all appropriate measures to protect the 
health of consumers served by the public water system. 

If the department grants the purveyor an extension, the purveyor 
shall issue a notice identifying the MCL exceeded and the amount by 
which the repeat sample analysis results exceeded the MCL. The pur- 
veyor shall include the notice in all bills mailed to affected customers 
until the department determines that the purveyor complies with the 
MCL. 

(v) Sample the source a minimum of once every three months for at 
least three years. 

(e) When a List 2 or List 3 VOC is verified at a concentration above 
the detection limit, the purveyor shall: 

(i) Submit the sample analysis results to the department within sev- 
en days of receipt from the laboratory; and 

(ii) Sample the source a minimum of once every three months for 
one year and then annually thereafter during the three-month period 
when the highest previous measurement occurred. 

(f) 1f the department determines that a List 2 or List 3 VOC is ver- 
ified at a level greater than a state advisory level (SAL), the depart- 
ment shall notify the purveyor in writing. The purveyor shall repeat 
sample the source as soon as possible after initial department notice 
that a SAL has been exceeded. The purveyor shall submit the analysis 
results to the department within seven days of receipt from the labora- 
tory. If any repeat sample confirms that a SAL has been exceeded, the 
purveyor shall: 

(i) Provide consumer information ((per)) in accordance with WAC 
246-290-330 (5)(b); 

(ii) Sample the source a minimum of once every three months for at 
least three years; and 

(iii) Submit documentation to the department listing VOC analysis 
results, describing the water systems' strategy for gathering and ana- 
lyzing additional data, and identifying plans for keeping the public in- 
formed. The purveyor shall submit this information to the department 
within six months of the date of the first notice from the department 
that a SAL has been exceeded. 

(р) The department may reduce the purveyor's monitoring require- 
ment for a source detecting a List I VOC if, after three years of quar- 
terly monitoring, all analysis results are less than the MCL. Тһе pur- 
veyor's reduced monitoring frequency shall be no less than one sample 
per year. 

(h) The department may reduce the purveyor's monitoring require- 
ment for a source detecting a List 2 or List 3 VOC if the source has 
been monitored annually for at least three years, and all analysis re- 
sults are less than the SAL. 

(i) іп establishing SAL's for List 2 and List 3 VOCs, the depart- 
ment shall use the most recent edition of the department document ti- 
tled " Procedures And References For Determination Of State Adviso- 
ry Levels For Drinking Water Contaminants" which has been ap- 
proved by the state board of health. Copies are available from the de- 
partment upon request. 

() When List 1, List 2 (exclusive of THMs), or List 3 VOCs are 
verified in well fields, the purveyor shalł repeat sample individual wells 
within the well field. 

(k) When the sum of all trihałomethanes detected exceeds 0.100 
mg/L, the purveyor shall sample within three months for totał 
trihalomethanes as required under WAC 246-290-300(5). 

(I) The department may collect samples from a water system or may 
require that specified quality assurance techniques be used to collect 
samples. 

(7) The department shall determine the purveyor's follow—up action 


when a substance not included in ((these-regułattons)) this Liner is 
detected. 


AMENDATORY SECTION (Amending Order 150B, filed 3/15/91, 
effective 4/15/91) 
WAC 246-290-330 
Responsibility. 
(а) The purveyor of a Group А water system shall notify the water 


system users when the аа асаа system: 


PUBLIC NOTIFICATION. (1) 
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((&&)) (i) Violates a primary MCL ((viotation)) as described under 
WAC 246-290-310; 

((€&)-Faiting)) (ii) Fails to comply with a: 

((ӨЭ)) (A) Prescribed treatment technique; 

((69)) (B) Monitoring requirement under WAC 246-290-300; or 

((Gi3)) (C) Testing procedure. 

((€e})) (iii) Is operating under a variance or exemption; or 

oe (iv) Fails to meet a variance or exemption schedule. 

((Fhe-department-may-atso-require)) (b) The purveyor of a Group B 
water system may be required to notify water system users when any 
of the conditions listed in (a)(i) through ((643)) (iv) of this subsection 
occur ((withinthe-Group-B-system) ). 

(2) Content. Notices shall provide: 

(a) A clear, concise, and simple explanation of the violation; 

(b) Discussion of potential adverse health effects and any segments 
of the population that may be at higher risk; 

(c) Mandatory health effects information ((reqtired-under-WA€ 

)) in accordance with subsection (4) of this section; 

(d) A list of steps the purveyor has taken or is planning to take to 
remedy the situation; 

(e) A list of steps the consumer should take, including advice on 
seeking an alternative water supply if necessary; and 

(f) Тһе purveyor's name and phone number. 

The purveyor may provide additional information to further explain 
the situation. 

(3) Distribution. 

(a) Purveyors of COMMUNITY systems in violation of a primary 
MCL, treatment technique or variance or exemption schedule shall 
provide: 

(i) Newspaper notice to water system users as defined in (e) of this 


subsection, within fourteen days of violation; 


(ii) Direct mail notice or hand delivery to all ((permanent-residenc- 
ез)) consumers served by the system within forty-five days of the vio- 
lation. The department may waive the purveyor's mail or hand delivery 
if the violation is corrected within forty-five days; 

(iii) Notice to radio and television stations serving the area within 
seventy-two hours of violation of a nitrate MCL or other acute viola- 
tion as determined by the department; and 

(iv) Repeat mail or hand delivery every three months until the vio- 
lation is corrected. 

(b) Purveyors of COMMUNITY systems shall provide newspaper 
notice as defined in (e) of this subsection, to water system users within 
three months of the following: 

(i) Violation of a monitoring requirement or testing procedure; or 

(ii) Granting of a variance or exemption. 

Purveyors shail also provide repeat notice by mail or hand delivery 
to all (( )) consumers served by the system every 
three months until the situation is corrected or for as long as the vari- 
ance or exemption remains in effect. 

(с) Purveyors of NTNC and TNC systems in violation of a primary 
MCL, treatment technique, variance, or exemption schedule shall post 
a notice within fourteen days of the violation. If the violation is acute, 
the department shall require posting within seventy-two hours. 

(d) Purveyors of NTNC and TNC systems shall post a notice within 
three months of the: 

(i) Violation of a monitoring requirement or testing procedure; or 

(ii) Granting of a variance or exemption. 

(e) ((Wrere-there-ismentionof 2) ) Newspaper notice, as used in 


this section, means publication in a daily newspaper of general circula- 
tion or in a weekly newspaper of general circulation if a daily newspa- 
per does not serve the area. The purveyor may substitute a community 
or homeowner's association newsletter or similar periodical publication 
if the newsletter reaches all affected consumers within the specified 
time. 

(f) The purveyor ((may)) shall substitute a posted notice in the ab- 
sence of a newspaper of general circulation or homeowner's association 
newsletter or similar periodical publication. The purveyor shall post 
the notice within the timeframe specified in this subsection. 

(g) The purveyor shall place posted notices in conspicuous locations 
and present the notices in a manner making them easy to read. Notices 
shall remain posted until the violation is corrected or for as long as the 
variance or exemption remains in effect. When appropriate, notices 
shall be multi-lingual. 

(h) The purveyor of a COMMUNITY water system shall give a 
copy of the most recent public notice for all outstanding violations to 
all new billing units or new hookups before or at the time water service 
begins. 


Washington State Register, Issue 91-24 


(i) The purveyor shall provide the department with a copy of ((a)) 
the public notification at the time the purveyor notifies the public. 

(4) Mandatory language. 

(a) The purveyor shall provide specific health effects language in the 
notice when a violation ((oceurs-involving-2)) involves: 

(i) A primary VOC MCL; ((er)) 

(ii) A secondary fluoride MCL; 

(iii) An acute coliform MCL; 

(iv) A nonacute coliform MCL; 

(v) Granting or continuation of exemption or variance; or 

(vi) Failure to comply with a variance or exemption schedule. 


(b) Required specific language is contained in the department 
guideline titled "health effects language for drinking water public 
notification." 

(5) VOC notification procedure. 

(a) Availability of results. After receipt of the first analysis results, 
the purveyor of a COMMUNITY or NTNC water system shall notify 
persons served by the system of the availability of the results and shall 
supply the name and telephone number of a contact person. 

(i) The purveyor shall initiate notification within three months of the 
purveyors receipt of the first VOC analysis results. This notification is 
only required one time. 

(ii) Notification shall occur by: 

(A) Inclusion in the first set of water bills issued after receipt of the 
results; 

(B) Newspaper notice which shall run at least one day each month 
for three consecutive months; 

(C) Direct mail; 

(D) Posting if NTNC system; or 

(E) Any other method approved by the department. 

(ш) Within three months of receipt of analysis results, purveyors 
selling water to other public water systems shall provide copies of the 
analysis results to the purchasing system. 

(iv) Within thirty days of receipt of analysis results, purveyors pur- 
chasing water shall make results available to their customers. The pur- 
veyor's notification shall occur by the method outlined under (a)(i) of 
this subsection. 

(b) Consumer information. 

(i) The purveyor shall provide consumer information within twenty— 
one days of receipt of confirmation sample results when: 

(A) A List 1 УОС is confirmed at a concentration greater than a 
MCL, and the leve! will not cause the running annual average to ex- 
ceed the MCL; or 

(B) The department determines that a List 2 or List 3 VOC is con- 
firmed at a level greater than a SAL. 

(ii) Consumer information shall include: 

(A) Name and level of VOC detected; 

(B) Location where the VOC was detected; 

. (C) Any health effects that the VOC could cause at its present 
concentration; 

(D) Plans for follow-up activities; and 

(E) Phone number to call for further information. 

(iii) Consumer information shall be distributed by any of the fol- 
lowing methods: 

(A) Notice placed in the major newspaper in the affected area; 

(B) Direct mail to customers; 

(C) Posting if NTNC system; or 

(D) Any other method approved by the department. 

(6) Fluoride notification procedure. 

When a secondary MCL violation occurs, the purveyor of a COM- 
MUNITY water system shall send notice to: 

(a) The department annually; 

(b) Water system users annually; and 

(c) New billing units added while the violation exists. 

(7) When circumstances dictate the purveyor give a broader or more 
immediate notice to protect public health, the department may require 
the purveyor's notification by whatever means necessary. 

(8) When the state board of health grants a public water system a 
waiver, the purveyor shall notify customers and new billing units or 
new hookups before water service begins. The purveyor shall provide a 
notice annually and send a copy to the department. 

(9) The department may give notice to the water system users as 
required by this section on behalf of the water purveyor. However, the 
purveyor remains responsible for ensuring the department's require- 
ments are met. 
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AMENDATORY SECTION (Amending Order 124B, filed 12/27/90, 
effective 1/31/91) 


WAC 246-290-480 ANALYSES AND RECORDS, REPORT- 
ING. (1) The purveyor shall keep the following records of operation 
and water quality analyses: 

(a) Records of bacteriological and turbidity analyses shall be kept 
for five years. Records of chemical analyses shall be kept for as long as 
the system is in operation. Other records of operation and analyses re- 
quired by the department shall be kept for three years. All records 
shall bear the signature of the operator in responsible charge of the 
water system or his or her representative. Group A systems shall keep 
these records available for inspection by the department and shall send 
the records to the department if requested. Actual laboratory reports 
may be kept or data may be transferred to tabular summaries, provid- 
ed the following information is included: 

(i) The date, place, and time of sampling, and the name of the per- 
son collecting the sample; 

(ii) Identification of the sample as to whether it was a routine dis- 
tribution system sample, check sample, raw or drinking water sample, 
or other special purpose sample; 

(iii) Date of analysis; 

(iv) Laboratory and person responsible for performing analysis; 

(v) The analytical technique/ method used; and 

(vi) The results of the analysis. 

(b) Records of action taken by the system to correct violations of 
primary drinking water regulations and copies of public notifications 
Shall be kept for three years after the last action taken with respect to 
the particular violation involved. 

(c) Copies of any written reports, summaries, or communications, 
relating to sanitary surveys of the system conducted by system person- 
nel, by a consultant or by any local, state, or federal agency, shall be 
kept for ten years after completion of the sanitary survey involved. 

(d) Where applicable, daily records of operation and analyses shall 
include the following: 

(i) Chlorine residual; 

(ii) Fluoride level; 

(iii) Water treatment plant performance including, but not limited 
to: 

(A) Type of chemicals used and quantity, 

(B) Amount of water treated, and 

(C) Results of analyses. 

(iv) Turbidity; and 

(v) Other information as specified by the department. 

(2) Reporting. 

(a) ((Exeept-wherc-a-shorter-reporting period-is)) Unless otherwise 
specified in this chapter, the purveyor shall report ((monthty)) to the 
department((—-Reports-shati-be-submitted-prror-to-the-tenth-of-thc-fol- 
)) within 


g , 


forty-eight hours: 

(і) Тһе failure to comply with the primary standards under this 
chapter; 

(ii)_The failure to comply with the monitoring requirements under 
this chapter; and 

(iii) The violation of a primary MCL. 

(b) The ршуеуог shall submit to the department reports required by 
this chapter, including tests measurements, and analytic reports. 
Monthly reports are due before the tenth day of the following month, 


unless otherwise specified in this chapter. 
(c) Water facilities inventory and report form (WFI). 


(i) Purveyors of community systems shall submit an annual WFI 
update to the department((:)); 

(ii) Purveyors of NTNC, TNC, and Group B systems shall submit 
an updated WFI to the department as requested((:)); and 

(iii) The purveyor shall also submit an updated WFI to the depart- 
ment within thirty days of any change in name, category, ownership, 
or responsibility for management of the water system. 


(d) Bacteriological. 

(i) The purveyor shall notify the department of the presence of: 

(A) Coliform in a sample, within ten days of notification by the lab- 
oratory; and 

(B) Fecal coliform or E. coli in a sample, by the end of the business 
day in which the purveyor is notified by the laboratory. If the purveyor 
is notified of the results after normal close of business, then the pur- 
veyor shall notify the department before the end of the next business 
day. 

(ii) When a coliform MCL violation is determined, the purveyor 


shall: 


[ 333] 


WSR 91-24-097 


(A) Notify the department within twenty-four hours of determining 


acute coliform MCL violations; 


(B) Notify the department before the end of the next business day 


when a nonacute coliform MCL is determined; and 


(C) Notify water system users in accordance with WAC 246-290- 


330. 
iii) When a monitoring violation occurs, including invalid or ex- 


pired sanitary surveys, the purveyor shall: 
(A) Notify the department of the violation within ten days; and 
(B) Notify water system users in accordance with WAC 246-290— 


330. 


WSR 91-24-097 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed December 4, 1991, 2:22 p.m.] 


Original Notice. 

Title of Rule: Radiation protection compatibility 
requirements. 

Purpose: To bring radiation protection regulations into 
compliance with federal regulations (United States Nu- 
clear Regulatory Commission) and to correct references 
to former Title 402 WAC. 

Statutory Authority for Adoption: RCW 70.98.080. 

Statute Being Implemented: RCW 70.98.020. 

Summary: Establishes requirements for dosimetry 
processing, notification of bankruptcy filing, financial 
surety and records for decommission in facilities, a 
quality management program for medical licenses, re- 
porting of medical misadministrations, and additional 
requirements for industrial radiographer audits and 
surveys. 

Reasons Supporting Proposal: This rule change is 
necessary to maintain compatibility with the Nuclear 
Regulatory Commission in accordance with the state's 
formal agreement. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Terry C. Frazee, Ra- 
dioactive Materials Section, 753-3461. 

Name of Proponent: Department of Health, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule requires dosimetry processors to be ac- 
credited by the National Voluntary Laboratory Accred- 
itation Program; requires licensees to notify the depart- 
ment if the licensee files for bankruptcy; requires certain 
licensees to maintain financial surety and records needed 
to decommission their facility; requires medical licensees 
to establish a quality management program and to re- 
port misadministrations; requires industrial radiography 
licensees to promptly audit the performance of any radi- 
ographer who has been audited in the last 3 months; and 
requires industrial radiographers to conduct complete 
surveys of their equipment following each use and when 
placing the equipment in storage. The purpose of the 
rule is to bring Washington regulations into compliance 
with essential health and safety requirements of the 
United States Nuclear Regulatory Commission. Imple- 
mentation of this rule will increase the margin of safety 
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for the public and workers during the use of radioactive 
materials. 

Proposal Changes the Following Existing Rules: The 
rule adds additional requirements as noted and also in- 
creases the record retention time from two years to three 
years for records of surveys required of industrial 
radiographers. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The department has determined that this rule is not 
subject to the Regulatory Fairness Act because the rule 
is being adopted to conform to federal regulations and to 
make minor editorial changes with negligible economic 
impact. 

Hearing Location: General Administration Auditori- 
um, 11th and Columbia, Olympia, Washington 98504, 
on January 9, 1992, at 1:00 p.m. 

Submit Written Comments to: Leslie Baldwin, Rules 
Coordinator, 1300 Quince Street, Mailstop EY-16, 
Olympia, WA 98504-7902, by January 8, 1992. 

Date of Intended Adoption: January 16, 1992. 

December 3, 1991 
Kristine M. Gebbie 
Secretary 


AMENDATORY SECTION (Amending Order 121, filed 12/27/90, 
effective 1/31/91) 


WAC 246-221-090 PERSONNEL MONITORING. (1) Each 
licensee or registrant shall supply appropriate personnel monitoring 
equipment to, and shall require the use of such equipment by: 

(a) Each individual who enters a restricted area under such circum- 
stances that the individual receives, or is likely to receive, a dose in any 
calendar quarter in excess of 25 percent of the applicable value speci- 
fied in WAC ((492-24-920)) 246-221-010(1). 

(b) Each individual under 18 years of age who enters a restricted 
area under such circumstances that the individual receives, or is likely 
to receive, a dose in any calendar quarter in excess of 5 percent of the 
applicable value specified in WAC ((492-24-920)) 246-221-010(1). 

(c) Each individual who enters a high radiation area. 

(2) Personnel monitoring devices assigned to an individual: 

(a) Shall not intentionally be exposed to give a false or erroneous 
reading; 

(b) Shall be assigned to one individual per exposure interval (i.e., 
weekly, monthly) and used to determine exposure for that individual 
only; 

(c) Shall not be worn by any individual other than that individual 
originally assigned to the device; 

(d) Personnel monitoring devices that are exposed while not being 
worn by the assigned individual shall be processed and recorded as 
soon as possible. A replacement monitoring device shall be assigned to 
the individual immediately. A record of the circumstances of the expo- 
sure shall be retained. 


(3) АП personnel dosimeters (except for direct and indirect reading 
pocket ionization chambers and those dosimeters used to measure the 
dose to hands and forearms, feet, and ankles) that require processing 
to determine the radiation dose and that are utilized by licensees to 
comply with subsection (1) of this section, with other applicable provi- 
sions of chapters 246-220 through 246-255 WAC, or with conditions 
specified in a licensee's license must be processed and evaluated by a 
dosimetry processor: 

(a) Holding current personnel dosimetry accreditation from the Na- 
tional Voluntary Laboratory Accreditation Program (NVLAP) of the 
National Institute of Standards and Technology (formerly known as 
the National Bureau of Standards); and 

(b) Approved in this accreditation process for the type of radiation 
or radiations included in the NVLAP program that most closely ap- 
proximate the type of radiation or radiations for which the individual 
wearing the dosimeter is monitored. 

(4) For the purposes of this section "dosimetry processor" means an 
individual or an organization that processes and evaluates personnel 
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monitoring equipment in order to determine the radiation dose deliv- 
ered to the equipment. 


AMENDATORY SECTION (Amending Order 121, filed 12/27/90, 
effective 1/31/91) 


WAC 246-232-050 TERMS AND CONDITIONS OF LI- 
CENSES. (1) Each license issued pursuant to this part shall be subject 
to all the provisions of the act, as now or hereafter in effect, and to all 
rules, regulations, and orders of the department. 

(2) No license issued or granted under chapters ((402=2t-and 462= 
22)) 246-233 and 246-235 WAC and no right to possess or utilize ra- 
dioactive material granted by any license issued pursuant to chapters 
((49>-2--ата-402-22)) 246-233 and 246-235 WAC shall be trans- 
ferred, assigned, or in any manner disposed, either voluntarily or in- 
voluntarily, directly or indirectly, through transfer of control of any li- 
cense to any person unless the department shall, after securing full in- 
formation find that the transfer is in accordance with the provisions of 
the act, and shall give its consent in writing. 

(3) Each person licensed by the department pursuant to chapters 
((482=21-and-402-22)) 246-233 and 246-235 WAC shall confine use 
and possession of the material licensed to the locations and purposes 
authorized by the license. 

(4) Approval of licensee's procedures by the department does not 
release the licensee from responsibility if adherence to these procedures 
results in undue exposure to individuals or loss of control of radioactive 
material. 

(5) Each licensee shall notify the department of health, division of 
radiation protection, in writing, within five working days following the 
filing of a voluntary or involuntary petition for bankruptcy by or 

(b) A person controlling the licensee or listing the license or licensee 
as property of the estate; or 

(c) An affiliate of the licensee. 

(6) This notification must include: 


(2) The bankruptcy court in which the petition for bankruptcy was 
filed; 


(b) The date of the filing of the petition; 

(c) A complete and detailed inventory of all radioactive material 
possessed under the license including nuclide, form, activity and 
planned disposition; 

(d) An estimation of the type and quantities of radioactive material 
the licensee plans to continue to receive and/or use on a routine basis; 

(e) A description of security and storage for the radioactive material 
currently possessed; 

(f) A plan for radioactive waste disposal, the estimated completion 
date(s), and the cost; 

(g) An evaluation of facility and equipment contamination, estimate 
of clean up costs, and a decontamination plan which includes a thor- 
ough description of how the clean up will be funded and how it will be 
accomplished; 

(h) An organizational! chart specifying sole owners, partnerships, or 
officers in the corporation who have legal and fiscal responsibilities for 


the licensee; 


(i) A description of any other changes affecting the terms and con- 
ditions of the radioactive materials license. 

(7) Each licensee shall notify the department within five working 
days if any items in subsection (6) of this section change during bank- 
ruptcy proceedings. 

(8) The department will consider clean up costs as part of the licen- 
see's administrative costs if decontamination is necessary to comply 
with these regulations; 

(9) For the purposes of this section, "affiliate" means: 

(a) A person as defined in WAC 246-220-010 that directly or indi- 
rectly owns, controls, or holds with power to vote, twenty percent or 
more of the outstanding voting securities of the licensee (unless that 
person holds such securities (i) in a fiduciary or agency capacity with- 


out sole discretionar wer to vote such securities, or (ii) solely to se- 
cure a debt, if such person has not in fact exercised such power to 


vote); 

(b) A corporation, twenty percent or more of whose outstanding 
voting securities are directly or indirectly owned, controlled, or held 
with power to vote, by the licensee; 

(c) A person whose business is operated under a lease or operating 
agreement by a licensee, or person substantially all of whose property 
is operated under an operating agreement with the licensee; or 
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(d) А person that operates the business or substantially all of the 
property of the licensee under а lease or operating agreement. 


NEW SECTION 


WAC 246-235-075 FINANCIAL ASSURANCE AND 
RECORDKEEPING FOR DECOMMISSIONING. (1) Each appli- 
cant for one of the following licenses shall submit a decommissioning 
funding plan as described in this section: 

(a) A specific license authorizing receipt of radioactive waste for the 
purpose of volume reduction, repackaging or interim storage. 

(b) Receipt of contaminated articles, scrap material, equipment, or 
clothing to be decontaminated at the licensee's facility. 

(c) A specific license authorizing the possession and use of radioac- 
tive material of half-life greater than one hundred twenty days and in 
quantities for unsealed material exceeding 10° times and for sealed 
forms exceeding 1019 times the applicable quantities set forth in WAC 
246-221-300 Appendix В (for a combination of isotopes the unity rule 
applies. A decommissioning funding plan will be required if R is 
greater than 1, where R is defined as the sum of the ratios of the 
quantity for sealed and unsealed forms of each isotope compared to the 
applicable value derived from WAC 246-221-300). 0 

(d) A specific license authorizing possession and use of source mate- 
rial in readily dispersible form and in quantities greater than 10 
millicuries. 

(2) Each decommissioning funding plan shall contain: 

(a) A cost estimate for decommissioning facilities impacted by the 
activities authorized in the specific license. 

(b) A description of the method of assuring funds for 
decommissioning. 

(c) A schedule for adjusting cost estimates and associated funding 
levels periodically over the life of the facility or facilities. 

(d) Procedures for performing facility decontamination, maintaining 
security, and performing a final radiation survey. 

(e) A commitment to clean up accidental spills promptly and to be- 
gin decommissioning of the facility or facilities within twelve months 
of ceasing operation involving radioactive material. 

(3) Each cost estimate for decommissioning shall include: 

(a) A description of the facility and areas within the facility likely to 
require decommissioning as a result of routine operation. 

(b) Anticipated labor, equipment and material costs. 

(c) Anticipated waste volume. 

(d) Anticipated packaging, transportation and waste disposal costs. 

(e) An assessment of costs associated with an accident involving li- 
censed material. 

(4) Financial assurance for decommissioning shall be provided by 
one or more of the following methods: 

(a) Prepayment. Prepayment is the deposit of sufficient funds to pay 
decommissioning costs. Funds shall be deposited prior to the start of 
operation into an account segregated from licensee assets and outside 
the licensee's administrative control. Prepayment may be іп the form 
of a trust, escrow account, government fund, certificate of deposit, or 
deposit of government securities. 

(b) A surety method, insurance, or other guarantee method. These 
methods guarantee that decommissioning costs will be paid should the 
licensee default. A surety method may be in the form of a surety bond, 
letter of credit, or line of credit. Any surety method or insurance used 
to provide financial assurance for decommissioning must contain the 
following conditions: 

(i) The surety method or insurance shall be open-ended or, if writ- 
ten for a specified term, such as five years, shall be renewed automati- 
cally unless ninety days or more prior to the renewal date, the issuer 
notifies the department, the beneficiary, and the licensee of its inten- 
tion not to renew. The surety method or insurance shall also provide 
that the full face amount be paid to the beneficiary automatically prior 
to the expiration without proof of forfeiture if the licensee fails to pro- 
vide a replacement acceptable to the department within thirty days af- 
ter receipt of notification of cancellation. 

(ii) The surety method or insurance shall be payable to a trust es- 
tablished for decommissioning costs. The trustee and trust shall be ac- 
ceptable to the department. Acceptable trustees include an appropriate 
state or federal government agency or an entity which has the authori- 
ty to act as a trustee and whose trust operations are regulated and ex- 
amined by a federal or state agency. 

(iii) The surety method or insurance must remain in effect until the 
department has terminated the license. 

(c) An external sinking fund in which deposits are made at least an- 
nually, coupled with a surety method or insurance, the value of which 
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may decrease by the amount being accumulated in the sinking fund. 
An external sinking fund is a fund established and maintained by set- 
ting aside funds periodically in an account segregated from licensee 
assets and outside the licensee's administrative control. The total 
amount of funds in the external sinking fund shall be sufficient to pay 
decommissioning costs at the time termination of operation is expected. 
An external sinking fund may be in the form of a trust, escrow ac- 
count, government fund, certificate of deposit, or deposit of govern- 
ment securities. The surety or insurance provisions shall be as stated in 
subsection (4)(b) of this section. 

(d) In the case of state or local government licensees, a statement of 
intent containing a cost estimate for decommissioning and indicating 
that funds for decommissioning will be obtained when necessary. 

(e) Other methods of financial assurance as approved by the depart- 
ment. The department may approve other financial mechanisms sub- 
mitted by the applicant or licensee provided the alternate method 
meets, at a minimum, the requirements of 10 C.F.R. 30.35 and associ- 
ated U.S. Nuclear Regulatory Commission guidance. 

(5)(a) The department shall review each decommissioning funding 
plan prior to license issuance and prior to license renewal. 

(b) The applicant or licensee shall incorporate department com- 
ments into its cost estimate and shall revise its financial surety’ 
accordingly. 

(c) Applicants shall obtain the appropriate financial assurance as 
approved by the department prior to receipt of licensed material. The 
department may issue a new license if the applicant agrees to comply 
with the decommissioning funding plan as approved. 

(d) Holders of licenses issued on or before the effective date of this 
rule shall submit a decommissioning funding plan to the department by 
January 1, 1992. Licensees shall implement the financial assurance re- 
quirements within thirty days of receiving department approval of the 
decommissioning funding plan. Licensees shall submit copies of the fi- 
nancial surety within thirty days of securing the surety and annually 
thereafter. 

(6) Each person licensed under this chapter shall keep records of in- 
formation important to the safe and effective decommissioning of the 
facility in an identified location until the license is terminated by the 
department. If records of relevant information are kept for other pur- 
poses, reference to these records and their locations may be used. In- 
formation the department considers important to decommissioning 
consists of: 

(a) Records of spills or other unusual occurrences involving the 
spread of contamination in and around the facility, equipment, or site. 
These records may be limited to instances when contamination remains 
after any cleanup procedures or when there is reasonable likelihood 
that contaminants may have spread to inaccessible areas as in the case 
of possible seepage into porous materials such as concrete. These re- 
cords shall include any known information on identification of involved 
nuclides, quantities, forms, and concentrations. 

(b) As-built drawings and modifications of structures and equip- 
ment in restricted areas where radioactive materials are used and/or 
stored, and of locations of possible inaccessible contamination such as 
buried pipes which may be subject to contamination. If required draw- 
ings are referenced, each relevant document need not be indexed indi- 
vidually. If drawings are not available, the licensee shall substitute ap- 
propriate records of available information concerning these areas and 
locations. 

(c) Records of the cost estimate performed for the decommissioning 
funding plan or of the amount certified for decommissioning, and re- 
cords of the funding method used for assuring funds if either a funding 
plan or certification is used. 


AMENDATORY SECTION (Amending Order 184, filed 7/24/91, 
effective 8/24/91) 


WAC 246-239-010 DEFINITIONS. (1) "Diagnostic clinical 


procedures manual" means a collection of written procedures that de- 
scribes each method (and other instructions and precautions) by which 
the licensee performs diagnostic clinical procedures; where each diag- 
nostic clinical procedure has been approved by the authorized user and 
includes the radiopharmaceutical, dosage, and route of administration. 


(2) "Nuclear medicine" means the intentional internal or external 
administration of unsealed radioactive material to human beings. 

((27)) (3) "Nuclear medicine technologist" means any individual 
who performs nuclear medical procedures under the supervision of a 
physician licensed pursuant to chapter 246-235 WAC. 


((@))) (4) "Prescribed dosage" means the quantity of radiopharma- 
ceutical activity as documented: 
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(а) Іп а written directive; or 

(b) Either in the diagnostic clinical procedures manual or in any 
appropriate record in accordance with the directions of the authorized 
user for diagnostic procedures. 

(5) "Radiopharmaceutical misadministration" means the adminis- 


tration of: 


(a) A radiopharmaceutical dosage greater than 30 microcuries of 
sodium iodide І-123, 1-125 or 1-131: 

(1) Involving the wrong patient or wrong radiopharmaceutical; or 

(ii) When both the administered dosage differs from the prescribed 
dosage by more than twenty percent of the prescribed dosage, and the 
difference between the administered dosage and prescribed dosage ex- 


ceeds 30 microcuries; 


(b) A therapeutic radiopharmaceutical dosage, other than sodium 
iodide 1-123, I-125 or 1-131: 

(i) Involving the wrong patient, wrong radiopharmaceutical, or 
wrong route of administration; or 

(ii) When the administered dosage differs from the prescribed dos- 
age by more than twenty percent of the prescribed dosage; 

(c) A diagnostic radiopharmaceutical dosage, other than quantities 
greater than 30 microcuries of sodium iodide 1-123, 1-125 ог 1-131, 
both: 

(i) Involving the wrong patient, wrong radiopharmaceutical, wrong 
route of administration, or when the administered dosage differs from 
the prescribed dosage; and 

(ii) When the dose to the patient exceeds 5 rems effective dose 
equivalent or 50 rems dose equivalent to any individual organ. 

(6) "Recordable radiopharmaceutical event" means the administra- 
tion of: 

(a) A radiopharmaceutical without a written directive where a writ- 
ten directive is required; 

(b) A radiopharmaceutical where a written directive is required 
without daily recording of each administered radiopharmaceutical dos- 
age in the appropriate record; 

(c) A radiopharmaceutical dosage greater than 30 microcuries of 
sodium iodide 1-123, I-125 ог 1-131 when both: 

(i) The administered dosage differs from the prescribed dosage by 
more than ten percent of the prescribed dosage; and 

(ii) The difference between the administered dosage and prescribed 


dosage exceeds 15 microcuries; 
(7) "Training" means instruction or experience acquired under the 


direct supervision of a physician, a certified/registered nuclear medi- 
cine technologist, and/or a qualified expert who has the necessary 
knowledge and training to advise personnel on radiation protection. 


(8) "Written directive" means an order in writing for a specific pa- 
tient, dated and signed by an authorized user prior to the administra- 
tion of a radiopharmaceutical, containing the following information: 

(a) For any administration of quantities greater than 30 microcuries 
of sodium iodide 1-123, 1-125 or 1-131: The dosage; 

(b) For a therapeutic administration of a radiopharmaceutical other 
than sodium iodide 1-123, 1-125 or 1-131: The radiopharmaceutical, 
dosage, and route of administration. 


NEW SECTION 


WAC 246-239-015 QUALITY MANAGEMENT PROGRAM. 
(1) Each applicant or licensee under this chapter, as applicable, shall 
establish and maintain a written quality management program to pro- 
vide high confidence that radioactive material will be administered as 
directed by the authorized user. The quality management program 
shall include written policies and procedures to meet the following 
specific objectives: 

(a) That, prior to administration, a written directive is prepared for: 
(i) Any administration of quantities greater than thirty microcuries of 
sodium iodide I-123, 1-125 or 1-131, or (ii) any therapeutic adminis- 
tration of a radiopharmaceutical, other than sodium iodide 1-123, І- 
125 or 1-131. A written revision to an existing written directive may 
be made for any diagnostic or therapeutic procedure provided that the 
revision is dated and signed by an authorized user prior to the admin- 
istration of the radiopharmaceutical dosage. If a delay would jeopar- 
dize the patient's health, an oral directive or revision to an existing 
written directive will be acceptable, provided that the oral revision is 
documented immediately in the patient's record and a revised written 
directive is signed by the authorized user within forty-eight hours of 
the oral revision; 

(b) That, prior to each administration, the patient's identity is veri- 
fied by more than one method as the individual named in the written 
directive; 


Washington State Register, Issue 91-24 


(c) That each administration is in accordance with the written di- 
rective; and 

(d) That any unintended deviation from the written directive is 
identified and evaluated, and appropriate action is taken. 

(2) The licensee shall: 

(a) Develop procedures for and conduct a review of the quality 
management program including, since the last review, an evaluation of: 
(i) A representative sample of patient administrations, (ii) all recorda- 
ble radiopharmaceutical events, and (iii) all radiopharmaceutical 
misadministrations to verify compliance with all aspects of the quality 
management program; these reviews shall be conducted at intervals not 
to exceed twelve months; 

(b) Evaluate each of these reviews to determine the effectiveness of 
the quality management program and, if required, make modifications 
to meet the objectives of subsection (1) of this section; and 

(c) Retain records of each review, including the evaluations and 
findings of the review, in an auditable form for three years. 

(3) The licensee shall evaluate and respond to each recordable radi- 
opharmaceutical event, within thirty days after its discovery, by: 

(a) Assembling the relevant facts including the cause; 

(b) Identifying what, if any, corrective action is required to prevent 
recurrence; and 

(c) Retaining a record, in an auditable form, for three years, of the 
relevant facts and what corrective action, if any, was taken. 

(4) The licensee shall retain: 

(a) Each written directive; and 

(b) A record of each administered radiopharmaceutical dosage 
where a written directive is required by subsection (1)(a) of this sec- 
tion, in an auditable form, for three years after the date of 
administration. 

(5) The licensee may make modifications to the quality management 
program to increase the program's efficiency provided the program's 
effectiveness is not decreased. The licensee shall furnish the modifica- 
tion to the department within thirty days after the modification has 
been made. 

(6)(a) Each applicant for a new license, as applicable, shall submit 
to the department a quality management program as part of the appli- 
cation for a license and implement the program upon issuance of the 
license by the department. 

(b) Each existing licensee, as applicable, shall submit to the depart- 
ment by January 1, 1992, a written certification that the quality man- 
agement program has been implemented along with a copy of the 
program. 


NEW SECTION 


WAC 246-239-025 NOTIFICATIONS, RECORDS, AND RE- 
PORTS OF RADIOPHARMACEUTICAL 
MISADMINISTRATIONS. (1) Thc licensee shall notify the depart- 
ment by telephone at (206) 682-5327 no later than the next calendar 
day after the discovery of a radiopharmaceutical misadministration. 

(2) The licensee shall notify the patient or the patient's responsible 
relative or guardian (hereinafter referred to as "the patient") of the 
radiopharmaceutical misadministration not later than twenty-four 
hours after its discovery, unless the referring physician personally in- 
forms the licensee either that the physician will inform the patient or 
that, based on medical judgment, telling the patient would be harmful. 
The licensee is not required to notify the patient without first consult- 
ing the referring physician. If the referring physician or patient cannot 
be reached within twenty-four hours, the licensee shall notify the pa- 
tient as soon as possible thereafter. The licensee may not delay any 
appropriate medical care for the patient, including any necessary re- 
medial care as a result of the radiopharmaceutical misadministration, 
because of any delay in notification. 

(3) The licensee shall submit a written report to the department 
within fifteen days after discovery of the radiopharmaceutical 
misadministration. The written report must include the licensee's 
name; the prescribing physician's name; a brief description of the 
event; why the event occurred; the effect on the patient; what improve- 
ments are needed to prevent recurrence; actions taken to prevent re- 
currence; whether the licensee notified the patient, and if not, why not, 
and if the patient was notified, what information was provided to the 
patient. The report shall not include the patient's name or other iden- 
tifying information. 

(4) If the patient was notified, the licensee shall also furnish, within 
fifteen days after discovery of the  radiopharmaceutieal 
misadministration, a written report to the patient by sending either: 

(a) A copy of the report that was submitted to the department; or 
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(b) А brief description of both the radiopharmaceutical 
misadministration and the consequences, as they may affect the pa- 
tient, and a statement informing the patient that the report submitted 
to the department can be obtained from the licensee. 

(5) Each licensee shail retain a record of each radiopharmaceutical 
misadministration for five years. The record shall contain the names of 
all individuals involved (including the physician, allied health person- 
nel, the patient, and the patient's referring physician), the patient's 
Social Security number or identification number if one has been as- 
signed, а brief description of the  radiopharmaceutical 
misadministration, why it occurred, the effect on the patient, what im- 
provements are needed to prevent recurrence, and the actions taken to 
prevent recurrence. 

(6) Aside from the notification requirement, nothing in this section 
affects any rights or duties of licensees and physicians in relation to 
_ each other, patients, or the patient's responsible relatives or guardians. 


NEW SECTION 


WAC 246-240-010 DEFINITIONS. As used in this chapter, the 
following definitions apply: А 

(1) "Brachytherapy" means а method of radiation therapy іп which 
sealed sources are utilized to deliver a radiation dose at a distance of 
up to a few centimeters, by surface, intracavitary, or interstitial 
application. 

(2) "Prescribed dose” means: 

(a) For gamma stereotactic radiosurgery, the total dose as docu- 
mented in the written directive; 

(b) For teletherapy, the total dose and dose per fraction as docu- 
mented in the written directive; or 

(c) For brachytherapy, either the total source strength and exposure 
time, or the total dose, as documented in the written directive. 

(3) "Recordable therapy event" means the administration of: 

(a) Radiation without a written directive where a written directive is 
required; 

(b) Radiation where a written directive is required without daily re- 
cording of each radiation dose in the appropriate record; 

(c) A teletherapy radiation dose when the calculated weekly admin- 
istered dose is fifteen percent greater than the weekly prescribed dose; 
or 

(d) A brachytherapy radiation dose when the calculated adminis- 
tered dose to the treatment site differs from the prescribed dose by 
more than ten percent of the prescribed dose. 

(4) "Teletherapy" means therapeutic irradiation in which the source 
of radiation is at a distance from the body. 

(5) "Therapy misadministration" means the administration of: 

(a) A gamma stereotactic radiosurgery radiation dose: 

(i) Involving the wrong patient or wrong treatment site; or 

(ii) When the calculated total administered dose differs from the to- 
tal prescribed dose by more than ten percent of the total prescribed 
dose; 

(b) A teletherapy radiation dose: 

(i) Involving the wrong patient, wrong mode of treatment, or wrong 
treatment site; 

(ii) When the treatment consists of three or fewer fractions and the 
calculated total administered dose differs from the total prescribed 
dose by more than ten percent of the total prescribed dose; 

(iii) When the calculated weekly administered dose is thirty percent 
greater than the weekly prescribed dose; or 

(iv) When the calculated total administered dose differs from the 
total prescribed dose by more than twenty percent of the total pre- 
scribed dose; 

(c) A brachytherapy radiation dose: 

(i) Involving the wrong patient, wrong radioisotope, or wrong treat- 
ment site (excluding, for permanent implants, seeds that were im- 
planted in the correct site but migrated outside the treatment site); 

(i3) Involving a sealed source that is leaking; 

(iii) When, for a temporary implant, one or more sealed sources are 
not removed upon completion of the procedure; or 

(iv) When the calculated administered dose to the treatment site 
differs from the prescribed dose by more than twenty percent of the 
prescribed dose. 

(6) "Written directive" means an order in writing for a specific pa- 
tient, dated and signed by an authorized user prior to the administra- 
tion of radiation, except as specified in (d) of this subsection, contain- 
ing the following information: 

(a) For gamma stereotactic radiosurgery: Target coordinates, 
collimator size, plug pattern, and total dose; 
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(b) For teletherapy: The total dose, dose per fraction, treatment site, 
and overall treatment period; 

(c) For high-dose-rate remote afterloading brachytherapy: The ra- 
dioisotope, treatment site, and total dose; or 

(d) For all other brachytherapy, (i) prior to implantation: The ra- 
dioisotope, number of sources, and source strengths; and (ii) after im- 
plantation but prior to completion of the procedure: The radioisotope, 
treatment site, and total source strength and exposure time (or, equiv- 
alently, the total dose). 


NEW SECTION 


WAC 246-240-015 QUALITY MANAGEMENT PROGRAM. 
(1) Each applicant or licensee under this chapter, as applicable, shall 
establish and maintain a written quality management program to pro- 
vide high confidence that radiation will be administered as directed by 
the authorized user. The quality management program shall include 
written policies and procedures to meet the following specific 
objectives: 

(a) That, prior to administration, a written directive is prepared for: 
(i) Any teletherapy radiation dose, (ii) any gamma stereotactic 
radiosurgery radiation dose, (iii) any brachytherapy radiation dose. A 
written revision to an existing written directive may be made for any 
therapeutic procedure provided that the revision is dated and signed by 
an authorized user prior to the administration of the brachytherapy 
dose, the gamma stereotactic dose, or the next teletherapy fractional 
dose. If a delay would jeopardize the patient's health, an oral directive 
or revision to an existing written directive will be acceptable, provided 
that the oral revision is documented immediately in the patient's 
record and a revised written directive is signed by the authorized user 
within forty-eight hours of the oral revision; 

(b) That, prior to each administration, the patient's identity is veri- 
fied by more than one method as the individual named in the written 
directive; 

(c) That final plans of treatment and related calculations for brach- 
ytherapy, teletherapy, and gamma stereotactic radiosurgery are in ac- 
cordance with the respective written directives; 

(d) That each administration is in accordance with the written di- 
rective; and 

(e) That any unintended deviation from the written directive is 
identified and evaluated, and appropriate action is taken. 

(2) The licensee shall: 

(a) Develop procedures for and conduct a review of the quality 
management program including, since the last review, an evaluation of: 
(i) A representative sample of patient administrations, (ii) all recorda- 
ble therapy events, and (iii) all therapy misadministrations to verify 
compliance with all aspects of the quality management program; these 
reviews shall be conducted at intervals not to exceed twelve months; 

(b) Evaluate each of these reviews to determine the effectiveness of 
the quality management program and, if required, make modifications 
to meet the objectives of subsection (1) of this section; and 

(c) Retain records of each review, including the evaluations and 
findings of the review, in an auditable form for three years. 

(3) The licensee shall evaluate and respond to each recordable ther- 
apy event, within thirty days after its discovery, by: 

(a) Assembling the relevant facts including the cause; 

(b) Identifying what, if any, corrective action is required to prevent 
recurrence; and 

(c) Retaining a record, in an auditable form, for three years, of the 
relevant facts and what corrective action, if any, was taken. 

(4) The licensee shall retain: 

(a) Each written directive; and 

(b) A record of each administered radiation dose where a written 
directive is required by subsection (1)(a) of this section, in an 
auditable form, for three years after the date of administration. 

(5) The licensee may make modifications to the quality management 
program to increase the program's efficiency provided the program's 
effectiveness is not decreased. The licensee shall furnish the modifica- 
tion to the department within thirty days after the modification has 
been made. 

(6)(a) Each applicant for a new license, as applicable, shall submit 
to the department a quality management program as part of the appli- 
cation for a license and implement the program upon issuance of the 
license by the department. 

(b) Each existing licensee, as applicable, shall submit to the depart- 
ment by January 1, 1992, a written certification that the quality man- 
agement program has been implemented along with a copy of the 
program. 
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NEW SECTION 


WAC 246-240-050 NOTIFICATIONS, RECORDS, AND RE- 
PORTS OF THERAPY MISADMINISTRATIONS. (1) The licens- 
ee shall notify by telephone the division of radiation protection at 
(206) 682-5327 no later than the next calendar day after the discovery 
of a therapy misadministration. 

(2) The licensee shall notify the patient or the patient's responsible 
relative or guardian (hereinafter referred to as "the patient") of the 
therapy misadministration not later than twenty-four hours after its 
discovery, unless the referring physician personally informs the licensee 
either that the physician will inform the patient or that, based on 
medical judgment, telling the patient would be harmful. The licensee is 
not required to notify the patient without first consulting the referring 
physician. If the referring physician or patient cannot be reached 
within twenty-four hours, the licensee shall notify the patient as soon 
as possible thereafter. The licensee may not delay any appropriate 
medical care for the patient, including any necessary remedial care as 
a result of the therapy misadministration, because of any delay in 
notification. 

(3) The licensee shall submit a written report to the department 
within fifteen days after discovery of the therapy misadministration. 
The written report must include the licensee's name; the prescribing 
physician's name; a brief description of the therapy misadministration; 
why it occurred; the effect on the patient; what improvements are 
needed to prevent recurrence; actions taken to prevent recurrence; 
whether the licensee notified the patient, and if not, why not, and if the 
patient was notified, what information was provided to the patient. The 
report shall not include the patient's name or other identifying 
information. 

(4) If the patient was notified, the licensee shall also furnish, within 
fifteen days after discovery of the therapy misadministration, a written 
report to the patient by sending either: 

(a) A copy of the report that was submitted to the department; or 

(b) A brief description of both the therapy misadministration and 
the consequences, as they may affect the patient, and a statement in- 
forming the patient that the report submitted to the department can be 
obtained from the licensee. 

(5) Each licensee shall retain a record of each therapy 
misadministration for five years. The record must contain the names of 
all individuals involved (including the physician, allied health person- 
nel, the patient, and the patient's referring physician), the patient's 
Social Security number or identification number if one has been as- 
signed, a brief description of the therapy misadministration, why it oc- 
curred, the effect on the patient, what improvements are needed to 
prevent recurrence, and the actions taken to prevent recurrence. 

(6) Aside from the notification requirement, nothing in this section 
affects any rights or duties of licensees and physicians in relation to 
each other, patients, or the patient's responsible relatives or guardians. 


AMENDATORY SECTION (Amending Order 121, filed 12/27/90, 
effective 1/31/91) 


WAC 246-243-050 INTERNAL AUDIT AND TRAINING. 
(1) Each licensee shall conduct the internal audit required by WAC 
((482-22-070)) 246-235-080 (((63)) (5)(c) at intervals not to exceed 
three months. The audit should be done by management or the radia- 
tion safety officer and shall cover a review or spot checks of the records 
required by WAC ((402—12-080,402—24—085.02—24—125,-402-24- 
+70—402-36-060>—402-36-670—402-36-080—402-36-090—402-36= 


э , , ü ü 


36=+57)) 246-220-020, 246-221-110, 246-221--160, 246-221-230, 

246-243-080, 246-243-090, 246-243-100, 246-243-110, 246-243- 

120, 246-243-130, 246-243-150, 246-243-190, 246-243-200, апа 
` 246-243-220, and conditions of the license. 

(2) Each ((radiographer)) individual performing radiography shall 
be audited at intervals not to exceed three months during the perform- 
ance of radiography, to assure that the license provisions, regulations, 
and the licensees operating and emergency procedures are followed by 
radiographers and radiographer's assistants. If a radiographer or a 
radiographer's assistant has not participated іп a radiographic opera- 
tion for more than three months since the last audit, that individual's 
performance must be observed and recorded the next time the individ- 


ual participates in а radiographic operation. This audit shall be per- 
formed by the radiation safety officer, management, or the most expe- 


rienced radiographers available. Results of this audit shall be recorded. 
(3) Records of the interna! audits required by subsections (1) and 
(2) of this section shall be maintained for ((two)) three years. 
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(4) Training required by WAC ((402-22-078)) 246-235-080 (5)(a) 
shall be conducted in accordance with the conditions of the license and 
subject to the following criteria: 

(a) Initial training must be completed before a person can act as a 
radiographer or radiographer's assistant; 

(b) Periodic retraining must be conducted at least annually; 

(c) Records showing compliance with these training requirements 
must be maintained for at least one year following termination of 
employment. 


AMENDATORY SECTION (Amending Order 121, filed 12/27/90, 
effective 1/31/91) 


WAC 246-243-190 RADIATION SURVEYS AND SURVEY 
RECORDS. (1) No radiographic operation shall be conducted unless 
calibrated and operable radiation survey instrumentation as described 
іп WAC ((402=36-066)) 246-243-080 is available and used at each 
site where radiographic exposures are made and at the storage area 


whenever a radiographic exposure device, a storage container, or 


source is being placed in storage. 
(2) A physical radiation survey shall be made after each radio- 


graphic exposure utilizing radiographic exposure devices or sealed 
sources of radioactive material to determine that the sealed source has 
been returned to its shielded position. The entire circumference of the 
radiographic exposure device shall be surveyed. If the radiographic ex- 
posure device has a source guide tube, the survey shall include the 
guide tube. 

(3) A physical radiation survey shall be made to determine that 
each sealed source is in its shielded condition prior to securing the 
radiographic exposure device or storage container as specified in WAC 
((402-36-048)) 246-243-060. Тһе entire circumference of the radio- 
graphic exposure device shall be surveyed. If the radiographic exposure 


device has a source guide tube, the survey shall include the guide tube. 
(4) A physical radiation survey shall be made of the boundary of the 


restricted area during radiographic operations not employing shielded 
room radiography. The maximum survey reading at the boundary shall 
be recorded. The records shall indicate approximate distance from 
source to boundaries, whether or not the exposed source is collimated 
and any occupied areas with exposure levels greater than 2 mR in any 
hour during radiographic operations. 

(5) Records required by subsections (3) and (4) of this section shall 
include the model and serial number of the survey meter used and 
shall be maintained for inspection by the department for ((two)) three 
years after completion of the survey. If the survey was used to deter- 
mine an individual's exposure, however, the records of the survey shall 
be maintained until the department authorizes their disposition. 


WSR 91-24-098 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(Veterinary Board of Governors) 
[Order 221B— Filed December 4, 1991, 2:29 p.m.] 


Date of Adoption: October 28, 1991. 

Purpose: Housekeeping changes only. Changing obso- 
lete WAC numbers to the current Title 246 numbers. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-933-010 Definitions; 246-933- 
020 Objectives; 246-933-030 Degree of skills; 246-933- 
050 Emergency care of animals of unknown ownership; 
246-933-070 Emergency services; 246-933-080 Hones- 
ty, integrity and fair dealing; 246-933-090 Validation of 
health certificate; 246-933-100 Inspection of animals; 
246-933-140 Prohibited publicity and advertising; 246- 
933-150 Honoring of publicity and advertisements; 246- 
933-240 Practical examination requirement; 246-933- 
260 Frequency and location of examinations; 246-933- 
270 Examination results; 246-933—310 Definitions; 246— 
933-320 General requirements for all veterinary medical 
facilities; 246-933-330 Minimum physical facilities; 
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246-933-340 Practice management; 246-933-420 Basic 
requirements—A mount; 246-933-430 Effective date of 
requirement; 246-933-440 Exceptions; 246-933-450 
Qualification of program for continuing education credit; 
246-933-470 Continuing education—Certificate of 
compliance; 246-933-480 AIDS prevention and infor- 
mation education requirements; 246-933-620 Approval 
of substance abuse monitoring programs; 246-933-630 
Participation in approved substance abuse monitoring 
program; 246-935-010 Definitions; 246-935-030 
Grounds for denial, suspension or revocation of registra- 
tion; 246-935-040 Responsibilities of veterinarian su- 
pervising an animal technician or an unregistered assist- 
ant; 246-935-060 Approval of post high school courses; 
246-935-070 Examination for registration as animal 
technician; 246-935-080 Grading of examinations; 246- 
935-090 Examination review procedures; 246-935-100 
Reexamination; 246-935-110 Examination procedures; 
246-935-120 Frequency and location of examination; 
246-935-130 AIDS prevention and information educa- 
tion requirements; and 246-935-140 Disciplinary rein- 
statement procedures. 

Statutory Authority for Adoption: Statutory Authori- 
ty is RCW 18.92.030 for each rule. In addition, RCW 
70.24.270 authorizes WAC 246-933-480 and 246-935- 
130; and RCW 18.130.050 authorizes WAC 246-933- 
620 and 246-933-630. 

Pursuant to notice filed as WSR 91-19-021 on Sep- 
tember 9, 1991. 

PASZE Date of Rule: Тһігіу-опе days after filing. 

October 28, 1991 
Dr. Susan M. Shirley 
Chairwoman 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-010 DEFINITIONS. ((69—Ра= 
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and-mcthrył-phenidate:)) For the purposes of this chap- 
ter, the following words and phrases shall have the fol- 
lowing meanings unless the context clearly indicates 
otherwise. Unless stated, words used in the singular may 
be read in the plural. 

(1) "Advertise" means to announce publicly by any 
form of media in order to aid directly or indirectly in the 
sale of a commodity or service. 

2) "Animal" means any species normally recognized 
as treatable by veterinary medicine. 

(3) "Controlled substances" as defined in RCW 
69.50.101. 

(4) "Department" means the department of health. 

(5) "Drugs" as defined in RCW 69.50.101. 

(6) "Health certificate" means a written testimony to 
the fact that an animal is in a certain state of health. 

(7) "Nonnarcotic Schedule II controlled substance" 
means: Amphetamine, its salts, optical isomers, and salts 
of its optical isomers; phenmetrazine and its salts; any 
substance which contains any quantity of methampheta- 
mine, including 145 salts, isomers, and salts of its isomers; 
and methyl phenidate. 


8) "Patient" means any animal under the care and 
treatment of a veterinarian. 

9) "Secretary" means the secretar 
ment of health. 

10) "Veterinary board of governors" is that board 


appointed by the governor pursuant to chapter 18.92 
RCW. 


of the depart- 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-020 OBJECTIVES. The principal 
objectives of the veterinary profession are to render vet- 
erinary services to society, to assist in conserving live- 
stock resources, and to assist in relieving suffering of an- 
imals. The veterinarian shall always endeavor to ((соп- 


ducthimsetfor-hersetf)) act in such a manner to further 


these objectives. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-030 DEGREE OF SKILLS. The 


( 

)) veterinarian 
shall endeavor to keep abreast of new developments in 
veterinary medicine, surgery and dentistry, and shall en- 
deavor to improve his or her knowledge and skill in the 
practice of veterinary medicine, surgery and dentistry. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-050 EMERGENCY CARE OF 
ANIMALS OF UNKNOWN OWNERSHIP. The vet- 
erinarian shall endeavor to provide at least minimal 
treatment to alleviate the suffering of an animal pre- 
sented in the absence of the owner or ((hts)) the owner's 
agent. 
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AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-070 EMERGENCY SERVICES. 
(1) Emergency services shall mean the delivery of veter- 
inary care by a licensed veterinarian during the hours 
when the majority of regional, daytime veterinary prac- 
tices have no regularly scheduled office hours (are 
closed). 

(2) Emergency service shall be provided at all times. 
This requirement does not mean that a veterinary medi- 
cal facility ((must)) shall be open to the public at all 
times but that the provision of professional services must 
be accomplished by appropriate means including the as- 
signment of veterinarians or cooperation between prac- 
tices or after-hours emergency veterinary medical facili- 
ties serving the area. In the absence of an emergency 
veterinary medical facility serving the area, the phone 
shall be answered at all times so that inquirers can be 
told if the veterinarian is available and, if not, where 
emergency service is available. 

(3) A veterinarian who represents, in any way, that he 
or she provides emergency veterinary services, including 
but not limited to, using names or terms such as "after 
hours clinic," or "after hours veterinary hospital," or use 
of the word "emergency" in any way, shall include in all 
advertisements the following information: 

The availability of the veterinarian who is to provide 
emergency services, in print at least as large as that used 
to advertise the availability of emergency services, as 
either: 

(a) "Veterinarian on premises," or term of like im- 
port, which phrase shall be used when there is a veteri- 
narian actually present at the facility who is prepared to 
render veterinary services and the hours such services 
are available; or 

(b) "Veterinarian on call," or term of like import, 
which phrase shall be used when the veterinarian is not 
present at the hospital, but is able to respond within a 
reasonable time to requests for emergency veterinary 
services and has been designated to so respond. 

(4) All licensees shall comply with this section by 
December 1, 1989. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-080 HONESTY, INTEGRITY 
AND FAIR DEALING. A veterinarian's ((shatt-con- 
duct-his/her)) practice shall be conducted on the highest 
plane of honesty, integrity and fair dealing with 
((his#her)) clients in time and services rendered, and іп 
the amount charged for services, facilities, appliances 
and drugs. It is unprofessional and unethical for a veter- 
inarian to attempt to mislead or deceive a client or to 
make untruthful statements or representations to a 
client. 

It is also unprofessional and unethical for a veterinar- 
ian to attempt to dissuade a client from filing a disci- 
plinary complaint by, but not limited to, a liability re- 
lease, waiver, or written agreement, wherein the client 
assumes all risk or releases the veterinarian from liabili- 
ty for any harm, damage, or injury to an animal while 
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under the care, custody, or treatment by the 
veterinarian. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-090 VALIDATION OF HEALTH 
CERTIFICATE. It is unethical to sign or otherwise val- 
idate any health certificate without actually, physically 
inspecting the animal. A health certificate ((must)) shall 
be dated as of the time of examination. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-100 INSPECTION OF ANI- 
MALS. It is unethical for a veterinarian when employed 
to inspect an animal for health and soundness, to accept 
a fee or other compensation in relation to the inspection 
from a person other than ((his)) the veterinarian's 
employer. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-140 PROHIBITED PUBLICITY 
AND ADVERTISING. A veterinarian shall not, on be- 
half of himself or herself, ((hris-or-her)) any partner, 
associate or ((any)) other veterinarian affiliated with his 
or her office or clinic, use or allow to be used any form 
of public communication or advertising which: 

(1) Is false, fraudulent, deceptive or misleading; 

(2) Refers to secret methods of treatment; 

(3) Is not identified as a paid advertisement or 
solicitation; 

(4) States or implies that a veterinarian is a certified 
specialist unless ((he-or-she)) the veterinarian is certified 
in such specialty by a board recognized by the American 
((¥eterimarian)) Veterinary Medical Association. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-150 HONORING OF PUBLICI- 
TY AND ADVERTISEMENTS. (1) If a veterinarian 
advertises a fee for a service, the veterinarian ((must)) 
shall render that service for no more than the fee 
advertised. 

(2) Unless otherwise specified in the advertisement, if 
a veterinarian publishes any fee information, the veteri- 
narian shall be bound by any representation made 
therein for the periods specified in the following 
categories: 

(a) If in a publication which is published more fre- 
quently than one time per month, for a period of not less 
than thirty days after such publication. 

(b) If in a publication which is published once a 
month or less frequently, until the publication of the 
succeeding issue. 

(c) If in a publication which has no fixed date for 
publication of the succeeding issue, for a reasonable pe- 
riod of time after publication, but in no event less than 
one year. 


[ 340 ] 


Washington State Register, Issue 91-24 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-240 PRACTICAL ЕХАМІМА- 
TION REQUIREMENT. ((tn—order—to-be-icensed; 
amy)) An applicant for licensure ((after-November t; 
1979)) who has a current license by examination in an- 
other state, or who has passed a written examination 
approved by the board ((wtH)), shall be required to pass 
a practical examination prepared and administered by 
the board. This requirement may be waived for appli- 
cants who apply to licensure pursuant to RCW 
18.92.130. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-260 FREQUENCY AND LOCA- 
TION OF EXAMINATIONS. (1) The examination for 
veterinarians shall be scheduled at such times and places 
as the ((direetor)) secretary may authorize. 

(2) Should an applicant fail to appear for examination 
at the designated time and place, ((he-or-she)) the ap- 
plicant shall forfeit the examination fee unless ((he-ór 
she)) the applicant has notified the division of profes- 
sional licensing services in writing of his or her inability 
to appear for the scheduled exam at least five days be- 
fore the designated time. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-270 EXAMINATION RESULTS. 
(1) In order to pass the examination for licensure as a 
veterinarian, the applicant ((must)) shall attain a mini- 
mum grade of: 

(a) 1.5 standard deviations below the national mean 
of the criterion population on the National Board Ex- 
amination, and 

(b) 1.5 standard deviations below the national mean 
of the criterion population on the Clinical Competency 
Test, and 

(c) 70% in the Washington state examination. 

(2) Applicants who fail the National Board Examina- 
tion, the Clinical Competency Test, or the Washington 
state examination may retake the examination that they 
failed (NBE, CCT or state) by again completing an ap- 
plication and by submitting the reexamination fee to the 
division of professional licensing services: Provided, 
however, that a passing CCT score remains acceptable 
only if obtained within the last five years at the time of 
application ((and-if-taken after 1983)), and that only the 
most recently obtained CCT and NBE scores will be 
considered in an application. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-310 DEFINITIONS. (1) Veterin- 
ary medical facility: Any premise, unit, structure or ve- 
hicle where any animal is received and/or confined to be 
examined, diagnosed or treated medically, surgically or 
prophylactically, as defined in RCW 18.92.010. 
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(2) Mobile clinic: A vehicle, including a camper, mo- 
tor home, trailer or mobile home, used as a veterinary 
medical facility. A mobile clinic is not required for 
house calls or farm calls. 

(3) Aseptic surgery: Aseptic surgical technique exists 
when everything that comes in contact with the wound is 
sterile and precautions are taken to ensure such sterility 
during the procedure. These precautions include, but are 
not limited to, such things as the surgery room itself, 
sterilization procedures, scrubbing hands and arms, ster- 
ile gloves, caps and masks, sterile long-sleeved gowns, 
and sterile draping and operative techniques. 

(4) Antiseptic surgery: Antiseptic surgical technique 
exists when care is taken to avoid bacterial contamina- 
tion but the precautions are not as thorough and exten- 
sive as in aseptic surgery. Surgeons and surgical assist- 
ants ((must)) shall wear clean attire and sterile gloves, 
and the patient ((must)) shall be appropriately draped. 
A separate sterile surgical pack ((must)) shall be used 
for each animal. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-320 GENERAL REQUIRE- 
MENTS FOR ALL VETERINARY MEDICAL FA- 
CILITIES. (1) Construction and maintenance: All facil- 
ities ((must)) shall be so constructed and maintained as 
to provide comfort and safety for patients and clients. 
All areas of the premises shall be maintained in a clean 
and orderly condition, free of objectionable odors. All 
facilities ((must)) shall comply with applicable state, 
county and municipal laws, ordinances and regulations. 

(2) Ventilation: Adequate heating and cooling 
((must)) shall be provided for the comfort of the ani- 
mals, and the facility ((must)) shall have sufficient ven- 
tilation in all areas. 

(3) Lighting: Proper lighting ((must)) shall be pro- 
vided in all rooms utilized for the practice of veterinary 
medicine. Outside lighting ((słroułd)) shall be adequate 
to identify the building and to assist the clients. 

(4) Water: Potable water ((must)) shall be provided. 

(5) Basic sanitation: Any equipment, instruments or 
facilities used in the treatment of animals ((must)) shall 
be clean and sanitary at all times to protect against the 
spread of diseases, parasites and infection. 

(6) Waste disposal: Covered waste containers, imper- 
meable by water, ((must)) shall be used for the removal 
and disposal of animal and food wastes, bedding, animal 
tissues, debris and other waste. 

Disposal facilities shall be so operated as to minimize 
insect or other vermin infestation, and to prevent odor 
and disease hazards or other nuisance conditions. 

The facility shall employ a procedure for the prompt, 
sanitary and esthetic disposal of dead animals which 
complies with all applicable state, county and municipal 
laws, ordinances and regulations. 

(7) Records: Every veterinarian shall keep daily writ- 
ten reports of the animals he or she treats. Records for 
companion animals shall be kept for each animal, but 
records for economic animals may be maintained on a 
group or client basis. These records ((mmust)) shall be 
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readily retrievable and ((must)) shall be kept for a peri- 
od of three years following the last treatment or exami- 
nation. They shall include, but not be limited to, the 
following: 

(a) Name, address and telephone number of the 
owner. 

(b) Name, number or other identification of the ani- 
mal or group. 

(c) Species, breed, age, sex and color of the animal. 

(d) Immunization record. 

(e) Beginning and ending dates of custody of the 
animal. 

(f) A short history of the animal's condition as it per- 
tains to its medical status. 

(g) Physical examination findings and any laboratory 
data. 

(h) Provisional or final diagnosis. 

(i) Treatment and medication administered, pre- 
scribed or dispensed. 

(j) Surgery and anesthesia. 

(k) Progress of the case. 

(8) Storage: All supplies, including food and bedding, 
shall be stored in facilities which adequately protect 
such supplies against infestation, contamination or dete- 
rioration. Refrigeration shall be provided for all supplies 
that are of a perishable nature, including foods, drugs 
and biologicals. 

(9) Biologicals and drugs: Biologicals and other drugs 
shall be stored in such a manner as to prevent contami- 
nation and deterioration in accordance with the packag- 
ing and storage requirements of the current editions of 
the U.S. Pharmacopeia, 12601 Twinbrook Parkway, 
Rockville, Maryland 20852, and the National Formu- 
lary, Mack Publishing Company, 20th and Northampton 
Streets, Easton, Pennsylvania 18042 and/or manufac- 
turers' recommendation. 

All controlled substances shall be maintained in a 
locked cabinet or other suitable secure container in ac- 
cordance with federal and Washington state laws. 

Controlled substance records shall be readily retriev- 
able, in accordance with federal and Washington state 
laws. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-330 MINIMUM PHYSICAL FA- 
CILITIES. All veterinary medical facilities in which an- 
imals are received for medical, surgical or prophylactic 
treatment ((must)) shall have the following minimum 
facilities, but are not limited to only these facilities: 

(1) Reception room and office: Or a combination of 
the two. 

(2) Examination room: Should be separate but may 
be combined with a room having a related function, such 
as a pharmacy or laboratory. It must be of sufficient size 
to accommodate the veterinarian, patient and client. 

Examination tables ((must)) shall have impervious 
surfaces. Waste receptacles ((must)) shall be lined, cov- 
ered or in a closed compartment, and properly main- 
tained. A sink with clean or disposable towels must be 
within easy access. 
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(3) Surgery: If surgery is performed, a separate and 
distinct area so situated as to keep contamination and 
infection to a minimum; provided, however, ((that-effec- 
tive-January-1;-1988;)) a separate and distinct room so 
situated as to keep contamination and infection to a 
minimum ((wił)) shall be required. 

(4) Laboratory: ((May)) Shall be either in the facility 
or through consultative facilities, adequate to render di- 
agnostic information. 

(5) Radiology: Facilities for diagnostic radiography 
((must)) shall be available either on or off the premises. 
The facilities ((mrust)) shall meet federal and 
Washington state protective requirements and be capa- 
ble of producing good quality diagnostic radiographs. 

(6) Animal housing areas: Any veterinary medical fa- 
cility confining animals ((must)) shall have individual 
cages, pens, exercise areas or stalls to confine said ani- 
mals in a comfortable, sanitary and safe manner. 

Cages and stalls ((must)) shall be of impervious ma- 
terial and of adequate size to assure patient comfort and 
sanitation. 

Runs and exercise pens ((must)) shall be of a size to 
allow patient comfort and exercise. “((Effcctive January 
+ 1988;)) Runs and exercise pens ((must)) shall provide 
and allow effective separation of adjacent animals and 
their waste products, and ((must)) shall be constructed 
in such a manner as to protect against escape or injury. 
Floors of runs ((птазб)) shall be of impervious material. 

Animals that are hospitalized for treatment of conta- 
gious diseases ((пти5%)) shall be isolated in such a man- 
ner as to prevent the spread of contagious diseases. 


AMENDATORY SECTION (Amending Order 108В, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-340 PRACTICE МАМАСЕ- 
MENT. All veterinary medical facilities shall maintain a 
sanitary environment to avoid sources and transmission 
of infection. This includes the proper sterilization or 
sanitation of all equipment used in diagnosis or treat- 
ment and the proper routine disposal of waste materials. 

(1) Surgery: Surgery shall be performed in a manner 
compatible with current veterinary practice with regard 
to anesthesia, asepsis or antisepsis, life support and 
monitoring procedures, and recovery care. The minimum 
standards for surgery shall be: 

(a) ((Effective-Januaryt, +988) ) Aseptic or antisep- 
tic surgery shall be performed in a room designated and 
reserved for surgery and directly related 
noncontaminating activities. 

(b) The surgery room shall be clean, orderly, well 
lighted and maintained in a sanitary condition, free of 
offensive odors. 

(c) Storage in the surgery room shall be limited only 
to items and equipment related to surgery and surgical 
procedures. 

(d) Instruments and equipment utilized in the surgery 
room shall be appropriate for the type of surgical service 
being provided. 

(е) The operating table shall be constructed of a 
smooth and impervious material. 
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(f) Chemical disinfection ("cold sterilization") may be 
used only for field conditions or minor surgical proce- 
dures. Sterilizing of all appropriate equipment is ге- 
quired. ((Effective—January—t—_1988;)) Provisions for 
sterilization ((mrust)) shall include a steam pressure 
sterilizer (autoclave) or a gas sterilizer (e.g., ethylene 
oxide). 

(g) Surgical packs include towels, drapes, gloves, 
sponges and proper instrumentation. They shall be prop- 
erly prepared for sterilization by heat or gas (sufficient 
to kill spores) for each sterile surgical procedure. 

(h) For any major procedure, such as opening the ab- 
dominal or thoracic cavity or exposing bones or joints, a 
separate sterile surgical pack ((must)) shall be used for 
each animal. Surgeons and surgical assistants shall use 
aseptic technique throughout the entire surgical 
procedure. 

(i) Uncomplicated ovariohysterectomy or castration of 
normal healthy animals, and minor surgical procedures, 
such as excising small skin lesions or suturing superficial 
lacerations, may be performed under clean, antiseptic 
conditions. Surgeons and surgical assistants shall wear 
clean attire and sterile gloves, and care shall be taken to 
avoid introducing bacterial contamination. 

(j) All animals shall be properly prepared for surgery 
as follows: 

(i) Clipping and shaving of the surgical area for major 
procedures requiring aseptic technique as in (h) ((must)) 
of this subsection shall be performed in a room other 
than the surgery room. Loose hair ((must)) shall be re- 
moved from the surgical area. 

(ii) Scrubbing the surgical area with soap and water. 

(iii) Disinfecting the surgical area. 

(iv) Draping the surgical area if appropriate. 

(К) Anesthetic equipment appropriate for the type of 
patient and surgery performed shall be available at all 
times. 

(I) Compressed oxygen or other adequate means shall 
be available to be used for resuscitation. 

(m) Emergency drugs ((must)) shall be available to 
the surgery area. 

(n) Grossly contaminated procedures, such as lancing 
and draining abscesses, shall not be performed in the 
room designated for aseptic or antiseptic surgery. 

(2) Library: A library of appropriate veterinary jour- 
nals and textbooks shall be available on the premises for 
ready reference. 

(3) Laboratory: Veterinary medical facilities shall 
have the capability for use of either in-house or consul- 
tant laboratory service for blood chemistry, bacterial 
cultures and antibiotic sensitivity examinations, complete 
blood counts, histopathologic examinations and complete 
necropsies. The in-house laboratory facility shall meet 
the following minimum standards: 

(a) The laboratory room shall be clean and orderly 
with provision for ample storage. 

(b) Ample refrigeration shall be provided. 

(c) Any tests performed shall be properly conducted 
by currently recognized methods to assure reasonable 
accuracy and reliability of results. 

(4) Radiology: Veterinary medical facilities shall have 
the capability for use of either in-house or consultant 
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services for obtaining radiographs of diagnostic quality. 
Radiology equipment and use ((must)) shall be іп com- 
pliance with federal and Washington state laws, and 
((shoutd)) shall follow the guidelines approved by the 
American Veterinary Medical Association. 

(5) Biologicals and drugs: The minimum standards for 
drug procedures shall be: 

(a) All controlled substances shall be stored, main- 
tained, administered, dispensed and prescribed in com- 
pliance with federal and Washington state laws. 

(b) Among things otherwise provided by RCW 69.41- 
.050, legend drugs dispensed by a veterinarian shall be 
labeled with the following: 

(i) Name of client or identification of animal. 

(ii) Date dispensed. 

(iii) Complete directions for use. 

(iv) Name and strength of the drug. 

(v) Name of prescribing veterinarian. 

(c) A record of all drugs administered or dispensed 
Shall be kept in the client's record. In the case of com- 
panion animals this record shall be by individual animal. 

(6) Limited services: If veterinary medical services are 
limited to specific aspects of practice, 

(a) The public shall be informed of the limitation of 
services provided. 

(b) All veterinary services provided in the facility 
((must)) shall conform to the requirements for those 
services listed in WAC ((308=+53-038)) 246-933-330 
and this section. 

(c) The general requirements prescribed in WAC 
((368—153-020)) 246-933-320 shall apply to all veter- 
inary medical facilities. 

(7) Exceptions: 

(a) The standards and requirements prescribed in 
WAC ((308—153—-030)) 246-933-330(3) and subsection 
(1)(a), (с), G)(), (n) of this section, shall not apply to 
equine or food animal veterinary procedures performed 
in medical facilities. 

(b) The standards and requirements prescribed in 
WAC ((308—r53-020)) 246—933-320 (1), (2), (3), (4), 
(6), (8), ((308=+53=030)) 246-933-330 and subsections 
(1)(a), (b), (с), (е), (h), GG, (1), (n), (2), (3), (4), 
(6)(b), (с) of this section, shall not apply to equine or 
food animal veterinary procedures performed on the 
owner's premises by a veterinarian. 


AMENDATORY SECTION (Amending Order 108В, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-420 BASIC REQUIREMENT— 
AMOUNT. In the three-year period immediately pre- 
ceding the annual renewal of the license to practice vet- 
erinary medicine, the applicant ((mrust)) shall have 
completed 3-3/4 days or accumulated thirty hours of 
acceptable continuing education. 

(1) Measurement is in full academic hours only (a 
50—minute period equals one hour). A one-day course 
((wiłł)) shall constitute eight hours of credit. 

(2) Credit ((wiH)) shall be granted only for class 
hours, and not preparation hours. 


((GY Acceptable courses taken after-July-1.71977-may 
cation hours necessary for renewat:)) 
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AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-430 EFFECTIVE DATE OF RE- 
QUIREMENT. ((€45)) The effective date of the contin- 
uing education requirement ((wiłł)) shall be three years 
after (( 2 : 


renewal-datce: 
оу Witt individuati lat н 
ter)) initial licensure in this state((-whicheverisctater)). 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-440 EXCEPTIONS. The following 
are exceptions from the continuing education 
requirements: 

((69)) Upon a showing of good cause by a licensee to 
the board, the board may exempt such licensee from 
any, аі), or part of the continuing education re- 
quirement. Good cause includes, but is not limited to: 

((а3)) (1) Illness; 

((€5)) (2) Hardship to practice. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-450 QUALIFICATION OF PRO- 
GRAM FOR CONTINUING EDUCATION CRED- 
IT. Generally: Generally a formal completion of pro- 
gram of learning which contributes directly to the pro- 
fessional competence of an individual to practice veter- 
inary medicine after he/she has been licensed to do so 
((witt)) shall qualify an individual to receive credit for 
continuing education. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-470 CONTINUING EDUCA- 
TION—CERTIFICATION OF COMPLIANCE. (1) 
In conjunction with the application for renewal of licen- 
sure at the end of each three-year period as provided for 
іп WAC ((308=ł54030)) 246-933-430, each licensee 
shall submit an affidavit of compliance on a form sup- 
plied by the board indicating the thirty hours of contin- 
uing education completed by the licensee. 

(2) The board reserves the right to require any licens- 
ee to submit evidence, e.g., course or program certificate 
of training, transcript, course or workshop brochure de- 
scription, evidence of attendance, etc., in addition to the 
affidavit form in order to demonstrate compliance with 
the continuing education requirement. It is therefore the 
responsibility of each licensee to maintain records, cer- 
tificates or other evidence of compliance with the con- 
tinuing education requirements. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-480 AIDS PREVENTION AND 
INFORMATION EDUCATION REQUIREMENTS. 
(1) Definitions. 
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(a) "Acquired immunodeficiency syndrome" ог 
"AIDS" means the clinical syndrome of HIV-related 
illness as defined by the board of health by rule. 

(b) "Office on AIDS” means that section within the 
department of ((soctatand)) health ((services)) or any 
successor department with jurisdiction over public health 
matters as defined in chapter 70.24 RCW. 

(2) Application for licensure. ( (Effective September, 
+989)) Persons applying for licensure shall submit, prior 
to obtaining a license, and in addition to the other re- 
quirements for licensure, evidence to show compliance 
with the education requirements of subsection ((69)) 


(3) of this section. 
(3) ((Renewatbofticenses--Effective-with the-rencwał 


€4)) AIDS education. 

(a) Acceptable education. The board ((wiłł)) shall ac- 
cept education that is consistent with the topical outline 
available from the office on AIDS. Alternatives to for- 
mal coursework may be in the form of video tapes, pro- 
fessional journal articles, periodicals, or audio tapes, that 
contain current or updated information. Such education 
shall include the subjects of prevention, transmission and 
treatment of AIDS, and may include the following: 
Etiology and epidemiology; testing and counseling; in- 


. fection control guidelines; clinical manifestations and 


treatment; legal and ethical issues including confidenti- 
ality; and psychosocial issues to include special popula- 
tion considerations. 

(b) ((łmpłementation Effective September 1989, )) 
The requirements for licensure, renewal, or reinstate- 
ment of any license on lapsed, inactive, or disciplinary 
status shall include completion of AIDS education. All 
persons affected by this section shall show evidence of 
completion of education which meets the requirement of 
((subsectron)) (a) of this subsection. 

(c) Documentation. The licensee shall: 

(i) Certify, on forms provided, that the minimum ed- 
ucation has been completed ((after-January+1987)); 

(ii) Keep records for two years documenting atten- 
dance or description of the learning; 

(iii) Be prepared to validate, through submission of 
these records, that attendance or learning has taken 
place. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-620 APPROVAL OF SUB- 
STANCE ABUSE MONITORING PROGRAMS. The 
board ((wiĦ)) shall approve the monitoring program(s) 
which ((wił)) shall shall participate in the recovery of veteri- 
narians. The board ((wiH)) shall enter into a contract 
with the approved substance abuse monitoring 
program(s) on an annual basis. . 

(1) An approved monitoring program may provide re- 
ferrals for evaluations and/or treatment to the partici- 
pating veterinarians. 
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(2) An approved monitoring program staff ((must)) 
shall have the qualifications and knowledge of both sub- 
stance abuse as defined in this chapter and the practice 
of veterinary medicine to be able to evaluate: 

(a) Drug screening laboratories; 

(b) Laboratory results; 

(c) Providers of substance abuse treatment, both indi- 
vidual and facilities; 

(d) Veterinarians' support groups; 

(e) The veterinarians' work environment; and 

(f) The ability of the veterinarian to practice with 
reasonable skill and safety. 

(3) An approved monitoring program ((wił)) shall 
enter into a contract with the veterinarian and the board 
to oversee the veterinarian's compliance with the re- 
quirements of the program. 

(4) An approved monitoring program staff ((shoutd)) 
shall evaluate and recommend to the board, on an indi- 
vidual basis, whether a veterinarian will be prohibited 
from engaging in the practice of veterinary medicine for 
a period of time and restrictions, if any, on the veterin- 
arian's access to controlled substances in the work place. 

(5) An approved monitoring program shall maintain 
records on participants. 

(6) An approved monitoring program ((wiH)) shall be 
responsible for providing feedback to the veterinarian as 
to whether treatment progress is acceptable. 

(7) An approved monitoring program shall report to 
the board any veterinarian who fails to comply with the 
requirements of the monitoring program. 

(8) An approved monitoring program shall provide the 
board with a statistical report on the program, including 
progress of participants, at least annually, or more fre- 
quently as requested by the board. Progress reports shall 
not include names or any identifying information 
regarding voluntary participants. 

(9) The board shall approve and provide the monitor- 
ing program guidelines on treatment, monitoring, and/or 
limitations on the practice of veterinary medicine for 
those participating in the program. 

(10) An approved monitoring program shall provide 
for the board a complete financial breakdown of cost for 
each individual veterinary participant by usage at an in- 
terval determined by the board in the annual contract. 

(11) An approved monitoring program shall provide 
for the board a complete annual audited financial 
statement. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-933-630 PARTICIPATION IN AP- 
PROVED SUBSTANCE ABUSE MONITORING 
PROGRAM. (1) In lieu of disciplinary action, the vet- 
erinarian may accept board referral into an approved 
substance abuse monitoring program. 

(a) The veterinarian shall undergo a complete physi- 
cal and psychosocial evaluation before entering the ap- 
proved monitoring program. This evaluation will be per- 
formed by health care professionals with expertise in 
chemical dependency. 

(b) The veterinarian shall enter into a contract with 
the approved substance abuse monitoring program to 
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comply with the requirements of the program which 
shall include, but not be limited to the following: 

(i) The veterinarian ((wił)) shall agree to remain free 
of all mind-altering substances, including alcohol, except 
for medications prescribed by an authorized prescriber, 
as defined in RCW 69.41.030 and 69.50.101. 

(ii) The veterinarian ((wiH)) shall submit to random 
drug screening as specified by the approved monitoring 
program. 

(iii) The veterinarian shall sign a waiver allowing the 
approved monitoring program to release information to 
the board if the veterinarian does not comply with the 
requirements of this contract. 

(iv) The veterinarian ((wiH)) shall undergo approved 
substance abuse treatment in an approved treatment 
facility. 

(v) The veterinarian ((must)) shall complete the pre- 
scribed aftercare program of the approved treatment fa- 
cility, which may include individual and/or group 
psychotherapy. 

(vi) The veterinarian ((mrust)) shall cause the treat- 
ment counselor(s) to provide reports to the approved 
monitoring program at specified intervals. Reports shall 
include treatment prognosis and goals. 

(vii) The veterinarian ((wiH)) shall attend veterinari- 
ans' support groups and/or twelve-step group meetings 
as specified by the contract. 

(viii) The veterinarian ((wił)) shall comply with 
specified practice conditions and restrictions as defined 
by the contract. 

(ix) Except for (b)(1) through (iii) of this subsection, 
an approved monitoring program may make an excep- 
tion to the foregoing requirements on individual 
contracts. 

(c) The veterinarian is responsible for paying the costs 
of the physical and psychosocial evaluation, substance 
abuse treatment, random drug screens, and therapeutic 
group sessions. 

(d) The veterinarian may be subject to disciplinary 
action under RCW 18.130.160 and 18.130.180 if the 
veterinarian does not consent to be referred to the ap- 
proved monitoring program, does not comply with speci- 
fied practice restrictions, or does not successfully com- 
plete the program. 

(2) A veterinarian who is not being investigated or 
monitored by the board for substance abuse and who is 
not currently the subject of current disciplinary action, 
may voluntarily participate in the approved substance 
abuse monitoring program without being referred by the 
board. Such voluntary participants shall not be subject 


: to disciplinary action under RCW 18.130.160 and 18- 


.130.180 for their substance abuse, and shall not have 
their participation made known to the board if they meet 
the requirements of the approved monitoring program: 

(a) The veterinarian shall undergo a complete physi- 
cal and psychosocial evaluation before entering the ap- 
proved monitoring program. This evaluation ((wiH)) 
shall be performed by health care professional(s) with 
expertise in chemical dependency. 

(b) The veterinarian shall enter into a contract with 
the approved substance abuse monitoring program to 
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comply with the requirements of the program which тау 
include, but not be limited to the following: 

(i) The veterinarian ((wił)) shall undergo approved 
substance abuse treatment in an approved treatment 
facility. 

(ii) The veterinarian ((wiH)) shall agree to remain 
free of all mind-altering substances, including alcohol, 
except for medications prescribed by an authorized pre- 
scriber as defined in RCW 69.41.030 and 69.50.101. 

(iii) The veterinarian ((must)) shall complete the pre- 
scribed aftercare program of the approved treatment fa- 
cility, which may include individual and/or group 
psychotherapy. 

(iv) The veterinarian ((must)) shall cause the treat- 
ment counselor(s) to provide reports to the approved 
monitoring program at specified intervals. Reports shall 
include treatment prognosis and goals. 

(v) The veterinarian ((wił)) shall submit to random 
observed drug screening as specified by the approved 
monitoring program. 

(vi) The veterinarian ((wił)) shall attend veterinari- 
ans' support groups and/or twelve-step group meetings 
as specified by the contract. 

(vii) The veterinarian ((wiłł)) shall comply with prac- 
tice conditions and restrictions as defined by the 
contract. 

(viii) The veterinarian shall sign a waiver allowing the 
approved monitoring program to release information to 
the board if the veterinarian does not comply with the 
: requirements of this contract. 

(ix) Except for (b)(ii) through (iii) of this subsection, 
an approved monitoring program may make an excep- 
tion to the foregoing requirements on individual 
contracts. 

(c) The veterinarian is responsible for paying the costs 
of the physical and psychosocial evaluation, substance 
abuse treatment, random drug screens, and therapeutic 
group sessions. 

(3) Treatment and pretreatment records shall be con- 
fidential as provided by law. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-010 DEFINITIONS. (1) "Animal 
technician" shall mean any person who has met the re- 
quirements of RCW 18.92.015 and who is registered as 
required by chapter 18.92 RCW. 

(2) (¢ mari 
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in-tife:)) "Direct supervi- 


sion" shall mean the supervisor is on the premises, is 
quickly and easily available and the animal has been ex- 
amined by a veterinarian at such times as acceptable 
veterinary medical practice requires, consistent with the 
particular delegated animal health care task. 

(3) "Emergency" means that the animal has been 
placed in a life-threatening condition where immediate 
treatment is necessary to sustain life. 

(4) "Immediate supervision” shall mean the supervisor 
is in audible and visual range of the animal patient_and 
the person treating the patient. 

5) "Indirect supervision" shall mean the supervisor is 
not on the premises, but has given either written or oral 
instructions for treatment of the animal patient and the 
animal has been examined by a veterinarian at such 
times as acceptable veterinary medical practice requires, 
consistent with the particular delegated animal health 
care task and the animal is not anesthetized. 

(6) "Supervisor" shall mean a veterinarian or, if a 
task so provides, an animal technician. 

(7) "Unregistered assistant" shall mean any individual 
who is not an animal technician or veterinarian. 

(8) "Veterinarian" shall mean a person authorized by 
chapter 18.92 RCW to practice veterinary medicine in 
the state of Washington. 


(9) "Veterinary medical facility" is as defined by 
WAC 246-933-310. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-030 GROUNDS FOR DENIAL, 
SUSPENSION OR REVOCATION OF REGISTRA- 
TION. The board may suspend, revoke or deny the issu- 
ance or renewal of registration of any animal technician 
and file its decision in the ((director's)) secretary's office 
if the animal technician: 

(1) Has employed fraud or misrepresentation in ap- 
plying for or obtaining the registration; 

(2) Has within ten years prior to the date of applica- 
tion been found guilty of a criminal offense relating to 
the practice of veterinary medicine, surgery and dentist- 
ry, including, but not limited to: 

(a) Any violation of the Uniform Controlled Sub- 
stances Act or the Legend Drug Act; 

(b) Chronic inebriety; 

(c) Cruelty to animals; 
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(3) Has violated or attempted to violate any provision 
of chapter 18.92 RCW or any rule or regulation adopted 
pursuant to that chapter; 

(4) Has assisted, abetted or conspired with another 
person to violate chapter 18.92 RCW, or any rule or 
regulation adopted pursuant to that chapter; 

(5) Has performed any animal health care service not 
authorized by WAC ((398-4-56-045-от-308-56-050)) 
246-935-040 ог 246-935-050. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-040 RESPONSIBILITIES OF 
VETERINARIAN SUPERVISING AN ANIMAL 
TECHNICIAN OR AN UNREGISTERED ASSIST- 
ANT. (1) No veterinarian shall: 

(a) Permit any registered animal technician in his/her 
employ to perform any animal health care services not 
authorized by WAC ((308—t56-045-0r308—156—050)) 
246-935-040 or 246-935-050. 

(b) Permit any unregistered assistant to perform any 
animal health care services not authorized by WAC 
((308--56-045-от-308--156-050)) 246-935-040 ог 246- 
935-050. 

(2) For purposes of the rules and regulations applica- 
ble to animal health care tasks for animal technicians 
and unregistered assistants, the supervising veterinarian 
of an animal technician or unregistered assistant shall: 

(a) Have legal responsibility for the health, safety and 
welfare of the animal patient which the animal techni- 
cian or unregistered assistant serves. 

(b) Not delegate an animal health care task to an an- 
imal technician or unregistered assistant who is unquali- 
fied to perform the particular task. 

(c) Not use a level of supervision which is lower than 
that designated for a specific task. 

(d) Make all decisions relating to the diagnosis, treat- 
ment, management, and future disposition of an animal 
patient. 

(е) Not authorize more than two unregistered assist- 
ants to act under indirect supervision at any single time. 

(3) A supervising veterinarian shall have examined 
the animal patient prior to the delegation of any animal 
health care task to either an animal technician or un- 
registered assistant. The examination of the animal pa- 
tient shall be conducted at such times as acceptable vet- 
erinary medicine practice requires, consistent with the 
particular delegated animal health care task. 

(4) Where an animal technician is authorized, pursu- 
ant to these regulations, to provide supervision for an 
unregistered assistant performing a specified health care 
task, the animal technician shall be under the same de- 
gree of supervision by the veterinarian, as specified in 
these regulations, as if the animal technician were per- 
forming the task. 

(5) Unless specifically so provided by regulation, a 
veterinarian shall not authorize an animal technician or 
an unregistered assistant to perform the following 
functions: 

(a) Surgery, other than injections or inoculations; 

(b) Diagnosis and prognosis of animal disease, 

(c) Prescribing of drugs, medicines and appliances. 
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AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-060 APPROVAL OF POST HIGH 
SCHOOL COURSES. The board, pursuant to RCW 
((+8-92-0+5)) 18.92.030, hereby adopts the accreditation 
standards of the American Veterinary Medical Associa- 
tion (AVMA), "Accreditation policies and procedures" 
of the committee ((for-animattechnician activities and 


training (CAFAF))) on veterinary technician education 
and activities (CVTEA), in effect as of July 31, 1983, or 


as subsequently amended, and approved by the board. 
The board approves all and only those institutions ac- 
credited by, and in good standing with, the AVMA in 
accordance with these standards. Other institutions 
which apply for the board's approval and which meet the 
standards to the board's satisfaction may be approved, 
but it is the responsibility of an institution to apply for 
approval and of a student to ascertain whether or not a 
school has been approved by the board. 

The board reserves the right to withdraw approval of 
any post high school course which ceases to meet the 
approval of the board and/or the AVMA after notifying 
the institution in writing and granting it an opportunity 
to contest the board's proposed withdrawal. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-070 EXAMINATION FOR REG- 
ISTRATION AS ANIMAL TECHNICIAN. (1) All 
applicants shall be required to complete an examination 
consisting of a written and practical test. 

(2) The written test ((wiłł)) shall consist of questions 
on any of the following subjects as they pertain to the 
animal health care services technicians may perform: 

(a) Anatomy 

(b) Physiology 

(c) Chemistry 

(d) Obstetrics 

(e) Bacteriology 

(f) Histology 

(g) Radiology 

(h) Nursing techniques 

(i) Hygiene 

(j) Dental prophylaxis 

(k) Laboratory procedures 

(1) Other subjects prescribed by the board. 

The questions ((wił)) shall be divided equally be- 
tween large and small animal health care problems and 
shall be sufficient in number to satisfy the board of gov- 
ernors that the applicant has been given adequate op- 
portunity to express his or her knowledge relating to 
these subjects. 

(3) The practical examination ((wił)) shall be super- 
vised by the board of governors or their designees. Each 
applicant may be required to perform or demonstrate 
basic animal health care techniques as directed by the 
board. During the practical examination, each applicant 
may be required to demonstrate ((his/her)) the ability 
to: 

(a) Take accurate case histories; 

(b) Prepare patient instruments; 
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(с) Perform dental prophylaxis; 

(d) Monitor anesthesia or oxygen equipment; 

(е) Apply wound and surgical dressings; 

(f) Administer innoculations or vaccinations; 

(g) Properly analyze laboratory specimens; 

(h) Restrain animals; 

(i) Other animal health care services authorized by 
the board. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-080 GRADING OF EXAMINA- 
TIONS. (1) The grading of the written and practical 
portions of the animal technician examination ((wił)) 
shall be based on a possible score of 100 percent and the 
minimum passing score ((wiH)) shall be 70 percent. 

(2) Each applicant ((must)) shall obtain a final grade 
of 70 percent or better on both the written and the 
practical portions of the examination to be considered 
technically qualified and approved for registration by the 
board. 

(3) AII scores shall be expressed in whole numbers, 
fractions being rounded to the closest whole number. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-090 EXAMINATION REVIEW 
PROCEDURES. (1) Each individual who takes the ex- 
amination for registration as an animal technician and 
does not pass the examination may request review by the 
board of his or her examination results. This request 
((must)) shall be in writing and ((mmst)) shall be re- 
ceived by the board within thirty days of notification of 
the examination results. The request ((must)) shall state 
the reason or reasons the applicant feels the results of 
the examination should be changed. The board ((wił)) 
shall not consider any challenges to examination scores 
unless the total revised score could result in the issuance 
of a registration. The board ((wił)) shall consider the 
following to be adequate reasons for consideration for 
review and possible modification of examination results: 

(a) A showing of a significant procedural error in the 
examination process; 

(b) Evidence of bias, prejudice or discrimination in 
the examination process; 

(c) Other significant errors which result in substantia] 
disadvantage to the applicant. 

(2) Any applicant who is not satisfied with the result 
of the examination review may appeal the board's deci- 
sion and may request a formal hearing to be held before 
the board pursuant to the Administrative Procedure Act. 
Such hearing ((must)) shall be requested within twenty 
days of receipt of the result of the board's review of the 
examination results. The board ((wiH)) shall not consid- 
er any challenges to examination scores unless the total 
revised score could result in the issuance of a 
registration. 
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AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-100 REEXAMINATION. An ap- 
plicant who has failed the animal technician examina- 
tion may apply for reexamination, provided the required 
reexamination fee is submitted. Applicants who have 
failed either the written or the practical portion of the 
examination ((wiH)) shall be required to be reexamined 
in the specific portion of the examination previously 
failed. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-110 EXAMINATION PROCE- 
DURES. Failure to follow written or oral instructions 
relative to the conduct of the examination, including 
termination times of the examination, ((wiłł)) shall be 
considered grounds for expulsion from the examination. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-120 FREQUENCY AND LOCA- 
TION OF EXAMINATION. (1) The examination for 
animal technicians shall be given at least once a year at 
such times and places as the director may authorize. 

(2) Should an applicant fail to appear for examination 
at the designated time and place, ((he-or-she)) the ap- 
plicant shall forfeit the examination fee unless ((he-or 
she)) the applicant has notified the division of profes- 
sional licensing services in writing of ((his-or-her)) an 
inability to appear for the scheduled exam at least five 
days before the designated time. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-130 AIDS PREVENTION AND 
INFORMATION EDUCATION REQUIREMENTS. 
(1) Definitions. 

(a) "Acquired immunodeficiency syndrome" or 
"AIDS" means the clinical syndrome of HIV-related 
illness as defined by the board of health by rule. 

(b) "Office on AIDS" means that section within the 
department of ((soctatand)) health ((services)) or any 
successor department with jurisdiction over public health 
matters as defined in chapter 70.24 RCW. 

(2) Application for registration. ((Effective September 
1;4989)) Persons applying for registration shall submit 
prior to becoming registered and in addition to the other 
requirements for registration, evidence to show compli- 
ance with the education requirements of subsection 
((€4)) (3) of this section. 

(3) ((Renewat of registration Effective with-the Te- 


€4)) AIDS education. 
(a) Acceptable education. The board ((wił)) shall ac- 
cept education that is consistent with the topical outline 
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available from the office on AIDS. Alternatives to for- 
mal coursework may be in the form of video tapes, pro- 
fessional journal articles, periodicals, or audio tapes, that 
contain current or updated information. Such education 
shall include the subjects of prevention, transmission and 
treatment of AIDS, and may include the following: 
Etiology and epidemiology; testing and counseling; in- 
fection control guidelines; clinical manifestations and 
treatment; legal and ethical issues including confidenti- 
ality; and psychosocial issues to include special popula- 
tion considerations. 

(b) ((tmptemrentation—Effective September+_1989,) ) 
The requirements for registration, renewal, or reinstate- 
ment of any registration on lapsed, inactive, or disciplin- 
ary status shall include completion of AIDS education. 
All persons affected by this section shall show evidence 
of completion of education which meets the requirement 
of ((subsection)) (a) of this subsection. 

(c) Documentation. The registrant shall: 

(1) Certify, on forms provided, that the minimum ed- 
ucation has been completed ((after-January-t7;-31987)); 

(ii) Keep records for two years documenting atten- 
dance or description of the learning; 

(iii) Be prepared to validate, through submission of 
these records, that attendance or learning has taken 
place. 


AMENDATORY SECTION (Amending Order 108B, 
filed 12/28/90, effective 1/31/91) 


WAC 246-935-140 DISCIPLINARY REIN- 
STATEMENT PROCEDURES. (1) Unless a final or- 
der of the board indicates otherwise, all persons whose 
((Нсепзе)) registration has been suspended, revoked, or 
placed on probation shall: 

(a) Submit a written request to the board for rein- 
statement of the ((Нсепзе)) registration when eligible to 
do so; 

(b) Be scheduled for an appearance before the board 
in the form of a reinstatement hearing; 

(c) Have the burden of proving to the board that the 
((Heense)) registration should be reinstated. 

(2) The board, in reviewing a request for reinstate- 
ment subsequent to disciplinary action, may consider the 
following criteria: 

(a) The ((appheant's)) individual's character, stand- 
ing, and professional reputation in the community in 
which ((he-or-she)) the individual resided and ((ртас- 
tieed)) worked prior to discipline; 

(b) The ethical standards which ((he-or-she)) the in- 
dividual observed in the practice of veterinary medicine; 

(c) The nature and character of the charge(s) for 
which ((he-er-she)) the individual was disciplined; 

(d) The sufficiency of the punishment undergone in 
connection therewith, and the compliance or failure to 
comply with the board's order; 

(e) ((His-or-her)) The individual's attitude, conduct, 
and reformation subsequent to discipline; 

(f) The time that has elapsed since discipline; 

(g) ((Hiscor-her)) The individual's current proficiency 


in ((veterinary-medieine)) animal technology; and 
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(h) The sincerity, frankness, and truthfulness of the 
((appheant)) individual in presenting and discussing the 
factors relating to the discipline and reinstatement. 

(3) The board reserves the right to reinstate a ((Н= 
сепзе)) registration subject to terms and conditions 
deemed appropriate. 


WSR 91-24-099 
PERMANENT RULES 
WASHINGTON STATE PATROL 
[Order 91—004— Filed December 4, 1991, 2:37 p.m.] 


Date of Adoption: December 2, 1991. 

Purpose: Editorial change. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 446-20-020, 446-20-280, 446-20- 
285, 446-20-290, 446-20-310, апа 446-20-530. 

Statutory Authority for Adoption: RCW 10.97.090. 

Pursuant to notice filed as WSR 91-23-033 оп 
November 13, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

December 2, 1991 
George B. Tellevik 
Chief 


AMENDATORY SECTION (Amending Order 90- 
003, filed 9/20/90, effective 10/21/90) 


WAC 446-20-020 DEFINITIONS. (1) The defini- 
tions in RCW 10.97.030 shall apply to these regulations. 

(2) "Nonconviction data" has the meaning set forth in 
RCW 10.97.030(2), but shail not include dismissals fol- 
lowing a period of probation, or suspension, or deferral 
of sentence. 

(3) "The administration of criminal justice" has the 
meaning set forth in RCW 10.97.030(6), but does not 
include crime prevention activities (if that is the sole 
function of the program or agency) or criminal defense 
activities. 

(4) The definitions as enumerated іп ((ehapter—486, 
Eaws-of +987)) RCW 43.43.830 through 43.43.845, and 
as amended by chapter ((3;—Eaws—of—19990)) 9A. 44 
RCW, "An act relating to child and adult abuse infor- 
mation," shall apply whenever applicable in these 
regulations. 


AMENDATORY SECTION (Amending Order 82-5, 
filed 10/22/82) 


WAC 446-20-280 EMPLOY MENT—CON- 
VICTION RECORDS. (1) A transcript of a conviction 
record will be furnished consistent with the provisions of 
((chapter-202,—Eaws-of-1982)) RCW 43.43.815, upon 
the submission of a written request of any employer, ac- 
companied by fingerprints and other identifying data of 
the employee or prospective employee. 

(2) Fingerprints shall be submitted on cards of the 
type specified by the identification section, and shall 
contain a certification by the employer that the informa- 
tion is being disseminated to and will be available only 
to persons involved in the hiring, background investiga- 
tion, or job assignment of the person whose record is 
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disseminated, that the record will be used only as neces- 
sary for the purposes enumerated in this section, and 
that the request for conviction data is for one of the fol- 
lowing purposes: 

(a) Securing a bond required for any employment; 

(b) Conducting preemployment and postemployment 
evaluations of employees and prospective employees 
who, in the course of employment, may have access to 
information affecting national security, trade secrets, 
confidential or proprietary business information, money, 
or items of value; or 

(c) Assisting an investigation of suspected employee 
misconduct where such misconduct may also constitute a 
penal offense under the laws of the United States or any 
state. 


AMENDATORY SECTION (Amending Order 90- 
003, filed 9/20/90, effective 10/21/90) 


WAC 446-20-285 EMPLOY MENT—CON- 
VICTION RECORDS—CHILD AND ADULT 
ABUSE INFORMATION. After January 1, 1988, cer- 
tain child and adult abuse conviction information will be 
furnished by the state patrol upon the submission of a 
written request of any applicant, business or organiza- 
tion, the state board of education, or the department of 
social and health services. This information will consist 
of the following: 

(1) Convictions of crimes against children or other 
persons as defined in RCW 43.43.830(6), and as 
amended by chapter ((3;-Eaws-of-1990)) 9A.44 RCW; 

(2) Department of health disciplinary authority final 
decisions of specific findings of physical or sexual abuse 
or exploitation of a child and any subsequent criminal 
charges associated with the conduct that is the subject of 
the disciplinary authority final decision; for the busi- 
nesses and professions defined in chapter 3, Laws of 
1990; and 

(3) Civil adjudications of child abuse, as amended by 
chapter ((37-Eaws-of-1990)) 9A.44 RCW. 

This information will be furnished, consistent with the 
provisions of RCW 43.43.830 through 43.43.840, on an 
approved request for criminal history information form 
available from the Washington State Patrol, Identifica- 
tion and Criminal History Section, Mailstop QE-02, 
Olympia, Washington, 98504. 

The state patrol shall also furnish any similar records 
maintained by the Federal Bureau of Investigation or 
records in custody of the National Crime Information 
Center, if available, subject to their policies and proce- 
dures regarding such dissemination. 

(a) The business or organization making such request 
shall not make an inquiry to the Washington state patrol 
or an equivalent inquiry to a federal law enforcement 
agency unless the business or organization has notified 
the applicant who has been offered a position as an em- 
ployee or volunteer that an inquiry may be made. 

(b) For positive identification, the request for criminal 
history information form may be accompanied by fin- 
gerprint cards of a type specified by the Washington 
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state patrol identification section, and shall contain a 
certification by the business or organization; the state 
board of education; or the department of social and 
health services, that the information is being requested 
and will be used only for the purposes as enumerated in 
((chapter-486,kaws-of-1987)) RCW 43.43.830 through 
43.43.845. 

(c) In the absence of fingerprint cards, the applicant 
may provide a right thumb fingerprint impression in the 
area provided on the request for criminal history infor- 
mation form. In the event of a possible match, where the 
applicant's name and date of birth as submitted varies 
from that of the record contained by the identification 
section, the right thumb fingerprint impression will be 
used for identification verification purposes only. Àn ex- 
act name and date of birth match will be required for 
dissemination of conviction information in the absence of 
a fingerprint card or thumbprint impression for positive 
identification or verification of record. 

(d) After processing a properly completed request for 
criminal history information form, if the conviction 
record, disciplinary authority final decision, adjudication 
record, or equivalent response from a federal law en- 
forcement agency shows no evidence of crimes against 
persons, an identification declaring the showing of no 
evidence shall be issued to the applicant by the state pa- 
trol within fourteen working days of receipt of the re- 
quest. Possession of such identification shall satisfy fu- 
ture background check requirements for the applicant 
for a two-year period. 

(e) The business or organization shall notify the ap- 
plicant of the state patrol's response within ten calendar 
days after receipt by the business or organization. The 
employer shall provide a copy of the response to the ap- 
plicant and shall notify the applicant of such availability. 

(f) The business or organization shall be immune 
from civil liability for failure to request background in- 
formation on a prospective employee or volunteer unless 
the failure to do so constitutes gross negligence. 


AMENDATORY SECTION (Amending Order 90- 
003, filed 9/20/90, effective 10/21/90) 


WAC 446-20-290 FEES. (1) A nonrefundable fee 
of ten dollars shall accompany each request for convic- 
tion records submitted pursuant to RCW 43.43:815 and 
((chapter-486;-Eaws-of-1987)) 43.43.830 through 43.43- 
.845, unless through prior arrangement an account is 
authorized and established. Fees are to be made payable 
to the " Washington state patrol," and are to be remitted 
only by cashier's check, money order or check written on 
a commercial business account. The Washington state 
patrol identification section shall adjust the fee schedule 
as may be practicable to ensure that direct and indirect 
costs associated with the provisions of these chapters are 
recovered. 

(2) Pursuant to provisions of RCW 43.43.838, no fees 
will be charged to a nonprofit organization, including 
school districts and educational service districts, for the 
request for conviction records. 
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AMENDATORY SECTION (Amending Order 88—03- 
A, filed 3/17/88) 


WAC 446-20-310 AUDITS. (1) All employers or 
prospective employers receiving conviction records pur- 
suant to RCW 43.43.815, shall comply with the provi- 
sions of WAC 446-20-260 through 446-20-270 relating 
to audit of the record keeping system. 

(2) Businesses or organizations, the state board of ed- 
ucation and the department of social and health services 
receiving conviction records of crimes against persons, 
disciplinary board final decision information or civil ad- 
judication records pursuant to ((chapter-486;-Eaws-of 
1987)) RCW 43.43.830 through 43.43.845, may be sub- 
ject to periodic audits by Washington state patrol per- 
sonnel to determine compliance with the provisions of 
WAC 446-20-300(2). 


AMENDATORY SECTION (Amending Order 90- 
003, filed 9/20/90, effective 10/21/90) 


WAC 446-20-530 REFUNDABLE FEE. Agencies 
are to bill the Washington state patrol for the actual 
registration cost not to exceed thirty-two dollars for 
each registration which shall include photographs and 
fingerprints submitted pursuant to (( 
37łŁawsof1990)) RCW 9А.44.130. This fee will further 
ensure that direct and indirect costs at the county level 
associated with the provisions of this chapter are re- 
funded by the Washington state patrol on a monthly ba- 
Sis upon receipt of an invoice from the county sheriff in- 
dicating the number of registrations submitted. 


WSR 91-24-100 
PROPOSED RULES 
LOTTERY COMMISSION 
[Filed December 4, 1991, 4:12 p.m.] 


Original Notice. 

Title of Rule: WAC 315-11-691 Criteria for Instant 
Game Мо. 69; 315-11-710, 315-11-711, and 315-11- 
712 Definitions, criteria and ticket validation require- 
ments for Instant Game No. 71 ("Lucky 75 II"); 315- 
11-730, 315-11—731, and 315-11-732 Definitions, cri- 
teria and ticket validation requirements for Instant 
Game No. 73 ("Whirlwin"); 315-11-740, 315-11-741, 
and 315-11-742 Definitions, criteria and ticket valida- 
tion requirements for Instant Game No. 74 ("Grand 
Slam 11"); 315-40-010 Paper scratch games—Author- 
ized—Director's authority; 315-40-020 Definitions; 
315-40-030 Paper scratch games criteria; 315-40-040 
Confidentiality of tickets; 315-40-050 Official end of 
game; 315—40—060 Ticket validation requirements; 315- 
40-070 Retailer settlement; 315-40-080.Рарег scratch 
ticket purchase price; 315-41-50100, 315-41-50110, 
and 315-41-50120 Definitions, criteria and ticket vali- 
dation requirements for Paper Scratch Game No. 501 
("Jackpot"); 315-41-50200, 315-41-50210, and 315- 
41-50220 Definitions, criteria and ticket validation re- 


quirements for Paper Scratch Game No. 502 ("Lucky . 


Charm"); and 315-41-50300, 315-41-50310, and 315- 
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41-50320 Definitions, criteria and ticket validation re- 
quirements for Paper Scratch Game No. 503 ("Jacks— 
R-Better"). 

Purpose: To amend the rule for the grand prize draw- 
ing with Game 69 ("Gold Rush”); to establish the game 
play rules and criteria for determining winners of Instant 
Games 71 ("Lucky 7's II"), 73 ("Whirlwin") and 74 
("Grand Slam II"); to establish the general rules chap- 
ter for paper scratch games; and to establish the game 
play rules and criteria for determining winners of Paper 
Scratch Games 501 ("Jackpot"), 502 ("Lucky Charm") 
and 503 ("Jacks—R-Better"). 

Statutory Authority for Adoption: RCW 67.70.040. 

Statute Being Implemented: RCW 67.70.040. 

Summary: See Purpose above. 

Reasons Supporting Proposal: See Explanation of 
Rule below. 

Name of Agency Personnel Responsible for Drafting: 
Jeff Burkhardt, Contracts Specialist, Olympia, 586- 
6583; Implementation and Enforcement: Evelyn Y. Sun, 
Director, Olympia, 753-3330. 

Name of Proponent: Washington State Lottery Com- 
mission, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: WAC 315-11-691, this amendment makes uni- 
form the deadline for entering the grand prize drawing 
regardless of whether the entry is delivered to lottery 
headquarters, a regional office, or the Lottery's Grand 
Prize Drawing Р.О. Box. WAC 315-11-710, 315-11— 
711, 315-11-712, 315-11-730, 315-11-731, 315-11- 
732, 315-11-740, 315-11-741, and 315-11-742, for 
each. game, certain terms must be defined in order to 
provide consistency in the game play rules. The play cri- 
teria will explain how the game functions to licensed re- 
tailers and players. Rigid validation requirements are set 
forth which will prevent the lottery or its retailers from 
paying out prize money on invalid tickets. WAC 315- 
40-010, 315-40-020, 315-40-030, 315-40-040, 315- 
40-050, 315-40-060, 315-40-070, 315-40-080, these 
rules are proposed to establish the lottery commission's 
authorization of "paper scratch” games (instant games 
printed on paper card stock with a retail price of less 
than $1.00). The rules define terms, describe play, prize 
claim procedures, ticket validation requirements and cost 
to retailers for a ticket pack. WAC 315-41-50100, 315- 
41-50110, 315-41-50120, 315-41-50200, 315-41- 
50210, 315-41-50220, 315-41-50300, 315-41-50310, 
315-41-50320, for each game, certain terms must be 
defined in order to provide consistency in the game play 
rules. The play criteria will explain how the game func- 
tions to licensed retailers and players. Rigid validation 
requirements are set forth which will prevent the lottery 
or its retailers from paying out prize money on invalid 
tickets. 

Proposal Changes the Following Existing Rules: Pro- 
posal amends WAC 315-11-691 to make uniform the 
deadlines for entry into the grand prize drawing regard- 
less of whether entry is received at lottery headquarters 
or at a regional office. 
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Мо small business economic impact statement is ге- 
quired for this proposal by chapter 19.85 RCW. 

The lottery has considered whether this rule is subject 
to the Regulatory Fairness Act, chapter 19.85 RCW, 
and has determined that they are not for the following 
reasons: The rules have no economic impact on business’ 
cost of equipment, supplies, labor or administrative 
costs. The rules are designed to establish rules and pro- 
cedures for the playing of instant lottery games; and the 
rules will have a negligible impact, if any, on business 
because they are interpretive. They have been promul- 
gated for the purpose of stating policy, procedure and 
practice and do not include requirements for forms, fees, 
appearances or other actions by business. 

Hearing Location: Washington State Lottery, 5963 
Corson Avenue, #106, Seattle, WA 98108, on January 
10, 1992, at 10:00 a.m. 

Submit Written Comments to: Jeff Burkhardt, Lot- 
tery, P.O. Box 9770, Olympia, WA 98504, by January 
9, 1992. 

Date of Intended Adoption: January 10, 1992. 

December 4, 1991 
Evelyn Y. Sun 
Director 


AMENDATORY SECTION (Amending Order WSR 91-20-062, 
filed 9/25/91, effective 10/26/91) 


WAC 315-11-691 CRITERIA FOR INSTANT GAME NUM- 
BER 69. (1) The price of each instant game ticket shall be $1.00. 

(2) Determination of prize winning tickets: An instant prize winner 
is determined in the following manner: 

(a) The bearer of a ticket having the following play symbol in any 
three of the six spots beneath the removable covering on the front of 
the ticket shall win the following prize: 


Three $1.00 play symbols - Win $1.00 
Three $2.00 play symbols — Win $2.00 
Three $5.00 play symbols — Win $5.00 
Three $9.00 play symbols — Win $9.00 


Three $18.00 play symbols ~ Win $18.00 
Three $50.00 play symbols — Win $50.00 
Three $100.00 play symbols - Win $100.00 
Three — $10,000 play symbols - Win $10,000 


(b) In any event, 'only the highest instant prize amount meeting the 
standards of (a) of this subsection will be paid on a given ticket. 

(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the instant game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-10-070, to the particular ticket validation requirements for In- 
stant Game Number 69 set forth in WAC 315-11—692, to the confi- 
dential validation requirements established by the director, and to the 
requirements stated on the back of each ticket. 

(5) There will be a grand prize drawing held in conjunction with 
Instant Game Number 69. it will be conducted at a time and place 
and pursuant to procedures to be established and announced by the di- 
rector. There will be ten finalists at the grand prize drawing who will 
each win a prize ranging in amount from $10,000 to $100,000. In the 
event that the aggregate prize amount won by the ten finalists at the 
grand prize drawing is less than $550,000, each finalist shall also re- 
ceive one-tenth of the difference between $550,000 and the aggregate 
amount won. Qualifying entries from Instant Game Number 69 will be 
entered into the grand prize drawing. 

(a) To be eligible for entry into the grand prize drawings, an entrant 
must: 

(i) Be eligible to win a prize pursuant to chapter 67.70 RCW and 
Title 315 WAC. 

(ii) Collect three tickets each of which have one play symbol. 

(iii) Write or print legibly the entrant's name and address on each 
and every ticket. An entry containing more than one name shall be 
disqualified. 
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(iv) Place the tickets in an envelope. An envelope which contains 
extraneous material or which has had the exterior altered for the ap- 
parent sole purpose of making the envelope more prominent shall be 
disqualified. 

(v) Mail the envelope with proper postage and a legible return ad- 
dress of the entrant to the address specified in the player's brochure, or 
deliver it in person during normal business hours to lottery headquar- 
ters or any of the regional offices at the address listed in the player's 
brochure. 

(b) There is no limit to the number of entries a person may submit, 
but each entry must be submitted in a separate envelope and both the 
entry and the entrant of each must meet the qualifications set forth 
above. 

(c) An entry which contains one or more stolen tickets may be dis- 
qualified by the director. 

(d) A nonconforming entry, at the sole discretion of the director, 
may be disqualified. 

(e) The lottery shall not be responsible for any other material, in- 
cluding winning tickets, mailed or delivered to the "GRAND PRIZE 
DRAWING." All mail not drawn will be shredded unopened. 

(f) The lottery shall not be responsible for any entries mailed or 
delivered to the wrong address. 

(6) Weekly drawings will be held to select a total of fifty winners 
who will each be awarded a $1,000 prize. Entries addressed to Grand 
Prize Drawing and received by the lottery at its grand prize drawing 
Р.О. box, or at lottery headquarters or at one of the regional offices by 
5:00 p.m. local time ((on-the+ast)) two business days prior to each 
weekly drawing shall be entitled to participation in that week's draw- 
ing. (( A : à Е 


ing:)) The 

weekly drawings will be conducted at times and places and pursuant to 
procedures established and announced by the director. A drawing will 
be held to select ten finalists from the fifty $1,000 winners. The ten 
finalists will be eligible to participate in the grant prize drawing pro- 
vided they have not been disqualified pursuant to these rules. 

(7) Notwithstanding any other provisions of these rules, the director 
may: 

(a) Vary the length of Instant Game Number 69 and/or 

(b) Vary the number of tickets sold in Instant Game Number 69 in 
a manner that will maintain the estimated average odds of purchasing 
a winning ticket. 


NEW SECTION 


WAC 315-11-710 DEFINITIONS FOR INSTANT GAME 
NUMBER 71 ("LUCKY 7'S II"). (1) Play symbols: The following 
are the "play symbols": "0"; "2"; "3"; "4"; "5"; "6"; "7"; and "9." 
One of these play symbols appears in each of the nine play spots under 
the latex covering on the front of the ticket. The nine play spots are 
arranged in a three by three configuration. The area under the latex 
covering shall be known as the playfield. 

(2) Play symbol captions: The small printed characters appearing 
below each play symbol which correspond with and verify that play 
symbol. The caption is a spelling out, in full or in abbreviated form of 
the play symbol. One and only one caption appears under each play 
symbol. For Instant Game Number 71, the captions which correspond 
with and verify the play symbols are: 


PLAY SYMBOL CAPTION 


ZERO 
TWwo$ 
THRE 
FOUR 
FIVE 
six$ 
SEVN 
NINE 


оозе Q +. Uto 


(3) Prize symbols: The following are the "prize symbols": "$1.00"; 
"$2.00"; "$4.00"; "$7.00"; "$17.00"; "$70.00"; "$700" and "$7,000." 
One of these prize symbols appears under the prize box on the front of 
the ticket which has the word "PRIZE" printed on the latex covering. 
The prize box shall be contiguous to the playfield. 

(4) Prize symbol captions: The small printed characters appearing 
below the prize symbol which verify and correspond with that prize 
symbol. The caption is a spelling out, in full or abbreviated form, of 
the prize symbol. Only one caption appears under the prize symbol. 
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For Instant Game Number 71, the prize symbol captions which corre- 
spond with and verify the prize symbols are: 


PRIZE SYMBOL CAPTION 
$ 1.00 ONE DOL 
$ 2.00 TWO DOL 
$ 4.00 FOR DOL 
$ 7.00 SVN DOL 
$ 17.00 SVNTEEN 
$ 70.00 SEVENTY 
$ 700 SVNHUND 
$ 7,000 SVNTHOU 


(5) Validation number: The unique nine-digit number on the front 
of the ticket. The number is covered by latex. 

(6) Pack-ticket number: The eleven-digit number of the form 
07100001-000 printed on the front of the ticket. The first three digits 
are the game identifier. The first eight digits of the pack-ticket number 
for Instant Game Number 71 constitute the "pack number" which 
starts at 07100001; the last three digits constitute the "ticket number" 
which starts at 000 and continues through 399 within each pack of 
tickets. 

(7) Retailer verification codes: Codes consisting of small letters 
found under the removable covering on the front of the ticket which 
the lottery retailer uses to verify instant winners of $25.00 or less. For 
Instant Game Number 71, the retailer verification code is a three-let- 
ter code, with each letter appearing in a varying three of six locations 
beneath the removable covering and among the play symbols on the 
front of the ticket. The retailer verification codes are: 


VERIFICATION CODE PRIZE 
ONE $ 1.00 
TWO $ 2.00 
FOR $ 4.00 
SVN $ 7.00 
SVT $17.00 


(8) Pack: A set of four hundred fanfolded instant game tickets sep- 
arated by perforations and packaged in a plastic bag or plastic 
shrinkwrapping. 


NEW SECTION 


WAC 315-11-711 CRITERIA FOR INSTANT GAME NUM- 
BER 71. (1) The price of each instant game ticket shall be $1.00. 

(2) Determination of prize winning tickets: An instant prize winner 
is determined in the following manner: 

The bearer of a ticket having three "7" play symbols in any row, 
column or diagonal beneath the removable covering on the front of the 
ticket shall win the prize shown in the prize box. 

(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the instant game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-10-070, to the particular ticket validation requirements for In- 
stant Game Number 71 set forth іп WAC 315-11-712, to the confi- 
dential validation requirements established by the director, and to the 
requirements stated on the back of each ticket. 


NEW SECTION 


WAC 315-11-712 TICKET VALIDATION REQUIREMENTS 
FOR INSTANT GAME NUMBER 71. (1) In addition to meeting all 
other requirements in these rules and regulations, to be a valid instant 
game ticket for Instant Game Number 71, all of the following valida- 
tion requirements apply. 

(a) Exactly one play symbol must appear in each of the nine play 
spots in the playfield. 

(b) Each play symbol must have a play symbol caption below it and 
each must agree with its caption. 

(с) Exactly one prize symbol must appear under the rub-off materi- 
al covering the prize box on the front of the ticket. 

(d) The prize symbol must have a prize symbol caption below it and 
must agree with its caption. : 

(e) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the artwork on file with the director. The numbers, letters, 
and symbols shall be printed as follows: 
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Play Symbols 

Prize Symbols 

Captions 

Pack-Ticket Number 
Validation Number 
Retailer Verification Code 


Play Symbol Font 
Prize Symbol Font 
Caption Font 
Validation Font 
Validation Font 
Validation Font 


(f) Each of the play symbols and its caption, the validation number, 
pack-ticket number and retailer verification code must be printed in 
black ink. 

(g) Each of the play symbols must be exactly one of those described 
in WAC 315-11-710(1) and each of the play symbol captions must be 
exactly one of those described in WAC 315-11-710(2). 

(h) Each of the prize symbols must be exactly one of those described 
in WAC 315-11-710(3) and each of the play symbol captions must be 
exactly one of those described in WAC 315-11-710(4). 

(2) Any ticket not passing all the validation requirements in WAC 
315-10-070 and subsection (1) of this section is invalid and ineligible 
for any prize. 


NEW SECTION 


WAC 315-11-730 DEFINITIONS FOR INSTANT GAME 
NUMBER 73 ("WHIRLWIN'"). (1) Play symbols: The following аге 
the "play symbols": "0"; "1"; "2"; "3"; "4"; "5"; "6". and "9." One of 
these play symbols appears in each of the five play spots under the la- 
tex covering on the front of the ticket. The latex covered area shall be 
known as the playfield. One play symbol shall be in the center of the 
playfield. The other four play symbols shall be placed on the inside pe- 
rimeter of the playfield. 

(2) Play symbol captions: The small printed characters appearing 
below each play symbol which correspond with and verify that play 
symbol. The caption contains four characters. The first character 
repeats the play symbol. The last three characters repeat the ticket 
number. One and only one play symbol caption appears under each 
play symbol. An example of play symbol captions for Instant Game 
Number 73 follows: 


PLAY SYMBOL CAPTION 
(Example for 


ticket number 122) 


0122 
1122 
2122 
3122 
4122 
5122 
6122 
9122 


ONDWNRWN— © 


(3) Prize symbols: The following are the "prize symbols": "$1.00"; 
"82.00"; "$5.00"; "$8.00"; "$40.00"; and "$5,000." One of these prize 
symbols appears above each of the four play symbols placed on the in- 
side perimeter of the playfield. There is no prize symbol above the 
center play symbol. 

(4) Prize symbol captions: The small printed characters which fol- 
low the play symbol caption and verify and correspond with that prize 
symbol. The prize symbol caption is a spelling out, in full or abbrevi- 
ated form, of the prize symbol. For Instant Game Number 73, the 
prize symbol captions which correspond with and verify the prize sym- 
bols are: 


PRIZE SYMBOL CAPTION 
$ 1.00 ONE 
$ 2.00 TWO 
$ 5.00 FIV 
$ 8.00 EGT 
$ 40.00 FRY 
$ 5,000 FTH 


(5) Validation number: The unique nine-digit number on the front 
of the ticket. The number is covered by latex. 

(6) Pack-ticket number: The eleven-digit number of the form 
07300001—000 printed on the front of the ticket. The first three digits 
are the game identifier. The first eight digits of the pack-ticket number 
for Instant Game Number 73 constitute the "pack number" which 
starts at 07300001; the last three digits constitute the "ticket number" 
which starts at 000 and continues through 399 within each pack of 
tickets. 
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(7) Retailer verification codes: Codes consisting of small letters 
found under the removable covering on the front of the ticket which 
the lottery retailer uses to verify instant winners of $25.00 or less. For 
Instant Game Number 73, the retailer verification code is a three-let- 
ter code, with each letter appearing in a varying three of six locations 
beneath the removable covering and among the play symbols on the 
front of the ticket. The retailer verification codes are: 


VERIFICATION CODE PRIZE 
ONE $ 1.00 ($1) 
TWO $ 2.00 ($2; $1 and $1) 
FIV $ 5.00 ($5) 
EGT $ 8.00 ($5, $2 and $1; 


$2, $2, $2, and $2) 
THN $ 13.00 ($8 and $5) 


(8) Pack: A set of four hundred fanfolded instant game tickets sep- 
arated by perforations and packaged in a plastic bag or plastic 
shrinkwrapping. 


NEW SECTION 


WAC 315-11-731 CRITERIA FOR INSTANT GAME NUM- 
BER 73. (1) The price of each instant game ticket shall be $1.00. 

(2) Determination of prize winning tickets: An instant prize winner 
is determined in the following manner: 

(a) When a perimeter play symbol matches exactly the center play 
symbol, the matching perimeter play symbol shall be a winning play 
symbol, and the bearer of the ticket shall win the prize above the win- 
ning play symbol. 

(b) The bearer of a ticket which has more than one winning play 
symbol shall win the total amount of the prizes above each winning 
play symbol. 

(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the instant game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-10-070, to the particular ticket validation requirements for In- 
stant Game Number 73 set forth in WAC 315-11—732, to the confi- 
dential validation requirements established by the director, and to the 
requirements stated on the back of each ticket. 


NEW SECTION 


WAC 315-11-732 TICKET VALIDATION REQUIREMENTS 
FOR INSTANT GAME NUMBER 73. (1) In addition to meeting all 
other requirements in these rules and regulations, to be a valid instant 
game ticket for Instant Game Number 73 all of the following valida- 
tion requirements apply. 

(a) Exactly one play symbol must appear in the center play spot and 
in each of the four perimeter play spots in the playfield on the front of 
the ticket. 

(b) Each play symbol must have a play symbol caption below it and 
each must agree with its caption. 

(c) Each of the perimeter play symbols shall have a prize symbol 
above it. Each of the perimeter play symbols shall also have a prize 
symbol caption following its play symbol caption. 

(d) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the artwork on file with the director. The numbers, letters, 
and symbols shall be printed as follows: 


Play Symbols Play Symbol Font 
Prize Symbols Prize Symbol Font 
Captions Caption Font 
Pack-Ticket Number Validation Font 
Validation Number Validation Font 
Retailer Verification Code Validation Font 


(e) Each of the play symbols and their captions, the validation 
number, pack-ticket number and retailer verification code must be 
printed in black ink. 

(f) Each of the play symbols must be exactly one of those described 
in WAC 315-11-730(1) and each of the play symbol captions must be 
exactly one of those described in WAC 315-11-730(2). 

(g) Each of the prize symbols must be exactly one of those described 
іп WAC 315-11-730(3) and each of the prize symbol captions must 
be exactly one of those described іп WAC 315-11--730(4). 
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(2) Any ticket not passing all the validation requirements in WAC 
315-10-070 and subsection (1) of this section is invalid and ineligible 
for any prize. 


NEW SECTION 


WAC 315-11-740 DEFINITIONS FOR INSTANT GAME 
NUMBER 74 ("GRAND SLAM II"). (1) Play symbols: The follow- 
ing are the "play symbols": "WALK"; "STEAL"; "SINGLE"; "TRIPLE"; 
"HOMERUN"; "GRAND SLAM"; "STRIKE"; "FOUL"; "POP FLY"; "THROWN 
OUT"; "TAGGED"; and "FORCED OUT." One of these symbols appears in 
each of the four areas (games) under the latex covering on the front of 
the ticket. 

(2) Validation number: The unique nine-digit random number on 
the front of the ticket. The number is covered by latex. 

(3) Pack-ticket number: The eleven-digit number of the form 
07400001-000 printed on the front of the ticket. The first three digits 
are the game identifier. The first eight digits of the pack-ticket number 
for Instant Game Number 74 constitute the "pack number" which 
starts at 07400001; the last three digits constitute the "ticket number" 
which starts at 000 and continues through 399 within each pack of 
tickets. 

(4) Retailer verification codes: Codes consisting of small letters 
found under the removable latex covering on the front of the ticket 
which the lottery retailer uses to verify instant winners of $25 and less. 
For Instant Game Number 74, the retailer verification codes are 
three-letter codes, with each letter appearing in a varying three of six 
locations among the play symbols on the front of the ticket. The re- 
tailer verification codes are: 


VERIFICATION CODE PRIZE 
ONE $ 1.00 
TWO $ 2.00 ($1 and $1; $2) 
FOR $ 4.00 ($2 and $2; $4) 
SVN $ 7.00 ($1, $2, and $4) 
EGN $ 18.00 ($10, $4 and $4) 


(5) Pack: A set of four hundred fanfolded instant game tickets sep- 
arated by perforations and packaged in a plastic bag or plastic 
shrinkwrapping. 


NEW SECTION 


WAC 315-1141 CRITERIA FOR INSTANT GAME NUM- 
BER 74. (1) The price of each instant game ticket shall be $1.00. 

(2) Determination of prize winning tickets: Ап instant prize winner 
is determined in the following manner: A ticket having the following 
play symbols in any of the four games shall win the following prizes: 


PLAY SYMBOL PRIZE 


WALK $ 1.00 
STEAL $ 2.00 
SINGLE $ 4.00 
TRIPLE $10.00 
HOMERUN $50.00 
GRAND SLAM $5,000 


The bearer of a ticket having winning play symbols in more than 
one game shall win the total amount of the prizes won in each game. 
The ticket shall bear a legend which lists the winning play symbols and 
their corresponding prizes. 

(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the instant game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-10-070, to the particular ticket validation requirements for In- 
stant Game Number 74 set forth in WAC 315-11-742, to the confi- 
dential validation requirements established by the director, and to the 
requirements stated on the back of each ticket. 

(5) Notwithstanding any other provisions of these rules, the director 
may: 

(a) Vary the length of Instant Game Number 74; and/or 

(b) Vary the number of tickets sold in Instant Game Number 74 in 
a manner that will maintain the estimated average odds of purchasing 
a winning ticket. 
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NEW SECTION 


WAC 315-11-742 TICKET VALIDATION REQUIREMENTS 
FOR INSTANT GAME NUMBER 74. (1) In addition to meeting all 
other requirements in these rules and regulations, to be a valid instant 
game ticket for Instant Game Number 74 all of the following valida- 
tion requirements apply. 

(a) Exactly one play symbol must appear in each of the games un- 
der the latex covering on the front of the ticket. 

(b) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the specifications on file with the director. The numbers, 
letters, and symbols shall be printed as follows. 


Play Symbols Play Symbol Font 
Pack-Ticket Number Validation Font 
Validation Number Validation Font 
Retailer Verification Code Validation Font 


(c) Each of the play symbols, the validation number, pack-ticket 
number, and the retailer verification code must be printed in black ink. 

(d) Each of the play symbols must be exactly one of those described 
in WAC 315-11-740(1). 

(2) Any ticket not passing all the validation requirements in WAC 
315-10—070 and subsection (1) of this section is invalid and ineligible 
for any prize. 

CHAPTER 315-40 WAC 
PAPER SCRATCH GAME GENERAL RULES 


WAC 315-40-010 Paper scratch games — Authorized — Director's 
authority 

WAC 315-40-020 Definitions 

WAC 315-40-030 Paper scratch games criteria 

WAC 315-40-040 Confidentiality of tickets 

WAC 315-40-050 Official end of game 

WAC 315-40-060 Ticket validation requirements 

УУАС 315-40-070 Retailer settlement 

WAC 315-40-080 Paper scratch ticket purchase price 


Chapter 315-40 WAC 
PAPER SCRATCH GAME GENERAL RULES 


NEW SECTION 


WAC 315-40-010 PAPER SCRATCH GAMES—AUTHOR- 
IZED—DIRECTOR'S AUTHORITY. (1) The commission hereby 
authorizes paper scratch games which meet the criteria set forth in this 
Chapter. 

(2) The director is hereby authorized to select, operate, and contract 
relating to and for the operation of paper scratch games which meet 
the criteria set forth in this chapter. 

(3) In the event of a conflict between any section of the Washington 
Administrative Code within this chapter and a section in another 
chapter, this chapter's rules shall take precedence and shall govern the 
play and administration of paper scratch games. 


NEW SECTION 


WAC 315-40-020 DEFINITIONS. (1) Ticket. The ticket pur- 
chased for participation in a paper scratch game and any ticket used in 
authorized media promotions and authorized retailer incentive pro- 
grams for a paper scratch game with a retail price of less than $1.00. 

(2) Paper scratch game. A game in which a ticket is purchased and 
upon removal of a latex covering on the back of the ticket, the ticket 
bearer determines his or her winnings, if any. 

(3) Ticket bearer. The person who has possession of the ticket, or 
the right to possession. 

(4) Play symbols. The symbols appearing in the designated areas 
under the removable covering on the back of the ticket. 

(5) Claim. Receipt of a paper scratch ticket by the licensed retailer 
which sold the ticket within one hundred eighty days after the official 
end of that paper scratch game. 


NEW SECTION 


WAC 315-40-030 PAPER SCRATCH GAMES CRITERIA. 
(1) The price of a paper scratch game ticket shall be less than $1.00. 

(2) Winners of a paper scratch game are determined by the match- 
ing or specified alignment of the play symbols on the tickets. The ticket 
bearer must submit the winning ticket to the lottery retailer where the 
ticket was purchased. 
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(3) The total of all prizes available to be won in a paper scratch 
game shall not be less than sixty percent of the paper scratch game's 
projected revenue. The director shall determine the number of prizes. 

(4) There is no required frequency of drawing or method of selection 
of a winner in a paper scratch game. 

(5) Procedures for claiming paper scratch game prizes are as 
follows: 

(a)(i) To claim a paper scratch game prize under this chapter, the 
claimant shall present the apparent winning ticket to the lottery retail- 
er from whom the ticket was purchased within one hundred eighty 
days after the official end of that paper scratch game. The lottery re- 
tailer shall verify the claim and, if acceptable, make payment of the 
amount due the claimant. 

(ii) In the event the lottery retailer cannot or will not verify and pay 
the claim, the claimant may fill out a claim form, which shall be ob- 
tained from any lottery office and present the completed form, together 
with the disputed ticket to the director. 

(iii) If the claim is validated by the director, a check shall be for- 
warded to the claimant in payment of the amount due. In the event 
that the claim is not validated by the director, the claim shall be de- 
nied and the claimant shall be promptly notified. 

(iv) Where the director deems the claimant entitled to payment and 
the claimant could not obtain payment from the retailer, the director 
may pay the prize to the claimant and the lottery shall be entitled to 
reimbursement from the selling retailer. 

(b) The prizes shall be paid during all normal business hours of the 
selling retailer. The retailer shall not charge the claimant any fee for 
payment of the prize or for cashing a business check drawn on the re- 
tailer's account. 

(c) Any ticket not passing all the validation checks specified by the 
director is invalid and ineligible for any prize and shall not be paid. 
However, the director may, solely at his or her option, replace an 
invalid ticket with an unplayed ticket (or tickets of equivalent sales 
price from any other current game). In the event a defective ticket is 
purchased, the only responsibility or liability of the director shall be 
the replacement of the defective ticket with another unplayed ticket 
(or tickets of equivalent sale price from any other current game). 


NEW SECTION 


WAC 315-40-040 CONFIDENTIALITY OF TICKETS. No 
lottery retailer or its employees or agent shall attempt to ascertain the 
numbers or symbols appearing in the designated areas under the re- 
movable latex coverings or otherwise attempt to identify winning 
tickets. 


NEW SECTION 


WAC 315-40-050 OFFICIAL END OF GAME. (1) The direc- 
tor shall announce the official end of each paper scratch game. A 
player may submit a winning ticket to the lottery retailer from whom 
the ticket was purchased up to one hundred eighty days after the offi- 
cial end of the game. 

(2) A lottery retailer may continue to sell tickets for each paper 
scratch game up to fourteen days after the official end of that game. 


NEW SECTION 


WAC 315-40-060 TICKET VALIDATION REQUIRE- 
MENTS. (1) To be a valid Washington state lottery paper scratch 
game ticket, a ticket must meet all of the following validation 
requirements. 

(a) The ticket must have been issued by the director in an author- 
ized manner. 

(b) The ticket must not be altered, unreadable, or tampered with in 
any manner. 

(c) The ticket must not be counterfeit in whole or in part. 

(d) The ticket must not be stolen nor appear on any list of omitted 
tickets on file with the lottery. 

(e) The ticket must be complete and not blank or partially blank, 
miscut, misregistered, defective, or printed or produced in error. 

(f) The ticket must have exactly one play symbol and exactly one 
caption under each of the rub-off spots, and exactly one pack-ticket 
number. They must be present in their entirety, legible, right-side up, 
and not reversed in any manner. 

(g) The ticket must pass all additional confidential validation re- 
quirements established by the director. 
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(2) Any ticket not passing all the validation requirements іп subsec- 
tion (1) of this section and the specific validation requirements con- 
tained in the rules for its specific game is invalid and ineligible for any 
prize. 

(3) The director may replace any invalid ticket with an unplayed 
ticket of equivalent sales price from any current paper scratch game. 
In the event a defective ticket is purchased, the only responsibility or 
liability of the lottery shall be the replacement of the defective ticket 
with an unplayed ticket or equivalent sales price from any current pa- 
per scratch game, or issue a refund of the sales price. However, if the 
ticket is partially mutilated or if the ticket is not intact but it still can 
be validated by other validation tests, the director may pay the prize 
for that ticket. 


NEW SECTION 


WAC 315-40-070 RETAILER SETTLEMENT. (1) Each retail- 
er licensed with the lottery after May 31, 1991, to sell any lottery 
product shall establish an account for deposit of moneys derived from 
paper scratch game sales with a financial institution that has the capa- 
bility of electronic funds transfer (EFT). Funds generated from the 
sale of paper scratch tickets shall be held in trust by the retailer for the 
lottery. 

(2) Each retailer required to establish an account pursuant to this 
section shall make deposits periodically to that account sufficient to 
cover moneys due the lottery. The director shall specify the days on 
which moneys due shall be withdrawn by EFT. Moneys not deposited 
by a specified day of withdrawal shall be overdue and delinquent. 


NEW SECTION 


WAC 315-40-080 PAPER SCRATCH TICKET PURCHASE 
PRICE. The lottery retailer's purchase price for each pack of paper 
scratch tickets shall be the retail price of the pack, less the value of all 
prizes in the pack and any discount authorized by WAC 315-04-190. 


NEW SECTION 


WAC 315-41-50100 DEFINITIONS FOR PAPER SCRATCH 
GAME NUMBER 501 ("JACKPOT"). (1) Play symbols: The fol- 


" “ н. н n, 


lowing are the "play symbols": & Qo: 2% Тү CN 
and © " One of these play symbols appears in each of tne nine play 
spots in the playfield under the scratch-off material covering the game 
play data on the back of the ticket. The nine play spots shall be ar- 
ranged in three rows, with three play spots to each row. 

(2) Play symbol captions: The small printed characters appearing 
below each play symbol which verify and correspond with that play 
symbol. The caption is a spelling out, in full or abbreviated form of the 
play symbol. One and only one of these captions appears under each 
play symbol. For Paper Scratch Game Number 501, the captions 
which correspond with and verify the play symbols are: 


PLAY SYMBOL CAPTION 
CHRY 
ORNG 
SHOE 
BELL 
CLVR 
LEMN 
CRWN 


BARR 


4 GO8 pcoa 


FISH 


(3) Pack-ticket number: The eleven-digit number of the form 
50100001—000 printed on the front of the ticket. The first three digits 
are the game identifier. The first eight digits of the pack-ticket number 
for Paper Scratch Game Number 501 constitute the "pack number" 
which starts at 50100001; the last three digits constitute the "ticket 
number" which starts at 000 and continues through 399 within each 
pack of tickets. 

(4) Retailer verification codes: Codes consisting of small letters 
found under the removable latex covering on the back of the ticket 
which the lottery retailer uses to verify all winners. For Paper Scratch 
Game Number 501, the retailer verification codes are three-letter 
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codes, with each letter appearing in a varying three of six locations 
among the play symbols on the back of the ticket. The retailer verifi- 
cation codes are: 


VERIFICATION CODE PRIZE 
HAF 8 .50 
ОМЕ $ 1.00 (8.50 апа 8.50) 
TWO $ 2.00 
TEN $10.00 
TWF $25.00 


(5) Pack: A set of four hundred individually cut game tickets pack- 
aged in plastic shrinkwrapping. 


NEW SECTION 


WAC 315-41-50110 CRITERIA FOR PAPER SCRATCH 
GAME NUMBER 501. (1) The price of each paper scratch game 
ticket shall Бе $.50. 

(2) Determination of prize winning tickets: A paper scratch prize 
winner is determined in the following manner: 

(a) The bearer of a ticket having three identical play symbols in the 
same game (horizontal row) shall win the prize which corresponds with 
that set of identical play symbols. Play symbols in different games 
(horizontal rows) may not be combined to win a prize. The ticket shall 
bear a legend which lists each set of identical play symbols and its 
corresponding prize. 


Three cherries play symbols - Win $ .50 
Three oranges play symbols - Win $ 2.00 
Three bells play symbols - Win % 10.00 
Three bars play symbols — Win % 25.00 


(b) The bearer of a ticket having winning play symbols іп more than 
one game (horizontal row) shall win the total amount of the prizes won 
in each game. 

(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the paper scratch 
game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315-40-060, to the particular ticket validation requirements for Paper 
Scratch Game Number 501 set forth in WAC 315-41—50120, to the 
confidential validation requirements established by the director, and to 
the requirements stated on the back of each ticket. 

(5) Notwithstanding any other provisions of these rules, the director 
may: 

(a) Vary the length of Paper Scratch Game Number 501; and/or 

(b) Vary the number of tickets sold in Paper Scratch Game Number 
501 in a manner that will maintain the estimated average odds of pur- 
chasing a winning ticket. 


NEW SECTION 


WAC 31541-50120 TICKET VALIDATION REQUIRE- 
MENTS FOR PAPER SCRATCH GAME NUMBER 501. (1) In 
addition to meeting all other requirements in these rules and regula- 
tions, to be a valid paper scratch game ticket for Paper Scratch Game 
Number 501, all of the following validation requirements apply. 

(a) Exactly one play symbol must appear in each of the nine rub-off 
spots on the back of the ticket under the latex covering. 

(b) Each of the nine play symbols must have a caption below it and 
each must agree with its caption. 

(c) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the artwork on file with the director. The numbers, letters, 
and symbols shall be printed as follows: 


Play Symbols Play Symbol Font 
Captions Caption Font 
Pack-Ticket Number Validation Font 
Validation Number Validation Font 
Retailer Verification Code Validation Font 


(d) Each of the play symbols and its caption, the pack-ticket num- 
ber and the retailer verification code must be printed in black ink. 

(e) Each of the play symbols must be exactly one of those described 
in WAC 315-41-50100(1) and each of the captions must be exactly 
one of those described in WAC 315-41-50100(2). 
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(2) Any ticket not passing all the validation requirements in WAC 
315-40-060 and subsection (1) of this section is invalid and ineligible 
for any prize. 


NEW SECTION 


WAC 315-41-50200 DEFINITIONS FOR PAPER SCRATCH 
GAME NUMBER 502 ("LUCKY СНАКМ" ). (D Play »vmbols: Тһе 
following are the "play symbols”: me 
NT €: EAS EY and "Қ. One " these play Symbols 
appears in eack ci ihe twelve play Spots in the playfield under the 

scratch-off material covering the game play data on the back of the 
ticket. The twelve play spots shall be arranged in four rows, with three 
play spots to each row. 

(2) Play symbol captions: The small printed characters appearing 
below each play symbol which verify and correspond with that play 
symbol. The caption is a spelling out, in full or abbreviated form of the 
play symbol. One and only one of these captions appears under each 
play symbol. For Paper Scratch Game Number 502, the captions 
which correspond with and verify the play symbols are: 


PLAY SYMBOL CAPTION 
5 GOLD 
U SHOE 
S FOOT 
% CLVR 
Ж STAR 
А BELL 
Фф FIRE 
= BONE 
<? PIGG 
0. воот 


(3) Pack-ticket number: The eleven-digit number of the form 
50200001-000 printed on the front of the ticket. The first three digits 
are the game identifier. The first eight digits of the pack-ticket number 
for Paper Scratch Game Number 502 constitute the "pack number" 
which starts at 50200001; the last three digits constitute the "ticket 
number" which starts at 000 and continues through 399 within each 
pack of tickets. 

(4) Retailer verification codes: Codes consisting of small letters 
found under the removable latex covering on the back of the ticket 
which the lottery retailer uses to verify all winners. For Paper Scratch 
Game Number 502, the retailer verification codes are three-letter 
codes, with each letter appearing in a varying three of six locations 
among the play symbols on the back of the ticket. The retailer verifi- 
cation codes are: 


VERIFICATION CODE PRIZE 
HAF $ .50 
ONE $ 1.00 
FIV $ 5.00 
FIF $50.00 


(5) Pack: A set of four hundred individually cut game tickets pack- 
aged in plastic shrinkwrapping. 


NEW SECTION 


WAC 315-41-50210 CRITERIA FOR PAPER SCRATCH 
GAME NUMBER 502. (1) The price of each paper scratch game 
ticket shall be $.50. 

(2) Determination of prize winning tickets: A paper scratch prize 
winner is determined in the following manner: 

The bearer of a ticket having the following designated prize symbols 
in one game (horizontal row) shall win the prize which corresponds 
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with that set of designated play symbols. Play symbols in different 
games (horizontal rows) may not be combined to win a prize. The 
ticket shall bear a legend which lists each set of designated play sym- 
bols and its corresponding prize. 


Three GOLD play symbols - Win $  .50 
Three SHOE play symbols — Win % 1.00 
Three ғоот play symbols — Win $ 5.00 
Three CLvR play symbols — Win $ 50.00 


(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the paper scratch 
game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315—40—060, to the particular ticket validation requirements for Paper 
Scratch Game Number 502 set forth in WAC 31541-50220, to the 
confidential validation requirements established by the director, and to 
the requirements stated on the back of each ticket. 

(5) Notwithstanding any other provisions of these rules, the director 
may: 

(a) Vary the length of Paper Scratch Game Number 502; and/or 

(b) Vary the number of tickets sold in Paper Scratch Game Number 
502 in a manner that will maintain the estimated average odds of pur- 
Chasing a winning ticket. 


NEW SECTION 


WAC 315-41-50220 TICKET VALIDATION REQUIRE- 
MENTS FOR PAPER SCRATCH GAME NUMBER 502. (1) In 
addition to meeting all other requirements in these rules and regula- 
tions, to be a valid paper scratch game ticket for Paper Scratch Game 
Number 502, all of the following validation requirements apply. 

(a) Exactly one play symbol must appear in each of the twelve rub- 
off spots on the back of the ticket under the latex covering. 

(b) Each of the twelve play symbols must have a caption below it 
and each must agree with its caption. 

(c) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the artwork on file with the director. The numbers, letters, 
and symbols shall be printed as follows: 


Play Symbols Play Symbol Font 
Captions Caption Font 
Pack-Ticket Number Validation Font 
Validation Number Validation Font 
Retailer Verification Code Validation Font 


(d) Each of the play symbols and its caption, the pack-ticket num- 
ber and the retailer verification code must be printed in black ink. 

(e) Each of the play symbols must be exactly one of those described 
in WAC 315-41-50200(1) and each of the captions must be exactly 
one of those described in WAC 315-41-50200(2). 

(2) Any ticket not passing all the validation requirements in WAC 
315—40—060 and subsection (1) of this section is invalid and ineligible 
for any prize. 


NEW SECTION 


WAC 315-41-50300 DEFINITIONS FOR PAPER SCRATCH 
GAME NUMBER 503 ("JACK-R- BETTER"! | Play symbols: 
The following arc the "play symbols”: + 

E š рі апа 27" One of tese 
play symbols appears in cach 01 the twelve play spots in the playfield 
under the scratch-off material covering the game play data on the 
back of the ticket. The twelve play spots shall be arranged in four 
rows, with three play spots to each row. 

(2) Play symbol captions: The small printed characters appearing 
below each play symbol which verify and correspond with that play 
symbol. The caption is a spelling out, in full or abbreviated form of the 
play symbol. One and only one of these captions appears under each 
play symbol. For Paper Scratch Game Number 503, the captions 
which correspond with and verify the play symbols are: 
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PLAY SYMBOL CAPTION 
JACK 
CLUB 
SPAD 
HART 
DMND 
CARR 
CHRY 
CRWN 
KEYE 


CATT 


ОШ Ме occ eb 


PIGG 


(3) Pack-ticket number: The eleven-digit number of the form 
50300001-000 printed on the front of the ticket. The first three digits 
are the game identifier. The first eight digits of the pack-ticket number 
for Paper Scratch Game Number 503 constitute the "pack number" 
which starts at 50300001; the last three digits constitute the "ticket 
number" which starts at 000 and continues through 399 within each 
pack of tickets. 

(4) Retailer verification codes: Codes consisting of small letters 
found under the removable latex covering on the back of the ticket 
which the lottery retailer uses to verify all winners. For Paper Scratch 
Game Number 503, the retailer verification codes are three-letter 
codes, with each letter appearing in a varying three of six locations 
among the play symbols on the back of the ticket. The retailer verifi- 
cation codes are: 


VERIFICATION CODE PRIZE 
HAF $ .50 
ONE $ 1.00 
TWO $ 2.00 
TEN $10.00 
FIF $50.00 


(5) Pack: A set of four hundred individually cut game tickets pack- 
aged in plastic shrinkwrapping. 


NEW SECTION 


WAC 315-41-50310 CRITERIA FOR PAPER SCRATCH 
GAME NUMBER 503. (1) The price of each paper scratch game 
ticket shall be $.50. 

(2) Determination of prize winning tickets: A paper scratch prize 
winner is determined in the following manner: 

The bearer of a ticket having the following designated prize symbols 
in one game (horizontal row) shall win the prize which corresponds 
with that set of designated play symbols. Play symbols in different 
games (horizontal rows) may not be combined to win a prize. The 
ticket shall bear a legend which lists each set of designated play sym- 
bols and its corresponding prize. 


Two JACK and one CLUB symbols - Win $ .50 
Two JACK and one HART symbols — Win $ 1.00 
Two JACK and one SPAD symbols — Win $ 2.00 
Two JACK and one DMND symbols - Win $10.00 
Three JACK symbols - Win $50.00 


(3) No portion of the display printing nor any extraneous matter 
whatever shall be usable or playable as a part of the paper scratch 
game. 

(4) The determination of prize winners shall be subject to the gen- 
eral ticket validation requirements of the lottery as set forth in WAC 
315—40-060, to the particular ticket validation requirements for Paper 
Scratch Game Number 503 set forth in WAC 315-41—50320, to the 
confidential validation requirements established by the director, and to 
the requirements stated on the back of each ticket. 

(5) Notwithstanding any other provisions of these rules, the director 
may: 

(a) Vary the length of Paper Scratch Game Number 503; and/or 

(b) Vary the number of tickets sold in Paper Scratch Game Number 
503 in a manner that will maintain the estimated average odds of pur- 
chasing a winning ticket. 
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NEW SECTION 


WAC 315-41-50320 TICKET VALIDATION REQUIRE- 
MENTS FOR PAPER SCRATCH GAME NUMBER 503. (1) In 
addition to meeting all other requirements in these rules and regula- 
tions, to be a valid paper scratch game ticket for Paper Scratch Game 
Number 503, all of the following validation requirements apply. 

(a) Exactly one play symbol must appear in each of the twelve rub- 
off spots on the back of the ticket under the latex covering. 

(b) Each of the twelve play symbols must have a caption below it 
and each must agree with its caption. 

(c) The display printing and the printed numbers, letters, and sym- 
bols on the ticket must be regular in every respect and correspond pre- 
cisely with the artwork on file with the director. The numbers, letters, 
and symbols shall be printed as follows: 


Play Symbols Play Symbol Font 
Captions Caption Font 
Pack-Ticket Number Validation Font 
Validation Number Validation Font 
Retailer Verification Code Validation Font 


(d) Each of the play symbols and its caption, the pack-ticket num- 
ber and the retailer verification code must be printed in black ink. 

(e) Each of the play symbols must be exactly one of those described 
in WAC 315-41-50300(1) and each of the captions must be exactly 
one of those described in WAC 315-41-50300(2). 

(2) Any ticket not passing all the validation requirements in WAC 
315-40—060 and subsection (1) of this section is invalid and ineligible 
for any prize. 
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Table of WAC Sections Affected 


KEY TO TABLE 


Symbols: This table covers the current calendar year through this issue of the 
AMD Register and should be used to locate rules amended, adopted, or re- 


Amendment of existing section 9:408 
pealed subsequent to the publication date of the latest WAC or 


А/К = Amending and recodifying a section 
DECOD - Decodification of an existing section Supplement. 
NEW = New section not previously codified | : : 
OBJEC - Notice of objection by Joint Administrative Rules WAC # shows the section number under which an agency rule is or 
Review Committee will be codified in the Washington Administrative Code. 
PREP = Pr 1 t š : Р 
RE-AD = Readoption of existing әсенеп WSR # shows the issue of the Washington State Register where the 
RECOD = Recodification of previously codified section document may be found; the last three digits show the sequence of the 
REP = Repeal of existing section document within the issue. 
RESCIND = Rescind previous emergency rule 
REVIEW = Review of previously adopted rule 
Suffixes: 
-Р = Proposed action 
-С = Continuance of previous proposal 
-Е = Emergency action 
-S = Supplemental notice 


-W= Withdrawal of proposed action 
No suffix means permanent action 


WAC # WSR # WAC # WSR # WAC g WSR # 
106-040 AMD-P 91-06-067 1-08-240 REP-P  91-06-067 1-08—490 REP-P 91-06-067 
1-06-040 AMD 91-10-010 1-08-240 REP 91-10-010 1-08-490 ВЕР 91-10-010 
1-08-005 REP-P  91-06-067 1-08-250 REP-P 91-06-067 1-08-500 REP-P 91-06-067 
1-08-005 REP 91-10-010 108-250 REP 91-10-010 108-500 REP 91-10-010 
1-08-007 REP-P 91-06-067 1-08-260 REP-P  91-06-067 1-08-510 REP-P 91-06-067 
1-08—007 REP 91-10-010 1-08-260 КЕР 91-10-010 1-08-510 REP 91-10-010 
1-08-010 REP-P 91-06067 1-08-270 REP-P 91-06-067 1-08-520 REP-P 91-06-067 
1-08-010 REP 91-10-010 1-08-270 КЕР 91-10-010 1-08-520 REP 91-10-010 
1-08-030 REP-P 91-06-2067 1-08-280 REP-P 91-06-067 1-08-530 REP-P 91-06-067 
1-08-030 REP 91-10-010 1-08-280 ВЕР 91-10-010 1-08-530 REP 91-10-010 
1-08-040 REP-P 91-06067 1-08-290 REP-P 91-06-067 1-08-540 REP-P 91-06-067 
1-08-040 REP 91-10-010 1-08-290 ВЕР 91-10-010 1-08—540 REP 91-10-010 
1-08-050 REP-P 91-06-067 1-08-300 REP-P 91-06-067 108-550 REP-P 91-06-067 
1-08-050 REP 91-10-010 1-08-300 REP 91-10-010 1-08—550 REP 91-10-010 
1-08-060 REP-P 91-06-067 1-08-310 REP-P 91-06-067 1-08-560 REP-P _ 91-06-067 
1-08-060 REP 91-10-010 1-08-310 ВЕР 91-10-010 1-08-560 REP 91-10-010 
1-08-070 REP-P 91-06-067 1-08-320 ВЕР. р 91-06-067 108-570 REP-P 91-06067 
108-070 ВЕР 91-10-010 1-08-320 ВЕР 91-10-010 1-08-570 КЕР 91-10-010 
1-08-080 REP-P 91-06-0067 1-08-330 REP-P 91-06-067 1-08-580 АЕР-Р 91-06-067 
1-08-080 REP 91-10-010 1-08-330 REP 91-10-010 1-08-580 КЕР 91-10-010 
1-08-090 REP-P 91-06-067 1-08-340 REP-P 91-06-067 1-08-590 REP-P 91-06-067 
1-08-090 REP 91-10-010 1-08-340 REP 91-10-010 1-08-590 ВЕР 91-10-010 
1-08-100 REP-P 91-06-067 1-08-350 REP-P 91-06-067 1-21-040 PREP 91-12-007 
1-08-100 КЕР 91-10-010 1-08-350 ВЕР 91-10-010 1-21-040 AMD-P 91-18-027 
1-08-110 REP-P 91-06-067 1-08-360 REP-P 91-06-067 1-21-040 AMD 91-22-006 
1-08-110 REP 91-10-010 1-08-360 REP 91-10-010 4-25-040 AMD-P 91-20-079 
1-08-120 REP-P 91-06-067 1-08-370 REP-P 91-06-067 4-25-040 AMD-E  91-21-006 
1-08-120 REP 91-10-010 1-08-370 ВЕР 91-10-010 4-25-040 AMD 91-24-027 
1-08-130 REP-P 91-06-067 1-08-380 REP-P 91-06-067 4-25-140 AMD-P 91-20-080 
1-08-130 REP 91-10-010 1-08-380 КЕР 91-10-010 4-25-140 AMD 91-24-028 
1-08-140 ВЕР-Р 91-06-067 1-08-390 REP-P 91-06-067 4-25-190 AMD-P 91-14-090 
1-08-140 КЕР 91-10-010 1-08-390 КЕР 91-10-010 4-25-190 AMD-P 91-14-091 
1-08-150 REP-P 91-06-067 1-08-400 REP-P 91-06-067 4-25-190 AMD 91-21-005 
1-08-150 КЕР 91-10-010 1-08-400 КЕР 91-10-010 4-25-192 NEW-P  91-14-090 
1-08-160 > — REP-P 91-06-067 1-08-410 REP-P 91-06067 4-25-192 NEW-W  91-21-004 
1-08-160 REP 91-10-010 1-08-410 REP 91-10-010 16-08-00! REP-P 91-20-177 
1-08-170 REP-P 91-06-067 1-08-420 REP-P 91-06-067 16-08-001 КЕР 91-23-051 
1-08-170 КЕР 91-10-010 1-08-420 КЕР 91-10-010 16-08-002 NEW-P 91-20-177 
1-08-180 REP-P 91-06-067 1-08-430 REP-P 91-06-067 16-08-002 NEW 91-23-051 
1-08-180 REP 91-10-010 1-08-430 REP 91-10-010 16-08-010 REP-P 91-20-177 
1-08-190 REP-P  91-06-067 1-08-440 REP-P 91-06-067 16-08-010 REP 91-23-051 
1-08-190 КЕР 91-10-010 1-08-440 ВЕР 91-10-010 16-08-01 NEW-P  91-20-177 
1-08-200 REP-P 91-06067 1-08-450 REP-P 91-06-067 16-08-011 NEW 91-23-051 
1-08-200 ВЕР 91-10-010 1-08-450 КЕР 91-10-010 16-08-020 REP-P 91-20-177 
1-08-210 ВЕР-Р 91-06-067 1-08-460 REP-P 91-06-067 16—08-020 REP 91-23-051 
1-08-210 ВЕР . 91-10-010 1-08-460 REP 91-10-010 16-08-021 NEW-P 91-20-177 
1-08-220 REP-P 91-06-067 1-08-470 REP-P 91-06-067 16-08-021 NEW 91-23-051 
1-08-220 REP 91-10-010 1-08-470 REP 91-10-010 16-08-031 NEW-P 91-20-177 
1-08-230 REP-P 91-06-067 1-08-480 REP-P 91-06-067 16-08-031 МЕУУ 91-23-051 
1-08-230 КЕР 91-10-010 1-08-480 ВЕР 91-10-010 16-08-040 REP-P 91-20-177 
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WAC # 
1608040 КЕР 
16-08-041 NEW-P 
16-08-041 NEW 
16-08-050 КЕР-Р 
16-08-050 КЕР 
16-08-051 NEW-P 
16-08-051 NEW 
16-08-060 REP-P 
16-08-060 КЕР 
16-08-061 NEW-P 
16-08-061 NEW 
16-08-070 REP-P 
16-08-070 REP 
1608-071 NEW-P 
16-08-071 NEW 
16-08-080 REP-P 
` 16-08-080 REP 
16-08-081 NEW-P 
16-08-08 1 NEW 
16-08-090 КЕР-Р 
16-08-090 REP 
16-08-091 NEW-P 
16-08-091 NEW 
16-08-100 REP-P 
16-08-100 REP 
16-08-101 NEW-P 
16-08-101 NEW 
16-08-110 REP-P 
16-08-110 REP 
16-08-111 NEW-P 
16-08-111 NEW 
16-08-120 REP-P 
16-08-120 REP 
16-08-121 NEW-P 
16-08-121 NEW 
16-08-130 КЕР-Р 
16-08-130 КЕР 
16-08-131 NEW-P 
1608-131 NEW 
16-08-140 REP-P 
16-08-140 REP 
16-08-141 NEW-P 
16-08-141 NEW 
16-08-150 КЕР-Р 
16-08-150 КЕР 
16-08-151 NEW-P 
16-08-151 NEW 
16-08-160 КЕР-Р 
16-08-160 КЕР 
16-08-161 NEW-P 
1608-161 NEW 
16-08—170 REP-P 
16-08-170 REP 
16-08-171 МЕМ/-Р 
16-08-171 NEW 
16-08-180 КЕР-Р 
16-08-180 КЕР 
16-08-190 REP-P 
16-08-190 REP 
16-08-200 REP-P 
16-08-200 REP 
16-08-210 REP-P 
16-08-210 REP 
16-08-220 REP-P 
16-08-220 REP 
16-08-230 REP-P 
16-08-230 REP 
16-08-240 REP-P 
16-08-240 REP 
16-08-250 REP-P 
16-08-250 REP 
16-08-260 REP-P 
16-08-260 REP 
16-08-270 REP-P 
16-08-270 REP 
16-08-280 REP-P 
16-08-280 REP 


WSR # 


91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 


Table of WAC Sections Affected 


WAC # 


16-08-290 
16-08-290 
16-08-300 
16-08-300 
16-08-310 
16-08-310 
16-08-320 
16-08-320 
16-08-330 
16-08-330 
16-08-340 
16-08-340 
16-08-350 
16-08-350 
16-08-360 
16-08-360 
16-08-370 
16-08-370 
16-08-380 
16-08-380 
16-08-390 
16-08-390 
16-08-400 
16-08-400 
16-08-410 
16-08-410 
16-08-420 
16-08-420 
16-08-430 
16-08-430 
16-08-440 
16-08-440 
16-08-450 
16-08-450 
16-08-460 
16-08-460 
16-08-470 
16-08-470 
16-08-480 
16-08-480 
16-08-490 
16-08-490 
16-08-500 
16-08500 
16-08-510 
16-08-510 
16-08-520 
16-08-520 
16-08-530 
16-08-530 
16-08-540 
16-08-540 
16-08-550 
16-08-550 
16-08-560 
16-08-560 
16-08-570 
16-08-570 
16-08-580 
16-08-580 
16-08-590 
16-08-590 
16-22-011 
16-22-011 
16-22-015 
16-22-015 
16-23-012 
16-23-012 
16-23-014 
16-23-014 
16-80-005 
16-80-005 
16-80-007 
16-80-007 
16-80-010 
16-80-010 
16-80-015 


WSR # 


91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-05! 
91-20-177 
91-23-05! 
91-20-177 
91-23-05] 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-20-177 
91-23-051 
91-13-106 
91-16-005 
91-13-106 
91-16-005 
91-13-106 
91-16-005 
91-13-106 
91-16-005 
91-05-076 
91-08-027 
91-05-076 
91--08-027 
91-05-076 
91-08-027 
91-05-076 


WAC # WSR # 
16-80-015 NEW 91-08-027 
16-80-020 NEW-P 91-05-076 
16-80-020 NEW 91-08-027 
16-80-025 NEW-P  91-05-076 
16-80-025 NEW 91-08-027 
16-80-030 NEW-P 91-05-076 
16-80-030 NEW 91-08-027 
16-80-035 NEW-P 91-05-076 
16-80-035 NEW 91-08-027 
16-80-040 NEW-P 91-05-076 
16-80-040 NEW 91-08-027 
16-80-045 NEW-P 91-05-076 
16-80-045 NEW 91-08-027 
16-80-047 NEW-P 91-05-076 
16-80-047 NEW 91-08-027 
16-80-050 NEW-P 91-05-076 
16-80-050 NEW 91-08-027 
16-104-310 NEW-P  91-21-125 
16-104-320 NEW-P  91-21-125 
16-104-330 NEW-P 91-21-125 
16-104-340 NEW-P 91-21-125 
16-104-350 NEW-P  91-21-125 
16-104-360 NEW-P 91-21-125 
16-104-370 NEW-P 91-21-125 
16-122-001 NEW-P 91-13-106 
16-122-001 NEW 91-16-005 
16-124-011 NEW-P 91-13-106 
16-124-011 NEW 91-16-005 
16-126-001 NEW-P  91-13-106 
16-126-001 NEW 91-16-005 
16-146-100 NEW-P 91-13-106 
16-146-100 NEW 91-16-005 
16-146-110 NEW-P 91-13-106 
16-146-110 NEW 91-16-005 
16-154 AMD-P 91-05-006 
16-154 AMD 91-09-028 
16-154-010 AMD-P 91-05-006 
16-154-010 AMD 91-09-028 
16-154-020 AMD-P 91-05-006 
16-154-020 AMD 91-09-028 
16-154-020 REP-P  91-15-067 
16-154-020 КЕР 91-20-013 
16-154-030 NEW-P 91-05-006 
16-154-030 NEW 91-09-028 
16-154-040 NEW-P 91-05-006 
16-154-040 NEW 91-09-028 
16-154-050 NEW-P 91-05-006 
16-154-050 NEW 91-09-028 
16-154-060 NEW-P 91-05-006 
16-154-060 NEW 91-09-028 
16-154-070 NEW-P 91-05-006 
16-154-070 NEW 91-09-028 
16-154-080 NEW-P 91-05-006 
16-154-080 NEW 91-09-028 
16-154-090 NEW-P 91-05-006 
16-154-090 NEW 91-09-028 
16-154-100 NEW-P 91-05-006 
16-154-100 NEW 91-09-028 
16-154-110 NEW-P 91-05-006 
16-154-110 NEW 91-09-028 
16-154-120 NEW-P 91-05-006 
16-154-120 NEW 91-09-028 
16-156-005 AMD-P 91-05-006 
16-156-005 AMD 91-09-028 
16-156-020 AMD-P 91-05-006 
16-156-020 AMD 91-09-028 
16-156-035 AMD-P 91-05-006 
16-156-035 AMD 91-09-028 
16-156-060 AMD-P 91-05-006 
16-156-060 AMD 91-09-028 
16-158-120 AMD-P 91-05-006 
16-158-120 AMD 91-09-028 
16-160-010 NEW 91-05-007 
16-160-020 МЕУУ 91-05-007 
16-160-030 NEW 91-05-007 
16-160-040 NEW 9105-007 
16-160-050 NEW 91-05-007 


WAC # 


16-160-060 
16-160-060 
16-160-060 
16-160-070 
16-160-090 
16-160-100 
16-212-125 
16-212-125 
16-212-126 
16-212-126 
16-212-127 
16-212-127 
16-212-128 
16-212-128 
16-228-020 
16-228-020 
16-228-164 
16-228-164 
16-230-110 
16-230-110 
16-230-115 
16-230-115 
16-230-120 
16-230-120 
16-230-150 
16-230-150 
16-230-160 
16-230-160 
16-230-170 
16-230-170 
16-230-180 
16-230-180 
16-230-190 
16-230-190 
16-230-400 
16-230-400 
16-230-410 
16-230-410 
16-230-440 
16-230-440 
16-230-450 
16-230-450 
16-230-460 
16-230-460 
16-230-470 
16-230-470 
16-230-475 
16-230-475 
16-230-605 
16-230-605 
16-230-610 
16-230-610 
16-230-615 
16-230-615 
16-230-625 
16-230-625 
16-230-670 
16-230-670 
16-230-675 
16-230-675 
16-231-001 
16-231-001 
` 16-231-033 
16-231-033 
16-231-100 
16-231-100 
16-231-148 
16-231-148 
16-231--200 
16-231-200 
16-231-205 
16-231-205 
16-231-210 
16-231-210 
16-231-235 
16-231-235 
16-231-238 


NEW 
AMD-P 
AMD 
NEW 
NEW 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD-P 
AMD 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
АМО-Р 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


AMD-P. 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 


Table of WAC Sections Affected 


WSR # WAC # 
91-05-007 16-231-238 
91--15-067 16-231-300 
91-20-013 16-231-300 
91-05-007 16-231-305 
91-05-007 16-231-305 
91-05-007 16-231-310 
91-13-106 16-231-310 
91-16-005 16-231-330 
91-13-106 16-231-330 
91-16-005 16-231-340 
91-13-106 16-231-340 
91-16-005 16-231-343 
91-13-106 16-231-343 
91-16-005 16-231-400 
91-13-106 16-231-400 
91-16-005 16-231-405 
91-02-106 16-231-405 
91-06-019 16-231-410 
91-02-106 16-231-410 
91-06-019 16-231-420 
91-02-106 16-231-420 
91-06-019 16-231-425 
91-02-106 16-231-425 
91-06-019 16-231-500 
91-04—078 16-231-500 
91-08-058 16-231-505 
91-04-078 16-231-505 
91-08-058 16-231-510 
91-04-078 16-231-510 
91-08-058 16-231-525 
91-04-078 16-231-525 
91-08-058 16-231-530 
91-04-078 ` 16-231-530 
91-08-058 16-231-600 
91-02-106 16-231-600 
91-06-019 16-231-605 
91-02-106 16-231-605 
91-06-019 16-231-610 
91-02-106 16-231-610 
91-06-019 16-231-615 
91-02-106 16-231-615 
91-06-019 16-231-620 
91-02-106 16-231-620 
91-06-019 16-231-700 
91-02-106 16-231-700 
91-06-019 16-231-705 
91-02-106 16-231-705 
91-06-019 16-231-715 
91-02-106 16-231-715 
91-06-019 16-231-720 
91-02-106 16-231-720 
91-06-019 16-231-800 
91-02-106 16-231-800 
91-06-019 16-231-805 
91-02-106 16-231-805 
91-06-019 16-231-825 
91-02-106 16-231-825 
91-06-019 16-231-840 
91-02-106 16-231-840 
91-06-019 16-231-900 
91-02-106 16-231-900 
91-06-019 16-231--905 
91-02-106 16-231-905 
91-06-019 16-231-935 
91-02-106 16-231-935 
91-06-019 16-231-938 
91-02-106 16-231-938 
91-06-019 16-231-950 
91-02-106 16-231-950 
91-06-019 16-232-001 
91-02-106 16-232-001 
91-06-019 16-232-100 
91-02-106 16-232-100 
91-06-019 16-232-105 
91-02-106 16-232-105 
91-06-019 16-232-110 
91-02-106 16-232-110 


REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


[361] 


WSR # 


91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 
91-02-106 
91-06-019 


WAC g WSR # 
16-232-120 AMD-P 91-02-106 
16-232-120 AMD 9106-019 
16-232-200 AMD-P 91-02-106 
16-232-200 AMD 9106-019 
16-232-205 AMD-P 91-02-106 
16-232-205 AMD 91-06-019 
16-232-220 AMD-P 91-02-106 
16-232-220 AMD 91-06-019 
16-232-225 AMD-P 91-02-106 
16-232-225 AMD 91-06-019 
16-232-300 AMD-P 91-02-106 
16-232-300 AMD 91-06-019 
16-232-305 AMD-P 91-02-106 
16-232-305 AMD 91-06-019 
16-232-315 AMD-P 91-02-106 
16-232-315 AMD 91-06-019 
16-232-950 REP-P 91-02-106 
16-232-950 КЕР 91-06-019 
16-304-039 NEW-P 91-15-099 
16-304-039 NEW 91-21-043 
16-304-040 AMD-P 91-15-099 
16-304-040 AMD 91-21-043 
16-304-050 AMD-P 91-15-099 
16-304-050 AMD 91-21-043 
16-316-280 AMD-P 91-04-066 
16-316-280 AMD 91-08-017 
16-316-285 AMD-P 91-04-066 
16-316-285 AMD 91-08-017 
16-316-290 AMD-P 91-04-066 
16-316-290 AMD 91-08-017 
16-316-620 AMD-P 91-10-082 
16-316-620 AMD 91-14-001 
16-316-622 AMD-P 91-10-082 
16-316-622 AMD 91-14-001 
16-316-715 AMD-P 91-10-082 
16-316-715 AMD 91-14-001 
16-316-800 AMD-P 91-10-082 
16-316-800 AMD 91-14-001 
16-316-820 AMD-P 91-10-082 
16-316-820 AMD 91-14-001 
16-316-970 NEW-P 91-10-082 
16-316-970 NEW 91-13-087 
16-316-975 NEW-P 91-10-082 
16-316-975 NEW 91-13-087 
16-316-980 NEW-P 91-10-082 
16-316-980 NEW 91-13-087 
16-316-985 NEW-P 91-10-082 
16-316-985 NEW 91-13-087 
16-316-990 NEW-P 91-10-082 
16-316-990 NEW 91-13-087 
16-316-995 NEW-P 91-10082 
16-316-995 NEW 91-13-087 
16-316-997 NEW-P 91-10-082 
16-316-997 NEW 91-13-087 
16-324-375 AMD-P 91-06-061 
16-324-375 AMD 91-10-029 
16-324-380 AMD-P 91-06-061 
16-324-380 AMD 91-10-029 
16-324-605 AMD-P 91-06-061 
16-324-605 AMD 91-10-029 
16-333-200 NEW-P 91-04-068 
16-333-200 NEW 91-08-015 
16-333-205 NEW-P 91-04-068 
16-333-205 NEW 91-08-015 
16-333-210 NEW-P 91-04-068 
16-333-210 NEW 91-08-015 
16-333-215 NEW-P 91-04-068 
16-333-215 NEW 91-08-015 
16-333-220 NEW-P 91-04-068 
16-333-220 NEW 91-08-015 
16-333-225 NEW-P 91-04-068 
16-333-225 NEW 91-08-015 
16-333-230 NEW-P 91-04-068 
16-333-230 NEW 91-08-015 
16-333-235 NEW-P 91-04-068 
16-333-235 NEW 91-08-015 
16-333-240 NEW-P 91-04-068 


WAC # WSR # 
16-333-240 NEW 91-08-015 
16-333-245 NEW-P 91-04-068 
16-333-245 NEW 91-08-015 
16-354-005 AMD-P 91-04-067 
16-354-005 AMD 91-08-016 
16-354-010 AMD-P 91-04-067 
16-354-010 AMD 91-08-016 
16-354-020 AMD-P 91-04-067 
16-354-020 AMD 91-08-016 
16-354-030 AMD-P 91-04-067 
16-354-030 ^ AMD 91-08-016 
16-354-040 AMD-P 91-04-067 
16-354-040 AMD 91-08-016 
16-354-070 AMD-P 91-04-067 
16-354-070 AMD 91-08-016 
16-354-100 AMD-P 91-04-067 
16-354-100 AMD 91-08-016 
16-403-141 AMD-P 91-03-093 
16-403-141 AMD-W  91-07-015 
16-470-010 AMD-P 91-15-100 
16-470-010 AMD-W  91-20-020 
16-470-010 AMD-P 91-20-081 
16-470-015 AMD-P 91-15-100 
16-470-015:: AMD-W  91-20-020 
16-470—015 AMD-P 91-20-081 
16-470-100 AMD 91-03-115 
16-470-500 AMD-P 91-15-100 
16-470-500 AMD-W 91-20-020 
16-470-510 AMD-P 91-15-100 
16-470-510 AMD-W 91-20-020 
16-470-520 AMD-P 91-15-100 
16-470-520 AMD-W 91-20-020 
16-470-530 AMD-P 91-15-100 
16-470-530 AMD-W 91-20-020 
16-470—533 NEW-P 91-15-100 
16-470—533 NEW-W  91-20-020 
16-470-535 NEW-P 91-15-100 
16-470-535 NEW-W  91-20-020 
16-470-600 AMD-P 91-20-081 
16-470-605 AMD-P 91-20-081 
16-470-610 AMD-P 91-20-081 
16-470-615 AMD-P 91-20-081 
16-470-620 REP-P 91-20-081 
16-470-625 AMD-P 91-20-081 
16-470-630 REP-P 91-20-081 
16-470-635 AMD-P 91-20-081 
16-471-010 NEW 91-03-046 
16-471-015 NEW 91-03-046 
16-471-020 NEW 91-03-046 
16-471-030 NEW 91-03-046 
16-471-040 NEW 91-03-046 
16-471-050 NEW 91-03-046 
16-471-060 NEW 91-03-046 
16-471-070 NEW 91-03-046 
16-471-080 NEW 91-03-046 
16-481 РКЕР 91-10-013 
16-481-010 AMD-P 91-15-098 
16-481-010 AMD 91-21-042 
16-481-015 NEW-P 91-15-098 
16-481-015 NEW 91-21-042 
16-48 1-020 AMD-P 91-15-098 
16-48 1-020 AMD 91-21-042 
16-48 1-025 NEW-P 91-15-098 
16-48 1-025 NEW 91-21-042 
16-481-030 AMD-P 91-15-098 
16-481-030 AMD 91-21-042 
16-481-040 REP-P 91-15-098 
16-481-040 КЕР 91-21-042 
16-481-050 AMD-P 91-15-098 
16-481-050 AMD 91-21-042 
16-481-060 AMD-P 91-15-098 
16-481—060 AMD 91-21-042 
16-481-070 AMD-P 91-15-098 
16-481-070 AMD 91-21-042 
16-48 1-075 NEW-P 91-15-098 
16-481-075 NEW 91-21-042 
16-482-001 AMD-P 91-03-105 


Table of WAC Sections Affected 


WAC g WSR 4 
16-482-001 AMD 91-07-016 
16-482-005 NEW-P  91-03-105 
16-482-005 NEW 91-07-016 
16-482-006 NEW-P  91-03-105 
16-482-006 NEW 91-07-016 
16-482-007 NEW-P 91-03-105 
16-482-007 NEW 91-07-016 
16-482-010 AMD-P 91-03-105 
16-482-010 AMD 91-07-016 
16-482-015 NEW-P 91-03-105 
16-482-015 NEW 91-07-016 
16-482-016 NEW-P 91-03-105 
16-482-016 NEW 91-07-016 
16-482-017 NEW-P 91-03-105 
16-482-017 NEW 91-07-016 
16-482-020 AMD-P 91-03-105 
16-482-020 AMD 91-07-016 
16-482-030 REP-P 91-03-105 
16-482-030 КЕР 91-07-016 
16-482-040 REP-P 91-03-105 
16-482-040 КЕР 91-07-016 
16-483 PREP 91-10-013 
16-483-001 AMD-P 91-15-098 
16-483-001 AMD 91-21-042 
16-483-005 NEW-P 91-15-098 
16-483-005 NEW 91-21-042 
16-483-010 AMD-P 91-15-098 
16-483-010 AMD 91-21-042 
16-483-020 AMD-P 91-15-098 
16-483-020 AMD 91-21-042 
16-483-030 AMD-P 91-15-098 
16-483-030 AMD 91-21-042 
16-483-040 AMD-P 91-15-098 

- 16-483-040 AMD 91-21-042 
16-483-050 AMD-P 91-15-098 
16-483-050 AMD 91-21-042 
16-483-060 AMD-P 91-15-098 
16-483-060 AMD 91-21-042 
16-483-070 REP-P  91-15-098 
16-483-070 КЕР 91-21-042 
16-484-020 REP-P 91-07-037 
16-484-020 КЕР 91-11-053 
16-484-022 REP-P 91-07-037 
16-484-022 КЕР 91-11-053 
16-484-030 REP-P 91-07-037 
16-484-030 КЕР 91-11-053 
16-484-040 REP-P 91-07-037 
16484-040 — . REP 91-11-053 
16-484-050 REP-P 91-07-037 
16-484-050 КЕР 91-11-053 
16-484-080 REP-P 91-07-037 
16-484-080 КЕР 91-11-053 
16-484-090 REP-P 91-07-037 
16-484-090 ВЕР 91-11-053 
16-484-100 REP-P 91-07-037 
16-484-100 ВЕР 91-11-053 
16-484-200 NEW-E ` 91-06-035 
16-484-200 NEW-P 91-10-095 
16-484-200 NEW 91-13-026 
16-484-205 NEW-E 91-06-035 
16-484-205 NEW-P  91-10-095 
16—484-205 NEW 91-13-026 
16-484-210 NEW-E 91-06-035 
16-484-210 NEW-P 91-10-095 
16-484-210 NEW 91-13-026 
16-484-220 NEW-E 91-06-035 
16-484-220 NEW-P 91-10-095 
16-484-220 NEW 91-13-026 
16-484-230 NEW-E 91-06-035 
16-484-230 NEW-P 91-10-095 
16-484-230 NEW 91-13-026 
16-484-240 NEW-E 91-06-035 
16-484-240 NEW-P 91-10-095 
16-484-240 NEW 91-13-026 
16-484-250 NEW-E  91-06-035 
16-484-250 NEW-P 91-10-095 
16-484-250 NEW 91-13-026 


WAC # WSR # 
16-484-260 NEW-E 91-06-035 
16-484-260 NEW-P 91-10-095 
16-484-260 NEW 91-13-026 
16-486-001 REP-P 91-07-036 
16-486-001 КЕР 91-11-054 
16-486-010 REP-P 91-07-036 
16-486-010 КЕР 91-11-054 
16-486-015 REP-P  91-07-036 
16-486-015 КЕР 91-11-054 
16-486-020 REP-P 91-07-036 
16-486-020 КЕР 91-11-054 
16-486-025 REP-P 91-07-036 
16-486-025 REP 91-11-054 
16-486-030 REP-P 91-07-036 
16-486-030 КЕР 91-11-054 
16-486-035 REP-P 91-07-036 
16-486-035 КЕР 91-11-054 
16-486-040 REP-P 91-07-036 
16-486-040 КЕР 91-11-054 
16-486-045 REP-P 91-07-036 
16-486-045 КЕР 91-11-054 
16-487-005 NEW-P 91-15-097 
16-487-005 NEW 91-21-041 
16-487-010 AMD-P 91-15-097 
16-487-010 AMD 91-21-041 
16-487-015 NEW-P 91-15-097 
16-487-015 NEW 91-21-041 
16-487-017 NEW-P 91-15-097 
16-487-017 NEW 91-21-041 
16-487-020 AMD-P 91-15-097 
16-487-020 AMD 91-21-041 
16-487-023 NEW-P 91-15-097 
16-487-023 NEW 91-21-041 
16-487-025 NEW-P 91-15-097 
16-487-025 NEW 91-21-041 
16-487-030 AMD-P 91-15-097 
16-487-030 AMD 91-21-041 
16-487-040 AMD-P 91-15-097 
16-487-040 AMD 91-21-041 
16-487-050 AMD-P 91-15-097 
16-487-050 AMD 91-21-041 
16-487-060 AMD-P 91-15-097 
16-487-060 AMD 91-21-041 
16-487-100 NEW-P 91-15-097 
16-487-100 NEW 91-21-041 
16-487-110 NEW-P 91-15-097 
16-487-110 NEW 91-21-041 
16-487-120 NEW-P 91-15-097 
16-487-120 NEW 91-21-041 
16-487-130 NEW-P 91-15-097 
16-487-130 NEW 91-21-041 
16-487-140 NEW-P 91-15-097 
16-487-140 NEW 91-21-041 
16-487-150 NEW-P 91-15-097 
16-487-150 NEW 91-21-041 
16-487-160 NEW-P 91-15-097 
16-487-160 NEW 91-21-041 
16-487-200 NEW-P 91-15-097 
16-487-200 NEW 91-21-041 
16-487-210 NEW-P 91-15-097 
16-487-210 NEW 91-21-041 
16-487-220 NEW-P 91-15-097 
16-487-220 NEW 91-21-041 
16-487-230 NEW-P 91-15-097 
16-487-230 NEW 91-21-041 
16-487-240 NEW-P 91-15-097 
16-487-240 NEW 91-21-041 
16-487-250 NEW-P 91-15-097 
16-487-250 NEW 91-21-041 
16-487-300 NEW-P 91-15-097 
16-487-300 NEW 91-21-041 
16-487-310 NEW-P 91-15-097 
16-487-310 NEW 91-21-041 
16-487-320 NEW-P 91-15-097 
16-487-320 NEW 91-21-041 
16-487-330 NEW-P 91-15-097 
16-487-330 NEW 91-21-041 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # WAC # WSR # 
16-487-335 NEW-P 91-15-097 16-528-110 AMD 91-05-065 36-12-060 AMD 91-11-038 
16-487-335 NEW 91-21-041 16-528-150 AMD 91-05-065 36-12-070 AMD-P 91-05-032 
16-494-001 AMD-P 91-04-066 16-528-170 NEW 91-05-065 36-12-070 AMD 91-11-038 
16-494-001 AMD 91-08-017 16-532-040 AMD-P 91-09-057 36-12-080 AMD-P 91-05-032 
16-494-010 AMD-P 91-04-066 16-532-040 AMD-C 91-14-13 36-12-080 AMD 91-11-038 
16-494-010 AMD 91-08-017 16-532-040 AMD 91-15-019 36-12-090 REP-P 91-05-032 
16-494-012 NEW-P 91-04-066 16-557-010 NEW-E 91-08-021 36-12-090 КЕР 91-11-038 
16-494-012 NEW 91-08-017 16-557-010 NEW 91-09-003 36-12-100 AMD-P 91-05-032 
16-494-013 NEW-P 91-04-066 16-557-020 NEW-E 91-08-021 36-12-100 AMD 91-11-038 
16-494-013 МЕУУ 91-08-017 16-557-020 МЕМ 91-09-003 36-12-110 AMD-P 91-05-032 
16-494-015 REP-P 91-04-066 16-557-030 МЕМ-Е 91-08-0721 36-12-10 AMD 91-11-038 
16-494-015 ВЕР 91-08-017 16-557-030 NEW 91-09-003 36-12-120 AMD-P 91-05-032 
16-494-020 AMD-P 91-04-066 16-557-040 NEW-E 91-08-021 36-12-120 AMD 91-11-038 
16-494-020 AMD 91-08-017 16-557-040 NEW 91-09-003 36-12-120 AMD-P 91-11-101 
16-494-030 AMD-P 91-04-066 16-557-041 NEW-E  91-08-021 36-12-120 AMD 91-14-063 
16-494-030 AMD 9108-017 16-557-041 NEW 9109-003 36-12-130 AMD-P 91-05-032 
16-494-042 AMD-P 91-04-066 16-557-050 NEW-E 91-08-021 36-12-130 AMD 91-11-038 
16-494-042 AMD 91-08-017 16-557-050 NEW 9109-003 36-12-150 AMD-P 91-05-032 
16-494-043 NEW-P 91-04-066 16-557-060 NEW-E 91-08-021 36-12-150 AMD 91-11-038 
16-494-043 NEW 91-08-017 16-557-060 NEW 91-09-003 36-12-160 AMD-P 91-05-032 
16-494-044 AMD-P 91-04-066 16-557-070 NEW-E  91-08-021 36-12-160 AMD 91-11-038 
16-494-044 AMD 91-08-017 16-557-070 NEW 91-09-003 36-12-170 AMD-P 91-05-032 
16-494-045 NEW-P  91-04-066 16-557-080 NEW-E 91-08-021 36-12-170 AMD 91-11-038 
16-494-045 NEW. 91-08-017 16-557-080 NEW 91-09-003 36-12-180 AMD-P 91-05-032 
16-494-046 NEW-P  91-04-066 16-560-06001 AMD-P 91-13-105 36-12-180 AMD 91-11-038 
16-494-046 NEW 91-08-017 16-560-06001 AMD-C 91-20-077 36-12-190 AMD-P 91-05-032 
16-494-047 NEW-P  91-04-066 16-603-010 NEW-P  91-04-076 36-12-190 AMD 91-11-038 
16-494-047 NEW 91-08-017 16-603-010 NEW-C 91-09-042 36-12-195 NEW-P 91-05-032 
16-494-062 AMD-P 91-04-066 16-603-010 AMD 91-13-018 36-12-195 NEW 91-11-038 
16-494-062 AMD 91-08-017 16-605A-005 МЕМ-Р 91-13-106 36-12-200 AMD-P 91-05-032 
16-494-063 NEW-P 91-04066 16-605A-005 МЕМ 91-16-005 36-12-200 AMD 91-11-038 
16-494-063 NEW ` 91-08-017 16-620-390 NEW-P 91-13-106 36-12-220 AMD-P 91-05-032 
16-494-064 NEW-P 91-04-066 ` 16-620-390 NEW 91-16-005 36-12-220 AMD 91-11-038 
16-494-064 NEW 91-08-017 16-674-030 NEW-P 91-13-106 36-12-230 ‚ВЕР-Р 91-05-032 
16-495-004 AMD-P 91-10-082 16-674-030 NEW 91-16-005 36-12-230 КЕР 91-11-038 
16-495-004 AMD 91-13-087 16-674-040 NEW-P 91-13-106 36-12-240 AMD-P 91-05-032 
16-495-010 AMD-P 91-10-082 16-674-040 NEW 91-16-005 36-12-240 AMD 91-11-038 
16-495-010 AMD 91-13-087 16-674-050 NEW-P 91-13-16 36-12-250 AMD-P 91-05-032 
16-495-020 AMD-P 91-10-082 16-674-050 NEW 91-16-005 36-12-250 AMD 91-11-038 
16-495-020 AMD 91-13-087 16-694-020 NEW-P 91-13-106 36-12-260 AMD-P 91-05-032 
16-495-030 AMD-P 91-10-082 16-694—020 NEW 91-16-005 36-12-260 AMD 91-11-038 
16-495-030 AMD 91-13-087 16-694-021 NEW-P 91-13-106 36-12-270 AMD-P 91-05-032 
16-495-040 AMD-P 91-10-082 16-694-021 NEW 91-16-005 36-12-270 AMD 91-11-038 
16-495-040 AMD 91-13-087 16-750-001 RE-AD-P 91-20-145 36-12-280 AMD-P 91-05-032 
16-495-050 AMD-P 91-10-082 16-750-001 READ 91-24-072 36-12-280 AMD 91-1 1-038 
16-495-050 AMD 91-13-087 16-750-003 RE-AD-P 91-20-145 36-12—290 AMD-P 91-05-032 
16-495-060 AMD-P 91-10-082 16-750-003 READ 91-24072 36-12-290 AMD 91-11-038 
16-495-060 AMD 91-13-087 16-750-004 RE-AD-P 91-20-145 36-12-300 AMD-P 91-05-032 
16-495-080 REP-P 91-10-082 16-750-004 READ 91-24-072 36-12-300 AMD 91-11-038 
16-495-080 КЕР 91-13-087 16-750-005 AMD-P 91-20-145 36-12-310 AMD-P 91-05-032 
16-495-085 REP-P 91-10-082 16-750-005 AMD 91-24-072 36-12-310 AMD 91-11-038 
16-495-085 КЕР 91-13-087 16-750-011 AMD-P 91-20-145 36-12-320 AMD-P 91-05-032 
16-495-090 AMD-P 91-10-082 16-750-011 AMD 91-24-072 36-12-320 AMD 91-1 1-038 
16-495-090 AMD 91-13-087 16-750-015 RE-AD-P 91-20-145 36-12-330 AMD-P  91-05-032 
16-495-095 AMD-P 91-10-082 16-750-015 RE-AD 91-24-072 36-12-330 AMD 91-11-038 
16-495-095 AMD 91-13-087 16-752-300 AMD 91-03-045 36-12-340 AMD-P 91-05-032 
16-495-100 AMD-P 91-10-082 16-752-305 AMD 9103-045 36-12-340 AMD 91-11-038 
16-495-100 AMD 91-13-087 16-752-310 READ 91-03-045 36-12-350 AMD-P 91-05-032 
16-495-105 AMD-P 91-10-082 16-752-315 AMD 9103-045 36-12-350 AMD 91-11-038 
16—495-105 AMD 91-13-087 16-752-320 READ 91-03-045 36-12-360 AMD-P 91-05-032 
16-495-110 AMD-P 91-10-082 16-752-325 КЕР 91-03-045 36-12-360 AMD 91-11-038 
16-495-110 AMD 91-13-087 16-752-330 AMD 91-03-045 36-12-365 NEW-P 91-05-032 

` 16-497-001 AMD-P 91-04-067 36-12 AMD-P 91-05-032 36-12-365 NEW 91-11-038 
16-497-001 AMD 91-08-016 36-12 AMD 91-11-038 36-12-367 NEW-P 91-05-032 
16-497-005 NEW-P 91-04-067 36-12-010 AMD-P  91-05-032 36-12-367 NEW 91-11-038 
16-497-005 NEW 91-08-016 36-12-010 AMD 91-11-038 36-12-370 AMD-P 91-05-032 
16-497-020 AMD-P 91-04-067 36-12-011 AMD-P 91-05-032 36-12-370 AMD 91-11-038 
16-497-020 AMD 91-08-016 36-12-011 AMD 91-11-038 36-12-380 REP-P 91-05-032 
16-497-030 AMD-P 91-04-067 36-12-020 AMD-P 91-05-032 36-12-380 КЕР 91-11-038 
16-497-030 AMD 91-08-016 36-12-020 AMD 91-11-038 36-12-385 NEW-P 91-05-032 
16-497-040 AMD-P 91-04-067 36-12-030 AMD-P 91-05-032 36-12-385 NEW 91-11-038 
16-497-040 AMD 91-08-016 36-12-030 AMD 91-11-038 36-12-390 REP-P 91-05-032 
16-497-050 AMD-P 91-04-067 36-12-040 AMD-P 91-05-032 36-12-390 REP 91-11-038 
16-497-050 AMD 91-08-016 36-12-040 AMD 91-11-038 36-12—400 AMD-P 91-05-032 
16-497-060 AMD-P 91-04-067 36-12-050 AMD-P 91-05-032 36-12-400 AMD 91-11-038 
16-497-060 AMD 91-08-016 36-12-050 AMD 91-11-038 36-12-410 AMD-P 91-05-032 
16-528-105 NEW 91-05-065 36-12-060 AMD-P 91-05-032 36-12-410 AMD 91-11-038 


WAC # 


36-12-415 
36-12-415 
36-12-420 
36-12-420 
36-12-425 
36-12-425 
36-12-430 
36-12-430 
36-12-435 
36-12-435 
36-12-440 
36-12-440 
36-12-445 
36-12-445 
36-12-450 
36-12-450 
36-12-460 
36-12-460 
36-12-470 
36-12-470 
36-12-480 
36-12-480 
44-10-010 
44-10-020 
44-10-060 
44-10-205 
50-12-045 
50-12-045 
50-20 

50-20 

50-20-001 
50-20-001 
50-20-010 
50-20-010 
50-20-020 
50-20-020 
50-20-030 
50-20-030 
50-20-040 
50-20-040 
50-20-050 
50-20-050 
50-20-055 
50-20-055 
50-20-060 
50-20-060 
50-20-070 
50-20-070 
50-20-080 
50-20-080 
50-20-090 
50-20-090 
50-20-100 
50-20-100 
50-20-110 
50-20-110 
50-20-120 
50-20-120 
50-20-130 
50-20-130 
50-20-140 
50-20-140 
50-20-150 
50-20-150 
50-20-160 
50-20-160 
50-20-170 
50-20-170 
50-20-180 
50-20-180 
50-20-190 
50-20-200 
50-30-010 
50-30-010 
50-30-020 
50-30-020 
50-30-030 


NEW-P 
NEW 
REP-P 
REP 
NEW-P 
NEW 
REP-P 
REP 
NEW-P 
NEW 
REP-P 
REP 
NEW-P 
NEW 
AMD-P 
AMD 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
AMD-P 
NEW-P 
AMD-P 
NEW-P 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW 
NEW 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 


WSR # 


91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-05-032 
91-11-038 
91-22-080 
91-22-080 
91-22-080 
91-22-080 
91-15-101 
91-18-055 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-18-079 
91-22-035 
91-22-035 
91-22-035 
91-20-176 
91-23-074 
91-20-176 
91-23-074 
91-20-176 


Table of WAC Sections Affected 


WAC g 


50-30-030 
50-30-040 
50-30-040 
50-30-050 
50-30-050 
50-30-060 
50-30-060 
50-30-070 
50-30-070 
50-30-080 
50-30-080 
50-30-090 
50-30-090 
50-30-100 
50-30-100 
50-30-110 
50-30-110 
50-44-005 
50-44-005 
50-44-020 
50-44-020 
50-44-030 
50-44-030 
50-44-050 
50-44-050 
50-44-060 
50-44-060 
51-10 
51-11-0502 
51-11-0503 
51-11-0504 
51-11-0505 
51-11-0525 
51-11-0526 
51-11-0527 
51-11-0528 
51-11-0529 
51-11-0530 
51-11-0531 
51-11-0532 
51-11-0533 
51-11-0534 
51-11-0535 
51-11-0536 
51-11-0537 
51-11-0538 
51-11-0539 
51-11-0540 
51-11-0541 
51-11-0542 
51-11-0600 
51-11-0608 
51-11-0625 
51-11-0626 
51-11-0627 
51-11-0628 
51-11-0629 
51-11-0630 
51-11-0631 
51-11-1000 
51-13-502 
51-13-502 
51-16 
51-16-010 
51-16-010 
51-16-020 
51-16-020 
51-16-030 
51-16-030 
51-16-040 
51-16-040 
51-16-050 
51-16-050 
51-16-060 
51-16-060 
51-16-070 
51-16-070 


NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW-E 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
REP-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW 
AMD-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
AMD-P 
AMD-P 
AMD 
AMD-S 
REP-P 
AMD-S 
REP-P 
AMD-S 
REP-P 
AMD-S 
REP-P 
REP-S 
REP-P 
REP-P 
REP-P 
REP-S 
REP-P 
REP-S 


[364] 


WSR # 


91-23-074 


91-20-176 


91-23-074 
91-20-176 
91-23-074 
91-20-176 
91-23-074 
91-20-176 
91-23-074 
91-20-176 
91-23-074 
91-20-176 
91-23-074 
91-20-176 
91-23-074 
91-20-176 
91-23-074 
91-15-102 
91-18-054 
91-15-102 
91-18-054 
91-15-102 
91-18-054 
91-15-102 
91-18-054 
91-15-102 
91-18-054 
91-16-110 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16- НІ 
91-16-11 
91-16-111 
91-16-11] 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-06-065 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91-16-111 
91—07—047 
91-12-045 
91-20-174 
91-16-112 
91-20-174 
91-16-112 
91-20-174 
91-16-112 
91-20-174 
91-16-112 
91-20-174 
91-16-112 
91-20-174 
91-16-112 
91-20-174 
91-16-112 
91-20-174 


WAC # 


51-16-080 
51-16-080 
51-16-100 
51-16-100 
51-18-010 
51-18-020 
51-18-030 
51-18-040 
51-18-050 
51-19-470 
51-20-001 
51-20-001 
51-20-002 
51-20-002 
51-20-003 
51-20-003 
51-20-004 
51-20-004 
51-20-005 
51-20-005 
51-20-007 
51-20-007 
51-20-008 
51-20-008 
51-20-009 
51-20-0100 
51-20-0100 
51-20-0104 
51-20-0104 
51-20-0300 
51-20-0300 
51-20-0307 
51-20-0307 
51-20-0400 
51-20-0400 
51-20-0404 
51-20-0404 
51-20-0407 
51-20-0407 
51-20-0409 
51-20-0409 
51-20-0414 
51-20-0414 
51-20-0417 
51-20-0417 
51-20-0419 
51-20-0419 
51-20-0420 
51-20-0420 
51-20-0500 
51-20-0500 
51-20-0503 
51-20-0503 
51-20-0504 
51-20-0504 
51-20-0514 
51-20-0514 
51-20-0515 
51-20-0515 
51-20-0516 
51-20-0516 
51-20-0551 
51-20-0551 
51-20-0554 
51-20-0554 
51-20-0555 
51-20-0555 
51-20-0600 
51-20-0600 
51-20-0605 
51-20-0605 
51-20-0610 
51-20-0610 
51-20-0700 
51-20-0700 
51-20-0702 
51-20-0702 


КЕР-Р 
AMD-S 
REP-P 
КЕР-5 
КЕР-Р 
КЕР-Р 
КЕР-Р 
КЕР-Р 
КЕР-Р 
NEW-W 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-P 
NEW-S 
NEW-P 
МЕУУ-5 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW-P 
NEW-S 


WSR 4 


91-16-112 
91-20-174 
91-16-112 
91-20-174 
91-20-160 
91-20-160 
91-20-160 
91-20-160 
91-20-160 
91-06-064 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 


WAC # WSR # 
51-20-0800 NEW-P 91-16-113 
51-20-0800 NEW-S 91-20-175 
51-20-0801 МЕМ-Р  91-16-113 
51-20-0801 NEW-S 91-20-175 
51-20-0802 NEW-P  91-16-113 
51-20-0802 NEW-S  91-20-175 
51-20-0900 NEW-P  91-16-113 
51-20-0900 NEW-S 91-20-175 
51-20-0901 NEW-P 91-16-13 
51-20-0901 NEW-S 91-20-175 
51-20-0902 NEW-P  91-16-113 
51-20-0902 NEW-S 91-20-175 
51-20-1000 NEW-P 91-16-113 
51-20-1000 NEW-S 91-20-175 
51-20-1011 NEW-P 91-16-113 
51-20-1011 NEW-S 91-20-175 
51-20-1200 NEW-P  91-16-113 
51-20-1200 NEW-S  91-20-175 
51-20-1201 NEW-P  91-16-113 
51-20-1201 NEW-S 91-20-175 
51-20-1210 NEW-P  91-16-113 
51-20-1210 NEW-S 91-20-175 
51-20-1215 NEW-P  91-16-113 
51-20-1215 NEW-S 91-20-175 
51-20-1216 NEW-P  91-16-113 
51-20-1216 NEW-S 91-20-175 
51-20-1223 NEW-P 91-16-113 
51-20-1223 NEW-S 91-20-175 
51-20-1224 NEW-P  91-16-113 
51-20-1224 NEW-S 91-20-175 
51-20-1225 NEW-P  91-16-113 
51-20-1225 NEW-S 91-20-175 
51-20-1226 NEW-P  91-16-113 
51-20-1226 NEW-S 91-20-175 
51-20-1227 NEW-P  91-16-113 
51-20-1227 NEW-S 91-20-175 
51-20-1228 NEW-P  91-16-113 
51-20-1228 NEW-S 91-20-175 
51-20-1229 NEW-P 91-16-113 
51-20-1229 NEW-S 91-20-175 
51-20-1230 NEW-P  91-16-113 
51-20-1230 NEW-S 91-20-175 
51-20-1231 NEW-P  91-16-113 
51-20-1231 NEW-S 91-20-175 
51-20-1232 NEW-P  91-16-113 
51-20-1232 NEW-S 91-20-175 
51-20-1233 NEW-P 91-16-113 
51-20-1233 NEW-S 91-20-175 
51-20-1234 NEW-P  91-16-113 
51-20-1234 NEW-S 91-20-175 
51-20-1251 NEW-P 91-16-113 
51-20-1251 NEW-S 91-20-175 
51-20-1800 NEW-P  91-16-113 
51-20-1800 NEW-S 91-20-175 
51-20-1807 NEW-P  91-16-113 
51-20-1807 NEW-S 91-20-175 
51-20-2300 NEW-P  91-16-113 
51-20-2300 NEW-S 91-20-175 
51-20-2312 NEW-P  91-16-113 
51-20-2312 NEW-S 91-20-175 
51-20-2700 NEW-P 91-16-113 
51-20-2700 NEW-S 91-20-175 
51-20-2710 NEW-P  91-16-113 
51-20-2710 NEW-S 91-20-175 
51-20-3000 МЕМ-Р 91-16-13 
51-20-3000 NEW-S 91-20-175 
51-20-3007 МЕМ-Р  91-16-113 
51-20-3007 NEW-S 91-20-175 
51-20-3100 NEW-P 91-16-13 
51-20-3100 NEW-S 91-20-175 
51-20-3101 NEW-P  91-16-113 
51-20-3101 NEW-S 91-20-175 
51-20-3102 NEW-P 91-16-113 
51-20-3102 NEW-S 91-20-175 
51-20-3103 NEW-P  91-16-113 
51-20-3103 NEW-S 91-20-175 
51-20-3104 NEW-P 91-16-113 


Table of WAC Sections Affected 


WAC f 


51-20-3104 
51-20-3105 
51-20-3105 
51-20-3106 
51-20-3106 
51-20-3107 
51-20-3107 
51-20-3108 
51-20-3108 
51-20-3109 
51-20-3109 
51-20-3110 
51-20-3110 
51-20-3111 
51-20-3111 
51-20-3112 
51-20-3112 
51-20-3113 
51-20-3113 
51-20-3114 
51-20-3114 
51-20-3151 
51-20-3151 
51-20-3152 
51-20-3152 
51-20-3153 
51-20-3153 
51-20-3154 
51-20-3155 
51-20-3156 
51-20-3200 
51-20-3200 
51-20-3207 
51-20-3207 
51-20-3300 
51-20-3300 
51-20-3304 
51-20-3304 
51-20-3305 
51-20-3305 
51-20-3306 
51-20-3306 
51-20-3315 
51-20-3315 
51-20-3350 
51-20-3350 
51-20-3800 
51-20-3800 
51-20-3801 
51-20-3801 
51-20-3802 
51-20-3802 
51-20-3900 
51-20-3900 
51-20-3901 
51-20-3901 
51-20-3903 
51-20-3903 
51-20-5100 
51-20-5100 
51-20-5103 
51-20-5103 
51-20-5105 
51-20-5105 
51-20-5400 
51-20-5400 
51-20-5401 
51-20-5401 
51-20-91200 
51-20-91200 
51-20-91223 
51-20-91223 
51-20-91224 
51-20-91224 
51-20-91225 
51-20-91225 
51-20-91226 


WSR # 


91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-20-175 
91-20-175 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 
91-20-175 
91-16-113 


WAC # WSR # 
51-20-91226 — NEW-S 91-20-175 
51-20-91227 МЕМ-Р 91-16-113 
51-20-91227 МЕМ-8 91-20-175 
5120-91228 NEW-P 91-16-113 
51-20-91228 — NEW-S 91-20-175 
51-20-91229 МЕМ-Р 91-16-113 
51-20-91229 NEW-S 91-20-175 
51-20-91230 МЕМ-Р  91-16-113 
51-20-91230 — NEW-S 91-20-175 
51-20-91231 NEW-P 91-16-113 
51-20-91231 NEW-S 91-20-175 
51-20-91232 . NEW-P 91-16-113 
51-20-91232 МЕМ-8 91-20-175 
51-20-9123: NEW-P 91-16-113 
51-20-9123: NEW-S 91-20-175 
51-20-9124 МЕМ-Р 91-16-113 
5120-91234 МЕМ-8 91-20-175 
51-20-9310 МЕМ-Р  91-16-113 
51-20-93100 — NEW-S 91-20-175 
51-20-93115 МЕМ-Р 91-16-113 
51-20-93115 МЕМ-8 91-20-175 
51-20-93116 — NEW-P  91-16-113 
51-20-93116 — NEW-S 91-20-175 
51-20-9217  NEW-P 91-16-113 
51-20-93117 МЕМ-8  91-20-175 
51-20-93118 — NEW-P 91-16-113 
51-20-93118 МЕМ-5 91-20-175 
51-20-93119 — NEW-P 91-16-113 
51-20-9319 МЕМ-8 91-20-175 
51-20-93120 МЕМ-Р 91-16-113 
51-20-93120 МЕМ-8 91-20-175 
51-20-93121 NEW-P 91-16-113 
51-21-001 МЕМ-Р 91-16-113 
51-21-002 NEW-P 91-16-113 
51-21-003 NEW-P  91-16-113 
51-21-007 NEW-P  91-16-113 
51-21-008 NEW-P 91-16-113 
51-21-3100 — NEW-P 91-16-113 
51-21-38030 МЕМ-Р 91-16-113 
51-21-38038 МЕМ-Р 91-16-113 
51-21-3809  NEW-P 91-16-113 
51-22-001 NEW-P 91-16-114 
51-22-002 NEW-P  91-16-114 
51-22-003 NEW-P 91-16-114 
51-22-004 NEW-P 91-16114 
51-22-005 NEW-P 91-16-114 
51-22-007 NEW-P  91-16-114 
51-22-008 NEW-P  91-16-114 
51-22-0400 NEW-P  91-16-114 
51-22-0423 NEW-P  91-16-114 
51-22-0500 NEW-P 91-16-114 
51-22-0504 NEW-P  91-16-114 
51-22-0800 NEW-P  91-16-114 
51-22-0807 NEW-P 91-16-114 
51-22-1000 NEW-P  91-16-114 
51-22-1002 NEW-P  .91-16-114 
51-22-1100 NEW-P  91-16-114 
51-22-1104 NEW-P  91-16-114 
51-22-1500 NEW-P 91-16-114 
51-22-1508 NEW-P 91-16-114 
51-22-1900 NEW-P 91-16-114 
51-22-1903 NEW-P 91-16-114 
51-24-001 NEW-P 91-16-115 
51-24-002 NEW-P  91-16-115 
51-24-003 NEW-P 91-16-115 
51-24-007 МЕМ-Р 91-16-15 
51-24-008 NEW-P 91-16-15 
51-24-04000 МЕМ-Р 91-16-115 
5124-04123 МЕМ-Р 91-16-115 
51-24-09000 МЕМ-Р 91-16-115 
51-24-0910: NEW-P 91-16-115 
51-24-09107 МЕМ-Р  91-16-115 
51-24-09110 МЕМ-Р 91-16-115 
5124-09117 МЕМ-Р 91-16-115 
51-24-10000 МЕМ-Р 91-16-115 
51-24-10201 NEW-P 91-16-115 
51-24-1057 МЕМ-Р 91-16-115 


WAC # 
51-24-25000 МЕМ-Р 
51-24-25107 МЕМ/-Р 
51-24-45000  NEW-P 
51-24-45211 МЕМ/-Р 
51-24-79000 МЕМ-Р 
51-24-7960 МЕМУ-Р 
51-24-79600 МЕМ-Р 
51-24-80000 МЕМ-Р 
51-24-80101 МЕМ-Р 
51-24-80103 .МЕМ/-Р 
51-24-80108 | NEW-P 
51-24-80109 | NEW-P 
51-24-80110 NEW-P 
51-24-80111 МЕМ/-Р 
51-24-80113 МЕМ-Р 
51-24-80114 МЕМ-Р 
51-24-80120 МЕМ-Р 
51-24-80202 МЕМ-Р 
51-24-80301 МЕМ-Р 
51-24-8030: МЕМ-Р 
51-24-80305 МЕМ-Р 
51-24-80315 МЕМ-Р 
51-24-80401 МЕМ-Р 
51-24-80402 МЕМ-Р 
51-24-99300 МЕМ-Р 
51-24-99350 | NEW-P 
51-24-99351 МЕМ-Р 
51-24-99352 МЕМ-Р 
51-24-99500 МЕМ-Р 
51-24-99510 | NEW-P 
51-25-001 NEW-P 
51-25-002 NEW-P 
51-25-003 NEW-P 
51-25-007 NEW-P 
51-25-008 NEW-P 
51-26-001 NEW-P 
51-26-002 NEW-P 
51-26-003 NEW-P 
51-26-004 NEW-P 
51-26-008 NEW-P 
51-26-0300 NEW-P 
51-26-0310 NEW-P 
51-26-0315 NEW-P 
51-26-0400 NEW-P 
51-26-0401 NEW-P 
51-26-0500 NEW-P 
51-26-0503 NEW-P 
51-26-1000 NEW-P 
51-26-1004 NEW-P 
51-26-1800 NEW-P 
51-26-1801 NEW-P 
51-26-1802 NEW-P 
51-26-1803 NEW-P 
51-26-1804 NEW-P 
51-26-1805 NEW-P 
51-26-2200 NEW-P 
51-26-2300 NEW-P 
51-26-2301 NEW-P 
51-27-001 NEW-P 
51-27-002 NEW-P 
51-27-003 NEW-P 
51-27-004 NEW-P 
51-27-008 NEW-P 
67-25-005 AMD-P 
67-25-005 AMD 
67-25-030 AMD-P 
67-25-030 AMD 
82-06-010 NEW-P 
82-06-010 NEW 
82-50-021 AMD-P 
82-50-021 AMD 

106-08-010 AMD-P 

106-08-010 AMD 

106-08-020 NEW-P 

106-08-020 NEW 

106-08-030 NEW-P 

106-08-030 МЕМ 


Table of WAC Sections Affected 


WSR 4 WAC # WSR # WAC # 
91-16-115 106-08-040 NEW-P 91-19-016 113-10-050 
91-16-115 106-08-040 NEW 91-22-037 113-10-060 
91-16-115 106-08-050 NEW-P 91-19-016 113-10-070 
91-16-115 106-08-050 NEW 91-22-037 113-10-090 
91-16-115 106-08-060 NEW-P 91-19-016 113-10-100 
91-16-115 106-08-060 NEW 91-22-037 113-10-10 
91-16-115 106-08-070 NEW-P 91-19-016 113-12-010 
91-16-115 106-08-070 NEW 91-22-037 113-12-075 
91-16-115 106-08-080 AMD-P 91-19-016 113-12-080 
91-16-115 106-08-080 AMD 91-22-037 113-12-085 
91-16-115 106-08-100 AMD-P 91-19-016 113-12-087 
91-16-115 106-08-100 AMD 91-22-037 113-12-101 
91-16-115 106-08-120 AMD-P 91-19-016 113-12-101 
91-16-115 106-08-120 AMD 91-22-037 113-12-103 
91-16-115 106-20-100 NEW-P 91-19-016 113-12-104 
91-16-115 106-20-100 NEW 91-23-031 113-12-115 
91-16-115 106—50-100 NEW-P 91-19-016 113-12-120 
91-16-115 106—50-100 NEW 91-23-031 113-12-150 
91-16-115 106-72-005 AMD-P 91-22-058 113-12-165 
91-16-115 106-72-005 AMD-E 91-22-060 113-12-170 
91-16-115 106-72-015 AMD-P 91-22-058 113-12-175 
91-16-115 106-72-015 AMD-E 91-22-060 113-12-180 
91-16-115 106-72-025 AMD-P 91-22-058 113-12-190 
91-16-115 106-72-025 AMD-E 91-22-060 113-12-195 
91-16-115 106-72-130 AMD-P 91-22-058 113-12-197 
91-16-115 106-72-130 AMD-E 91-22-060 113-12-200 
91-16-115 106-72-220 AMD-P 91-22-058 113-12-20 
91-16-115 106-72-220 AMD-E 91-22-060 113-12-220 
91-16-115 106-72-400 AMD-P 91-22-058 113-12-230 
91-16-115 106-72-400 AMD-E 91-22-060 113-12-300 
91-16-115 106-72-410 AMD-P 91-22-058 113-12-310 
91-16-115 106-72-410 AMD-E 91-22-060 113-12-320 
91-16-115 106-72-490 AMD-P 91-22-058 113-12-330 
91-16-115 106-72-490 AMD-E 91-22-060 113-12-340 
91-16-115 106-72-510 AMD-P 91-22-058 113-12-350 
91-16-116 106-72-510 AMD-E 91-22-060 11412-011 
91-16-116 106-72-520 AMD-P 91-22-058 114-12-021 
91-16-116 106-72-520 AMD-E 91-22-060 114-12-031 
91-16-116 106-72-530 AMD-P 91-22-058 114-12-041 
91-16-116 106-72-530 AMD-E 91-22-060 114-12-15 
91-16-116 106-72-540 AMD-P 91-22-058 114-12-126 
91-16-116 106-72-540 AMD-E 91-22-060 114-12-132 
91-16-116 106-72-550 AMD-P 91-22-058 114-12-136 
91-16-116 106-72-550 AMD-E 91-22-060 114-12-150 
91-16-116 106-72-560 AMD-P 91-22-058 114-12-155 
91-16-116 106-72-560 AMD-E 91-22-060 114-12-164 
91-16-116 106-72-570 AMD-P 91-22-058 114-12-170 
91-16-116 106-72-570 AMD-E 91-22-060 114-12-180 
91-16-116 106-72-580 AMD-P 91-22-058 114-12-190 
91-16-116 106-72-580 AMD-E 91-22-060 114-12-200 
91-16-116 106-72-590 AMD-P 91-22-058 130-14-010 
91-16-116 106-72-590 AMD-E 91-22-060 130-14-020 
91-16-16 106-72-600 AMD-P 91-22-058 130-14-030 
91-16-116 106-72-600 AMD-E 91-22-060 130-14-040 
91-16-116 106-116-501 AMD-P 91-19-017 130-14-050 
91-16-116 106-116-501 AMD 91-22-038 131-16-005 
91-16-116 106-116-901 AMD-P 91-19-017 131-16-005 
91-16-116 106-116-901 AMD 91-22-038 131-16-005 
91-16-117 106-120-004 AMD 91-04-054 131-16-010 
91-16-117 106-120-005 AMD 91-04-054 131-16-010 
91-16-117 106-120-023 AMD 91-04-054 131-16-010 
91-16-117 106-120-024 AMD 91-04-054 131-16-01 
91-16-117 106-120-026 AMD 91-04-054 131-16-01 
91-16-085 106-120-027 AMD 91-04-054 131-16-01 
91-20-010 106-120-028 AMD 91-04-054 131-16-015 
91-16-085 106-120-033 AMD 91-04-054 131-16-015 
91-20-010 106-120-131 AMD 91-04-054 131-16-015 
91-15-053 106-120-132 AMD 91-04-054 131-16-020 
91-18-028 106-120-143 AMD 91-04-054 131-16-020 
91-17-057 106-122-100 NEW-P 91-19-016 131-16-020 
91-20-061 106-122-100 NEW 91-23-031 131-16-020 
91-19-016 106-276-230 NEW-P 91-19-016 131-16-021 
91-22-037 106-276-230 NEW 91-23-031 131-16-021 
91-19-016 113-10-010 DECOD 91-05-095 131-16-021 
91-22-037 113-10-020 DECOD 91-05-095 131-16-021 
91-19-016 113-10-030 DECOD 91-05-095 131-16-021 
91-22-037 113-10-040 DECOD 91-05-095 131-16-030 


WSR # 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
КЕР-Р 91-06-090 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-095 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-031 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
DECOD 91-05-026 
AMD-P 91-22-089 
AMD-P 91-22-089 
AMD-P 91-22-089 
АМО-Р 91-22-089 
AMD-P 91-22-089 
АМО-Р 91-09-036 
AMD-E 91-12-030 
AMD 91-13-048 
AMD-P 9109-036 
AMD-E 91-12-030 
AMD 91-13-048 
АМО-Р 91-09-036 
AMD-E 91-12-030 
AMD 91-13-048 
AMD-P 91-09-036 
AMD-E 91-12-030 
AMD 91-13-048 
REP-E 91-06-069 
КЕР-Р 91-09-036 
REP-E 91-12-030 
КЕР 91-13-048 
NEW-E 91-06-069 
AMD-E 9109-008 
МЕМ-Р 91-09-036 
NEW-E 91-12-030 
МЕУУ 91-13-048 
КЕР-Р 91-09-036 


WAC # 
131-16-030 REP-E 
131-16-030 REP 
131-16-031 NEW-P 
131-16-031 NEW-E 
131-16-031 NEW 
131-16-040 AMD-P 
131-16-040 AMD-E 
131-16-040 AMD 
131-16-050 AMD-P 
131-16-050 AMD-E 
131-16-050 AMD 
131-16-055 NEW-P 
131-16-055 NEW-E 
131-16-055 NEW 
131-16-060 AMD-P 
131-16-060 AMD-E 
131-16-060 AMD 
131-16-061 AMD-P 
131-16-061 AMD-E 
131-16-061 AMD 
131-16-062 NEW-P 
131-16-062 NEW-E 
131-16-062 NEW 
131-16-065 AMD-P 
131-16-065 AMD-E 
131-16-065 AMD 
131-16-066 AMD-P 
131-16-066 AMD-E 
131-16-066 AMD 
131-16-069 REP-P 
131-16-069 REP-E 
131-16-069 REP 
131-16-070 AMD-P 
131-16-070 AMD 
131-16-080 AMD-P 
131-16-080 AMD 
131-16-091 AMD-P 
131-16-091 AMD 
131-16-092 AMD-P 
131-16-092 AMD 
131-16-093 AMD-P 
131-16-093 AMD 
131-16-094 AMD-P 
131-16-094 AMD 
131-16-095 NEW-P 
131-16-095 NEW 
131-16-500 AMD-E 
131-16-500 AMD-P 
131-16-500 AMD 
131-28-026 AMD-P 
131-28-026 AMD 
131-32-050 NEW-E 
131-32-050 NEW-P 
131-32-050 NEW 

132B-120-010 AMD-P 

132B-120-010 AMD 
132B-120-045 NEW-P 
132B-120-045 NEW 
132В-120-060 AMD-P 
132В-120-060 AMD 
132В-120-090 AMD-P 
132В-120-090 AMD 
132B-120-100 AMD-P 
132B-120-100 AMD 
132B-120-120 AMD-P 
132B-120-120 AMD 
132B-120-140 AMD-P 
132B-120-140 AMD 
132B-120-160 AMD-P 
132B-120-160 AMD 
132B-120-170 AMD-P 
132B-120-170 AMD 
132B-120-180 AMD-P 
132B-120-180 AMD 
132B-120-190 AMD-P 
132B-120-190 AMD 
132H-160-210 REP-P 


Table of WAC Sections Affected 


WSR # WAC # WSR # WAC # WSR # 
91-12-030 132Н-160-210 REP-P 91-15-050 132K-12-140 REP-P 91-22-109 
91-13-048 132Н-160-210 REP-W 91-15-058 132К-12-150 REP-P 91-22-109 
91-09-036 132Н-160-210 КЕР 91-20-038 132K-12-160 REP-P 91-22-109 
91-12-030 132Н-160-220 REP-P 91-15-020 132К-12-170 REP-P 91-22-109 
91-13-048 132Н-160-220 REP-P 91-15-050 132K-12-180 REP-P 91-22-109 
91-09-036 132Н-160-220 REP-W 91-15-058 132К-12-190 REP-P 91-22-109 
91-12-030 132Н-160-220 КЕР 91-20-038 132K-12-200 REP-P 91-22-109 
91-13-048 132Н-160-230 REP-P 91-15-020 132K-12-220 REP-P  91-22-109 
91-09-036 132Н-160-230 REP-P 91-15-050 132K-12-230 REP-P 91-22-109 
91-12-030 132Н-160-230 REP-W 91-15-058 132K-12-232 REP-P 91-22-109 
91-13-048 132Н-160-230 КЕР 91-20-038 132K-12-234 REP-P 91-22-109 
91-09-036 132Н-160-240 REP-P 91-15-020 132К-12-236 REP-P 91-22-109 
91-12-030 132Н-160-240 REP-P 91-15-050 132K-12-238 REP-P 91-22-109 
91-13-048 132Н-160-240 REP-W 91-15-058 132K-12-240 REP-P 91-22-109 
91-09-036 132Н-160-240 КЕР 91-20-038 132K-12-242 REP-P 91-22-109 
91-12-030 132Н-160-250 REP-P 91-15-020 132K-12-244 REP-P 91-22-109 
91-13-048 132Н-160-250 REP-P 91-15-050 132K-12-246 REP-P 91-22-109 
91-09-036 132Н-160-250 REP-W 91-15-058 132K-12-248 REP-P 91-22-109 
91-12-030 132Н-160-250 КЕР 91-20-038 132K-12-250 REP-P 91-22-109 
91-13-048 132Н-160-260 AMD-P 91-15-020 132К-12-252 REP-P 91-22-109 
91-09-036 132H-160—260 AMD-P 91-15-050 132K-12-254 REP-P 91-22-109 
91-12-030 132Н-160-260 AMD-W 91-15-058 132К-12-256 REP-P 91-22-109 
91-13-048 132Н-160-260 АМО 91-20-038 132К-12-258 REP-P 91-22-109 
91-09-036 132Н-160-290 REP-P 91-15-020 132K-12-268 REP-P 91-22-109 
91-12-030 132Н-160-290 REP-P 91-15-050 132K-12-270 REP-P 91-22-109 
91-13-048 132Н-160-290 REP-W 91-15-058 132K-12-272 REP-P 91-22-109 
91-09-036 132Н-160-290 КЕР 91-20-038 132К-12-274 REP-P 91-22-109 
91-12-030 132Н-160-300 REP-P 91-15-020 132K-12-276 REP-P 91-22-109 
91-13-048 132Н-160-300 REP-P 91-15-050 132K-12-278 REP-P 91-22-109 
91-09-036 132Н-160-300 REP-W 91-15-058 132K-12-280 REP-P 91-22-109 
91-12-030 132Н-160-300 КЕР 91-20-038 132K-12-282 REP-P 91-22-109 
91-13-048 132Н-160-310 REP-P 91-15-020 132K-12-284 REP-P 91-22-109 
91-15-094 132Н-160-310 REP-P 91-15-050 132K-12-286 REP-P 91-22-109 
91-21-009 132Н-160-310 REP-W 91-15-058 132K-12-288 REP-P  91-22-109 
91-15-094 132Н-160-310 КЕР 91-20-038 132К-12-290 REP-P 91-22-109 
91-21-009 132Н-160-410 REP-P 91-15-020 132K-12-300 REP-P 91-22-109 
91-15-094 132Н-160-410 REP-P 91-15-050 132K-12-310 REP-P 91-22-109 
91-21-009 132Н-160-410 REP-W 91-15-058 132K-12-320 REP-P 91-22-109 
91-15-094 132Н-160-410 КЕР 91-20-038 132K-12-330 REP-P 91-22-109 
91-21-009 132H-160-420: REP-P 91-15-020 132К-12-340 REP-P 91-22-109 
91-15-094 132Н-160-420 REP-P 91-15-050 132K-12-350 REP-P 91-22-109 
9121-009 132Н-160-420 REP-W 91-15-058 132K-12-360 REP-P 91-22-109 
91-15-094 132Н-160-420 КЕР 91-20-038 132K-12-370 REP-P 91-22-109 
91-21-009 132Н-160-450 REP-P 91-15-020 132K-12-380 REP-P 91-22-109 
91-15-094 132Н-160-450 REP-P 91-15-050 132К-12-390 REP-P 91-22-109 
91-21-009 132Н-160-450 REP-W 91-15-058 132К-12-400 REP-P 91-22-109 
91-13-001 132Н-160-450 КЕР 91-20-038 132К-12-410 REP-P 91-22-109 
91-15-092 132Н-160-460 REP-P 91-15-020 132K-12-420 REP-P 91-22-109 
91-21-013 132Н-160-460 REP-P 91-15-050 132К-12-430 REP-P 91-22-109 
91-15-093 132Н-160-460 REP-W 91-15-058 132K-12-440 REP-P  91-22-109 
91-21-011 132Н-160-460 КЕР 91-20-038 132К-12-450 REP-P 91-22-109 
91-06-075 132Н-160-470 REP-P 91-15-020 132K-12-460 REP-P 91-22-109 
91-15-091 132H-160-470 REP-P 91-15-050 132K-12-470 REP-P 91-22-109 
91-21-012 132H-160-470 REP-W 91-15-058 132K-12-480 REP-P 91-22-109 
91-05-033 132Н-160-470 КЕР 91-20-038 132K-12-490 REP-P 91-22-109 
91-11-102 132Н-160-490 REP-P 91-15-020 132K-12-500 REP-P 91-22-109 
91-05-033 132Н-160-490 REP-P 91-15-050 132К-12-510 REP-P 91-22-109 
91-11-102 132Н-160-490 REP-W 91-15-058 132К-12-520 REP-P 91-22-109 
91-05-033 132Н-160-490 КЕР 91-20-038 132K-12-530 REP-P 91-22-109 
91-11-102 132Н-160-510 REP-P 91-15-020 132К-12-540 REP-P 91-22-109 
91-05-033 132Н-160-510 REP-P 91-15-050 132K-12-550 REP-P 91-22-109 
91-11-102 132H-160-510 REP-W 91-15-058 132K-12-560 REP-P 91-22-109 
91-05-033 132Н-160-510 КЕР 91-20-038 132К-12-570 REP-P 91-22-109 
91-11-102 132K-12-001 REP-P 91-22-109 132K-12-580 REP-P 91-22-109 
91-05-033 132K-12-010 REP-P 91-22-109 132K-12-590 REP-P 91-22-109 
91-11-102 132K-12-020 REP-P  91-22-109 132К-12-600 REP-P 91-22-109 
91-05-033 132K-12-030 REP-P 91-22-109 132K-12-610 REP-P 91-22-109 
91-11-102 132K-12-040 REP-P 91-22-109 132K-12-620 REP-P 91-22-109 
91-05-033 132K-12-050 REP-P 91-22-109 132K-12-630 REP-P 91-22-109 
91-11-102 132K-12-060 REP-P 91-22-109 132K-12-640 REP-P 91-22-109 
91-05-033 132K-12-070 REP-P 91-22-109 132K-12-650 REP-P 91-22109 
91-11-102 132K-12-080 REP-P 91-22109 132K-12-660 REP-P 91-22-109 
91-05-033 132К-12-090 REP-P 91-22-109 132К-12-670 REP-P 91-22-109 
91-11-02 132К-12-100 REP-P  91-22-109 132K-12-680 REP-P 91-22-109 
91-05-033 132К-12-110 REP-P 91-22-109 132К-12-690 КЕР-Р 91-22-109 
91-11-102 132K-12-120 REP-P 91-22-109 132K-12-700 REP-P 91-22-109 
91-15-020 132K-12-130 REP-P 91-22109 1320-12-710 REP-P 91-22109 


WAC Ҙ 


132К-12-720 
132К-12-725 
132К-12-730 
132К-12-740 
132К-12-750 
132К-12-760 
132К-12-770 
132К-12-780 
132К-12-790 
132К-12-800 
132К-12-810 
132К-12-820 
132К-12-830 
132К-12-840 
132К-16-110 
132К-16-110 
132К-16-110 
132К-16-120 
132К-16-120 
132К-16-120 
132К-16-130 
132К-16-130 
132К-16-130 
132К-16-140 
132К-16-140 
132К-16-140 
132К-16-150 
132К-16-150 
132К-16-150 
132К-16-160 
132К-16-160 
132К-16-160 
132К-16-170 
132К-16-170 
132К-16-170 
132К-16-180 
132К-16-180 
132К-16-180 
132К-16-190 
132К-16-190 
132К-16-190 
132К-16-200 
132К-16-200 
132К-16-200 
132К-16-210 
132К-16-210 
132К-16-210 
132К-16-220 
132К-16-220 
132К-16-220 
132К-16-230 
132К-16-230 
132K-16-230 
132К-16-240 
132К-16-240 
132К-16-240 
132К-16-250 
132К-16-250 
132К-16-250 
132K-16-260 
132K-16—260 
132К-16-260 
132К-16-270 
132К-16-270 
132К-16-270 
132К-16-280 
132К-16-280 
132К-16-280 
132K-16-290 
132К-16-290 
132К-16-290 
132К-16-300 
132К-16-300 
132К-16-300 
132К-16-310 
132К-16-310 
132К-16-310 


Table of WAC Sections Affected 


WSR # WAC # WSR # 
91-22-109 132К-16-320 NEW-E 91-03-084 
91-22-109 132К-16-320 NEW-P 91-03-150 
91-22-109 132К-16-320 NEW 91-09-027 
91-22-109 132К- 16-330 МЕУУ-Е 91-03-084 
91-22-109 132К-16-330 NEW-P 91-03-150 
91-22-109 132К-16-330 NEW 91-09-027 
91-22-109 132К-16-340 МЕУУ-Е 91-03-084 
91-22-109 132К-16-340 NEW-P 91-03-150 
91-22-109 132K-16-340 NEW 91-09-027 
91-22-109 132К-16-350 NEW-E 91-03-084 
91-22-109 132К-16-350 NEW-P 91-03-150 
91-22-109 132К-16-350 NEW 91-09-027 
91-22-109 132K-16-360 NEW-E 91-03-084 
91-22-109 132К-16-360 NEW-P 91-03-150 
91-03-084 132К-16-360 NEW 91-09-027 
91-03-150 132К-16-370 NEW-E 91-03-084 
91-09-027 132К-16-370 NEW-P 91-03-150 
91-03-084 132К-16-370 NEW 91-09-027 
91-03-150 132К-16-380 NEW-E 91-03-084 
91-09-027 132К-16-380 NEW-P 91-03-150 
91-03-084 132К-16-380 NEW 91-09-027 
91-03-150 132К-16-390 NEW-E 91-03-084 
91-09-027 132К-16-390 NEW-P 91-03-150 
91-03-084 132K-16-390 NEW 91-09-027 
91-03-150 132К-16-400 МЕУУ-Е 91-03-084 
91-09-027 132К-16-400 NEW-P 91-03-150 
91-03-084 132К-16-400 NEW 91-09-027 
91-03-150 132К-16-410 NEW-E 91-03-084 
91-09-027 132К-16-410 NEW-P 91-03-150 
91-03-084 132К-16-410 NEW 91-09-027 
91-03-150 132К-16-420 МЕУУ-Е 91-03-084 
91-09-027 132К-16-420 NEW-P 91-03-150 
91-03-084 132К-16-420 NEW 91-09-027 
91-03-150 132К-16-430 NEW-E 91-03-084 
91-09-027 132К-16-430 NEW-P 91-03-150 
91-03-084 132К-16-430 NEW 91-09-027 
91-03-150 132К-16-440 NEW-E 91-03-084 
91-09-027 132К-16-440 NEW-P 91-03-150 
91-03-084 132К-16-440 NEW 91-09-027 
91-03-150 132К-16-450 NEW-E 91-03-084 
91-09-027 132К-16-450 NEW-P 91-03-150 
91-03-084 132К-16-450 NEW 91-09-027 
91-03-150 132К-16-460 NEW-E 91-03-084 
91-09-027 132К-16-460 NEW-P 91-03-150 
91-03-084 132К-16-460 NEW 91-09-027 
91-03-150 132К-16-470 NEW-E 91-03-084 
91-09-027 132К-16-470 NEW-P 91—03-150 
91-03-084 132K-16-470 NEW 91-09-027 
91-03-150 132К-16-480 NEW-E 91-03-084 
91-09-027 132К-16-480 NEW-P 91-03-150 
91-03-084 132К-16-480 NEW 91-09-027 
91-03-150 132К-16-490 МЕУУ-Е 91-03-084 
91-09-027 132К-16-490 NEW-P 91-03-150 
91-03-084 132К-16-490 NEW-W 91-17-052 
91-03-150 132К-16-500 МЕУУ-Е 91-03-084 
91-09-027 132К-16-500 NEW-P 91-03-150 
91-03-084 132К-16-500 NEW-W 91-17-052 
91-03-150 132К-16-510 МЕУУ-Е 91-03-084 
91-09-027 132К-16-510 NEW-P 91-03-150 
91-03-084 132К-16-510 NEW-W 91-17-052 
91-03-150 132К-16-520 МЕУУ-Е 91-03-084 
91-09-027 132К-16-520 NEW-P 91-03-150 
91-03-084 132К-16-520 NEW-W 91-17-052 
91-03-150 132К-16-530 МЕУУ-Е 91-03-084 
91-09-027 132К-16-530 NEW-P 91-03-150 
91-03-084 132К-16-530 NEW-W 91-17-052 
91-03-150 132К-16-540 NEW-E 91-03-084 
91-09-027 132К-16-540 NEW-P 91-03-150 
91-03-084 132К-16-540 NEW-W  91-17-052 
91-03-150 132К-16-550 NEW-E  91-03-084 
91-09-027 132К-16-550 NEW-P 91-03-150 
91-03-084 132К-16-550 NEW-W 91-17-052 
91-03-150 132К-16-560 NEW-E 91-03-084 
91-09-027 132К-16-560 NEW-P 91-03-150 
91-03-084 132К-16-560 NEW-W 91-17-052 
91-03-150 132N-128-010 КЕР-Р 91-19-054 
91-09-027 132М-128-010 КЕР 91-23-004 


WAC # 


132М-128-020 
132N-128-020 
132N-128-030 
132М-128-030 
132N-128-040 
132N-128—040 
132N-128—050 
132N-128-050 
132N-128-060 
132N-128-060 
132N-128-070 
132N-128-070 
132N-128—080 
132N-128-080 
132N-128-085 
132М-128-085 
132N-128-090 
132N-128-090 
132N-128-100 
132N-128-100 
132N-128-110 
132N-128-110 
132N-128-112 
132N-128-112 
132N-128-114 
132N-128-114 
132N-128-116 
132N-128-116 
132N-128-118 
132N-128-118 
132N-128-120 
132N-128-120 
132N-128-122 
132N-128-122 
132N-156-300 
132N-156-300 
132N-156-310 
132N-156-310 
132N-156-320 
132N-156-320 
132N-156-330 
132N-156-330 
132N-156-400 
132N-156-400 
132N-156-420 
132N-156-420 
132N-156-430 
132N-156-430 
132N-156-440 
132N-156-440 
132N-156-450 
132N-156-450 
132М-156-460 
132N-156-460 
132М-156-500 
132N-156-500 
132М-156-530 
132М-156-530 
132М-156-550 
132М-156-550 
132М-156-560 
132М-156-560 
132М-156-570 
132М-156-570 
132М-156-580 
132N-156-580 
132N-156-610 
132N-156-610 
132N-156-620 
132N-156-620 
132N-156-630 
132М-156-630 
132N-156-640 
132N-156-640 
132N-156-650 
132М-156-650 
132М-156-700 


WSR # 


91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-07] 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-07] 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 


Table of WAC Sections Affected 


WAC # WSR # WAC # 
132N-156—700 AMD 91-21-022 136-400-040 
132N-156-730 AMD-P 91-15-071 136-400-040 
132N-156-730 AMD 91-21-022 136-400-050 
132N—156-740 AMD-P 91-15-071 136-400-050 
132N-156-740 AMD 91-21-022 136-400-050 
132N—156-750 AMD-P 91-15-071 136-400-060 
132N-156-750 AMD 91-21-022 136-400-060 
132М-156-760 AMD-P 91-15-071 136-400-060 
132N-156—760 AMD 91-21-022 136-400-070 
132N-168-010 REP-P 91-15-072 136-400-070 
132N-168-010 REP 91-19-018 136-400-070 
132М-168-020 REP-P  91-15-072 136-400-080 
132М-168-020 КЕР 91-19-018 136-400-080 
1320-03-005 NEW-P 91-14-057 136-400-080 
1320-03-005 NEW 91-17-075 136-400-090 
1320-03-010 NEW-P 91-14-057 136-400-090 
1320-03-010 NEW 91-17-075 136-400-090 
1320-03-020 NEW-P 91-14-057 136-400-100 
1320-03-020 NEW 91-17-075 136-400-100 
1320-03-030 NEW-P 91-14-057 136-400-100 
1320-03-030. NEW 91-17-075 136-400-110 
1320-06-016 NEW-P 91-14-060 136-400-110 
1320-06-016 NEW 91-17-078 136-400-110 
1320-108-010 NEW-P 91-14-058 136-400-120 
1320-108-010 NEW 91-17-076 136-400-120 
1320-108-020 NEW-P  91-14-058 ` 136-400-120 
1320-108-020 NEW 91-17-076 136-400-130 
1320-108-030 NEW-P 91-14-058 136-400-130 
1320-108-030 NEW 91-17-076 136-400-130 
132Q-108-040 NEW-P 91-14-058 137-12A-010 
1320-108-040 NEW 91-17-076 137-12А-020 
1320-108-050 NEW-P 91-14-058 137-12А-030 
1320-108-050 NEW 91-17-076 137-12А-050 
1320-108-060 NEW-P 91-14-058 137-12А-060 
1320-108-060 NEW 91-17-076 137-12А-070 
1320-108-070 NEW-P 91-14-058 137-12А-090 
1320-108-070 NEW 91-17-076 137-48-010 
1320-108-080 NEW-P 91-14-058 137-48-020 
1320-108-080 NEW 91-17-076 137-48-030 
1320-108-090 NEW-P 91-14-058 137-48-040 
1320-108-090 NEW 91-17-076 137-48-050 
1320-108-100 NEW-P 91-14-058 137-48-060 
1320-108-100 NEW 91-17-076 137-48-070 
1320-135-050 NEW-P 91-14-059 137-48-080 
1320-135-050 NEW 91-17-077 139-05-230 
1325-30-036 AMD-P 91-02-101 139-05-230 
1325-30-036 AMD 91-08-00! 139-10-212 
132Ү-100-066 NEW-P 91-12-016 139-10-212 
132Ү-100-066 NEW-W 91-21-073 139-30-005 
132Y-100-072 AMD-P 91-12-016 139-30-010 
132Y-100-072 AMD-W 91-21-073 139-30-015 
132Y-100-104 AMD-P 91-12-016 139-30-020 
132Y-100-104 AMD-W 91-21-073 139-30-025 
132Ү-400-010 NEW 91-05-012 139-35-005 
132Ү-400-020 NEW 91-05-012 139-35-010 
132Ү-400-030 NEW 91-05-012 139-35-015 
132Ү-400-040 NEW 91-05-012 139-35-020 

136-20-020 AMD-P 91-18-044 139-35-025 

136-20-020 AMD 91-21-136 139-37-005 

136-20-030 AMD-P 91-18-044 139-37-010 

136-20-030 AMD 91-21-136 143-06-130 

136-20-040 AMD-P 91-18-044 143-06-130 

136-20-040 AMD 91-21-136 154-300-005 
136-20-060 AMD-P 91-18-044 154—300-005 
136-20-060 AMD 91-21-136 154-300-010 
136-40-030 AMD-P 91-18-043 154-300-010 
136-40-030 AMD 91-21-137 154-300-020 
136-400-010 NEW-P 91-18-042 154-300-020 
136-400-010 NEW-E 91-18-045 154-300-030 
136-400-010 NEW 91-21-138 154-300-030 
136-400-020 NEW-P 91-18-042 154-300-040 
136-400-020 NEW-E 91-18-045 154-300-040 
136-400-020 NEW 91-21-138 154-300-050 
136-400-030 NEW-P 91-18-042 154-300-050 
136-400-030 NEW-E 91-18-045 154-300-060 
136-400-030 NEW 91-21-138 154-300-060 
136-400-040 NEW-P 91-18-042 154-300-070 


NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
AMD-P 
AMD 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
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WSR # 


91-18-045 
91-21-138 
91-18-042 
91-18-045 
91-21-138 
91-18-042 
91-18-045 
91-21-138 
91-18-042 
91-18-045 
91-21-138 
91--18-042 
91-18-045 
91-21-138 
91-18-042 
91-18-045 
91-21-138 
91-18-042 
91-18-045 
91-21-138 
91-18-042 
91-18-045 
91-21-138 
91-18-042 
91-18-045 
91-21-138 
91-18-042 
91-18-045 
91-21-138 
91-10-018 
91-10-018 
91-10-018 
91-10-018 
91-10-018 
91-10-018 
91-10-018 
91-23-103 
91-23-103 
91-23-103 
91-23-103 
91-23-103 
91-23-103 
91-23-103 
91-23-103 
91-10-089 
91-14-011 
91-10-088 
91-14-010 
91-22-068 
91-22-068 
91-22-068 
91-22-068 
91-22-068 
91-22-069 
91-22-069 
91-22-069 
91--22-069 
91-22-069 
91-22-070 
91-22-070 
91-04-090 
91-07-033 
91-02-098 
91-05-084 
91-02-098 
91-05-084 
91-02-098 
91-05-084 
91-02-098 
91-05-084 
91-02-098 
91-05-084 
91-02-098 
91--05-084 
91-02-098 
91-05-084 
91-02-098 


WAC jl WSR # 
154-300-070 NEW 91-05-084 
154-300-080 NEW-P 91-02-098 
154-300-080 NEW 91-05-084 
154-300-090 NEW-P 91-02-098 
154-300-090 NEW 91-05-084 
154-300-100 NEW-P 91-02-098 
154-300-100 NEW 91-05-084 
154-300-110 NEW-P 91-02-098 
154-300-110 МЕМ 91-05-084 
154-300-120 NEW-P 91-02-098 
154-300-120 NEW 91-05-084 
172-123-010 NEW-P  91-21-107 
172-190-010 AMD-P 91-21-108 
172-190-020 AMD-P 91-21-108 
172-190-030 AMD-P 91-21-108 
172-190-035 AMD-P 91-21-108 
172-190-040 AMD-P 91-21-108 
172-190-050 AMD-P 91-21-108 
172-190-060 AMD-P 91-21-108 
172-190-070 AMD-P 91-21-108 
172-190-080 AMD-P 91-21-108 
172-190-090 AMD-P 91-21-108 
172-190-100 AMD-P 91-21-108 
173-16-064 NEW-P  91-04-069 
173-16-064 NEW-W 91-05-042 
173-16-064 NEW 91-10-033 
173-19-120 AMD-W  91-02-112 
173-19-120 AMD-P 91-14-054 
173-19-120 AMD-W 91-22-024 
173-19-1701 AMD-P 91-17-081 
173-19-220 AMD-P 91-09-054 
173-19-220 AMD 91-18-08 1 
173-19-2207 AMD-P 91-03-144 
173-19-2207 AMD 91-12-053 
173-19-230 AMD 91-03-145 
173-19-250 AMD 91-03-149 
173-19-2516 AMD-P 91-14-053 
173-19-2516 AMD-C 91-20-127 
173-19-2519 AMD-W 91-12-036 
173-19-2601 AMD-P 91-17-082 
173-19-2601 AMD-C 91-19-030 
173-19-280 AMD-P 91-03-141 
173-19-280 AMD-W . 91-11-088 
173-19-280 AMD-P 91-14-100 
173-19-280 AMD 91-22-021 
173-19-3203 AMD 91-03-147 
173-19-3204 AMD-P 91-14-052 
173-19-3204 AMD 91-22-023 
173-19-3205 AMD 91-03-146 
173-19-3206 AMD-P 91-17-080 
173-19-3208 AMD 91-03-148 
173-19-3209 AMD 9104-070 
17319-3210 AMD 9104-071 
173-19-350 AMD-P 91-03-143 
173-19-350 AMD 91-12-052 
173-19-360 AMD 91-04-072 
173-19-360 AMD-P 91-05-063 
173-19-360 AMD-C 91-06-094 
173-19-360 AMD 91-12-054 
173-19-420 AMD-P  91-14-051 
173-19-420 AMD 91-22-022 
173-19-4205 AMD-P 91-04-079 
173-19-4205 AMD 91-09-055 
173-160-040 AMD-E 91-04-073 
173-160-040 AMD-P 91-12-039 
173-160-040 AMD-E 91-12-041 
173-160-040 AMD-C 91-15-104 
173-160-040 AMD-C 91-19-109 
173-160-040 AMD-E 91-20-132 
173-160-040 AMD 91-23-093 
173-166 AMD-C 91-02-099 
173-166 AMD 9103-081 
173-166-010 AMD 91-03-081 
173-166-020 AMD 91-03-08 1 
173-166-030 AMD 9103-081 
173-166-040 AMD 91-03-08! 
173-166-050 AMD 9103-081 


WAC # WSR # 

173-166-060 AMD 91-03-08 1 
173-166-070 AMD 91-03-081 
173-166-080 NEW 91-03-081 
173-166-090 NEW 91-03-081 
173-166-100 NEW 91-03-081 
173-166-110 NEW 91-03-081 
173-166-120 NEW 91-03-081 
173-166-130 NEW 91-03-081 
173-166-140 NEW 91-03-081 
173-181-010 NEW-P 91-14-110 
173-181-010 NEW 91-22-087 
173-181-020 NEW-P 91-14-110 
173-181-020 NEW 91-22-087 
173-181-030 NEW-P  91-14-110 
173-181-030 NEW 91-22-087 
173-181-035 МЕМ-Р 91-14-10 
173-181-035 NEW 91-22-087 
173-181-040 NEW-P  91-i4-110 
173-181-040 NEW 91-22-087 
173-181-045 NEW-P 91-14-110 
173-181-045 NEW 91-22-087 
173-181-050 МЕМ-Р 91-14-110 
173-181-050 NEW 91-22-087 
173-181-060 NEW-P 91-14-110 
173-181-060 NEW 91-22-087 
173-181-065 NEW-P 91-14-110 
173-181-065 NEW 91-22-087 
173-181-070 NEW-P  91-14-110 
173-181-070 NEW 91-22-087 
173-181-075 NEW-P  91-i4-110 
173-181-075 NEW 91-22-087 
173-181-080 NEW-P  91-14-110 
173--181-080 NEW 91-22-087 
173-181-085 NEW-P  91-14-110 
173-181-085 NEW 91-22-087 
173-181-090 NEW-P  91-14-110 
173-181-090 NEW 91-22-087 
173-181-092 NEW-P  91-14-110 
173-181-092 NEW 91-22-087 
173-181-094 NEW-P 91-14-110 
173-181-094 NEW 91-22-087 
173-181-096 NEW-P 91-14-10 
173-181-096 NEW 91-22-087 
173-181-098 NEW-P 91-14-110 
173-181-098 NEW 91-22-087 
173-183-010 NEW-P 91-22-108 
173-183-020 NEW-P 91-22-108 
173-183-030 NEW-P 91-22-108 
173-183-100 NEW-P 91-22-108 
173-183-200 NEW-P 91-22-108 
173-183-210 NEW-P 91-22-108 
173-183-220 NEW-P 91-22-108 
173-183-230 NEW-P 91-22-108 
173-183-240 NEW-P  91-22-108 
173-183-250 NEW-P 91-22-108 
173-183-260 NEW-P 91-22-108 
173-183-300 NEW-P 91-22-108 
173-183-310 NEW-P 91-22-108 
173-183-320 NEW-P 91-22-108 
173-183-330 NEW-P 91-22-108 
173-183-340 NEW-P 91-22-108 
173-183-350 NEW-P 91-22-108 
173-183-400 NEW-P 91-22-108 
173-183-410 NEW-P 91-22-108 
173-183-420 NEW-P 91-22-108 
173-183-430 NEW-P 91-22-108 
173-183-440 NEW-P 91-22-108 
173-183-450 NEW-P 91-22-108 
173-183-460 NEW-P 91-22-108 
173-183-470 NEW-P 91-22-108 
173-183-500 NEW-P 91-22-108 
173-183-600 NEW-P 91-22-108 
173-183-610 NEW-P 91-22-108 
173-183-620 NEW-P 91-22-108 
173-183-700 NEW-P 91-22-108 
173-183-710 NEW-P 91-22-108 
173-183-800 NEW-P 91-22-108 


Table of WAC Sections Affected 


WAC f WSR # 
173-183-810 NEW-P 91-22-108 
173-183-820 NEW-P 91-22-108 
173-183-830 NEW-P  91-22-108 
173-183-840 NEW-P 91-22-108 
173-183-850 NEW-P 91-22-108 
173-183-860 NEW-P 91-22-108 
173-183-870 NEW-P 91-22-108 
173-183-900 NEW-P  91-22-108 
173-183-910 NEW-P 91-22-108 
173-183-990 NEW-P  91-22-108 
173-201-010 REP-P 91-09-056 
173-201-010 REP-W 91-10-048 
173-201-010 REP-P 91-11-089 
173-201-010 REP-W 91-23-092 
173-201-025 REP-P 91-09-056 
173-201-025 REP-W 91-10-048 
173-201-025 REP-P  91-11-089 
173-201-025 REP-W 91-23-092 
173-201-035 REP-P 91-09-056 
173-201-035 REP-W 91-10-048 
173-201-035 REP-P 91-11-089 
173-201-035 REP-W 91-23-092 
173-201-045 REP-P 91-09-056 
173-201-045 REP-W 91-10-048 
173-201-045 REP-P 91-11-089 
173-201-045 REP-W 91-23-092 
173-201-047 REP-P 91-09-056 
173-201-047 REP-W 91-10-048 
173-201-047 REP-P 91-11-089 
173-201-047 REP-W 91-23-092 
173-201-070 REP-P 91-09-056 
173-201-070 REP-W 91-10-048 
173-201-070 REP-P 91-11-089 
173-201-070 REP-W 91-23-092 
173-201-080 REP-P 9I-09-056 
173-201-080 REP-W 91-10-048 
173-201-080 REP-P 91-11-089 
173-201-080 REP-W 91-23-092 
173-201-085 REP-P 91-09-056 
173-201-085 REP-W 91-10-048 
173-201-085 REP-P 91-11-089 
173-201-085 REP-W 91-23-092 
173-201-090 REP-P 91-09-056 
173-201-090 REP-W 91-10-048 
173-201-090 REP-P  91-11-089 
173-201-090 REP-W 91-23-092 
173-201-100 REP-P 91-09-056 
173-201-100 REP-W 91-10-048 
173-201-100 REP-P 91-11-089 
173-201-100 REP-W 91-23-092 
173-201-110 REP-P 91-09-056 
173-201-110 REP-W 91-10-048 
173-201-110 REP-P 91-11-089 
173-201-110 REP-W 91-23-092 
173-201-120 REP-P 91-09-056 
173-201-120 REP-W 91-10048 
173-201 -120 REP-P 91-11089 
173-201-120 REP-W 91-23-092 
173-202-020 AMD-E 91-17-006 
173-203-010 NEW-P 91-09-056 
173-203-010 NEW-W 91-10-048 
173-203-010 NEW-P 91-11-089 
173-203-010 NEW-W  91-23-092 
173-203-020 NEW-P 91-09-056 
173-203-020 NEW-W 91-10-048 
173-203-020 NEW-P 91-11-089 
173-203-020 NEW-W 91-23-092 
173-203-030 NEW-P 91-09-056 
173-203-030 NEW-W  91-10-048 
173-203-030 NEW-P  91-11-089 
173-203-030 NEW-W  91-23-092 
173-203-040 NEW-P 91-09-056 
173-203-040 NEW-W  91-10-048 
173-203-040 NEW-P 91-11-089 
173-203-040 NEW-W 91-23-092 
173-203-050 NEW-P 91-09-056 
173-203-050 NEW-W  91-10-048 
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WAC # 


173-203-050 
173-203-050 
173-203-060 
173-203-060 
173-203-060 
173-203-060 
173-203-070 
173-203-070 
173-203-070 
173-203-070 
173-203-080 
173-203-080 
173-203-080 
173-203-080 
173-203-090 
173-203-090 
173-203-090 
173-203-090 
173-203-100 
173-203-100 
173-203-100 
173-203-100 
173-203-110 
173-203-110 
173-203-110 
173-203-110 
173-203-120 
173-203-120 
173-203-120 
173-203-120 
173-203-130 
173-203-130 
173-203-130 
173-203-130 
173-203-140 
173-203-140 
173-203-140 
173-203-140 
173-203-150 
173-203-150 
173-203-150 
173-203-150 
173-203-160 
173-203-160 
173-203-160 
173-203-160 
173-203-170 
173-203-170 
173-203-170 
173-203-170 
173-203-180 
173-203-180 
173-203-180 
173-203-180 
173-204 

173-204 

173-204-100 
173-204-110 
173-204-120 
173-204-130 
173-204-200 
173-204-300 
173-204-310 
173-204-315 
173-204-320 
173-204-330 
173-204-340 
173-204-350 
173-204-400 
173-204-410 
173-204-415 
173-204-420 
173-204-500 
173-204-510 
173-204-520 
173-204-530 
173-204-540 


NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-C 
NEW-C 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 


WSR # 


91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91-09-056 
91-10-048 
91-11-089 
91-23-092 
91—09—056 
91-10-048 
91-11-089 
91-23-092 
91-03-094 
91-06-098 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 


WAC # 


173-204-550 
173-204-560 
173-204-570 
173-204-580 
173-204-590 
173-204-600 
173-204-610 
173-204-620 
173-224 

173-224-015 
173-224-015 
173-224-015 
173-224-020 
173-224-030 
173-224-030 
173-224-030 
173-224-040 
173-224-040 
173-224-040 
173-224-050 
173-224-050 
173-224-050 
173-224-090 
173-224-090 
173-224-090 
173-224-100 
173-224-120 
173-230-090 
173-270-010 
173-270-010 
173-270-020 
173-270-020 
173-270-030 
173-270-030 
173-270-040 
173-270-040 
173-270-050 
173-270-050 
173-270-060 
173-270-060 
173-270-070 
173-270-070 
173-270-080 
173-270-080 
173-270-090 
173-270-090 
173-270-100 
173-270-100 
173-300-070 
173-300-070 
173-303 

173-303-016 
173-303-017 
173-303-040 
173-303-045 
173-303-070 
173-303-071 
173-303-072 
173-303-081 
173-303-084 
173-303-090 
173-303-103 
173-303-110 
173-303-120 
173-303-145 
173-303-160 
173-303-200 
173-303-201 
173-303-210 
173-303-220 
173-303-230 
173-303-320 
173-303-360 
173-303-380 
173-303-390 
173-303-400 
173-303-500 


NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
PREP 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-P 
AMD 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD-P 
AMD 
PREP 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD 


WSR j 


91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-08-019 
91-15-106 
91-03-080 
91-11-047 
91-19-083 
91-19-083 
91-03-080 
91-11-047 
91-19-083 
91-03-080 
91-11-047 
91-19-083 
91-03-080 
91-11-047 
91-19-083 
91-03-080 
91-11-047 
91-19-083 
91-19-083 
91-19-083 
91-13-058 
91-04-091 
91-11-091 
91-04-091 
91-11-091 
91-04-091 
91-11-091 
91-04-091 
91-11-091 
91-04-091 
91-11-091 
91-04-091 
91-11-091 
91-04-09! 
91-11-091 
91-04-091 
91-11-091 
91-04-091 
91-11-091 
91-04-091 
91-11-091 
91-09-053 
91-12-040 
91-15-105 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 
91-07-005 


Table of WAC Sections Affected 


WAC # WSR # WAC g 

173-303-510 READ 91-07-005 173-307-070 AMD 
173-303-515 RE-AD 91-07-005 173-307-080 NEW 
173-303-520 RE-AD 91-07-005 173-307-080 AMD-P 
173-303-525 AMD 91-07-005 173-307-080 AMD 
173-303-550 AMD 91-07-005 173-307-090 NEW 
173-303-560 RE-AD 91-07-005 173-307-100 NEW 
173-303-600 AMD 91-07-005 173-307-110 NEW 
173-303-610 AMD 91-07-005 173-307-120 NEW 
173-303-620 AMD 91-07-005 173-307-130 NEW 
173-303-630 AMD 91-07-005 173-307-140 NEW 
173-303-645 AMD 91-07-005 173-312 AMD 
173-303-650 RE-AD 91-07-005 173-312-010 AMD 
173-303-680 NEW 91-07-005 173-312-020 AMD 
173-303-800 AMD 91-07-005 173-312-030 AMD 
173-303-802 AMD 91-07-005 173-312-040 AMD 
173-303-805 AMD 91-07-005 173-312-050 AMD 
173-303-806 AMD 91-07-005 173-312-060 NEW 
173-303-807 AMD 91-07-005 173-312-070 NEW 
173-303-808 AMD 91-07-005 173-312-080 NEW 
173-303-810 AMD 91-07-005 173-312-090 NEW 
173-303-830 AMD 91-07-005 173-312-100 NEW 
173-303-902 PREP 91-08-018 173-319 PREP 
173-303-9903 AMD 91-07-005 173-331-010 NEW 
173-303-9904 АМО 91-07-005 173-331-100 NEW 
173-303-9906 AMD 91-07-005 173-331-200 NEW 
173-303-9907 АМР 91-07-005 173-331-210 NEW 
173-305-010 REP-E 91-03-139 173-331-220 NEW 
173-305-010 AMD 91-08-040 173-331-300 NEW 
173-305-01001 NEW-E 91-03-139 173-331-400 NEW 
173-305-015 REP-E 91-03-139 173-331-410 NEW 
173-305-015 AMD 91-08-040 173-331-500 NEW 
173-305-01501 NEW-E 91-03-139 173-331-600 NEW 
173-305-020 REP-E 91-03-139 - 173-340-120 AMD 
173-305-020 AMD 91-08-040 173-340-200 AMD 
173-305-0200 NEW-E 91-03-139 173-340-210 AMD 
173-305-030 REP-E 91-03-139 173-340-300 AMD 
173-305-030 AMD 91-08-040 173-340-350 AMD 
173-305-0300 МЕМ/-Е 91-03-139 173-340-360 AMD 
173-305-040 REP-E 91-03-139 173-340-420 AMD 
173-305-040 AMD 91-08-040 173-340-430 AMD 
173-305-04001 МЕМ-Е 91-03-139 173-340-440 NEW 
173-305-050 REP-E 91-03-139 173-340-450 NEW 
173-305-050 AMD 91-08-040 173-340-700 AMD 
173-305-0500 МЕМ-Е 91-03-139 173-340-702 NEW 
173-305-060 REP-E 91-03-139 173-340-704 NEW 
173-305-06001 МЕМ-Е 91-03-139 173-340-705 NEW 
173-305-070 REP-E 91-03-139 173-340-706 NEW 
173-305-0700 МЕМ-Е 91-03-139 173-340-707 NEW 
173-305-080 REP-E 91-03-139 173-340-708 NEW 
173-305-090 REP-E 91-03-139 173-340-710 NEW 
173-305-110 NEW 91-08-040 173-340-720 NEW 
173-305-120 NEW 91-08-040 173-340-730 NEW 
173-305-210 NEW 91-08-040 173-340-740 NEW 
173-305-220 NEW 9108-040 173-340-745 NEW 
173-305-230 NEW 91-08-040 173-340-750 NEW 
173-305-240 NEW 91-08-040 173-340-760 NEW 
173-307-010 NEW 91-08-041 173-340-830 AMD 
173-307-010 AMD-P 91-14-099 173-360-110 AMD-P 
173-307-010 AMD 91-20-131 173-360-110 AMD 
173-307-015 NEW 91-08-041 173-360-120 AMD-P 
173-307-015 AMD-P 91-14-099 173-360-120 AMD 
173-307-015 AMD 91-20-131 173-360-130 AMD-P 
173-307-020 NEW 91-08-041 173-360-130 AMD 
173-307-020 AMD-P 91-14-099 173-360-200 AMD-P 
173-307-020 AMD 91-20-131 173-360-200 AMD 
173-307-030 NEW 91-08-041 173-360-220 NEW-W 
173-307-030 AMD-P 91-14-099 173-360-230 NEW-W 
173-307-030 AMD 91-20-131 173-360-305 AMD-P 
173-307-040 NEW 91-08-041 173-360-305 AMD 
173-307-040 AMD-P 91-14-099 173-360-310 AMD-P 
173-307-040 AMD 91-20-131 173-360-310 AMD 
173-307-050 NEW 91-08-04! 173-360-330 AMD-P 
173-307-060 NEW 91-08-041 173-360-330 AMD 
173-307-060 AMD-P 91-14-099 173-360-345 AMD-P 
173-307-060 AMD 91-20-131 173-360-345 AMD 
173-307-070 NEW 91-08-041 173-360-350 AMD-P 
173-307-070 AMD-P 91-14-099 173-360-350 AMD 


[371] 


WSR # 


91-20-131 
91-08-041 
91-14-099 
91-20-131 
91-08-041 
91-08-04! 
91-08-041 
91-08-041 
91-08-041 
91-08-041 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-11-090 
91-10-032 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-05-020 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-04-019 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-04-022 
91-04-022 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 


WAC # 

173-360-370 AMD-P 
173-360-370 AMD 
173-360-380 AMD-P 
173-360-380 AMD 
173-360-385 AMD-P 
173-360-385. АМР 
173-360-390 AMD-P 
173-360-390 AMD 
173-360-395 AMD-P 
173-360-395 AMD 
173-360-403 AMD-P 
173-360-403 AMD 
173-360-473 AMD-P 
173-360-473 AMD 
173-360-480 AMD-P 
173-360-480 AMD 
173-360-610 AMD-P 
173-360-610 AMD 
173-360-620 NEW-W 
173-360-630 AMD-P 
173-360-630 AMD 
173-360-650 AMD-P 
173-360-650 AMD 
173-360-655 AMD-P 
173-360-655 AMD 
173-360-695 NEW-P 
173-360-695 NEW 
173-400-010 AMD 
173-400-020 AMD 
173-400-030 AMD 
173-400-040 AMD 
173-400-050 AMD 
173-400-060 AMD 
173-400-070 AMD 
173-400-075 — . AMD 
173-400-100 AMD 
173-400-105 AMD 
173-400-110 AMD 
173-400-115 AMD 
173-400-120 AMD 
173-400-131 NEW 
173-400-136 NEW 
173-400-141 NEW 
173-400-151 NEW 
173-400-161 NEW 
173-400-171 NEW 
173-400-180 NEW 
173-400-190 NEW 
173-400-200 NEW 
173-400-205 NEW 
173-400-210 NEW 
173-400-220 NEW 
173-400-230 NEW 
173-400-240 NEW 
173-400-250 NEW 
173-400-260 NEW 
173-403-010 REP 
173-403-020 REP 
173-403-030 REP 
173-403-050 REP 
173-403-060 REP 
173-403-070 REP 
173-403-075 REP 
173-403-080 REP 
173-403-090 REP 
173-403-100 REP 
173-403-110 REP 
173-403-120 REP 
173-403-130 REP 
173-403-141 REP 
173-403-145 REP 
173-403-150 REP 
173-403-160 REP 
173-403-170 REP 
173-403-180 REP 
173-403-190 REP 
173-405-012 AMD 


WSR # 


91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-04-022 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-17-079 
91-22-020 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 


Table of WAC Sections Affected 


WAC # WSR # 
173-405-021 AMD 91-05-064 
173-405-033 AMD 91-05-064 
173-405-035 AMD 91-05-064 
173-405-040 AMD 91-05-064 
173-405-041 КЕР 91-05-064 
173-405-045 AMD 91-05-064 
173-405-061 AMD 91-05-064 
173-405-072 AMD 91-05-064 
173-405-077 AMD 91-05-064 
173-405-078 AMD 91-05-064 
173-405-086 AMD 91-05-064 
173-405-087 AMD 91-05-064 
173-405-091 AMD 91-05-064 
173-410-012 AMD 91-05-064 
173-410-021 AMD 91-05-064 
173-410-035 AMD 91-05-064 
173-410-040 AMD 91-05-064 
173-410-042 КЕР 91-05-064 
173-410-045 AMD 91-05-064 
173-410-062 AMD 91-05-064 
173-410-067 AMD 91-05-064 
173-410-071 AMD 91-05-064 
173-410-086 AMD 91-05-064 
173-410-087 AMD 91-05-064 
173-410-100 NEW 91-05-064 
173-415-010 AMD 91-05-064 
173-415-020 AMD  - 91-05-064 
173-415-030 AMD 91-05-064 
173-415-040 AMD 91-05-064 
173-415-041 КЕР 91-05-064 
173-415-045 AMD 91-05-064 
173-415-050 AMD 91-05-064 
173-415-051 AMD 91-05-064 
173-415-060 AMD 91-05-064 
173-415-070 AMD 91-05-064 
173-415-080 AMD 91-05-064 
173-422 РКЕР 91-19-031 
173-425 PREP 91-21-112 
173-433 AMD 91-07-066 
173-433 PREP 91-20-129 
173-433-030 AMD 91-07-066 
173-433-100 AMD _ . 91-07-066 
173-433-110 AMD 91-07-066 
173-433-120 AMD 91-07-066 
173-433-130 AMD 91-07-066 
173-433-140 NEW 91-07-066 
173-433-150 AMD 91-07-066 
173-433-170 AMD 91-07-066 
173-460-010 NEW 91-13-079 
173-460-020 NEW 91-13-079 
173-460-030 NEW 91-13-079 
173-460-040 NEW 91-13-079 
173-460-050 NEW 91-13-079 
173-460-060 NEW 91-13-079 
173-460-070 NEW 91-13-079 
173-460-080 NEW 91-13-079 
173-460-090 NEW 91-13-079 
173-460-100 NEW 91-13-079 
173-460-110 NEW 91-13-079 
173-460-120 NEW 91-13-079 
173-460-130 NEW 91-13-079 
173-460-140 NEW 91-13-079 
173-460-150 NEW 91-13-079 
173-460-160 NEW 91-13-079 
173-490-010 AMD 91-05-064 
173-490-020 AMD 91-05-064 
173-490-025 AMD 91-05-064 
173-490-030 AMD 91-05-064 
173-490-040 AMD 91-05-064 
173-490-070 КЕР 91-05-064 
173-490-071 КЕР 91-05-064 
173-490-080 AMD 91-05-064 
173-490-090 AMD 91-05-064 
173-490-120 REP 91-05-064 
173-490-130 КЕР 91-05-064 
173-490-135 КЕР 91-05-064 
173-490-140 КЕР 91-05-064 


WAC # 


173-490-150 
173-490-200 
173-490-201 
173-490-202 
173-490-203 
173-490-204 
173-490-205 
173-490-207 
173-490-208 
173-491-010 
173-491-010 
173-491-015 
173-491-015 
173-491-020 
173-491-020 
173-491-030 
173-491-030 
173-491-040 
173-491-040 
173-491-050 
173-491-050 
173-492 
173-500-080 
173-500-080 
173-500-080 
173-500-080 
173-548-050 
173-548-050 
173-548-050 
173-548-050 
173-548-050 
173-548-050 
173-548-050 
178-01-010 
178-01-010 
180-25-025 
180-25-025 
180-25-031 
180-26-020 
180-26-020 
180-26-057 
180-26-057 
180-26-057 
180-26-058 
180-26-058 
180-26-058 
180-26-060 
180-26-060 
180-27-018 
180-27-018 
180-27-032 
180-27-032 
180-27-058 
180-27-058 
180-27-115 
180-27-115 
180-29-107 
180-29-107 
180-29-1075 
180-29-1075 
180-29-1075 
180-29-1076 
180-29-1076 
180-29-1076 
180-29-115 
180-29-115 
180-29-115 
180-29-116 
180-29-116 
180-29-116 
180-33-013 
180-33-013 
180-33-015 
180-33-015 
180-33-020 
180-33-020 
180-33-023 


WSR jf 


91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-05-064 
91-02-107 
91-14-101 
91-02-107 
91-14-101 
91-02-107 
91-14-101 
91-02-107 
91-14-101 
91-02-107 
91-14-101 
91-02-107 
91-14-101 
91-20-130 
91-04-080 
91-12-038 
91-12-042 
91-18-01 
91-04-073 
91-12-039 
91-12-041 
91-15-104 
91-19-109 
91-20-132 
91-23-093 
91-18-003 
91-20-001 
91-08-070 
91-12-058 
91-24-03! 
91-08-07! 
91-12-057 
91-15-030 
91-17-073 
91-20-151 
91-15-030 
91-17-073 
91-20-151 
91-08-067 
91-12-055 
91-08—068 
91-12-059 
91-08-069 
91-12-056 
91-08-068 
91-12-059 
91-08-068 
91-12-059 
91-08-067 
91-12-055 
91-15-030 
91-17-073 
91-20-151 
91~15-030 
91-17-073 
91-20-151 
91-15-030 
91-17-073 
91-20-151 
91-15-030 
91-17-073 
91-20-151 
91-08-070 
91-12-058 
91-08-070 
91-12-058 
91-08-070 
91-12-058 
91-08-070 


WAC # 


180-33-023 
180-33-035 
180-33-035 
180-44-050 
180-44-050 
180-51-085 
180-55-005 
180-55-015 
180-75-081 
180-78-047 
180-78-125 
180-78-145 
180-78-165 
180-78-170 
180-78-196 
180-78-200 
180-78-201 
180-78-232 
180-79-003 
180-79-080 
180-79-230 
180-79-236 
180-79-241 
180-85-005 
180-85-045 
180-86-012 
180-86-097 
180-86-100 
180-86-100 
180-96-055 
180-96-055 
180-96—060 
180-96-060 
182-08-111 
182-08-111 
182-08-111 
182-08-220 
182-08-220 
182-12-111 
182-12-111 
182-12-115 
182-12-115 
182-12-115 
182-12-127 
182-12-127 
182-12-130 
182-12-130 
182-12-210 
182-12-210 
182-12-215 
182-12-215 
182-16-010 
182-16-010 
182-16-020 
182-16-020 
182-16-030 
182-16-030 
182-16-040 
182-16-040 
182-16-050 
182-16-050 
182-18-005 
182-18-005 
182-18-010 
182-18-010 
182-18-020 
182-18-020 
182-18-030 
182-18-030 
182-18-040 
182-18-040 
182-18-050 
182-18-050 
182-18-060 
182-18-060 
182-18-070 
182-18-070 


WSR # 


91-12-058 
91-08-070 
91-12-058 
91-05-068 
91-08-055 
91-11-018 
91-04-015 
91-04-015 
91-20-152 
91-20-152 
91-20-152 
91-20-152 
91-20-152 
91-20-152 
91-20-152 
91-20-152 
91-20-152 
91-20-152 
91-04-016 
91-04-016 
91-05-056 
91-05-056 
91-05-056 
91-04-016 
91-04-016 
91-20-152 
91-20-152 
91-05-024 
91-08-056 
91-20-150 
91-24-032 
91-20-150 
91-24-032 
91-11-093 
91-11-094 
91-20-163 
91-11-093 
91-20-163 
91-19-042 
91-20-146 
91-11-096 
91-14-084 
91-23-098 
91-04-086 
91-11-010 
91-11-095 
91-14-084 
91-04-086 
91-11-010 
91-04-086 
91-11-010 
91-04-087 
91-14-025 
91-04-087 
91-14-025 
91-04-087 
91-14-025 
91-04-087 
91-14-025 
91-04-087 
91-14-025 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 


Table of WAC Sections Affected 


WAC 4 


182-18-080 
182-18-080 
182-18-090 
182-18-090 
182-18-100 
182-18-100 
182-18-110 
182-18-110 
182-18-120 
182-18-120 
182-18-130 
182-18-130 
182-18-140 
182-18-140 
182-18-150 
182-18-150 
182-18-160 
182-18-160 
192-12 

192-12-300 
192-12-300 
192-12-300 
192-12-300 
192-12-305 
192-12-305 
192-12-305 
192-12-305 
192-12-310 
192-12-310 
192-12-310 
192-12-320 
192-12-320 
192-12-320 
192-12-320 
192-12-330 
192-12-330 
192-12-330 
192-12-330 
192-12-370 
192-12-370 
192-12-370 
192-12-370 
192-12-380 
192-12-380 
192-32-001 
192-32-001 
192-32-001 
192-32-010 
192-32-010 
192-32-010 
192-32-015 
192-32-015 
192-32-015 
192-32-025 
192-32-025 
192-32-025 
192-32-035 
192-32-035 
192-32-035 
192-32-040 
192-32-040 
192-32-040 
192-32-045 
192-32-045 
192-32-045 
192-32-050 
192-32-050 
192-32-050 
192-32-055 
192-32-055 
192-32-055 
192-32-065 
192-32-065 
192-32-065 
192-32-075 
192-32-075 
192-32-075 


WSR 4 WAC # WSR # 
NEW-P 91-05-079 192-32-085 NEW-P  91-14-115 
NEW 91-17-043 192-32-085 NEW-E  91-14-116 
NEW-P 91-05-079 192-32-085 NEW 91-20-012 
NEW 91-17-043 192-32-095 NEW-P 91-14-115 
NEW-P 91-05-079 192-32-095 NEW-E  91-14-116 
NEW 91-17-043 192-32-095 NEW 91-20-012 
NEW-P 91-05-079 192-32-105 NEW-P 91-14-115 
NEW 91-17-043 192-32-105 МЕМ-Е 91-14-116 
NEW-P 91-05-079 192-32-105 NEW 91-20-012 
NEW 91-17-043 192-32-115 NEW-P 91-14-115 
NEW-P 91-05-079 192-32-115 NEW-E  91-14-116 
NEW 91-17-043 192-32-115 NEW 91-20-012 
NEW-P 91-05-079 194-20-010 NEW-P 91-22-098 
NEW 91-17-043 194-20-020 NEW-P 91-22-098 
NEW-P 91-05-079 194-20-030 NEW-P 91-22-098 
NEW 91-17-043 194-20-040 NEW-P 91-22-098 
NEW-P 91-05-079 194-20-050 NEW-P 91-22-098 
NEW 91-17-043 194-20-060 NEW-P 91-22-098 
AMD-C 91-16-029 194-20-070 NEW-P 91-22-098 
AMD-E 91-03-054 194-20-080 NEW-P 91-22-098 
AMD-P 91-11-051 196-12-020 AMD-P . 91-21-065 
AMD-E 91-11-052 196-12-050 AMD-P 91-21-065 
AMD 91-19-007 196-16-031 AMD-P 91-20-138 
REP-E 91-03-054 196-16-031 AMD 91-23-111 
AMD-P 91-11-051 196-24-030 AMD-P 91-20-138 
AMD-E  91-11-052 196-24-030 AMD 91-23-111 
AMD 91-19-007 196-24-050 AMD-P 91-21-065 
REP-E 91-03-054 196-24-060 AMD-P 91-07-064 
AMD-P  91-11-051 196-24-060 AMD 91-11-075 
AMD 91-19-007 196-24-080 AMD-P 91-20-138 
AMD-E 91-03-054 196-24-080 AMD 91-23-111 
AMD-P 91-11-051 196-24-095 AMD-P 91-05-078 
AMD-E  91-11-052 196-24-095 AMD-C 91-06-018 
AMD 91-19-007 196-24-095 AMD 91-11-099 
AMD-E 91-03-054 196-24-097 NEW-P 91-05-078 
AMD-P 91-11-051 196-24-097 NEW-C 91-06-018 
AMD-E  91-11-052 196-24-097 NEW-W  91-11-098 
AMD 91-19-007 196-24-097 NEW-P 91-21-064 
NEW-E 91-03-054 196-24-098 PREP 91-05-041 
NEW-P 91-11-051 196-26-020 AMD-P 91-07-065 
NEW-E  91-11-052 196-26-020 AMD 91-10-046 
NEW-W 91-24-080 196-26-020 AMD-P 91-19-091 
NEW-P 91-18-071 196-26-020 AMD 91-22-017 
NEW 91-24-056 196-26-030 AMD-P 91-07-065 
NEW-P 91-14-115 196-26-030 AMD 91-10-046 
NEW-E  91-14-116 196-26—030 AMD-P 91-19-091 
NEW 91-20-012 196-26-030 AMD 91-22-017 
NEW-P 91-14-115 204-10-040 AMD-P 91-16-100 
NEW-E 91-14-116 204-10-040 AMD 91-22-056 
NEW 91-20-012 204-24-030 AMD-P 91-24-004 
NEW-P 91-14-15 204-24-040 AMD-P 91-24-004 
NEW-E 91-14-16 204-24-050 AMD-P 91-10-053 
NEW 91-20-012 204-24-050 AMD 91-14-004 
NEW-P 91-14-15 204-24-050 AMD-P 91-24-004 
NEW-E 91-14-116 204-24-070 AMD-P 91-24-004 
NEW 91-20-012 204-53-010 NEW 91-05-019 
МЕМ-Р 91-14-115 204-74А-060 AMD-P 91-24-003 
NEW-E  91-14-116 204-88—030 AMD-P 91-10-015 
NEW 91-20-012 204-88-030 AMD 91-14-003 
NEW-P 91-14-15 212-12-010 AMD-W 91-05-043 
NEW-E 91-14-116 212-54-001 REP-P 91-06-020 
NEW 91-20-012 212-54-001 REP-E  91-06-021 
NEW-P  91-14-115 212-54-001 REP 91-11-001 
NEW-E  91-14-116 212-54-005 REP-P 91-06-020 
NEW 91-20-012 212-54-005 REP-E 91-06-021 
NEW-P 91-14-115 212-54-005 КЕР 91-11-001 
NEW-E  91-14-116 212-54-010 REP-P 91-06-020 
NEW 91-20-012 212-54-010 REP-E  91-06-021 
NEW-P  91-14-115 212-54-010 REP 91-11-001 
NEW-E  91-14-116 212-54-015 REP-P 91-06-020 
NEW 91-20-012 212-54-015 REP-E X 91-06-021 
NEW-P 91-14-115 212-54-015 REP 91-11-001 
NEW-E 91-14-116 212-54-020 REP-P  91-06-020 
NEW 91-20-012 212-54-020 REP-E 91-06-021 
NEW-P 91-14-15 212-54-020 КЕР 91-11-001 
NEW-E  91-14-116 212-54-025 REP-P 91-06-020 
NEW 91-20-012 212-54-025 REP-E  91-06-021 


13731 


МАС # 


212-54-025 
212-54-030 
212-54-030 
212-54-030 
212-54-035 
212-54-035 
212-54-035 
212-54-040 
212-54-040 
212-54-040 
212-54-045 
212-54-045 
212-54-045 
212-54-050 
212-54-050 
212-54-050 
212-54-055 
212-54-055 
212-54-055 
212-54-060 
212-54-060 
212-54-060 
212-54-065 
212-54-065 
212-54-065 
212-54-070 
212-54-070 
212-54-070 
212-54-075 
212-54-075 
212-54-075 
212-54-080 
212-54-080 
212-54-080 
212-54-085 
212-54-085 
212-54-085 
212-54-090 
212-54-090 
212-54-090 
212-54-095 
212-54-:095 
212-54-095 
212-54-100 
212-54-100 
212-54-100 
212-55-001 
212-55-001 
212-55-001 
212-55-005 
212-55-005 
212-55-005 
212-55-010 
212-55-010 
212-55-010 
212-55-015 
212-55-015 
212-55-015 
212-55-020 
212-55-020 
212-55-020 
212-55-025 
212-55-025 
212-55-025 
212-55-030 
212-55-030 
212-55-030 
212-55-035 
212-55-035 
212-55-035 
212-55-040 
212-55-040 
212-55-040 
212-55-045 
212-55-045 
212-55-045 
212-55-050 


КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
REP-E 
REP 
REP-P 
REP-E 
REP 
REP-P 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 


WSR jf 


91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-00! 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-00! 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-0011 
91-06-020 
91-06-021 
91-11-001 
91—06—020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-02! 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-0011 
91-06-020 
91-06-021 
91-11-00! 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 


Table of WAC Sections Affected 


WAC # 


212-55-050 
212-55-050 
212-55-055 
212-55-055 
212-55-055 
212-55-060 
212-55-060 
212-55-060 
212-55-065 
212-55-065 
212-55-065 
212-55-070 
212-55-070 
212-55-070 
212-55-075 
212-55-075 
212-55-075 
212-55-080 
212-55-080 
212-55-080 
212-55-085 
212-55-085 
212-55-085 
212-55-090 
212-55-090 
212-55-090 
212-55-095 
212-55-095 
212-55-095 
212-56А-001 
212-56А-001 
212-56А-001 
212-56А-005 
212-56А-005 
212-56А-005 
212-56А-010 
212-56А-010 
212-56А-010 
212-56А-015 
212-56A-015 
212-56A-015 
212-56А-020 
212-56А-020 
212-56А-020 
212-56А-030 
212-56А-030 
212-56А-030 
212-56А-035 
212-56А-035 
212-56А-035 
212-56А-040 
212-56А-040 
212-56А-040 
212-56А-045 
212-56А-045 
212-56А-045 
212-56А-050 
212-56А-050 
212-56А-050 
212-56А-055 
212-56А-055 
212-56А-055 
212-56А-060 
212-56А-060 
212-56А-060 
212-56А-065 
212-56А-065 
212-56А-065 
212-56А-070 
212-56А-070 
212-56А-070 
212-56А-075 
212-56А-075 
212-56А-075 
212-56А-080 
212-56A-080 
212-56А-080 


КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
КЕР-Р 
КЕР-Е 
КЕР 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 


13741 


WSR # 


91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11001 
91-06020 
91-06021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 


91-06-020 


91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11—001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-02! 
91-11-001 
91-06-020 
91-06-021 
91-11-00! 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 


WAC # 

212-56А-085 NEW-P 
212-56А-085 NEW-E 
212-56A-085 NEW 
212-56A-090 NEW-P 
212-56A-090 NEW-E 
212-56A-090 МЕМ 
212-56А-095 NEW-P 
212-56A-095 NEW-E 
212-56A-095 NEW 
212-56A-100 NEW-P 
212-56A-100 — NEW-E 
212-56А-100 МЕМ 
212-56А-105 NEW-P 
212-56А-105 NEW-E 
212-56A-105 NEW 
212-56А-110 NEW-P 
212-56А-110 NEW-E 
212-56А-110 NEW 
212-56A-115 NEW-P 
212-56A-115 NEW-E 
212-56A-115 NEW 
212-56A-120 МЕМ/-Р 
212-56A-120 — NEW-E 
212-56A-120 NEW 
212-56A-125 NEW-P 
212-56A-125 NEW-E 
212-56A-125 NEW 
212-56A-130 NEW-P 
212-56A-130 МЕМ-Е 
212-56A-130 NEW 
212-56A-135 NEW-P 
212-56A-135 NEW-E 
212-56A-135 NEW 
212-56A-140 МЕМ-Р 
212-56A-140 NEW-E 
212-56А-140 NEW 
212-80-001 NEW-P 
212-80-001 NEW-E 
212-80-001 NEW 
212-80-005 NEW-P 
212-80-005 NEW-E 
212-80-005 NEW 
212-80-010 NEW-P 
212-80-010 NEW-E 
212-80-010 NEW 
212-80-015 NEW-P 
212-80-015 .NEW-E 
212-80-015 NEW 
212-80-020 NEW-P 
212-80-020 NEW-E 
212-80-020 NEW 
212-80-025 NEW-P 
212-80-025 NEW-E 
212-80-025 NEW 
212-80-030 NEW-P 
212-80-030 NEW-E 
212-80-030 NEW 
212-80-035 NEW-P 
212-80-035 NEW-E 
212-80-035 NEW 
212-80-040 NEW-P 
212-80-040 NEW-E 
212-80-040 NEW 
212-80-045 NEW-P 
212-80-045 NEW-E 
212-80-045 NEW 
212-80-050 NEW-P 
212-80-050 NEW-E 
212-80-050 NEW 
212-80-055 NEW-P 
212-80-055 NEW-E 
212-80-055 NEW 
212-80-060 NEW-P 
212-80-060 NEW-E 
212-80-060 NEW 
212-80-065 NEW-P 
212-80-065 NEW-E 


WSR # 


91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-02! 
91-11-001 


` 91-06-020 


91-06-021 
91-11-00] 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-02! 
91-11-001 
91-06-020 
91-06-021 
91-11001 
9106020 
91-06-02] 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-02! 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-10-083 
91-10-084 
91-14-086 
91-10-0832: 
91-10-084 
91-14-086 
91-10-083 
91-10-084 
91-14-086 
91-10-083 
91-10-084 
91-14-086 
91-10-083 
91-10-084 
91—14—086 
91-10—083 
91--10-084 
91-14-086 
91-10-083 
91-10-084 
91--14—086 
91-10-083 
91-10-084 
91-14-086 
91-10-083 
91-10-084 
91-14-086 
91--10-083 
91-10-084 
91-14-086 
91-10-083 
91-10-084 
91-14-086 
91-10-083 
91-10-084 
91-14-086 
91-10-083 
91-10-084 
91-14-086 
91-10-083 
91-10-084 


WAC # 


212-80-065 
212-80-070 
212-80-070 
212-80-070 
212-80-075 
212-80-075 
212-80-075 
212-80-080 
212-80-080 
212-80-080 
212-80-085 
212-80-085 
212-80-085 
212-80-090 
212-80-090 
212-80-090 
212-80-095 
212-80-095 
212-80-095 
212-80-100 
212-80-100 
212-80-100 
212-80-105 
212-80-105 
212-80-105 
212-80-110 
212-80-110 
212-80-110 
212-80-115 
212-80-115 
212-80-115 
212-80-120 
212-80-120 
212-80-120 
212-80-125 
212-80-125 
212-80-125 
212-80-130 
212-80-130 
212-80-130 
212-80-135 
212-80-135 
212-80-135 
220-12-020 
220-12-020 
220-16-055 
220-16-055 
220-16-220 
220-16-220 
220-16-257 
220-16-257 
220-20-010 
220-20-010 
220-20-017 
220-20-017 
220-20-01700A 
220-20-01 700A 
220-20-01700B 
220-24-02000D 
220-24-02000D 
220-24-02000Е 
220-24-02000Е 
220-24-02000Ғ 
220-24-02000Ғ 
220-24-02000G 
220-24-02000G 
220-24-02000H 
220-24-02000Н 
220-24-020001 
220-24-020001 
220-24-02000.) 
220-24-02000J 
220-24-02000К 
220-32-05100D 
220-32-05100Е 
220-32-05100Ғ 
220-32-05100F 


Table of WAC Sections Affected 


WSR # WAC # WSR # 
NEW 91-14-086 220-32-05100G МЕМ-Е 91-19-005 
NEW-P 91-10-083 220-32-05100G REP-E 91-19-035 
NEW-E 91-10-084 220-32-05100Н МЕМ/-Е 91-19-035 
NEW 91-14-086 220-32-05100Н КЕР-Е 91-19-086 
NEW-P 91-10-083 220-32-05100 МЕМ/-Е 91-20-124 
NEW-E 91-10-084 220-32-0510001 REP-E 91-22-010 
NEW 91-14-086 220-32-05100: МЕМ-Е 91-22-010 
NEW-P 91-10-083 220-32-05500W МЕМ/-Е 91-10-011 
NEW-E 91-10-084 220-32-05500W  REP-E 91-11-014 
NEW 91-14-086 220-32-05500X МЕМ-Е 91-11-014 
NEW-P  91-10-083 220-32-05500X  REP-E 91-11-076 
NEW-E 91-10-084 220-32-05500Y | NEW-E 91-11-076 
NEW 91-14-086 220-32-05500Y X REP-E 91-12-004 
NEW-P 91-10-083 220-32-05500Z NEW-E 91-12-004 
NEW-E 91-10-084 220-32-05700F NEW-E 91-03-083 
NEW 91-14-086 220-32-05700F REP-E 91-10-058 
NEW-P 91-10-083 220-32-05700G МЕМ-Е 91-08-065 
NEW-E 91-10-084 220-32-05700G REP-E 91-11-013 
NEW 91-14-086 220-32-05700H МЕМ-Е 91-11-013 
NEW-P 91-10-083 220-32-059005 МЕМ-Е 91-20-124 
NEW-E 91-10-084 220-33-01000A МЕМ-Е 91-20-007 
NEW 91-14-086 220-33-01000A REP-E 91-21-016 
NEW-P 91-10-083 220-33-010008 NEW-E 91-21-016 
NEW-E 91-10-084 220-33-01000B REP-E 91-21-088 
NEW 91-14-086 220-33-01000C МЕМ-Е 91-21-088 
NEW-P 91-10-083 220-33-01000C. REP-E 91-22-067 
NEW-E 91-10-084 220-33-010000 МЕМ-Е 91-22-067 
NEW 91-14-086 220-33-01000V NEW-E 91-05-005 
NEW-P 91-10-083 220-33-01000V — REP-E 91-05-036 
NEW-E 91-10-084 220-33-01000W NEW-E 91-05-036 
NEW 91-14-086 220-33-01000X МЕМ-Е 91-17-056 
NEW-P 91-10-083 220-33-01000X X REP-E 91-18-039 
NEW-E 91-10-084 220-33-01000Y | NEW-E 91-19-023 
NEW 91-14-086 220-33-01000Y REP-E 91-19-072 
NEW-P 91-10-083 220-33-010002  NEW-E 91-19-072 
NEW-E 91-10-084 220-33-01000Z REP-E 91-20-007 
NEW-W 91-14-085 220-33-03000С МЕМ-Е 91-11-100 
NEW-P 91-10-083 220-36-02300G МЕМ-Е 91-20-084 
NEW-E 91-10-084 220-36-02300G REP-E 91-21-032 
NEW 91-14-086 220-36-02300H NEW-E 91-21-032 
NEW-P 91-10-083 220-36-02300Н ВЕР-Е 91-21-038 
NEW-E 91-10-084 220-36-02300 МЕМ/-Е 91-21-038 
NEW 91-14-086 220-36-023001 ВЕР-Е 91-21-049 
AMD-P 91-05-102 220-36-02300J МЕМ-Е 91-21-049 
AMD 91-10-024 220-36-02300) REP-E 91-21-086 
REP-P 91-03-151 220-36-02300К МЕМ-Е 91-21-086 
КЕР 91-08-053 220-36-02300K REP-E 91-21-120 
AMD-P 91-03-153 220-36-02300L | NEW-E 91-23-019 
AMD 91-08-054 220-36-02300L КЕР-Е 91-23-056 
AMD-P 91-03-153 220-36-02300M МЕМ-Е 91-23-056 
AMD 91-08-054 220-40-0270А МЕМ-Е 91-17-055 
AMD-P 91-03-153 220-40-02700A КЕР-Е 91-19-047 
AMD 91-08-054 220-40-02700B МЕМ/-Е 91-19-047 
AMD-P 91-11-056 220-40-02700B REP-E 91-21-086 
AMD 91-16-070 220-40-02700C МЕМ-Е 91-21-086 
NEW-E 91-03-108 220-40-02700C КЕР-Е 91-22-032 
REP-E 91-10-07! 220-40-02700D МЕМ-Е 91-22-032 
NEW-E 91-10-071 220-40-030 AMD-P 91-03-153 
NEW-E 91-10-058 220-40-030 AMD 91-08-054 
ВЕР-Е 91-15-15 220-40-031 AMD-P 91-03-153 
NEW-E 91-15-115 220-40-031 AMD 91-08-054 
REP-E 91-17-004 220-44-030 AMD-W 91-11-027 
NEW-E 91-17-004 220-44-04000A — NEW-E 91-19-006 
REP-E 91-17-017 220-44-04000A КЕР-Е 91-24-013 
NEW-E 91-17-017 220-44-050 AMD-P 91-03-152 
REP-E 91-17-090 220-44-050 AMD 91-07-050 
NEW-E 91-17-090 220-44-050 AMD-W  91-11-027 
REP-E 91-18-032 220-44-050001 ВЕР-Е 91-08-023 
NEW-E  91-18-032 220-44-05000) — NEW-E 91-08-023 
REP-E 91-18-082 220-44-05000J КЕР-Е 91-10-012 
NEW-E 91-18-082 220-44-05000K | NEW-E 91-10-012 
REP-E 91-19-048 220-44-05000K  REP-E 91-11-077 
NEW-E 91-19-048 220-44-05000L | NEW-E 91-11-077 
REP-E 91-04-03 220-44-05000L — REP-E 91-14-026 
NEW-E  91-04-031 220-44-05000M | NEW-E 91-14-026 
NEW-E  91-17-001 220-44-05000M КЕР-Е 91-16-041 
REP-E 91-19-005 220-44-05000N МЕМ-Е 91-16-041 


[375] 


WAC # 


220—44—05000N 
220-44-05000P 
220-44-05000Р 
220-44-050000 
220-47-304 
220-47-304 
220-47-307 
220-47-307 
220-47-310 
220-47-311 
220-47-311 
220-47-319 
220-47-319 
220-47-401 
220-47-401 
220-47-411 
220-47-411 
220-47-700 
220-47-700 
220-47-701 
220-47--701 
220-47-702 
220-47-702 
220-47-703 
220-47-703 
220-47-704 
220-47-704 
220-47-705 
220-47-705 
220-47-705 
220-47-706 
220-47-706 
220-47-707 
220-47-707 
220-47-708 
220-47-708 
220-47-709 
220-47-709 
220-47-710 
220-47-710 
220-47-71 
220-47-711 
220-47-712 
220-47-712 
220-47-713 
220-47-713 
220-47-714 
220-47-714 
220-47-715 
220-47-715 
220-47-716 
220-47-716 
220-47-717 
220-47-717 
220-47-718 
220-47-718 
220-47-719 
220-47-719 
220-47-720 
220-47-720 
220-47-721 
220-47-721 
220-47-722 
220-47-722 
220-47-723 
220-47-723 
220-47-724 
220-48-011 
220-48-011 
220-48-015 
220-48-015 
220-48-01500Е 
220-48-017 
220-48-017 
220-48-01700A 
220-48-029 
220-48-029 


КЕР-Е 
МЕМ/-Е 
КЕР-Е 
NEW-E 
AMD-P 
AMD 
AMD-P 
AMD 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-E 
AMD-P 
AMD 
NEW-E 
AMD-P 
AMD 


WSR # 


91-19-046 
91-19-046 
91-20-085 
91-20-085 
91-13-031 
91-18-024 
91-13-031 
91-18-024 
91-18-024 
91-13-031 
91-18-024 
91-13-031 
91-18-024 
91-13-031 
91-18-024 
91-13-031 
91-18-024 
91-15-017 
91-16-027 
91-16-027 
91-16-069 
91-16-069 
91-17-007 
91-17-007 
91-17-039 
91-17-039 
91-18-010 
91-18-010 
91-18-058 
91-19-010 
91-18-058 
91-19-010 
91-19-010 
91-19-049 
91-19-049 
91-19-057 
91-19-057 
91-20-003 
91-20-003 
91-20-008 
91-20-008 
91-20-083 
91-20-083 
91-21-014 
91-21-014 
91-21-031 
91-21-031 
91-21-039 
91-21-039 
91-21-057 
91-21-057 
91-21-087 
91-21-087 
91-21-098 
91-21-098 
91-22-009 
91-22-009 
91-22-065 
91-22-065 
91-23-020 
91-23-020 
91-23-050 
91-23-050 
91-24-012 
91-24-012 
91-24-054 
91-24-054 
91-09-064 
91-13-051 
91-09-064 
91-13-051 
91-05-037 
91-09-064 
91-13-051 
91-21-003 
91-09-064 
91-13-051 


WAC # WSR 4 

220-48-03200A МЕМ-Е 91-18-073 
220-49-023004 МЕМ-Е 91-10-014 
220-49-056 AMD-P 91-09-064 
220-49--056 AMD 91-12-051 
220-49-063 AMD-P 91-02-108 
220-49-063 AMD 91-05-016 
220-52-020 AMD-P 91-05-102 
220-52-020 AMD 91-10-024 
220-52-030 AMD-P 91-05-102 
220-52-030 AMD 91-10-024 
220-52-03000G МЕМ-Е 91-08-024 
220-52-040 AMD-P 91-05-102 
220-52-040 AMD 91-10-024 
220-52-046 AMD-P 91-05-102 
220-52-046 AMD 91-10-024 
220-52-04600U NEW-E 91-23-049 
220-52-051 AMD-P 91-11-111 
220-52-051 AMD-C 91-15-9031 
220-52-051 AMD 91-18-030 
220-52-05100G МЕМ-Е 91-10-094 
220-52-05100H МЕМ-Е 91-11-044 
220-52-05100H КЕР-Е 91-15-096 
220-52-051001 — NEW-E 91-15-096 
220-52-060 AMD-P 91-05-102 
220-52-060 AMD 91-10-024 
220-52-069 'AMD-P 91-05-102 
220-52-069 AMD 91-10-024 
220-52-07! AMD-P 91-05-102 
220-52-071 AMD 91-10-024 
220-52-071 ' AMD-P 91-11-111 
220-52-071 AMD-C 91-15-031 
220-52-071 AMD 91-18-030 
220-52—071001 NEW-E 91-11-015 
220-52-071001 — REP-E 91-11-055 
220-52-07100) МЕМ-Е 91-11-055 
220-52-073 AMD-P 91-05-102 
220-52-073 AMD 91-10-024 
220-52-073 AMD-P  91-II-111 
220-52-073 AMD-C 91-15-031 
220-52-073 AMD-C 91-18-029 
220-52-073 AMD 91-22-064 
220-52-073001 КЕР-Е 91-04-029 
220-52-073000 МЕМ-Е 91-04-029 
220-52-07300K  NEW-E 91-22-066 
220-52-075 AMD-P 91-05-102 
220-52-075 AMD 91-10-024 
220-55-055 AMD-P 91-03-153 
220-55-055 AMD 91-08-054 
220-55-065 AMD-P 91-03-153 
220-55-065 AMD 91-08-054 
220-55-070 AMD-P 91-03-153 
220-55-070 AMD 91-08-054 
220-55-075 AMD-P 91-03-153 
220-55-075 AMD 91-08-054 
220-55-080 AMD-P 91-03-153 
220-55-080 AMD 91-08-054 
220-55-086 AMD-P 91-03-153 
220-55-086 AMD 91-08-054 
220-55-125 AMD-P 91-03-153 
220-55-125 AMD 91-08-054 
220-56-100 AMD-P 91-03-153 
220-56-100 AMD 91-08-054 
220-56-105 AMD-P 91-03-153 
220-56-105 AMD 91-08-054 
220-56-115 AMD-P 91-03-153 
220-56-115 AMD 91-08-054 
220-56-128 AMD-P 91-03-153 
220-56-128 AMD 91-08-054 
220-56-175 AMD-P 91-03-153 
220-56-175 AMD 91-08-054 
220-56-180 AMD-P 91-03-153 
220-56-180 'AMD-C 91-08-051 
220-56-180 AMD 91-08-054 
220-56-180 AMD-C 91-14-045 
220-56-180 AMD 91-14-046 
220-56-185 AMD-P 91-03-153 
220-56-185 AMD 91-08-054 


Table of WAC Sections Affected 


WAC # WSR 4 

220-56-190 AMD-P 91-03-153 
220-56-190 AMD 91-08-054 
220-56-19000F NEW-E 91-14-008 
220-56-19000F REP-E 91-15-095 
220-56-19000G МЕМ-Е 91-14-048 
220-56-19000G REP-E 91-14-118 
220-56-19000H МЕМ-Е 91-14-118 
220-56-19000H REP-E 91-17-003 
220-56-190001 МЕМ-Е 91-15-095 
220-56-190001 ВЕР-Е 91-16-007 
220-56-19000) МЕМ-Е 91-16-007 
220-56-19000) ВЕР-Е 91-17-002 
220-56-19000K МЕМ-Е 91-17-002 
220-56-19000K REP-E 91-18-009 
220-56-19000L МЕМ-Е 91-17-003 
220-56-19000M NEW-E 91-18-009 
220-56-19000M_ REP-E 91-18-031 
220-56-19000N NEW-E 91-18-031 
220-56-19000N ВЕР-Е 91-19-088 
220-56-19000P МЕМ-Е 91-20-039 
220-56-19000P ВЕР-Е 91-20-082 
220-56-190000  NEW-E 91-20-040 
220-56-19000R МЕМ-Е 91-20-082 
220-56-19500A МЕМ-Е 91-17-003 
220-56-19700A МЕМ-Е 91-19-087 
220-56-205 AMD-P 91-03-153 
220-56-205 AMD 91-08-054 
220-56-232 NEW-P  91-03-152 
220-56-232 NEW-W 91-16-080 
220-56-235 AMD-P 91-03-153 
220-56-235 AMD-C 91-08-051 
220-56-235 AMD 91-08-054 
220-56-235 AMD-C 91-14-045 
220-56-23500F | NEW-E 91-04-030 
220-56-240 AMD-P 91-03-153 
220-56-240 AMD 91-08-054 
220-56-24500J МЕМ-Е 91-14-007 
220-56-250 AMD-P 91-03-153 
220-56-250 AMD 91-08-054 
220-56-25500) МЕМ-Е 91-14-007 
220-56-25500) ^ REP-E 91-19-048 
220-56-25500K | NEW-E 91-20-040 
220-56-282 AMD-P 91-03-153 
220-56-282 AMD 91-08-054 
220-56-325005 МЕМ-Е 91-10-094 
220-56-32500T | NEW-E 91-16-006 
220-56-350 AMD-P 91-03-153 
220-56-350 AMD 91-08-054 
220-56-35000M | NEW-E 91-15-047 
220-56-35000N МЕМ-Е 91-24-055 
220-56-36000W  NEW-E 91-06-057 
220-56-36000W REP-E 91-10-049 
220-56-36000X МЕМ-Е 91-10-049 
220-56-36000Y МЕМ-Е 91-21-015 
220-56-36000Y REP-E 91-23-022 
220-56-380 AMD-P 91-03-153 
220-56-380 AMD 91-08-054 
220-56-38000) МЕМ-Е 91-14-039 
220-57-130000 МЕМ-Е 91-22-106 
220-57-13500N МЕМ-Е 91-22-106 
220-57--13700A МЕМ/-Е 91-21-063 
220-57-14000N NEW-E 91-11-045 
220-57-16000H NEW-E 91-08-002 
220-57-160001 — NEW-E 91-14-078 
220-57-160001 МЕМ-Е 91-18-038 
220-57-16000K | NEW-E 91-21-085 
220-57-17500U  NEW-E 91-22-053 
220-51-195 AMD-P 91-03-151 
220-57-195 AMD-C 91-08-052 
220-57-195 AMD-C 91-12-008 
220-57-195 AMD 91-14-047 
220-57-195 AMD-P 91-22-077 
220-57-195008 МЕМ/-Е 91-14-048 
220-57-195008 — REP-E 91-22-008 
220-57-19500C МЕМ-Е 91-22-008 
220-57-19500C | REP-E 91-22-076 
220-57-19500D МЕМ-Е 91-22-078 


WAC # WSR # 

220-57-20000G МЕМ/-Е 91-22-106 
220-57-205 AMD-P 91-03-151 
220-57-205 AMD-C 91-08-052 
220-57-205 AMD-C 91-12-008 
220-57-205 AMD 91-14-047 
220-57-205 AMD-P 91-22-077 
220-57-20500B МЕМ-Е 91-14-048 
220-57-205008 “КЕР-Е 91-22-008 
220-57-20500C  NEW-E 91-22-008 
220-57-20500C ВЕР-Е 91-22-076 
220-57-20500D МЕМ-Е 91-22-078 
220-57-210 AMD-P 91-03-151 
220-57-210 AMD-C 91-08-052 
220-57-210 AMD-C 91-12-008 
220-57-210 AMD 91-14-047 
220-57-210 AMD-P 91-22-077 
220-57-21000B МЕМ-Е 91-14-048 
220-57-21000B МЕМ-Е 91-22-008 
220-57-210000 МЕМ-Е 91-22-008 
220-57-21000C КЕР-Е 91-22-076 
220-57-21000D МЕМ-Е 91-22-078 
220-57-23500D МЕМ-Е 91-22-053 
220-57-25000A МЕМ-Е 91-22-053 
220-57-265 AMD-P 91-03-151 
220-57-265 AMD-C 91-08-052 
220-57-265 AMD-C 91-12-008 
220-57-265 AMD 91-14-047 
220-57-265 AMD-P 91-22-077 
220-57-26500B МЕМ-Е 91-14-048 
220-57-26500B ВЕР-Е 91-22-008 
220-57-26500С : NEW-E 91-22-008 
220-57-26500C КЕР-Е 91-22-076 
220-57-26500D NEW-E 91-22-078 
220-57-290 AMD-P 91-03-153 
220-57-290 AMD 91-08-054 
220-57-31000) МЕМ-Е 91-22-053 
220-57-313 NEW-P 91-03-153 
220-57-313 NEW 91-08-054 
220-57-31500U МЕМ-Е 91-08-025 
220-57-31500V NEW-E 91-22-053 
220-57-31900E МЕМ-Е 91-22-01 
220-57-31900E КЕР-Е 91-22-053 
220-57-31900F МЕМ-Е 91-22-053 
220-57-33500D МЕМ/-Е 91-21-063 
220-57-33500D REP-E 91-21-141 
220-57-33500E МЕМ-Е 91-22-053 
220-57-340 AMD-P 91-03-153 
220-57-340 AMD 91-08-054 
220-57-34000F  NEW-E 91-22-053 
220-57-34500A | NEW-E 91-17-003 
220-57-35000A МЕМ/-Е 91-17-003 
220-57-37000D NEW-E 91-14-048 
220-57-385 AMD-P 91-03-153 
220-57-385 AMD 91-08-054 
220-57-38500S МЕМ/-Е 91-22-106 
220-57-40500H МЕМ-Е 91-14-048 
220-57-425 AMD-P 91-03-151 
220-57-425 AMD-P 91-03-153 
220-57-425 AMD-C 91-08-051 
220-57-425 AMD-C 91-08-052 
220-57-425 AMD-C 91-12-008 
220-57-425 AMD-C 91-14-045 
220-57-425 AMD 91-14-047 
220-57-425 AMD-W 91-16-080 
220-57-42500V МЕМ-Е 91-12-009 
220-57-42500V — REP-E 91-14-048 
220-57-42500W МЕМ-Е 91-14-048 
220-57-42500W  REP-E 91-19-087 
220-57-42500X МЕМ-Е 91-19-087 
220-57-430 AMD-P 91-03-151 
220-57-430 AMD-C 91-08-052 
220-57-430 AMD-C 91-12-008 
220-57-430 AMD 91-14-047 
220-57-430 AMD-P 91-22-077 
220-57-43000C | NEW-E 91-14-048 
220-57-43000C КЕР-Е 91-14-118 
220-57-43000D МЕМ-Е 91-14-118 


WAC # 


220-57-43000D 
220-57-43000E 
220-57-43000E 
220-57-43000F 
220-57-435 
220-57-435 
220-57-435 
220-57-435 
220-57-43500Е 
220-57-450 
220-57-450 
220-57-450 
220-57-450 
220-57-450 
220-57-450 
220-57-45000G 
220-57-455 
220-57-455 
220-57-455 
220-57-455 
220-57-45500В 
220-57-460 
220-57-460 
220-57-46000X 
220-57-465 
220-57-465 
220-57-465 
220-57-465 
220-57-46500Е 
220-57-470 
220-57-470 
226-57-470 
220-57-470 
220-57-470 
220-57-47000В 
220-57-47000В 
220-57-47000С 
220-57-47000С 
220-57-470000 
220-57-490 
220-57-490 
220-57-490 
220-57-490 
220-57-490 
220-57-49000В 
220-57-49000В 
220-57-49000С 
220-57-49000C 
220-57-49000D 
220-57-49500А 
220-57-497 
220-57-497 
220-57-49700F 
220-57-50500S 
220-57-51000Ғ 
220-57-51000Е 
220-51-51000G 
220-57-51500G 
220-57A-035 
220-57А-035 
220-69-260 
220-69-262 
220-69-264 
220-69-26401 
222-16-010 
222-16-010 
:222-16-010 
222-16-010 
222-16-010 
222-16-010 
222-16-045 
222-16-045 
222-16-045 
222-16-046 
222-16-050 
222-16-050 
222-16-050 


КЕР-Е 
NEW-E 
REP-E 
NEW-E 
AMD-P 
AMD-C 
AMD-C 
AMD-W 
NEW-E 
AMD-P 
AMD-P 
AMD-C 
AMD-C 
AMD-W 
AMD-W 
NEW-E 
AMD-P 
AMD-C 
AMD-C 
AMD-W 
NEW-E 
AMD-P 
AMD 
NEW-E 
AMD-P 
AMD-C 
AMD-C 
AMD-W 
NEW-E 
AMD-P 
AMD-C 
AMD-C 
AMD 
AMD-P 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
AMD-P 
AMD-C 
AMD-C 
AMD 
AMD-P 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
NEW-E 
AMD-P 
AMD 
NEW-E 
NEW-E 
NEW-E 
REP-E 


' NEW-E 


NEW-E 
AMD-P 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD-P 
AMD-E 
AMD 
NEW-E 
NEW-E 
REP-E 
NEW-E 
AMD-E 
AMD-P 
AMD-E 


WSR # 


91-22-008 
91-22-008 
91-22-076 
91-22-078 
91-03-151 
91-08-052 
91-12-008 
91-16-079 
91-14-048 
91-03-153 
91-03-151 
91-08-052 
91-12-008 
91-16-079 
91-16-080 
91-14-048 
91-03-151 
91-08-052 
91-12-008 
91-16-079 
91-14-048 
91-03-153 
91-08-054 
91-22-106 
91-03-151 
91-08-052 
91-12-008 
91-16-079 
91-14-048 
91-03-151 
91-08-052 
91-12-008 


91-14-047 © 


91-22-077 
91-14-048 
91-22-008 
91-22-008 
91-22-076 
91-22-078 
91-03-151 
91-08-052 
91-12-008 
91-14-047 
91-22-077 
91-14-048 
91-22-008 
91-22-008 
91-22-076 
91-22-078 
91-22-053 
91-03-153 
91-08-054 
91-08-025 
91-08-025 
91-21-063 
91-21-141 
91-22-053 
91-08-025 
91-03-153 
91-08-054 
91-05-015 
91-05-015 
91-05-015 
91-05-015 
91-13-072 
91-14-102 
91-18-067 
91-18-068 
91-22-026 
91-23-052 
91-07-034 
91-14-102 
91-17-071 
91-17-071 
91-07-034 
91-13-072 
91-14-102 


Table of WAC Sections Affected 


WAC f 


222-16-050 
222-16-050 
222-16-050 
222-16-060 
222-16-060 
222-16-060 
222-16-070 
222-16-070 
222-20-010 
222-20-010 
222-20-010 
222-20-040 
222-20-040 
222-20-040 
222-20-050 
222-20-050 
222-20-050 
222-34-050 
222-34-050 
222-34-050 
222-46-020 
222-46-020 
222-46-020 
222-46-030 
222-46-030 
222-46-030 


` 222-46-040 


222-46-040 
222-46-040 
222-50-030 
222-50-030 
222-50-030 
230-02-110 
230-02-110 
230-02-110 
230-02-240 
230-02-240 
230-02-418 
230-02-418 
230-02-505 
230-02-505 
230-02-505 
230-02-510 
230-02-510 
230-02-510 
230-02-512 
230-02-512 
230-02-512 
230-02-515 
230-02-515 
230-02-515 
230-02-520 
230-02-520 
230-02-520 
230-04-022 
230-04-022 
230-04-022 
230-04-110 
230-04-110 
230-04-110 
230-04-120 
230-04-120 
230-04-120 
230-04-120 
230-04-120 
230-04-120 
230-04-124 
230-04-124 
230-04-124 
230-04-135 
230-04-135 
230-04-135 
230-04-135 
230-04-135 
230-04-138 
230-04-138 
230-04-138 


AMD-C 
AMD-E 
AMD 
NEW-P 
NEW-C 
NEW 
NEW-E 
NEW-E 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-E 
AMD 

` NEW-P 
NEW 
AMD-P 
AMD 
NEW-P 
NEW-C 

_ NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
AMD-P 
AMD-C 
AMD-W 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-C 
AMD-P 
AMD 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
NEW-P 
NEW-E 
NEW-W 
NEW-P 
NEW 
NEW-P 
NEW-E 
NEW 
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WSR 4 
91-18-067 
91-22-026 
91-23-052 
91-13-072 
91-18-067 
91-23-052 
91-14-102 
91-22-026 
91-13-072 
91-18-067 

- 91-23-052 
91-13-072 
91-18-067 
91-23-052 
91-13-072 
91-18-067 
91-23-052 
91-13-072 
91-18-067 
91-23-052 
91-13-072 
91-18-067 
91-23-052 
91-13-072 
91-18-067 
91-23-052 
91-13-072 
91-18-067 
91-23-052 
91-13-072 
91-18-067 
91-23-052 
91-17-048 
91-17-049 
91-21-053 
91-03-062 
91-07-021 
91-10-006 
91-13-070 
91-03-062 
91-07-019 
91-15-040 
91-15-039 
91-15-041 
91-19-093 
91-17-048 
91-17-049 
91-21-053 
91-15-039 
91-15-041 
91-19-093 
91-15-039 
91-15-041 
91-19-093 
91-03-062 
91-07-042 
91-10-005 
91-15-039 
91-15-041 
91-19-093 
91-03-062 
91-07-019 
91-15-039 
91-15-040 
91-15-041 
91-19-093 
91-15-039 
91-15-041 
91-19-093 
91-15-039 
91-15-041 
91-17-047 
91-17-048 
91-21-053 
91-15-039 
91-15-041 
91-19-093 


WAC # WSR # 
230-04-187 NEW-P 91-03-062 
230-04-187 NEW-C 91-07-019 
230-04-187 NEW 91-15-040 
230-04-190 ‘AMD-P 91-03-062 
230-04-190 AMD-C 91-07-019 
230-04-190 AMD-P 91-15-039 
230-04-190 AMD 91-15-040 
230-04-190 AMD-E 91-15-04! 
230-04-190 AMD-W > 91-17-047 
230-04-190 AMD-P 91-19-011 
230-04-190 AMD 91-22-029 
230-04-201 AMD-P 91-03-062 
230-04-20 AMD-C 91-07-019 
230-04-201 AMD-P 91-15-039 
230-04-201 AMD 91-15-040 
230-04-201 AMD-E 91-15-041 
230-04-20 AMD 91-19-093 
230-04-320 AMD-P 91-17-048 
230-04-320 AMD-E  91-17-049 
230-04-320 AMD 91-21-053 
230-04-999 NEW-P 91-20-01 
230-04-999 NEW-W 91-21-054 
230-08-010 AMD-P 91-10-006 
230-08-010” AMD 91-13-070 
230-08-017 AMD-P  91-17-048 
230-08-017 AMD-E 91-17-049 
230-08-017 AMD 91-21-053 
230-08-060 AMD-P 91-15-039 
230-08-060 AMD-E 91-15-041 
230-08-060 AMD 91-19-093 
230-08-080 AMD-P 91-17-048 
230-08-080 AMD 91-21-053 
230-08-095 AMD-P 91-10-006 
230-08-095 AMD 91-13-070 
230-08-180 AMD-P 91-15-039 
230-08-180 AMD-E 91-15-041 
230-08-180 AMD 91-19-093 
230-08-240 AMD-P 91-15-039 
230-08-240 AMD-E 91-15-041 
230-08-240 AMD 91-19-093 
230-12-020 AMD-P 91-10-006 
230-1 2-020 AMD 91-13-070 
230-12-100 NEW-P 91-03-062 
230-12-100 NEW-C  91-07-019 
230-12-100 NEW-W 91-10-005 
230-12-200 AMD-W 91-09-045 
230-1 2-220 AMD-P 91-15-039 
230-1 2-220 AMD-E 91-15-041 
230-1 2-220 AMD 91-19-093 
230-12-300 AMD-P 91-17-048 
230-12-300 AMD-E 91-17-049 
230-12-300 AMD 91-21-053 
230-1 2-305 AMD-P ` 91-03-062 
230-12-305 AMD 91-07-021 
230-12-500 ` NEW-P 91-15-039 
230-12-500 NEW-W  91-17-047 
230-20-102 AMD-P 91-17-048 
230-20-102 AMD 91-21-053 
230-20-246 AMD-P ` 91-13-069 
230-20-246 AMD-W 91-17-047 
230-20-246 AMD-P 91-17-048 
230-20-246 AMD 91-21-053 
230-20-380 AMD-C 91-03-049 
230-20-380 AMD-W 91-05-044 
230-20-380 КЕР-Р 91-15-039 
230-20-380 КЕР-Е 91~15-041 
230-20-380 ВЕР 91-19-093 
230-20-605 AMD-P 91-15-039 
230-20-605 AMD-E 91-15-041 
230-20-605 AMD 91-19-093 
230-20-630 AMD-P `: 91-15-039 
230-20-630 AMD-E 91-15-041 
230-20-630 ` АМР 91-19-093 
230-20-70 AMD-P 91-15-039 
230-20-70 AMD-E 91-15-041 
230-20-670 AMD 91-19-093 
230-20-80 NEW-P 91-15-039 


WAC # 


230-20-680 
230-20-680 
230-20-685 
230-20-698 
230-20-698 
230-20-698 
230-20-699 
230-20-700 
230-20-700 
230-20-700 
230-25-110 
230-25-110 
230-25-110 
230-25-265 
230-25-265 
230-25-265 
230-25-330 
230-25-330 
230-25-330 
230-30-070 
230-30-070 
230-30-075 
230-30-075 


230-30-075 : 


230-30-075 
230-30-075 
230-30-075 
230-30-080 
230-30-080 
230-30-080 
230-30-080 
230-30-102 
230-30-102 
230-30-103 
230-30-103 
230-30-200 
230-30-220 
230-40-125 
230-40-125 
230-40-125 
230-40-125 
230-50-030 
232-12-001 
232-12-004 
232-12-004 
232-12-007 
232-12-007 
232-12-017 
232-12-024 
232-12-024 
232-12-027 
232-12-027 
232-12-037 
232-12-037 
232-12-044 
232-12-044 
232-12-055 
232-12-055 
232-12-244 
232-12-244 
232-12-245 
232-12-245 
232-12-267 
232-12-267 
232-12-271 
232-12-271 
232-12-618 
232-12-619 
232-12-831 
232-12-831 
232-24-300 
232-24-301 
232-24-301 
232-24-302 
232-24-302 
232-28-022 
232-28-022 


NEW-E 
NEW 
NEW-P 
REP-P 
REP-E 
REP 
REP 
NEW-P 


. NEW-E 


NEW 
AMD-P 
AMD-C 
AMD 
AMD-C 
AMD 
AMD 
NEW-P 
NEW-C 
NEW 
AMD-P 
AMD 
AMD-C 
AMD-C 
AMD-W 
AMD-P 
AMD-S 
AMD-W 
AMD-C 
AMD-P 
AMD 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-W 
AMD-W 
AMD-C 
AMD 
AMD-P 
AMD 
AMD 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-W 
AMD-P 
AMD-W 
AMD-P 
AMD 
REP-P 
REP 
NEW-P 
NEW-W 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
NEW-P 
NEW-P 
NEW 
NEW-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
AMD-P 
AMD 


WSR # 


91-15-04] 
91-19-093 
91-24-002 
91-15-039 
91-15-041 
91-19-093 
91-03-063 
91-17-048 
91-17-049 
91-21-053 
91-03-062 
91-07-019 
91-15-040 
91-03-049 
91-05-047 
91-06-008 
91-03-062 
91-07-019 
91-15-040 
91-17-048 
91-21-053 
91-03-049 
91-05-046 
91-06-039 
91-07-018 
91-07-051 
91-12-01! 
91-03-049 
91-05-045 
91-05-047 
91-10-004 
91-17-048 
91-21-053 
91-17-048 
91-21-053 
91-09-045 
91-09-045 
91-03-049 
91-05-047 
91-17-048 
91-21-053 
91-03-063 
91-12-048 
91-03-131 
91-11-006 
91-03-133 
91-11-007 
91-03-082 
91-06-082 
91-13-063 
91-17-021 
91-24-016 
91-17-023 
91-24-014 
91-17-024 
91-24-014 
91-03-137 
91-08-075 
91-06-08 1 
91-13-061 
91-06-08 1 
91-12-050 
91-06-080 
91-13-064 
91-17-022 
91-24-015 
91-12-049 
91-12-048 
91-06-083 
91-15-056 
91-21-048 
91-21-071 
91-22-002 
91-21-074 
91-22-002 
91-03-130 
91-11-059 


Table of WAC Sections Affected 


WAC # 


232-28-215 
232-28-219 
232-28-219 
232-28-220 
232-28-220 
232-28-221 
232-28-221 
232-28-222 
232-28-222 
232-28-223 
232-28-223 
232-28-224 
232-28-225 
232-28-226 
232-28-226 
232-28-227 
232-28-227 
232-28-227 
232-28-227 
232-28-228 
232-28-228 
232-28-228 
232-28-228 
232-28-22801 
232-28-22802 
232-28-229 
232-28-229 
232-28-230 
232-28-230 
232-28-230 
232-28-230 
232-28-231 
232-28-231 
232-28-231 
232-28-232 
232-28-414 
232-28-414 
232-28-41402 
232-28-41402 
232-28-415 
232-28-415 
232-28-61717 
232-28-61728 
232-28-61729 
232-28-618 
232-28-61802 
232-28-61803 
232-28-61804 
232-28-61805 
232-28-61807 
232-28-61808 
232-28-61809 
232-28-61810 
232-28-61810 
232-28-61811 
232-28-61812 
232-28-61813 
232-28-61813 
232-28-61815 
232-28-61815 
232-28-61817 
232-28-61817 
232-28-61817 
232-28-61818 
232-28-61819 
232-28-61820 
232-28-61821 
232-28-61822 
232-28-619 
232-28-713 
232-28-714 
236-12-01 
236-12-01 
236-12-160 
236-12-160 
236-12-170 
236-12-170 


WSR # 


91-02-113 
91-06-084 
91-13-062 
91—06—084 
91-13-062 
91-06-084 
91-13-062 
91—06-084 
91-13-062 
91-06-084 
91-13-062 
91-02-113 
91-06-016 
91-03-138 
91-11-009 
91-03-135 
91-11-008 
91-14-108 
91-19-033 
91-03-134 
91-08-06! 
91-08-076 
91-13-065 
91-19-004 
91-19-052 
91-06-086 
91-13-066 
91-06-087 
91-13-067 
91-14-107 
91-19-032 
91-06-085 
91-13-068 
91-22-004 
91-22-003 
91-14-106 
91-19-034 
91-14-106 
91-19-034 
91-14-106 
91-19-034 
91-12-049 
91-12-049 
91-12-049 
91-12-049 
91-12-049 
91-12-049 
91-12-049 
91-12-049 
91--12-049 
91-12-049 
91-12-049 
91-03-136 
91-08-074 
91-03-066 
91-12-049 
91-05-002 
91-12-049 
91-05-001 
91-12-049 
91-03-136 
91-08-074 
91-12-049 
91-08-009 
91-14-109 
91-17-040 
91-19-053 
91-21-061 
91-12-048 
91-06-015 
91-06-015 
91-19-029 
91-22-091 
91-19-029 
91-22-091 
91-19-029 
91-22-091 


WAC # WSR # 
236-12-171 NEW-E 91-19-029 
236-12-171 NEW-P 91-22-091 
236-12-175 NEW-E 91-19-029 
236-12-175 NEW-P 91-22-091 
236-12-180 NEW-E 91-19-029 
236-12-180 NEW-P 91-22-09! 
236-12-290 AMD-P 91-04-0681 
236-12-290 AMD-W 91-15-080 
236-12-290 AMD-P 91-22-090 
236-12-300 AMD-P 91-04-08! 
236-12-300 AMD-W 91-15-080 
236-12-300 AMD-P 91-22-090 
236-48-002 AMD 91-09-035 
236-48-003 AMD 91-09-035 
236-48-004 AMD 91-09-035 
236-48-005 AMD 91-09-035 
236-48-009 AMD 91-09-035 
236-48-012 AMD 91-09-035 
236-48-013 AMD 91-09-035 
236-48-021 AMD 91-09-035 
236-48-023 AMD 91-09-035 
236-48-035 AMD 91-09-035 
236-48-036 AMD 91-09-035 
236-48-052 AMD 91-09-035 
236-48-061 AMD 91-09-035 
236-48-071 AMD 91-09-035 
236-48-079 AMD 91-09-035 
236-48-081 AMD 91-09-035 
236-48-082 AMD 91-09-035 
236-48-083 AMD 91-09-035 
236-48-084 AMD 91-09-035 
236-48-093 АМО 91-09-035 
236-48-094 AMD 91-09-035 
236-48-095 AMD 91-09-035 
236-48-096 AMD 91-09-035 
236-48-098 AMD 91-09-035 
236-48-099 АМО 91-09-035 
236-48-101 AMD 91-09-035 
236-48-121 AMD 91-09-035 
236-48-123 AMD 91-09-035 
236-48-124 AMD 91-09-035 
236-48-31 AMD 91-09-035 
236-48-132 AMD 91-09-035 
236-48-141 АМО 91-09-035 
236-48-151 AMD 91-09-035 
236-48-152 AMD 91-09-035 
236-48-153 AMD 91-09-035 
236-48-165 AMD 91-09-035 
236-48-166 AMD 91-09-035 
236-48-167 AMD 91-09-035 
236-48-198 AMD 91-09-035 
236-48-230 AMD 91-09-035 
236-49-010 AMD 91-09-034 
236-49-020 AMD 91-09-034 
236-49-030 AMD 91-09-034 
236-49-040 AMD 91-09-034 
236-54-010 REP-P 91-17-053 
236-54-010 КЕР 91-20-115 
236-54-020 REP-P 91-17-053 
236-54-020 КЕР 91-20-115 
236-54-030 REP-P 91-17-0563 
236-54-030 КЕР 91-20-115 
236-54-040 REP-P 91-17-0563 
236-54-040 ВЕР 91-20-115 
236-54-050 REP-P 91-17053 
236-54-050 КЕР 91-20-115 
236-54-060 REP-P 91-17-053 
236-54-060 КЕР 91-20-115 
236-54-070 REP-P 91-17-053 
236-54-070 КЕР 91-20-115 
236-54-080 REP-P 91-17-053 
236-54-080 КЕР 91-20-115 
236-54-090 REP-P 91-17-053 
236-54-090 КЕР 91-20-115 
236-54-100 REP-P 91-17-053 
236-54-100 REP 91-20-115 
236-54-110 REP-P 91-17-053 


WAC # WSR f 
236-54-110 REP 91-20-115 
236-54-120 REP-P  91-17-053 
236-54-120 REP 91-20-115 
236-54-130 REP-P  91-17-053 
236-54-130 REP 91-20-115 
236-54-140 REP-P 91-17-0532 
236-54-140 REP 91-20-115 
236-54-150 REP-P 91-17-053 
236-54-150 REP 91-20-115 
236-54-990 REP-P 91-17-053 
236-54-990 КЕР 91-20-115 
236-54-99001 REP-P 91-17-0532 
236-54-99001 КЕР 91-20-115 
236-100-001 NEW-P 91-05-10! 
236-100-001 NEW 91-08-057 
236-100-010 NEW-P 91-05-101 
236-100-010 NEW 91-08-057 
236-100-011 NEW-P 91-05-101 
236-100-011 NEW 91-08-057 
236-100-012 NEW-P 91-05-101 
236-100-012 NEW 91-08-057 
236-100-013 NEW-P 91-05-101 
236-100-013 NEW 91-08-057 
236-100-014 NEW-P 91-05-101 
236-100-014 NEW 91-08-057 
236-100-015 NEW-P 91-05-101 
236-100-015 NEW 91-08-057 
236-100-016 NEW-P 91-05-101 
236-100-016 NEW 91-08-057 
240-15-005 AMD 91-02-111 
240-15-005 AMD-P 91-10-106 
240-15-005 AMD 91-14-040 
240-15-010 AMD 91-02-111 
240-15-010 AMD-P 91-10-106 
240-15-010 AMD 91-14-040 
240-15-015 AMD 91-02-111 
240-15-015 AMD-P 91-10-106 
240-15-015 AMD 9114-040 
240-15-020 AMD 91-02-111 
240-15-020 AMD-P 91-10-106 
240-15-020 AMD 91-14-040 
240-15-025 AMD 91-02-111 
240-15-025 AMD-P 91-10-106 
240-15-025 AMD 91-14-040 
240-15-030 AMD 91-02-111 
240-15-030 AMD-P  91-10-106 
240-15-030 AMD 91-14-040 
240-15-035 AMD 91-02-111 
240-15-035 AMD-P 91-10-106 
240-1 5-035 AMD 91-14-040 
244-12-010 NEW-P 91-11-034 
244-12-010 NEW 91-14-055 
244-12-020 NEW-P  91-11-034 
244-12-020 NEW 91-14-055 
:244-12-030 NEW-P  91-11-034 
244-12-030 NEW 91-14-055 
244-12-040 NEW-P 91-11-034 
244-12-040 NEW 91-14-055 
244-12-050 NEW-P 91-11-034 
244-12-050 NEW 91-14-055 
244-12-060 NEW-P 91-11-034 
244-12-060 NEW 91-14-055 
244-12-070 NEW-P 91-11-034 
244-12-070 "NEW 91-14-055 
244-12-080 NEW-P 91-11-034 
244-12-080 NEW 91-14-055 
244-12-090 NEW-P 91-11-034 
244-12-090 NEW 91-14-055 
246-03-030 AMD-P 91-22-028 
246-03-050 AMD-P 91-22-028 
246-03-140 AMD-P 91-22-028 
246-08-001 AMD-P 91-22-028 
246-08-020 AMD-P 91-22-028 
246-08-030 AMD-P 91-22-028 
246-08-070 AMD-P 91-22-028 
246-08-080 AMD-P 91-22-028 
246-08-100 AMD-P 91-22-028 


Table of WAC Sections Affected 


WAC # 


246-08-130 

246-08-140 

246-08-200 

246-08-390 

246-100-011 
246-100-016 
246-100-021 
246-100-026 
246-100-031 
246-100-036 
246-100-041 
246-100-046 
246-100-071 
246-100-072 
246-100-076 
246-100-081 
246-100-086 
246-100-166 
246-100-166 
246-100-166 
246-100-171 
246-100-176 
246-100-181 
246-100-186 
246-100-201 
246-100-206 
246-100-207 
246-100-208 
246-100-209 
246-100-217 
246-100-226 
246-100-231 
246-100-236 
246-110-001 
246-110-020 
246-130-010 
246-130-030 
246-130-040 
246-132-020 
246-170-001 
246-170-010 
246-170-030 
246-170-080 
246-171-050 
246-171-120 
246-203-060 
246-203-070 
246-203-080 
246-203-090 
246-203-100 
246-203-160 
246-203-170 
246-205-001 
246-205-010 
246-205-010 
246-205-020 
246-205-030 
246-205-040 
246-205-040 
246-205-050 
246-205-060 
246-205-070 
246-205-080 
246-205-080 
246-205-090 
246-205-100 
246-205-110 
246-205-120 
246-205-990 
246-206-001 
246-206-010 
246-206-020 
246-206-030 
246-206-040 
246-206-050 
246-206-060 
246-206-070 


WSR 4 WAC # WSR f 

AMD-P 91-22-028 246-206-080 NEW-P 91-20-172 
AMD-P 91-22-028 246-220-007 AMD-P 91-11-081 
AMD-P 91-22-028 246-220-007 AMD 91-15-112 
NEW-E 91-17-016 246-220-010 AMD-P 91-11-081 
AMD-P 91-21-130 246-220-010 AMD 91-15-112 
AMD-P 91-21-130 246-220-050 AMD-P 91-11-081 
AMD-P 91-21-130 246-220-050 AMD 91-15-112 
AMD-P 91-21-130 246-220-090 AMD-P 91-11-081 
AMD-P 91-21-130 246-220-090 AMD 91-15-112 
AMD-P 91-21-130 246-220-130 AMD-P 91-11-081 
AMD-P 91-21-130 246-220-130 AMD 91-15-112 
AMD-P 91-21-130 246-221-001 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-001 AMD 91-15-112 
AMD-P 91-21-130 246-221-010 AMD-P 91-11-081 
AMD- 91-21-130 246-221-010 AMD 91-15-112 
AMD-P 91-21-130 246-221-020 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-020 AMD 91-15-112 
AMD-P  91-11-103 246-221-030 AMD-P 91-11-081 
AMD-E 91-13-050 246-221-030 AMD 91-15-112 
AMD 91-15-066 246-221-040 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-040 AMD 91-15-112 
AMD-P 91-21-130 246-221-050 AMD-P 91-11-081 
AMD-P. 91-21-130 246-221-050 AMD 91-15-112 
AMD-P  91-21-130 246-221-060 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-060 AMD 91-15-112 
AMD-P  91-21-130 246-221-070 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-070 AMD 91-15-112 
AMD-P 91-21-130 246-221-080 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-080 AMD 91-15-112 
AMD-P 91-21-130 246-221-090 AMD-P 91-24-097 
AMD-P 91-21-130 246-221-110 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-110 AMD 91-15-112 
AMD-P 91-21-130 246-221-120 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-120 AMD 91-15-112 
AMD-P  91-21-130 246-221-130 AMD-P 91-11-081 
AMD-P  91-22-028 246-221-130 AMD 91-15-112 
AMD-P 91-22-028 246-221-140 AMD-P 91-11-081 
AMD-P 91-22-028 246-221-140 AMD 91-15-112 
AMD-P 91-22-028 246-221-160 AMD-P 91-11-081 
AMD-P 91-22-028 246-221-160 AMD 91-15-112 
AMD-P 91-22-028 246-221-170 AMD-P 91-11-081 
AMD-P 91-22-028 246-221-170 AMD 91-15-112 
AMD-P 91-22-028 246-221-190 AMD-P  91-11-081 
AMD-P 91-22-028 246-221-190 AMD 91-15-112 
AMD-P 91-22-028 246-221-200 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-200 AMD 91-15-112 
AMD-P 91-21-130 246-221-210 AMD-P  91-11-081 
AMD-P 91-21-130 246-221-210 AMD 91-15-112 
AMD-P  91-21-130 246-221-220 AMD-P  91-11-081 
AMD-P 91-21-130 246-221-220 AMD 91-15-112 
AMD-P  91-21-130 246-221-230 AMD-P 91-11-081 
AMD-P 91-21-130 246-221-230 AMD 91-15-112 
NEW 91-04-007 246-221-240 AMD-P 91-11-081 
NEW 91-04-007 246-221-240 AMD 91-15-112 
AMD-P  91-21-118 246-221-250 AMD-P 91-11-081 
NEW 91-04-007 246-221-250 AMD 91-15-112 
NEW 91-04-007 246-221-260 AMD-P 91-11-081 
NEW 91-04-007 246-221-260 AMD 91-15-112 
AMD-P 91-21-18 246-221-280 AMD-P 91-11-081 
NEW 91-04-007 246-221-280 AMD 91-15-112 
NEW 91-04-007 246-221-300 AMD-P 91-11-081 
МЕУУ 91-04-007 246-221-300 AMD 91-15-112 
NEW 91-04-007 246-222-001 AMD-P 91-11-081 
AMD-P 91-21-118 ' 246-222-001 AMD 91-15-112 
NEW 91-04-007 246-222-020 AMD-P 91-11-081 
NEW 91-04-007 246-222-020 AMD 91-15-112 
NEW 91-04-007 246-222-030 AMD-P  .91-11-081 
NEW 91-04-007 246-222-030 AMD 91-15-112 
NEW 91-04-007 246-222-040 AMD-P 91-11-081 
NEW-P 91-20-172 246-222-040 AMD 91-15-112 
NEW-P 91-20-172 246-222-050 AMD-P 91-11-081 
NEW-P 91-20-172 246-222-050 AMD 91-15-112 
NEW-P 91-20-172 246-222-060 AMD-P 91-11-081 
NEW-P 91-20-172 246-222-060 AMD 91-15-112 
NEW-P  91-20-172 246-222-070 AMD-P 91-11-081 
NEW-P 91-20-172 246-222-070 AMD 91-15-112 
NEW-P .91-20-172 246-222-080 AMD-P 91-11-081 


[379] 


‚ WAC fi 


246-222-080 
246-224-001 
246-224-001 
246-224-020 
246-224-020 
246-224-030 
246-224-030 
246-224-040 
246-224-040 
246-224-050 
246-224-050 
246-224-060 
246-224-060 
246-224-070 
246-224-070 
246-224-080 
246-224-080 
246-224-090 
246-224-090 
246-224-100 
246-224-100 
246-225-010 
246-225-010 
246-225-020: 
246-225-020 
246-225-030 
246-225-030 
246-225-040 
246-225-040 
246-225-050 
246-225-050 ` 
246-225-060 
246-225-060 
246-225-070 
246-225-070 
246-225-090 
246-225-090 
246-225-110 
246-225-110 
246-225-120 
246-225-120 
246-225-130 
246-225-130 
246-225-140 
246-225-140 
246-225-150 


246-225-150 . · 


246-225-160 

246-225-99910 
246-225—99910 
246-225--99920 
246-225-99920 
246-225-99930 


246-225-99930. 


246-228-030 
246-228-030 
246-228-040 
246-228-040 
246-228-050 
246-228-050 
246-229-001 
246-229-001 
246-229-010 
246-229-010 
246-229-020 
246-229-020 
246-229-030 
246-229-030 
246-229-050 
246-229-050 
246-229-060 
` 246-229-060 
246-229-080 
246-229-080 
246-229-090 
246-229-090 
246-229-110 


AMD 
AMD-P 
AMD 


AMD-P . 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


` AMD-P 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


` AMD-P 


AMD 
AMD-P 
AMD 
NEW-P 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


: AMD-P 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 


` AMD 


AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 


WSR # 


91-15-112 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-21-033 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 


- 91-15-083 


91-11-082 
91-1 5-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 


Table of WAC Sections Affected 


WAC # 


246-229-110 
246-232-001 
246-232-001 
246-232-010 
246-232-010 
246-232-020 
246-232-020 
246-232-040 
246-232-040 
246-232-050 
246-232-060 
246-232-060 
246-232-080 
246-232-080 
246-232-090 
246-232-090 
246-232-100 
246-232-100 
246-232-110 
246-232-110 
246-232-120 
246-232-120 
246-232-130 
246-232-130 
246-232-990 
246-232-990 
246-233-001 
246-233-001 
246-233-010 
246-233-010 
246-233-020 
246-233-020 
246-235-001 
246-235-001 
246-235-020 
246-235-020 
246-235-040 
246-235-040 
246-235-050 
246-235-050 
246-235-060 
246-235-060 
246-235-075 
246-235-080 
246-235-080 
246-235-090 
246-235-090 
246-235-100 
246-235-100 
246-235-110 
246-235-110 
246-235-120 
246-235-120 
246-235-130 
246-235-130 
246-235-140 
246-235-140 
246-239-010 
246-239-010 
246-239-010 
246-239-015 
246-239-020 
246-239-020 
246-239-025 
246-239-030 
246-239-030 
246-239-040 
246-239-040 
246-239-060 


` 246-239-060 


246-239-080 
246-239-080 
246-239-090 
246-239-090 
246-239-100 
246-239-100 
246-240-010 


AMD 
` AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD 
` AMD-P 
AMD 
REP-P 
REP 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


AMD-P- 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
NEW-P 
AMD-P 
AMD 
NEW-P 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


. NEW-P 


[380] 


WSR # 
91-15-083 
91-11-0681 
91-15-112 
91-11-08] 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-24-097 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-81 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-24-097 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-24-097 
91-24-097 
91-11-081 
91-15-112 
91-24-097 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-12 
91-11-081 
91-15-112 
91-24-097 


WAC jj 


246-240-015 
246-240-020 
246-240-020 
246-240-030 
246-240-030 


"246-240-040 


246-240-040 
246-240-050 
246-243-020 
246-243-020 
246-243-050 
246-243-060 
246-243-060 
246-243-080 
246-243-080 
246-243-090 
246-243-090 
246-243-110 
246-243-110 
246-243-120 
246-243-120 
246-243-130 
246-243-130 
246-243-140 
246-243-140 
246-243-150 
246-243-150 
246-243-160 
246-243-160 
246-243-170 
246-243-170 
246-243-180 
246-243-180 
246-243-190 
246-243-200 
246-243-200 
246-243-210 
246-243-210 
246-243-220 
246-243-220 
246-244-001 
246-244-001 
246-244-030 
246-244-030 
246-244-040 
246-244-040 
246-244-060 
246-244-060 
246-244-080 
246-244-080 
246-244-140 
246-244-140 
246-244-150 
246-244-150 
246-244-160 
246-244-160 
246-244-180 
246-244-180 


246-244-220 . 


246-244-220 
246-244-230 
246-244-230 
246-244-240 
246-244-240 
246-249-001 
246-249-001 
246-249-010 


246-249-010 ` 


246-249-020 
246-249-020 
246-249-030 
246-249-030 
246-249-040 
246-249-040 
246-249-050 
246-249-050 
246-249-060 


WSR # 
91-24-097 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-24-097 
91-11-08! 
91-15-112 
91-24-097 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-24-097 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 

:91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15—112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 


WAC # 


246-249-060 
246-249-070 
246-249-070 
246-249-080 
246-249-080 
246-249-090 
246-249-090 
246-250-001 
246-250-001 
246-250-010 
246-250-010 
246-250-020 
246-250-020 
246-250-030 
246-250-030 
246-250-050 
246-250-050 
246-250-060 


246-250-060 : 


246-250-070 
246-250-070 
246-250-090 
246-250-090 
246-250-110 
246-250-110 
246-250-120 
246-250-120 
246-250-130 
246-250-130 
246-250-140 
246-250-140 
246-250-150 
246-250-150 
246-250-160 
246-250-160 
246-250-190 
246-250-190 
246-250-330 
246-250-330 
246-250-350 
246-250-350 
246-250-600 
246-250-600 
246-252-001 
246-252-001 
246-252-010 
246-252-010 
246-252-030 
246-252-030 
246-254-001 
246-254-001 
246-254-010 
246-254-010 
246-254-020 
246-254-020 
246-254-030 
246-254-030 
246-254-040 
246-254-040 
246-254-050 
246-254-050 
246-254-053 
246-254-053 
246-254-057 
246-254-057 
246-254-058 
246-254-058 
246-254-070 
246-254-070 
246-254-080 
246-254-080 
246-254-090 
246-254-090 
246-254-100 
246-254-100 
246-254-110 
246-254-110 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 


: AMD-P 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 


‘REP 


КЕР-Р 
КЕР 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 


WSR 4 


91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-0823 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-1 1-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91--22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 


Table of WAC Sections Affected 


WAC g 


246-254-120 
246-254-120 
246-254-140 
246-254-140 
246-254-150 
246-254-150 
246-254-160 
246-254-160 
246-254-170 
246-254-170 
246-254-999 
246-254-999 
246-260-010 
246-260-040 
246-260-050 
246-260-060 
246-260-070 
246-260-080 
246-260-090 
246-260-100 
246-260-110 
246-260-120 
246-260-130 


:246-260-140 


246-260-150 
246-260-160 
246-260-200 
246-260-210 
246-260-240 
246-260-250 
246-260-260 
246-262-010 
246-262-040 
246-262-060 
246-262-070 
246-262-080 
246-262-090 
246-262-100 
246-262-120 
246-262-130 
246-262-150 
246-262-160 
246-262-170 
246-264-020 
246-264-030 
246-264-050 
246-264-080 
246-264-120 
246-264-140 
246-264-150 
246-264-200 
246-270-010 
246-270-020 
246-270-050 
246-270-060 
246-271-020 
246-271-030 
246-271-040 
246-271-050 
246-271-060 
246-271-070 
246-271-080 
246-271-090 
246-271-100 
246-271-110 
246-271-130 
246-271-140 
246-271-180 
246-272-010 
246-272-020 
246-272-030 
246-272-060 
246-272-080 
246-272-100 
246-272-110 
246-272-120 
246-272-130 


AMD-P 
AMD 

NEW-P 
NEW 

AMD-P 
AMD 

AMD-P 
AMD 

AMD-P 
AMD 

КЕР-Р 
КЕР 

AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
` AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 


[381] 


WSR # 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-415 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-15 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 


WAC # 


246-272-150 
246-272-160 
246-272-170 
246-272-190 
246-280-001 
246-280-010 
246-280-015 
246-280-020 
246-282-010 
246-282-030 
246-282-080 
246-282-090 
246-282-100 
246-290-010 
246-290-010 
246-290-130 
246-290-300 
246-290-300 
246-290-310 
246-290-310 
246-290-320 
246-290-320 
246-290-330 
246-290-330 
246-290-480 
246-310-010 
246-310-002 
246-310-020 
246-310-030 
246-310-030А 
246-310-035 
246-310-050 
246-310-080 
246-310-090 
246-310-100 
246-310-110 
246-310-120 
246-310-130 
246-310-131 
246-310-131 
246-310-131 
246-310-132 
246-310-132 
246-310-150 
246-310-160 
246-310-170 
246-310-180 
246-310-190 
246-310-200 
246-310-210 
246-310-250 
246-310-250 
246-310-260 
246-310-261 
246-310-262 
246-310-270 
246-310-280 
246-310-350 
246-310-380 
246-310-380 
246-310-380 
246-310-400 
246-310-410 
246-310-470 
246-310-480 
246-310-490 
246-310-500 
246-310-560 
246-310-570 
246-310-590 
246-310-600 
246-310-610 
246-310-630 
246-310-900 
246-310-990 
246-314-001 
246-314-001 


AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
REP-P 
AMD-P 
REP-P 
REP-P 
NEW-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW-E 
NEW-W 
NEW-P 
NEW 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
REP-P 
AMD-P 
МЕМ-Р 
NEW-P 
AMD-P 
AMD-P 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
AMD-P 
AMD-P 
AMD 


WSR # 


91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 


` 91-21-130 


91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-07-031 
91-24-096 
91-07-031 
91-07-031 
91-24-096 
91-07-031 
91—24—096 
91-07-031 
91—24—096 
91-07-031 
91--24-096 
91-24-4096 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91—22-028 
91-22-028 
91-22-028 
91-22-028 
91--22-028 
91-10-102 
91-10-103 
91-23-040 
91-10-102 
91-17-01 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-23-075 
91-22-028 
91-23-075 
91-23-075 
91-22-028 
91-22-028 
91-22-028 
91-12-020 
91-15-018 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-05-093 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-12-019 
91-16-107 


WAC g 


246-314-010 
246-314-010 
246-314-990 
246-314-990 
246-316-010 
246-316-020 
246-316-030 
246-316-040 
246-316-070 
246-316-090 
246-316-100 
246-316-150 
246-316-170 
246-316-200 
246-316-240 
246-316-320 
246-316-330 
246-318-010 
246-318-013 
246-318-015 
246-318-017 
246-318-018 
246-318-025 
246-318-035 
246-318-040 
246-318-180 
246-318-210 
246-318-220 
246-318-230 
246-318-250 
246-318-260 
246-318-270 
246-318-280 
246-318-290 
246-318-300 
246-318-310 
246-318-320 
246-318-350 
246-318-370 
246-318-380 
246-318-410 
246-318-420 
246-318-435 
246-318-440 
246-321-010 
246-321-012 
246-321-017 
246-321-030 
246-321-035 
246-321-050 
246-323-010 
246-323-020 
246-323-040 
246-323-050 
246-323-070 
246-323-090 
246-325-010 
246-325-012 
246-325-015 
246-325-025 
246-325-030 
246-325-045 
246-325-050 
246-325-060 
246-325-070 
246-325-100 
246-326-001 
246-326-010 
246-326-020 
246-326-030 
246-326-035 
246-326-040 
246-326-050 
246-326-060 
246-326-090 
246-326-100 
246-327-010 


AMD-P 
AMD 

AMD-P 
AMD 

AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 


WSR # 


91-12-019 
91-16-107 
91-12-019 
91-16-107 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 


Table of WAC Sections Affected 


WAC # 


246-327-025 
246-327-035 
246-327-055 
246-327-105 
246-327-155 
246-329-010 
246-329-020 
246-329-030 
246-329-050 
246-329-060 
246-329-100 
246-331-010 
246-331-025 
246-331-035 
246-331-055 
246-331-105 
246-331-155 
246-333-010 
246-333-020 
246-333-030 
246-334-010 
246-334-020 
246-334-030 
246-334-040 
246-334-050 
246-334-060 
246-336-010 
246-336-025 
246-336-035 
246-336-055 
246-336-105 
246-336-125 
246-338-010 
246-338-010 
246-338-010 
246-338-020 
246-338-020 
246-338-030 
246-338-030 
246-338-030 
246-338-040 
246-338-040 
246-338-050 
246-338-050 
246-338-060 
246-338-060 
246-338-070 
246-338-070 
246-338-080 
246-338-080 
246-338-090 
246-338-090 
246-338-110 
246-338-110 
246-338-990 
246-338-990 
246-338-990 
246-340-010 
246-340-020 
246-340-050 
246-340-070 
246-340-090 
246-358-001 
246-358-001 
246-358-001 
246-358-010 
246-358-010 
246-358-010 
246-358-025 
246-358-025 
246-358-025 
246-358-035 
246-358-035 
246-358-035 
246-358-045 
246-358-055 
246-358-055 


WSR # 


91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91--22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-11-039 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-11-039 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-11-039 
91-17-083 
91-21-062 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-21-130 
91-22-057 
91-22-103 
91-21-130 
91-22-057 
91-22-103 
91-21-130 
91-22-057 
91-22-103 
91-21-130 
91-22-057 
91-22-103 
91-22-103 
91-21-130 
91-22-057 


WAC # 


246-358-055 
246-358-065 
246-358-065 
246-358-075 
246-358-085 
246-358-085 
246-358-095 
246-358-095 
246-358-095 
246-358-105 
246-358-115 
246-358-125 
246-358-125 
246-358-125 
246-358-135 
246-358-145 
246-358-155 
246-358-175 
246-358-990 
246-358-990 
246-360-001 
246-360-010 
246-360-020 
246-360-040 
246-360-050 
246-360-110 
246-360-160 
246-360-180 
246-360-990 
246-366-010 
246-366-060 
246-366-070 
246-366-110 
246-366-130 
246-374-050 
246-374-060 
246-374-080 
246-374-100 
246-374-130 
246-376-100 
246-376-110 
246-378-020 
246-378-030 
246-378-040 
246-378-050 
246-380-001 
246-380-001 
246-380-990 
246-380-990 
246-388-010 
246-388-070 
246-388-080 
246-388-100 
246-388-110 
246-388-160 
246-388-170 
246-388-240 
246-388-260 
246-388-270 
246-388-290 
246-388-320 
246-430-001 
246-430-010 
246-430-020 
246-430-030 
246-430-040 
246-430-050 
246-430-060 
246-453-001 
246-453-010 
246-453-020 
246-453-030 
246-453-040 
246-453-050 
246-453-060 
246-453-070 
246-453-080 


AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
AMD 
AMD 
NEW 
NEW 
NEW 
NEW 
NEW 
AMD 
AMD 


WSR # 


91-22-103 
91-21-130 
91-22-057 
91-22-103 
91-21-130 
91-22-057 
91-21-130 
91-22-057 
91-22-103 
91-22-103 
91-22-103 
91-21-130 
91-22-057 
91-22-103 
91-22-103 
91-22-103 
91-22-103 
91-22-103 
91-22-028 
91-24-049 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-15-082А 
91-21-075 
91-15-082А 
91-21-075 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-15-005 
91-15-005 


` 91-15-005 


91-15-005 
91-15-005 
91-15-005 
91-15-005 
91--05-048 
91-05-048 
91-05-048 
91-05-048 
91-05-048 
91-05-048 
91-05-048 
91-05-048 
91-05-048 


WAC # 


246-453-085 
246-453-090 
246-490-001 

246-490-019 
246-490-029 
246-490-039 
246-490-040 
246-491-029 
246-491-029 
246-491-039 
246-491-039 
246-491-149 
246-491-149 
246-491-149 
246-491-149 
246-510-100 
246-510-130 
246-510-160 
246-5 10-400 
246-520-001 

246-520-010 
246-520-020 
246-520-030 
246-520-040 
246-520-050 
246-520-060 
246-520-070 
246-560-001 

246-560-001 

246-560-010 
246-560-010 
246-560-015 
246-560-015 
246-560-020 
246-560-020 
246-560-030 
246-560-030 
246-560-040 
246-560-040 
246-560-050 
246-560-050 
246-560-060 
246-560—060 
246-560-070 
246-560-070 
246-560-080 
246-560-080 
246-560-090 
246-560-090 
246-560-100 
246-560-100 
246-560-105 
246-560-105 
246-560-110 
246-560-110 
246-560-120 
246-560-120 
246-650-020 
246-650-990 
246-760-001 

246-760-040 
246-790-070 
246-790-080 
246-790-080 
246-800-120 
246-800-130 
246-800-140 
246-800-150 
246-802-090 
246-802-130 
246-802-150 
246-802-990 
246-802-990 
246-806-010 
246-806-020 
246-806-030 
246-806-040 


КЕР 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-W 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
NEW-E 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-E 
AMD-E 
REP-E 
AMD-P 
AMD 
RECOD 
RECOD 
RECOD 
RECOD 


WSR # 


91-05-048 
91-05-048 
91-21-130 
91-22-028 
91-22-028 
91-22-028 
91-21-130 
91-16-105 
91-20-073 
91-16-105 
91-20-073 
91-16-105 
91-18-075 
91-18-077 
91-23-026 
91-22-028 
91-22-028 
91-22-028 
91-15-029 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-13-093 
91-16-108 
91-21-130 
91-22-028 
91-21-130 
91-21-130 
91-06-029 
91-20-173 
91-23-078 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-10-069 
91-10-069 
91-10-069 
91-08-078 
91-13-002 
91-05-026 
91-05-026 
91-05-026 
91-05-026 


Table of WAC Sections Affected 


WAC g 


246-806-050 
246-806-060 
246-806-070 
246-806-080 
246-806-090 
246-806-100 
246-806-110 
246-806-120 
246-806-130 
246-806-140 
246-806-150 
246-806-160 
246-806-170 
246-806-180 
246-806-190 
246-806-990 
246-806-990 
246-806-990 
246-806-990 
246-806-990 
246-807-020 
246-807-030 
246-807-040 
246-807-050 
246-807-060 
246-807-070 
246-807-080 
246-807-090 
246-807-100 
246-807-110 
246-807-120 
246-807-130 
246-807-140 
246-807-150 
246-807-160 
246-807-170 
246-807-170 
246-807-171 
246-807-171 
246-807-173 
246-807-173 
246-807-180 
246-807-180 
246-807-180 
246-807-190 
246-807-200 
246-807-210 
246-807-220 
246-807-230 
246-807-230 
246-807-230 
246-807-240 
246-807-250 
246-807-250 
246-807-250 
246-807-260 
246-807-270 
246-807-280 
246-807-290 
246-807-300 
246-807-310 
246-807-320 
246-807-330 
246-807-340 
246-807-340 
246-807-340 
246-807-350 
246-807-360 
246-807-370 
246-807-380 
246-807-390 
246-807-400 
246-807-400 
246-807-400 
246-807-410 
246-807-410 
246-807-420 


RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
RECOD 
AMD-P 
AMD-W 
AMD-P 
AMD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
REP 
NEW-P 
NEW 
NEW-P 
NEW 
RECOD 
AMD-P 
AMD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
AMD-P 
AMD 
RECOD 
RECOD 
AMD-P 
AMD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
AMD-P 
AMD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
NEW-P 
NEW-W 
NEW-P 
NEW-P 
NEW 
NEW-P 


[383] 


WSR # WAC # 
91-05-026 246-807-430 
91-05-026 246-807-440 
91-05-026 246-807-450 
91-05-026 246-807-460 
91-05-026 246-807-470 
91-05-026 246-815-020 
91-05-026 246-815-030 
91-05-026 246-815-031 
91-05-026 246-815-031 
91-05-026 246-815-031 
91-22-104 246-815-040 
91-22-104 246-815-100 
91-22-104 246-815-110 
91-22-104 246-815-115 
91-22-104 246-815-160 
91-05-031 246-815-170 
91-15-082 246-815-250 
91-15-113 246-815-990 
91-15-114 246-815-990 
91-21-096 246-816-050 
91-05-095 246-816-075 
91-05-095 246-816-160 
91-05-095 246-816-160 
91-05-095 246-816-160 
91-05-095 246-816-201 
91-05-095 246-816-210 
91-05-095 246-816-230 
91-05-095 246-816-250 
91-05-095 246-816-260 
91-05-095 246-816-301 
91-05-095 246-816-310 
91-05-095 246-816-360 
91-05-095 246-816-370 
91-05-095 246-816-390 
91-05-095 246-816-410 
91-05-095 246-816-510 
91-10-051 246-816-610 
91-06-090 246-816-620 
91-10-051 246-816-630 
91-06-090 246-816-640 
91-10-051 246-816-650 
91-05-095 246-816-660 
91-20-016 246-816-670 
91-24-052 246-816-680 
91-05-095 246-816-701 
91-05-095 246-816-701 
91-05-095 246-816-701 
91-05-095 246-816-710 
91-05-095 246-816-710 
91-20-016 246-816-710 
91-24-052 246-816-720 
91-05-095 246-816-720 
91-05-095 246-816-720 
91-20-016 246-816-730 
91-24-052 246-816-730 
91-05-095 246-816-730 
91-05-095 246-816-740 
91-05-095 246-818-020 
91-05-095 246-818-050 
91-05-095 246-818-050 
91-05-095 246-818-060 
91-05-095 246-818-070 
91-05-095 246-818-080 
91-05-095 246-818-090 
91-20-016 246-818-110 
91-24-052 246-818-120 
91-05-095 246-818-130 
91-05-095 246-822-020 
91-05-095 246-822-100 
91-05-095 246-822-110 
91-05-095 246-822-120 
91-06-090 246-822-150 
91-10-050 246-822-170 
91-20-169 246-822-990 
91-06-090 246-822-990 
91-10-051 246-824-020 
91-20-169 246-824-020 


NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
AMD-P 
AMD-P 
NEW-P 
NEW 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
AMD-P 
NEW 
NEW-P 
NEW-W 
NEW-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-W 
NEW-P 
NEW-P 
NEW-W 
NEW-P 
NEW-P 
NEW-W 
NEW-P 
NEW-P 
NEW-W 
NEW-P 
NEW-P 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
REP-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD 


WSR # 


91-20-169 
91-20-169 
91-20-169 
91-20-169 
91-20-169 
91-22-028 
91-22-028 
91-08-077 
91-11-065 
91-23-025 
91-22-028 
91-22-028 
91-22-028 
91-24-095 
91-22-028 
91-22-028 
91-22-028 
91-08-078 
91-13-002 
91-24-021 
91-03-109 
91-18-035 
91-24-009 
91-24-077 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-24-021 
91-16-102 
91-16-102 
91-16-102 
91-16-102 
91-16-102 
91-16-102 
91-16-102 
91-16-102 
91-18-078 
91-20-014 
91-24-078 
91-18-078 
91-20-014 
91-24-078 
91-18-078 
91-20-014 
91-24-078 
91-18-078 
91-20-014 
91-24-078 
91--24—078 
91-21-117 
91-10-093 
91-14-087 
91-21-117 
91-21-117 
91-21-117 
91-21-117 
91-21-117 
91-21-117 
91-21-117 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-08-078 
91-13-002 
91-05-087 
91-09-024 


WAC # 


246-824-040 
246-824-050 
246-824-050 
246-824-050 
246-824-050 
246-824-065 
246-824-065 
246-824-070 
246-824-075 
246-824-075 
246-824-080 
246-824-080 
246-824-160 
246-824-170 
246-824-990 
246-826-020 
246-826-040 
246-826-050 
246-826-060 
246-826-070 
246-826-080 
246-826-090 
246-826-230 
246--826-990 
246-826-990 
246-828-005 
246-828-020 
246-828-020 
246-828-030 
246-828-030 
246-828-040 
246-828-040 
246-828-050 
246-828-050 
246-828-060 
246-828-060 
246-828-070 
246-8 28-070 
246-828-080 
246-828-080 
246-828-090 
246-828-090 
246-828-100 
246-828-100 
246-828-110 
246-828-110 
246-828-120 
246-828-120 
246-828-130 
246-828-130 
246-828-140 
246-828-140 
246-828-150 
246-828-150 
246-828-160 
246-828-160 
246-828-170 
246-828-170 
246-828-180 
246-828-180 
246-828-190 
246-828-190 
246-828-200 
246-828-200 
246-828-210 
246-828-210 
246-828-220 
246-828-220 
246-828-230 
246-828-230 
246-828-240 
246-828-240 
246-828-250 
246-828-250 
246-828-260 
246-828-260 
246-828-270 


AMD-P 
AMD-P 
AMD-W 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
NEW-P 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 


WSR # 


91-22-028 
91-05-087 
91-09-023 
91-16-103 
91-21-028 
91-16-103 
91-21-028 
91-22-028 
91-05-087 
91-09-024 
91-05-087 
91-09-024 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-08-078 
91-13-002 
91-20-167 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-1 1-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-1 1-031 
91-07-058 
91-11-031 
91-07-058 
91-1 1-031 
91-07-058 
91-1 1-031 
91-07-058 


Table of WAC Sections Affected 


WAC # 


246-828-270 
246-828-280 
246-828-280 
246-828—290 
246-828-290 
246-828-300 
246-828-300 
246-828-310 
246-828-310 
246-828-320 
246-828-320 
246-828-330 
246-828-330 
246-828-340 
246-828-340 
246-828-350 
246-828-350 
246-828-360 
246-828-360 
246-828-370 
246-828-370 
246-828-990 
246-828-990 
246-830-020 
246-830-050 
246-830-230 
246-830-270 
246-830-610 
246-830-690 
246-830-990 
246-834-010 
246-834-060 
246-834-080 
246-834-090 
246-834-130 
246-834-140 
246-834-150 
246-834-160 
246-834-170 
246-834-180 
246-834-190 
246-834-200 
246-834-210 
246-834-220 
246-834-230 
246-834-240 
246-834-260 
246-834-350 
246-834-500 
246-834-990 
246-834-990 
246-836-010 
246-836-020 
246-836-050 
246-836-060 
246-836-070 
246-836-080 
246-836-090 
246-836-100 
246-836-110 
246-836-120 
246-836-130 
246-836-140 
246-836-150 
246-836-160 
246-836-170 
246-836-180 
246-836-200 
246-836-320 
246-8 36-400 
246-836-410 
246-838 

246-838-010 
246-838-026 
246-838-026 
246-8 38-030 
246-838-040 


RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 

. RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
NEW-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
REP-P 
AMD-P 
AMD-P 
AMD-C 
AMD-P 
NEW-P 
NEW 
AMD-P 
AMD-P 


[ 384] 


WSR # 


91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-11-030 
91-13-002 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91--22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-08-078 
91-13-002 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-20-015 
91-19-037 
91-09-014 
91-13-023 
91-19-037 
91-09-014 


WAC # 


246-838-040 
246-838-060 
246-838-060 
246-838-070 
246-838-070 
246-838-090 
246-838-090 
246-838-100 
246-838-100 
246-838-110 
246-838-110 
246-838-110 
246-838-120 
246-838-120 
246-838-130 
246-838-130 
246-838-210 
246-838-210 
246-838-230 
246-838-250 
246-838-250 
246-838-260 
246-838-260 
246-838-270 
246-838-270 
246-838-290 
246-838-310 
246-838-990 
246-838-990 
246-839-010 
246-839-010 
246-839-020 
246-839-020 
246-839-020 
246-839-030 
246-839-030 
246-839-030 
246-839-040 
246-839-050 
246-839-060 
246-839-060 
246-839-060 
246-839-070 
246-839-080 
246-839-080 
246-839-080 
246-839-090 
246-839-090 
246-839-090 
246-839-100 
246-839-100 
246-839-100 
246-839-105 
246-839-105 
246-839-105 
246-839-110 
246-839-110 
246-839-110 
246-839-120 
246-839-120 
246-839-120 
246-839-130 
246-839-300 
246-839-310 
246-839-310 
246-839-310 
246-839-320 
246-839-320 
246-839-320 
246-839-330 
246-839-330 
246-839-330 
246-839-340 
246-839-340 
246-839-340 
246-839-350 
246-839-350 


WSR # 


91-13-023 
91-09-014 
91-13-023 
91-09-014 
91-13-023 
91-09-014 
91-13-023 
91-09-014 
91-13-023 
91-09-014 
91-13-023 
91-19-037 
91-09-014 
91-13-023 
91-09-014 
91-13-023 
91-09-014 
91-13-023 
91-19-037 
91-09-014 
91-13-023 
91-09-014 
91-13-023 
91-09-014 
91-13-023 
91-19-037 
91-19-037 
91-08-078 
91-13-002 
91-07-049 
91-16-1011 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-07-049 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-19-019 
91-23-077 
91-10-007 
91-15-004 
91-19-102 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-07-049 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-19-019 
91-23-077 
91-07-049 
91-19-019 


WAC f WSR р 
246-839-350 AMD 91-23-077 
246-839-360 RECOD 91-07-049 
246-839-360 AMD-P 91-19-019 
246-839-360 AMD 91-23-077 
246-839-370 RECOD 91-07-049 
246-839-370 AMD-P 91-19-019 
246-839-370 AMD 91-23-077 
246-839-400 RECOD 91-07-049 
246-839-410 RECOD 91-07-049 
246-839-410 AMD-P 91-19-019 
246-839-410 AMD 91-23-077 
246-839-420 RECOD 91-07-049 
246-839-430 RECOD 91-07-049 
246-839-430 AMD-P 91-19-019 
246-839-430 AMD 91-23-077 
246-839-440 RECOD 91-07-049 
246-839-440 AMD-P 91-19-019 
246-839-440 AMD 91-23-077 
246-839-450 RECOD 91-07-049 
246-839-450 AMD-P 91-19-019 
246-839-450 AMD 91-23-077 
246-839-505 RECOD 91-07-049 
246-839-506 RECOD 91-07-049 
246-839-525 RECOD 91-07-049 
246-839-525 AMD-P 91-19-019 
246-839-525 AMD 91-23-077 
246-839-530 RECOD 91-07-049 
246-839-530 AMD-P 91-19-019 
246-839-530 AMD 91-23-077 
246-839-535 RECOD 91-07-049 
246-839-535 AMD-P 91-19-019 
246-839-535 AMD 91-23-077 
246-839-540 RECOD 91-07-049 
246-839-540 AMD-P 91-19-019 
246-839-540 AMD 91-23-077 
246-839-545 RECOD 91-07-049 
246-839-545 AMD-P  91-19-019 
246-839-545 AMD 91-23-077 
246-839-550 RECOD 91-07-049 
246-839-555 RECOD 91-07-049 
246-839-560 RECOD 91-07-049 
246-839-565 RECOD 91-07-049 
246-839-565 AMD-P 91-19-019 
246-839-565 AMD 91-23-077 
246-839-570 RECOD 91-07-049 
246-839-575 RECOD 91-07-049 
246-839-700 RECOD 91-07-049 
246-839-700 AMD-P 91-19-019 
246-839-700 AMD 91-23-077 
246-839-710 RECOD 91-07-049 
246-839-710 AMD-P 91-19-019 
246-839-710 AMD 91-23-077 
246-839-720 RECOD 91-07-049 
246-839-730 RECOD 91-07-049 
246-839-730 AMD-P 91-19-019 
246-839-730 AMD 91-23-077 
246-839-740 RECOD 91-07-049 
246-839-740 AMD-P 91-19-019 
246-839-740 AMD 91-23-077 
246-839-750 RECOD 91-07-049 
246-839-760 RECOD 91-07-049 
246-839-760 AMD-P 91-19-019 
246-839-760 AMD 91-23-077 
246-839-770 RECOD 91-07-049 
246-839-780 RECOD 91-07-049 
246-839-800 RECOD 91-07-049 
246-839-810 RECOD 91-07-049 
246-839-820 RECOD 91-07-049 
246-839-820 AMD-P 91-20-171 
246-839-830 RECOD 91-07-049 
246-839-830 AMD-P 91-19-019 
246-839-830 AMD 91-23-077 
246-839-840 NEW 91-07-067 
246-839-840 AMD-P 91-19-019 
246-839-840 AMD 91-23-077 
246-839-850 NEW 91-07-067 
246-839-850 AMD-P 91-19-019 


Table of WAC Sections Affected 


WAC # WSR # 
246-839-850 AMD 91-23-077 
246-839-860 NEW 91-07-067 
246-839-870 NEW 91-07-067 
246-839-880 NEW 91-07-067 
246-839-890 NEW 91-07-067 
246-839-890 AMD-P 91-19-019 
246-839-890 AMD 91-23-077 
246-839-900 NEW 91-07-067 
246-839-990 RECOD 91-07-048 
246-841-400 RECOD 91-07-049 
246-841-400 AMD-P 91-19-019 
246-841-400 AMD 91-23-077 
246-841-410 RECOD 91-07-049 
246-841-410 AMD-P  91-19-019 
246-841-410 AMD 91-23-077 
246-841-420 RECOD 91-07-049 
246-841-430 RECOD 91-07-049 
246-841-430 AMD-P 91-19-019 
246-841-430 AMD 91-23-077 
246-841-440 RECOD 91-07-049 
246-841-440 AMD-P 91-19-019 
246-841-440 AMD 91-23-077 
246-841-450 RECOD 91-07-049 
246-841-460 RECOD 91-07-049 
246-841-470 RECOD 91-07-049 
246-841-470 AMD-P 91-19-019 
246-841-470 AMD 91-23-077 
246-841-480 RECOD 91-07-049 
246-841-490 RECOD 91-07-049 
246-841-490 AMD-P 91-19-019 
246-841-490 AMD 91-23-077 
246-841-500 RECOD 91-07-049 
246-841-510 RECOD 91-07-049 
246-841-610 AMD-P 91-22-028 
246-841-710 AMD-P 91-22-028 
246-841-720 AMD-P 91-22-028 
246-841-750 AMD-P 91-22-028 
246-842 AMD-P 91-19-019 
246-842 AMD 91-23-077 
246-842-100 RECOD 91-07-049 
246-842-100 AMD-P 91-19-019 
246-842-100 AMD 91-23-077 
246-842-110 RECOD 91-07-049 
246-842-120 RECOD 91-07-049 
246-842-130 RECOD 91-07-049 
246-842-130 AMD-P 91-19-019 
246-842-130 AMD 91-23-077 
246-842-140 RECOD 91-07-049 
246-842-140 AMD-P 91-19-019 
246-842-140 AMD 91-23-077 
246-842-150 RECOD 91-07-049 
246-842-160 RECOD 91-07-049 
246-842-170 RECOD 91-07-049 
246-842-170 AMD-P 91-19-019 
246-842-170 AMD 91-23-077 
246-842-180 RECOD 91-07-049 
246-842-190 RECOD 91-07-049 
246-842-190 AMD-P 91-19-019 
246-842-190 AMD 91-23-077 
246-842-200 RECOD 91-07-049 
246-842-210 RECOD 91-07-049 
246-843-001 RECOD 91-06-060 
246-843-001 AMD-P 91-19-020 
246-843-001 AMD-C 91-20-119 
246-843-001 AMD 91-24-050 
246-843-010 RECOD 91-06-060 
246-843-010 AMD-P 91-19-020 
246-843-010 AMD-C  91-20-119 
246-843-010 AMD 91-24-050 
246-843-030 RECOD 91-06-060 
246-843-040 RECOD 91-06-060 
246-843-040 AMD-P 91-19-020 
246-843-040 AMD-C 91-20-119 
246-843-040 AMD 91-24-050 
246-843-050 RECOD 91-06-060 
246-843-060 RECOD 91-06-060 
246-843-060 AMD-P 91-19-020 


[385] 


WAC j WSR # 
246-843-060 AMD-C 91-20-119 
246-843-060 AMD 91-24-050 
246-843-070 RECOD 91-06-060 
246-843-080 RECOD 91-06-060 
246-843-080 AMD-P 91-19-020 
246-843-080 AMD-C 91-20-119 
246-843-080 AMD 91-24-050 
246-843-090 RECOD 91-06-060 
246-843-090 AMD-P 91-19-020 
246-843-090 AMD-C  91-20-119 
246-843-090 AMD 91-24-050 
246-843-095 RECOD 91-06-060 
246-843-095 AMD-P 91-19-020 
246-843-095 AMD-C 91-20-119 
246-843-095 AMD 91-24-050 
246-843-100 RECOD 91-06-060 
246-843-100 AMD-P 91-19-020 
246-843-100 AMD-C 91-20-19 
246-843-100 AMD 91-24-050 
246-843-110 RECOD 91-06-060 
246-843-110 AMD-P 91-19-020 
246-843-110 AMD-C 91-20-119 
246-843-110 AMD 91-24-050 
246-843-115 NEW-P 91-20-166 
246-843-115 NEW 91-24-022 
246-843-120 RECOD 91-06-060 
246-843-120 AMD-P 91-19-020 
246-843-120 AMD-C 91-20-119 
246-843-120 AMD 91-24-050 
246-843-122 NEW-P 91-20-166 
246-843-122 NEW 91-24-022 
246-843-125 RECOD 91-06-060 
246-843-125 AMD-P 91-19-020 
246-843-125 AMD-C 91-20-119 
246-843-125 AMD 91-24-050 
246-843-130 RECOD 91-06-060 
246-843-130 AMD-P 91-19-020 
246-843-130 AMD-C 91-20-119 
246-843-130 АМР 91—24—050 
246-843-150 RECOD 91-06-060 
246-843-150 AMD-P 91-19-020 
246-843-150 AMD-C 91-20-19 
246-843-150 AMD 91-24-050 
246-843-155 RECOD 91-06-060 
246-843-160 RECOD 91-06-060 
246-843-160 AMD-P 91-19-020 
246-843-160 AMD-C 91-20-119 
246-843-160 AMD 91-24-050 
246-843-162 RECOD 91-06-060 
246-843-162 AMD-P 91-19-020 
246-843-162 AMD-C 91-20-119 
246-843-162 AMD 91-24-050 
246-843-170 RECOD 91-06-060 
246-843-170 AMD-P 91-19-020 
246-843-170 AMD-C 91-20-119 
246-843-170 AMD 91-24-050 
246-843-180 RECOD 91-06-060 
246-843-180 AMD-P 91-19-020 
246-843-180 AMD 91-24-022 
246-843-180 AMD-W 91-20-117 
246-843-180 AMD-C 91-20-119 
246-843-180 AMD-P 91-20-166 
246-843-200 RECOD 91-06-060 
246-843-200 AMD-P 91-19-020 
246-843-200 AMD-C 91-20-119 
246-843-200 AMD 91-24-050 
246-843-205 RECOD 91-06-060 
246-843-205 AMD-P 91-19-020 
246-843-205 AMD-C 91-20-119 
246-843-220 RECOD 91-06-060 
246-843-220 AMD-P 91-19-020 
246-843-220 AMD-C 91-20-119 
246-843-220 AMD 91-24-050 
246-843-225 RECOD 91-06-060 
246-843-230 RECOD 91-06-060 
246-843-230 AMD-P 91-19-020 
246-843-230 AMD-C 91-20-119 


WAC # 


246-843-230 
246-843-240 
246-843-240 
246-843-240 
246-843-240 
246-843-250 
246-843-250 
246-843-250 
246-843-250 
246-843-320 
246-843-320 
246-843-320 
246-843-320 
246-843-330 
246-843-330 
246-843-330 
246-843-330 
246-843-990 
246-843-990 
246-845-020 
246-845-040 
246-845-990 
246-845-990 
246-847-010 
246-847-010 
246-847-020 
246-847-030 
246-847-040 
246-847-040 
246-847-040 
246-847-040 
246-847-050 
246-847-050 
246-847-050 
246-847-050 
246-847-060 
246-847-060 
246-847-060 
246-847-065 
246-847-065 
246-847-070 
246-847-080 
246-847-090 
246-847-100 
246-847-110 
246-847-110 
246-847-115 
246-847-115 
246-847-120 
246-847-130 
246-847-140 
246-847-150 
246-847-160 
246-847-170 
246-847-180 
246-847-190 
246-847-200 
246-847-990 
246-847-990 
246-847-990 
246-849-020 
246-849-100 
246-849-110 
246-849-990 
246-851 

246-851-020 
246-851-020 
246-85 1-020 
246-851-030 
246-851-030 
246-851-030 
246-851-040 
246-851-050 
246-851-060 
246-851-070 
246-851-080 
246-851-080 


AMD 
RECOD 
AMD-P 
AMD-C 
AMD 
RECOD 
AMD-P 
AMD-C 
AMD 
RECOD 
AMD-P 
AMD-C 
AMD 
NEW 
AMD-P 
AMD-C 
AMD 
RECOD 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD 
RECOD 
AMD 
RECOD 
RECOD 
RECOD 
AMD 
AMD-P 
AMD 
RECOD 
AMD 
AMD-P 
AMD 
RECOD 
AMD-P 
AMD 
RECOD 
AMD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
AMD 
NEW-P 
NEW 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
RECOD-C 
RECOD 
AMD-P 
AMD 
RECOD 
AMD-P 
AMD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
AMD-P 


WSR # 


91-24-050 
91-06-060 
91-19-020 
91-20-119 
91-24-050 
91-06-060 
91-19-020 
91-20-119 
91-24-050 
91-06-060 
91-19-020 
91-20-119 
91-24-050 
91-06-059 
91-19-020 
91-20-119 
91-24-050 
91-06-058 
91-09-051 
91-22-028 
91-22-028 
91-08-078 
91-13-002 
91-05-027 
91-11-064 
91-05-027 
91-05-027 
91-05-027 
91-11-064 
91-18-080 
91-23-047 
91-05-027 
91-11-064 
91-18-080 
91-23-047 
91-05-027 
91-18-080 
91-23-047 
91-05-027 
91-11-064 
91-05-027 
91-05-027 
91-05-027 
91-05-027 
91-05-027 
91-11-064 
91-18-080 
91-23-047 
91-05-027 
91-05-027 
91-05-027 
91-05-027 
91-05-027 
91-05-027 
91-05-027 
91-05-027 
91-05-027 
91-05-030 
91-08-078 
91-13-002 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-03-116 
91-06-025 
91-19-101 
91-22-061 
91-06-025 
91-19-101 
91-22-061 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-19-101 


Table of WAC Sections Affected 


WAC # 


246-851-080 
246-851-090 
246-851-100 
246-851-110 
246-851-120 
246-851-120 
246-851-120 
246-851-130 
246-851-140 
246-851-150 
246-851-160 
246-851-160 
246-851-160 
246-851-170 
246-851-170 
246-851-170 
246-851-180 
246-851-180 
246-851-180 
246-851-190 
246-851-200 
246-851-210 
246-851-210 
246-851-210 
246-851-220 
246-851-230 
246-851-230 
246-851-230 
246-851-240 
246-851-250 
246-851-260 
246-851-260 
246-851-260 
246-851-270 
246-851-280 
246-851-290 
246-851-300 
246-851-310 
246-851-320 
246-851-330 
246-851-340 
246-851-350 
246-851-360 
246-851-370 
246-851-380 
246-851-390 
246-851-400 
246-851-400 
246-851-400 
246-851-410 
246-851-420 
246-851-430 
246-851-430 
246-851-430 
246-851-990 
246-851-990 
246-851-990 
246-853-020 
246-853-040 
246-853-040 
246-853-100 
246-853-100 
246-853-130 
246-853-130 
246-853-180 
246-853-180 
246-853-190 
246-853-190 
246-853-210 
246-853-210 
246-853-230 
246-853-230 
246-853-240 
246-853-240 
246-853-250 
246-853-260 
246-853-260 


WSR # WAC g WSR # 
91-22-061 246-853-270 NEW-P 91-03-117 
91-06-025 246-853-270 NEW 91-10-043 
91-06-025 246-853-280 NEW-P 91-03-117 
91-06-025 246-853-280 NEW-W 91-10-039 
91-06-025 246-853-290 МЕМ-Р 91-03-117 
91-19-101 246-853-290 NEW 91-10-043 
91-22-061 246-853-300 NEW-P 91-03-117 
91-06-025 246-853-300 NEW 91-10-043 
91-06-025 246-853-310 NEW-P 91-03-117 
91-06-025 246-853-310 NEW 91-10-043 
91-06-025 246-853-320 МЕМ-Р 91-03-117 
91-19-101 246-853-320 NEW 91-10-043 
91-22-061 246-853-330 NEW-P 91-03-117 
91-06-025 246-853-330 NEW 91-10-043 
91-19-101 246-853-340 NEW-P 91-03-117 
91-22-061 246-853-340 NEW 91-10-043 
91-06-025 246-853-350 NEW-P 91-03-117 
91-19-101 246-853-350 NEW 91-10-043 
91-22-061 246-853-990 AMD-P 91-08-078 
91-06-025 246-853-990 AMD 91-13-002 
91-06-025 246-853-990 AMD-P 91-16-104 
91-06-025 246-853-990 AMD 91-21-034 
91-19-101 246-854-020 AMD-P 91-14-088 
91-22-061 246-854-020 AMD 91-20-120 
91-06-025 246-854-030 AMD-P 91-14-088 
91-06-025 246-854-030 AMD 91-20-120 
91-19-101 246-854-050 AMD-P 91-14-088 
91-22-061 246-854-050 AMD 91-20-120 
91-06-025 246-854-060 AMD-P 91-14-088 
91-06-025 246-854-060 AMD 91-20-120 
91-06-025 246-854-070 REP-P 91-14-088 
91-19-101 246-854-070 REP 91-20-120 
91-22-061 246-854-100 AMD-P 91-14-088 
91-06-025 246-855-030 AMD-P 91-14-088 
91-06-025 246-855-030 AMD 91-20-120 
91-06-025 246-855-100 AMD-P 91-14-0838 
91-06-025 246-855-100 AMD 91-20-120 
91-06-025 246-855-110 AMD-P 91-14-088 
91-06-025 246-855-110 AMD 91-20-120 
91-06-025 246-855-120 REP-P 91-14-088 
91-06-025 246-855-120 КЕР 91-20-120 
91-06-025 246-857 RECOD-W 91-06-037 
91-06-025 246-857-020 RECOD-P 91-14-033 
91-06-025 246-857-020 RECOD 91-18-057 
91-06-025 246-857-030 RECOD-P 91-14-033 
91-06-025 246-857-030 RECOD 91-18-057 
91-06-025 246-857-040 RECOD-P 91-14-033 
91-19-101 246-857-040 RECOD 91-18-057 
91-22-061 246-857-050 RECOD-P 91-14-033 
91-06-025 246-857-050 RECOD 91-18-057 
91-06-025 246-857-060 RECOD-P 91-14-033 
91-06-025 246-857-060 RECOD 91-18-057 
91-19-101 246-857-070 RECOD-P 91-14-033 
91-22-061 246-857-070 RECOD 91-18-057 
91-06-028 246-857-080 RECOD-P 91-14-033 
91-08-078 246-857-080 RECOD 91-18-057 
91-13-002 246-857-090 RECOD-P 91-14-033 
91-10-043 246-857-090 RECOD 91-18-057 
91-14-088 246-857-100 RECOD-P 91-14-033 
91-20-120 246-857-100 RECOD 91-18-057 
91-14-088 246-857-110 RECOD-P 91-14-033 
91-20-120 246-857-110 RECOD 91-18-057 
91-14-088 246-857-120 RECOD-P 91-14-033 
91-20-120 246-857-120 RECOD 91-18-057 
91-14-088 246-857-130 RECOD-P 91-14-033 
91-20-120 246-857-130 RECOD 91-18-057 
91-14-088 246-857-140 RECOD-P 91-14-033 
91-20-120 246-857-140 RECOD 91-18-057 
91-14-088 246-857-150 RECOD-P 91-14-033 
91-20-120 246-857-150 RECOD 91-18-057 
91-14-088 246-857-160 RECOD-P 91-14-033 
91-20-120 246-857-160 RECOD 91-18-057 
91-14-088 246-857-170 RECOD-P 91-14-033 
91-20-120 246-857-170 RECOD 91-18-057 
91-03-117 246-857-180 RECOD-P 91-14-033 
91-03-117 246-857-180 RECOD 91-18-057 
91-10-043 246-857-190 RECOD-P 91-14-033 


WAC # WSR jj 
246-857-190 RECOD 91-18-057 
246-857-200 RECOD-P 91-14-033 
246-857-200 RECOD 91-18-057 
246-857-210 RECOD-P 91-14-033 
246-857-210 RECOD 91-18-057 
246-857-220 RECOD-P 91-14-033 
246-857-220 RECOD 91-18-057 
246-857-230 RECOD-P 91-14-033 
246-857-230 RECOD 91-18-057 
246-857-240 RECOD-P 91-14-033 
246-857-240 RECOD 91-18-057 
246-857-250 RECOD-P 91-14-033 
246-857-250 RECOD 91-18-057 
246-857-260 RECOD-P 91-14-033 
246-857-260 RECOD 91-18-057 
246-857-270 RECOD-P 91-14-033 
246-857-270 RECOD 91-18-057 
246-857-280 RECOD-P 91-14-033 
246-857-280 RECOD 91-18-057 
246-857-290 RECOD-P 91-14-033 
246-857-290 RECOD 91-18-057 
246-857-300 RECOD-P 91-14-033 
246-857-300 RECOD 91-18-057 
246-857-310 RECOD-P 91-14-033 
246-857-310 RECOD 91-18-057 
246-857-320 RECOD-P 91-14-033 
246-857-320 RECOD 91-18-057 
246-857-330 RECOD-P 91-14-033 
246-857-330 RECOD 91-18-057 
246-857-340 RECOD-P 91-14-033 
246-857-340 RECOD 91-18-057 
246-858 RECOD-W 91-06-037 
246-858-020 RECOD-P 91-14-033 
246-858-020 RECOD 91-18-057 
246-858-030 RECOD-P 91-14-033 
246-858-030 RECOD 91-18-057 
246-858-040 RECOD-P 91-14-033 
246-858-040 RECOD 91-18-057 
246-858-050 RECOD-P 91-14-033 
246-858-050 RECOD 91-18-057 
246-858-060 RECOD-P 91-14-033 
246-858-060 RECOD 91-18-057 
246-858-070 RECOD-P 91-14-033 
246-858-070 RECOD 91-18-057 
246-858-080 RECOD-P 91-14-033 
246-858—080 RECOD 91-18-057 
246-861 RECOD-W 91-06-037 
246-861-020 RECOD-P 91-14-033 
246-861-020 RECOD 91-18-057 
246-861-030 RECOD-P 91-14-033 
246-861-030 RECOD 91-18-057 
246-861-040 RECOD-P 91-14-033 
246-861-040 RECOD 91-18-057 
246-861-050 RECOD-P 91-14-033 
246-861-050 RECOD 91-18-057 
246-861-060 RECOD-P 91-14-033 
246-861-060 RECOD 91-18-057 
246-861-070 RECOD-P 91-14-033 
246-861-070 RECOD 91-18-057 
246-861-080 RECOD-P 91-14-033 
246-861-080 RECOD 91-18-057 
246-861-090 RECOD-P 91-14-033 
246-861-090 RECOD 91-18-057 
246-861-100 RECOD-P 91-14-033 
246-861-100 RECOD 91-18-057 
246-861-110 RECOD-P 91-14-033 
246-861-110 RECOD 91-18-057 
246-861-120 RECOD-P 91-14-033 
246-861-120 RECOD 91-18-057 
246-863 RECOD-W 91-06-037 
246-863-020 RECOD-P 91-14-033 
246-863-020 RECOD 91-18-057 
246-863-030 RECOD-P 91-14-033 
246-863-030 RECOD 91-18-057 
246-863-040 RECOD-P 91-14-033 
246-863-040 RECOD 91-18-057 
246-863-050 RECOD-P 91-14-033 


Table of WAC Sections Affected 


WAC # 


246-863-050 
246-863-060 
246-863-060 
246-863-070 
246-863-070 
246-863-080 
246-863-080 
246-863-090 
246-863-090 
246-863-100 
246-863-100 
246-863-110 
246-863-110 
246-863-120 
246-863-120 
246-865 

246-865-010 
246-865-010 
246-865-020 
246-865-020 
246-865-030 
246-865-030 
246-865-040 
246-865-040 
246-865-050 
246-865-050 
246-865-060 
246-865-060 
246-865-070 
246-865-070 
246-867 

246-867-001 
246-867-001 
246-867-010 
246-867-010 
246-867-020 
246-867-020 
246-867-030 
246-867-030 
246-867-040 
246-867-040 
246-867-050 
246-867-050 
246-867-060 
246-867-060 
246-869 

246-869-020 
246-869-020 
246-869-030 
246-869-030 
246-869-040 
246-869-040 
246-869-050 
246-869-050 
246-869-060 
246-869-060 
246-869-070 
246-869-070 
246-869-080 
246-869-080 
246-869-090 
246-869-090 
246-869-100 
246-869-100 
246-869-110 
246-869-110 
246-869-120 
246-869-120 
246-869-130 
246-869-130 
246-869-140 
246-869-140 
246-869-150 
246-869-150 
246-869-160 
246-869-160 
246-869-170 


WSR # 
RECOD  91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-15-003 
RECOD 91-19-028 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 


RECOD-P 91-14-033 


[ 387 | 


WAC # 


246-869-170 
246-869-180 
246-869-180 
246-869-190 
246-869-190 
246-869-200 
246-869-200 
246-869-210 
246-869-210 
246-869-220 
246-869-220 
246-869-230 
246-869-230 
246-869-240 
246-869-240 
246-869-250 
246-869-250 
246-869-260 
246-869-260 
246-871 

246-871-001 
246-871-001 
246-871-010 
246-871-010 
246-871-020 
246-871-020 
246-871-030 
246-871-030 
246-871-040 
246-871-040 
246-871-050 
246-871-050 
246-871-060 
246-87 1-060 
246-871-070 
246-871-070 
246-871-080 
246-871-080 
246-873 

246-873-010 
246-873-010 
246-873-020 
246-873-020 
246-873-030 
246-873-030 
246-873-040 
246-873-040 
246-873-050 
246-873-050 
246-873-060 
246-873-060 
246-873-070 
246-873-070 
246-873-080 
246-873-080 
246-873-090 
246-873-090 
246-873-100 
246-873-100 
246-873-110 
246-873-110 
246-875 

246-875-001 
246-875-001 
246-875-010 
246-875-010 
246-875-020 
246-875-020 
246-875-030 
246-875-030 
246-875-040 
246-875-040 
246-875-050 
246-875-050 
246-875-060 
246-875-060 
246-875-070 


WSR # 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


КЕСОр 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


КЕСОр 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 
RECOD-P 91-14-033 
КЕСОр 91-18-057 


RECOD-P 91-14-033 


WACH 


246-875-070 
246-875-080 
246-875-080 
246-875-090 
246-875-090 
246-877 

246-877-020 
246-877-020 
246-877-030 
246-877-030 
246-879 

246-879-010 
246-879-010 
246-879-020 
246-879-020 
246-879-030 
246-879-030 
246-879-040 
246-879-040 
246-879-050 
246-879-050 
246-879-060 
246-879-060 
246-879-070 
246-879-070 
246-879-080 
246-879-080 
246-879-090 
246-879-090 
246-881 

246-881-010 
246-881-010 
246-881-020 
246-881-020 
246-881-030 
246-881-030 
246-881-040 
246-881-040 
246-883 

246-883-020 
246-883-020 
246-883-030 
246-883-030 
246-883-040 
246-883-040 
246-885 

246-885-020 
246-885-020 
246-886-001 
246-886-001 
246-886-010 
246-886-010 
246-886-020 
246-886-020 
246-886-030 
246-886-030 
246-886-040 
246-886-040 
246-886-050 
246-886-050 
246-886-060 
246-886-060 
246-886-070 
246-886-070 
246-886-080 
246-886-080 
246-886-090 
246-886-090 
246-886-100 
246-886-100 
246-887 

246-887-020 
246-887-020 
246-887-030 
246-887-030 
246-887-040 
246-887-040 


WSR # 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91~18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


Table of WAC Sections Affected 


WAC # WSR # WAC # 
246-887-050 RECOD-P 91-14-033 246-893-998 
246-887-050 RECOD 91-18-057 246-893-998 
246-887-060 RECOD-P 91-14-033 246-895 
246-887-060 RECOD 91-18-057 246-895-010 
246-887-070 RECOD-P 91-14-033 246-895-010 
246-887-070 RECOD 91-18-057 246-895-020 
246-887-080 RECOD-P 91-14-033 246-895-020 
246-887-080 RECOD 91-18-057 246-895-030 
246-887-090 RECOD-P 91-14-033 246-895-030 
246-887-090 RECOD  91-18-057 246-895-040 
246-887-100 RECOD-P 91-14-033 246-895-040 
246-887-100 RECOD 91-18-057 246-895-050 
246-887-110 RECOD-P 91-14-033 246-895-050 
246-887-110 RECOD 91-18-057 246-895-060 
246-887-120 RECOD-P 91-14-033 246-895-060 
246-887-120 RECOD 91-18-057 246-895-070 
246-887-130 RECOD-P 91-14-033 246-895-070 
246-887-130 RECOD 91-18-057 246-895-080 
246-887-140 RECOD-P 91-14-033 246-895-080 
246-887-140 RECOD 91-18-057 246-895-090 
246-887-150 RECOD-P 91-14-033 246-895-090 
246-887-150 RECOD 91-18-057 246-895-100 
246-887-160 RECOD-P 91-14-033 246-895-100 
246-887-160 RECOD 91-18-057 246-895-110 
246-887-170 RECOD-P 91-14-033 246-895-110 
246-887-170 RECOD 91-18-057 246-895-120 
246-887-180 RECOD-P 91-14-033 246-895-120 
246-887-180 RECOD 91-18-057 246-895-130 
246-887-190 RECOD-P 91-14-033 246-895-130 
246-887-190 RECOD 91-18-057 246-895-140 
246-887-200 RECOD-P 91-14-033 246-895-140 
246-887-200 RECOD 91-18-057 246-895-150 
246-889 RECOD-W 91-06-037 246-895-150 
246-889-020 RECOD-P 91-14-033 246-895-160 
246-889-020 RECOD 91-18-057 246-895-160 
246-889-030 RECOD-P 91-14-033 246-895-170 
246-889-030 RECOD 91-18-057 246-895-170 
246-889-040 RECOD-P 91-14-033 246-897 
246-889-040 RECOD 91-18-057 246-897-020 
246-891 RECOD-W 91-06-037 246-897-020 
246-891-010 RECOD-P 91-14-033 246-897-030 
246-891-010 RECOD 91-18-057 246-897-030 
246-891-020 RECOD-P 91-14-033 246-897-040 
246-891-020 RECOD 91-18-057 246-897-040 
246-891-030 RECOD-P 91-14-033 246-897-050 
246-891-030 RECOD 91-18-057 246-897-050 
246-893 RECOD-W 91-06-037 246-897-060 
246-893-001 RECOD-P 91-14-033 246-897-060 
246-893-001 RECOD 91-18-057 246-897-120 
246-893-010 RECOD-P 91-14-033 246-897-120 
246-893-010 RECOD 91-18-057 246-897-130 
246-893-020 RECOD-P 91-14-033 246-897-130 
246-893-020 RECOD 91-18-057 246-897-140 
246-893-030 RECOD-P 91-14-033 246-897-140 
246-893-030 RECOD 91-18-057 246-897-150 
246-893-040 RECOD-P 91-14-033 246-897-150 
246-893-040 RECOD 91-18-057 246-897-160 
246-893-050 RECOD-P 91-14-033 246-891-160 
246-893-050 RECOD 91-18-057 246-897-170 
246-893-060 RECOD-P 91-14-033 246-897-170 
246-893-060 RECOD 91-18-057 246-897-180 
246-893-070 RECOD-P 91-14-033 246-897-180 
246-893-070 RECOD 91-18-057 246-897-190 
246-893-080 RECOD-P 91-14-033 246-897-190 
246-893-080 RECOD 91-18-057 246-899 
246-893-090 RECOD-P 91-14-033 246-899-020 
246-893-090 RECOD 91-18-057 246-899-020 
246-893-100 RECOD-P 91-14-033 246-899-030 
246-893-100 RECOD 91-18-057 246-899-030 
246-893-110 RECOD-P 91-14-033 246-899-040 
246-893-110 RECOD 91-18-057 246-899-040 
246-893-120 RECOD-P 91-14-033 246-899-050 
246-893-120 RECOD 91-18-057 246-899-050 
246-893-130 RECOD-P 91-14-033 246-901 
246-893-130 RECOD 91-18-057 246-901-020 
246-893-140 RECOD-P 91-14-033 246-901-020 
246-893-140 RECOD 91-18-057 246-901-030 


[388] 


WSR # 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-W 91-06-037 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-W 91-06-037 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-W 91-06-037 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 


WAC # 


246-901-030 
246-901-040 
246-901-040 
246-901-050 
246-901-050 
246-901-060 
246-901-060 
246-901-070 
246-901-070 
246-901-080 
246-901-080 
246-901-090 
246-901-090 
246-901-100 
246-901-100 
246-901-110 
246-901-110 
246-901-120 
246-901-120 
246-901-130 
246-901-130 
246-903 

246-903-001 
246-903-001 
246-903-010 
246-903-010 
246-903-020 
246-903-020 
246-903-030 
246-903-030 
246-903-040 
246-903-040 
246-905 

246-905-020 
246-905-020 
246-905-030 
246-905-030 
246-905-040 
246-905-040 
246-905-050 
246-905-050 
246-907 

246-907-020 
246-907-020 
246-907-030 
246-907-030 
246-907-040 
246-907-040 
246-915-010 
246-915-010 
246-915-015 
246-915-015 
246-915-030 
246-915-030 
246-915-030 
246-915-030 
246-915-030 
246-915-040 
246-915-050 
246-915-080 
246-915-085 
246-915-110 
246-915-120 
246-915-130 
246-915-140 
246-915—140 
246-915-150 
246-915-150 
246-915-160 
246-915-170 
246-915-180 
246-915-180 
246-915-185 
246-915-200 
246-915-210 
246-915-300 
246-915-300 


WSR # 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-W 91-06-037 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-W 91-06-037 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-W 91-06-037 
RECOD-P 91-15-003 
RECOD 91-19-028 
RECOD-P 91-15-003 
RECOD 91-19-028 
RECOD-P 91-15-003 
RECOD 91-19-028 
AMD 91-05-094 
AMD-P 91-20-164 
NEW 91-05-094 
AMD-P  91-20-164 
AMD 91-05-094 
AMD-E  91-09-033 
AMD-P 91-09-063 
AMD 91-14-006 
AMD-P  91-20-165 
AMD 91-05-094 
AMD 91-05-094 
AMD 91-05-094 
NEW-P 91-20-164 
AMD 91-05-094 
AMD-P 91-20-164 
AMD 91-05-094 
AMD 91-05-094 
AMD-P 91-20-164 
AMD 91-05-094 
AMD-P 91-20-164 
AMD 91-05-094 
AMD 91-05-094 
AMD 91-05-094 
AMD-P 91-20-164 
NEW-P 91-20-164 
AMD-P 91-20-164 
AMD 91-05-094 
NEW-E 91-09-033 
NEW-P 91-09-063 


Table of WAC Sections Affected 


WAC # WSR # WAC # 
246-915-300 NEW 91-14-006 246-918-270 
246-915-310 NEW-E 91-09-033 246-918—280 
246-915-310 NEW-P 91-09-063 246-918-290 
246-915-310 NEW 91-14-006 246-918—300 
246-915-320 NEW-E 91-09-033 246-918-310 
246-915-320 МЕМ-Р 91-09-063 246-918—320 
246-915-320 NEW 91-14-006 246-918—330 
246-915-330 NEW-E 91-09-033 246-918—340 
246-915-330 NEW-P 91-09-063 246-918-350 
246-915-330 NEW 91-14-006 246-918-360 
246-915-990 АМО-Р 91-08-078 246—918—370 
246-915-990 AMD 91-13-002 246-918-990 
246-917-020 RECOD 91-06-030 246-920-730 
246-917-020 AMD-P 91-15-11 246-920—730 
246-917-020 AMD 91-20-170 246-920-730 
246-917-025 NEW-P 91-15-11] 246-920-820 
246-917-025 NEW 91-20-170 246-920-820 
246-917-026 NEW-P 91-19-100 246-920-830 
246-917-026 NEW 91-24-051 246-920-830 
246-917-030 КЕСОр 91-06-030 246-920-840 
246-917-040 RECOD 91-06-030 246-920-840 
246-917-050 RECOD 91-06-030 246-920-850 
246-917-060 RECOD 91-06-030 246-920-850 
246-917-070 RECOD 91-06-030 246-920-860 
246-917-070 AMD-P 91-15-111 246-920-860 
246-917-070 AMD 91-20-170 246-920-870 
246-917-080 RECOD 91-06-030 246-920-870 
246-917-090 RECOD 91-06-030 246-920-880 
246-917-100 RECOD 91-06-030 246-920-880 
246-917-110 RECOD 91-06-030 246-922-001 
246-917-120 RECOD 91-06-030 246-922-001 
246-917-121 NEW-E 91-13-094 246-922-010 
246-917-121 NEW-P 91-15-111 246-922-010 
246-917-121 NEW 91-20-170 246-922-020 
246-917-130 RECOD 91-06-030 246-922-030 
246-917-130 AMD-P 91-15-11] 246-922-030 
246-917-130 AMD 91-20-170 246-922-040 
246-917-140 RECOD 91-06-030 246-922-040 
246-917-150 RECOD 91-06-030 246-922-045 
246-917-160 RECOD 91-06-030 246-922-045 
246-917-170 RECOD 91-06-030 246-922-050 
246-917-180 RECOD 91-06-030 246-922-050 
246-917-190 RECOD 91-06-030 246-922-055 
246-917-200 RECOD 91-06-030 246-922-055 
246-917-210 NEW-P 91-13-092 246-922-060 
246-917-210 NEW 91-18-036 246-922-060 
246-917-990 NEW 91-06-027 246-922-070 
246-918-020 RECOD 91-06-030 246-922-070 
246-9 18-030 RECOD 91-06-030 246-922-080 
246-918-030 AMD 91-08-007 246-922-080 
246-918-035 NEW-P 91-04-055 246-922-090 
246-9 18-035 NEW 91-08-007 246-922-090 
246-918-040 КЕСОр 91-06-030 246-922-100 
246-918-050 RECOD 91-06-030 246-922-100 
246-918-060 RECOD 91-06-030 246-922-110 
246-918-070 RECOD 91-06-030 246-922-110 
246-918-070 AMD-P 91-15-11 246-922-120 
246-918-070 AMD 91-20-170 246-922-120 
246-918-080 RECOD 91-06-030 246-922-130 
246-918-090 RECOD ` 91-06-030 246-922-130 
246-918-100 RECOD 91-06-030 246-922-140 
246-918-110 RECOD 91-06-030 246-922-140 
246-918-120 RECOD 91-06-030 246-922-150 
246-918-130 RECOD 91-06-030 246-922-150 
246-918-140 RECOD 91-06-030 246-922-160 
246-918-150 RECOD 91-06-030 246-922-160 
246-918—160 RECOD 91-06-030 246-922-170 
246-918-170 КЕСОр 91-06-030 246-922-170 
246-918-180 RECOD 91-06-030 246-922-180 
246-918-190 КЕСОр 91-06-030 246-922-180 
246-918-200 RECOD 91-06-030 246-922-190 
246-918-210 RECOD 91-06-030 246-922-190 
246-918-220 RECOD 91-06-030 246-922-200 
246-918-230 RECOD 91-06-030 246-922-200 
246-918-240 RECOD 91-06-030 246-922-210 
246-918-250 КЕСОр 91-06-030 246-922-210 
246-918-260 RECOD 91-06-030 246-922-220 


[389] 


RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
NEW 
AMD-P 
AMD-E 
AMD 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
RECOD 
AMD 
RECOD 
AMD 
NEW-P 
NEW 
RECOD 
AMD 
NEW-P 
NEW 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 
AMD 
RECOD 


WSR j 


91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-027 
91-10-040 
91-10-042 
91-17-015 
91-16-033 
91-20-168 
91-16-033 
91-20-168 
91-16-033 
91-20-168 
91-16-033 
91-20-168 
91-16-033 
91-20-168 
91-16-033 
91-20-168 
91-16-033 
91-20-168 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-03-095 
91-10-041 
91-03-095 
91-10041 
91-05-089 
91-10-041 
91-03-095 
91-10-041 
91-05-089 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-04} 
91-03-095 


WACH 


246-922-220 
246-922-230 
246-922-230 
246-922-240 
246-922-240 
246-922-250 
246-922-250 
246-922-260 
246-922-260 
246-922-270 
246-922-270 
246-922-280 
246-922-280 
246-922-290 
246-922-290 
246-922-295 
246-922-295 
246-922-300 
246-922-300 
246-922-310 
246-922-310 
246-922-320 
246-922-320 
246-922-990 
246-922-990 
246-922-990 
246-924-001 
246-924-010 
246-924-020 
246-924-030 
246-924-040 
246-924-050 
246-924-060 
246-924-070 
246-924-080 
246-924-090 
246-924-100 
246-924-110 
246-924-120 
246-924-130 
246-924-140 
246-924-150 
246-924-160 
246-924-170 
246-924-180 
246-924-190 
246-924-200 
246-924-210 
246-924-220 
246-924-230 
- 246-924-240 
246-924-250 
246-924-260 
246-924-270 
246-924-280 
246-924-290 
246-924-300 
246-924-310 
246-924-320 
246-924-330 
246-924-340 
246-924-350 
246-924-360 
246-924-370 
246-924-380 
246-924-390 
246-924-400 
246-924-410 
246-924-420 
246-924-430 
246-924-440 
246-924-450 
246-924-460 
246-924-470 
246-924-480 
246-924—990 
246-924-990 


WSR 4 


91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-05-089 
91-10-041 
91-05-089 
91-10-041 
91-05-089 
91-10-041 
91-05-089 
91-10-041 
91-05-089 
91-10-041 


` 91-05-089 


91-10-041 
91-05-029 
91-08-078 
91-13-002 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-021 
91-04-021 
91-04-020 
91-04-020 
91-04-021 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-021 
91-04-021 
91-04-021 
91-04-021 
91-04-021 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-05-028 
91-08-078 


Table of WAC Sections Affected 


WAC # 


246-924-990 
246-926-020 
246-926-020 
246-926-030 
246-926-030 
246-926-040 
246-926-040 
246-926-060 
246-926-060 
246-926-070 
246-926-070 
246-926-080 
246-926-080 
246-926-090 
246-926-090 
246-926-110 
246-926-110 
246-926-120 
246-926-120 
246-926-130 


246-926-130 


246-926-150 
246-926-150 
246-926-160 
246-926-160 
246-926-170 
246-926-170 
246-926-190 
246-926-190 
246-926-200 
246-926-200 
246-926-990 
246-926-990 
246-928-030 
246-928-070 
246-928-100 
246-928-110 
246-928-180 
246-928-190 
246-928-220 
246-928-990 
246-930-010 
246-930-010 
246-930-010 
246-930-010 
246-930-020 
246-930-020 
246-930-030 
246-930-030 
246-930-040 
246-930-040 
246-930-050 
246-930-050 
246-930-060 
246-930-060 
246-930-070 
246-930-070 
246-930-075 
246-930-075 
246-930-075 
246-930-200 
246-930-200 
246-930-210 
246-930-210 
246-930-220 
246-930-220 
246-930-300 
246-930-300 
246-930-301 
246-930-301 
246-930-301 
246-930-310 
246-930-310 
246-930-310 
246-930-320 
246-930-320 
246-930-320 


` 


AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
REP-P 
REP-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW-P 
NEW 
AMD-P 
AMD 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-E 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-E 
NEW-P 
NEW 
NEW-E 
NEW-P 
NEW 
NEW-E 
NEW-P 
NEW 


[390] 


WSR # 


91-13-002 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-21-114 
91-21-119 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-06-0911 
91-11-063 
91-19-036 
91-23-076 
91-06-091 
91-11-063 
91-06-091 
91-11-063 
91--06-091 
91-11-063 
91-06-091 
91-11-063 
91--06-091 
91-11-063 
91-06-091 
91-11-063 
91-11-062 
91-16-106 
91-21-035 
91-06-091 
91-11-063 
91-06-091 
91-11-063 
91-06-091 
91-11-063 
91-06-091 
91-11-063 
91-19-022 
91-19-036 
91-23-076 
91-19-022 
91-19-036 
91-23-076 
91-19-022 
91-19-036 
91-23-076 


WACH 


246-930-330 
246-930-330 
246-930-330 
246-930-340 
246-930-340 
246-930-340 
246-930-400 
246-930-400 
246-930-499 
246-930-499 
246-930-990 
246-930-990 
246-933-010 
246-933-010 
246-933-020 
246-933-020 
246-933-030 
246-933-030 
246-933-050 
246-933-050 
246-933-070 
246-933-070 
246-933-080 
246-933-080 
246-933-090 
246-933-090 
246-933-100 
246-933-100 
246-933-140 
246-933-140 
246-933-150 
246-933-150 
246-933-170 
246-933-240 
246-933-240 
246-933-250 
246-933-250 
246-933-250 
246-933-260 
246-933-260 
246-933-270 
246-933-270 
246-933-280 
246-933-280 
246-933-280 
246-933-300 
246-933-305 
246-933-310 
246-933-310 
246-933-320 
246-933-320 
246-933-330 
246-933-330 
246-933-340 
246-933-340 
246-933-420 
246-933-420 
246-933-430 
246-933-430 
246-933-440 
246-933-440 
246-933-450 
246-933-450 
246-933-470 
246-933-470 
246-933-480 
246-933-480 
246-933-620 
246-933-620 
246-933-630 
246-933-630 
246-935-010 
246-935-010 
246-935-020 
246-935-020 
246-935-020 
246-935-030 


WSR # 


91-19-022 
91-19-036 
91-23-076 
91-19-022 
91-19-036 
91-23-076 
91-06-091 
91-11-063 
91-06-091 
91-11-063 
91-06091 
91-11-063 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-21-113 
91-19-021 
91-24-098 
91-19-021 
91-20-118 
91-21-113 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-20-118 
91-21-113 
91-21-113 
91-21-113 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-24-098 
91-19-021 
91-20-118 
91-21-116 
91-19-021 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # WAC # WSR # 
246-935-030 AMD 91-24-098 250-75-070 REP-P 91-20-141 251-12-085 AMD 91-10-002 
246-935-040 AMD-P 91-19-021 250-75-080 КЕР-Р 91-20-141 251-12-600 AMD-P 91-10-060 
246-935-040 AMD-P 91-21-116 250-76 NEW-C 91-03-087 251-18-180 AMD-P 91-20-140 
246-935-040 AMD 91-24-098 250-76 NEW-C 91-24-029 251-19-120 AMD-C 91-05-055 
246-935-060 AMD-P 91-19-021 250-76-010 NEW-W 91-11-073 251-19-120 AMD-C 91-05-060 
246-935-060 КЕР-Р 91-21-116 250-76-010 NEW-P 91-22-097 251-19-120 AMD 91-10-002 
246-935-060 AMD 91-24-098 250--76-020 NEW-W 91-11-073 251-19-155 NEW-C 91-05-054 
246-935-061 NEW-P 91-21-116 250-76-020 NEW-P 91-22-097 251-19-155 NEW-C 91-05-059 
246-935-070 AMD-P 91-19-021 250-76-030 NEW-W 91-11-073 251-19-155 NEW 91-10-001 
246-935-070 AMD 91-24-098 250-76-030 NEW-P 91-22-097 251-19-156 NEW-C 91-05-054 
246-935-080 AMD-P 91-19-02! 250-76-040 NEW-W  91-11-073 251-19-156 NEW-C 91-05-059 
246-935-080 AMD 91-24-098 250-76-040 NEW-P 91-22-097 251-19-156 NEW 91-10-001 
246-935-090 AMD-P 91-19-02) 250-76-050 NEW-W 91-11-073 251-19-157 NEW-C 91-05-054 
246-935-090 AMD 91-24-098 250-76-050 NEW-P 91-22-097 251-19-157 NEW-C  91-05-059 
246-935-100 AMD-P 91-19-021 250-76-060 NEW-W 91-11-073 251-19-157 NEW 91-10-001 
246-935-100 AMD 91-24-098 250-76-060 NEW-P 91-22-097 251-19-158 NEW-C 91-05-054 
246-935-110 AMD-P 91-19-021 250-76-070 NEW-P 91-22-097 251-19-158 NEW-C 91-05-059 
246-935-110 AMD 91-24-098 250-77-010 NEW-P 91-09-061 251-19-158 NEW 91-10-001 
246-935-120 AMD-P 91-19-021 250-77-010 NEW 91-12-005 251-19-160 AMD-C 91-05-055 
246-935-120 AMD 91-24-098 250-77-015 NEW-P 91-09-061 251-19-160 AMD-C 91-05-060 
246-935-130 AMD-P 91-19-02] 250-77-015 NEW 91-12-005 251-19-160 AMD 91-10-002 
246-935-130 AMD 91-24-098 250-77-020 NEW-P 91-09-061 251-22-112 AMD-P 91-10-060 
246-935-140 AMD-P 91-19-02} 250-77-020 NEW 91-12-005 251-22-112 AMD 91-13-012 
246-935-140 AMD 91-24-098 250-77-025 NEW-P 91-09-061 251-22-170 AMD-E 91-13-013 
246-975-160 AMD 91-06-026 250-77-025 NEW 91-12-005 251-22-170 AMD-P 91-13-095 
246-975-180 AMD 91-06-026 250-77-030 NEW-P 91-09-061 251-22-170 AMD 91-16-054 
246-975-200 AMD 91-06-026 250-77-030 NEW 91-12-005 251-22-215 NEW-P 91-10-059 
246-975-210 AMD 91-06-026 250-77-035 NEW-P 91-09-061 251-22-215 NEW 91-13-011 
246-975-220 AMD 91-06-026 250-77-035 NEW 91-12-005 251-22-250 AMD-P 91-10-060 
246-975-240 AMD 91-06-026 250-77-040 NEW-P 91-09061 251-22-250 AMD 91-13-012 
246-975-250 AMD 91-06-026 250-77-040 NEW 91-12-005 251-24-030 AMD-C 91-05-054 
248-14-071 NEW-P 91-15-061 250-77-045 NEW-P 91-09-061 251-24-030 AMD-C 91-05-059 
248-14-071 NEW-E 91-15-064 250-77-045 NEW 91-12-005 251-24-030 AMD 91-10-001 
248-14-071 NEW 91-19-025 250-77-050 NEW-P 91-09-061 260-20-080 КЕР-Р 91-08-073 
248-106-030 NEW-W  91-11-024 250-77-050 NEW 91-12-005 260-20-080 КЕР 91-17-074 
250-20-021 AMD-P. 91-24-005 250-78-010 NEW-E 91-15-073 260-32-190 AMD-P 91-08-073 
250-25 МЕМ-С 91--23-005 250-78-010 NEW-P 91-16-088 260-32-190 AMD 91-15-036 
250-25-010 NEW-P 91-20-141 250-78-010 NEW 91-20-020 260-36-030 AMD-P 91-19-056 
250-25-020 NEW-P 91-20-141 250-78-020' NEW-E 91-15-073 260-36-030 AMD-C 91-21-103 
250-25-030 NEW-P 91-20-141 250-78-020 NEW-P 91-16-088 260-36-030 AMD 91-24-085 
250-25-040 NEW-P 91-20-14! 250-78-020 NEW 91-20-020 260-36-190 NEW 91-03-033 
250-25-045 NEW-P 91-20-141 250-78-030 NEW-E 91-15-073 260-36-200 NEW 91-03-033 
250-25-050 NEW-P 91-20-141 250-78-030 NEW-P 91-16-088 260-48-110 AMD-P 91-19-055 
250-25-060 NEW-P 91-20-141 250-78-030 NEW 91-20-020 260-48-110 AMD-C 91-21-104 
250-25-070 NEW-P 91-20-141 250-78-040 NEW-E 91-15-073 260-48-110 AMD-W 91-24-084 
250-25-080 NEW-P 91-20-141 250-78-040 NEW-P 91-16-088 260-60-060 AMD-W 91-03-064 
250-25-090 NEW-P 91-20-14] 250-78-040 NEW 91-20-020 260-75-010 NEW-P 91-08-073 
250-44-050 AMD-E 91-04-045 250-78-050 NEW-E 91-15-073 260-75-010 NEW 91-15-036 
250-44-050 AMD 91-14-009 250-78-050 NEW-P 91-16-088 263-12-005 AMD-P 91-09-062 
250-44-110 AMD-E 91-04-045 250-78-050 NEW 91-20-020 263-12-005 AMD 91-13-038 
250-44-110 AMD 91-14-009 250-78-060 NEW-E 91-15-073 263-12-007 AMD-P 91-09-062 
250-44-130 AMD-E 91-04-045 250-78-060 NEW-P 91-16-088 263-12-007 AMD 91-13-038 
250-44-130 AMD 91-14-009 250-78-060 NEW 91-20-020 263-12-010 AMD-P 91-09-062 
250-67 REP-C 91-23-005 251-01-010 КЕР-Р 91-20-140 263-12-010 AMD 91-13-038 
250-67-010 КЕР-Р 91-20-141 251-01-155 REP-P 91-20-140 263-12-015 AMD-P 91-09-062 
250-67-020 КЕР-Р 91-20-141 251-01-320 КЕР-Р 91-20-140 263-12-015 AMD 91-13-038 
250-67-030 КЕР-Р 91-20-141 251-01-395 AMD-P 91-21-129 263-12-01501 NEW-P 91-09-062 
250-67-040 КЕР-Р 91-20-141 251-04-160 NEW-P 91-10-059 263-12-01501 NEW 91-13-038 
250-67-050 КЕР-Р 91-20-141 251-04-160 NEW 91-13-01! 263-12-016 AMD-P 91-09-062 
250-67-060 КЕР-Р 91-20-141 251-08-090 AMD-P 91~13-096 263-12-016 AMD 91-13-038 
250-68 REP-C 91-23-005 251-08-090 AMD-E 91-15-032 263-12-017 AMD-P 91-09-062 
250-68-001 КЕР-Р 91-20-141 251-08-090 AMD 91-16-054 263-12-017 AMD 91-13-038 
250-68-010 КЕР-Р 91-20-141 251-08-112 AMD-E 91-05-052 263-12-020 AMD-P 91-09-062 
250—68—020 REP-P 91-20-141 251-08-112 AMD-P 91-06-077 263-12-020 AMD 91-13-038 
250-68-030 КЕР-Р 91-20-141 251-08-112 AMD 91-10-003 263-12-045 AMD-P 91-09-062 
250-68-035 КЕР-Р 91-20-141 251-08-112 AMD-P 91-10-061 263-12-045 AMD 91-13-038 
250-68-040 REP-P 91-20-141 251-08-112 AMD 91-13-01! 263-12-050 AMD-P 91-09-062 
250-68-050 КЕР-Р 91-20-141 251-09-020 AMD-P 91-07-060 263-12-050 AMD 91-13-038 
250-68-060 КЕР-Р 91-20-141 251-09-020 AMD-E 91-13-014 263-12-051 NEW-P 91-09-062 
250-68-070 КЕР-Р 91-20-141 251-09-020 AMD-P 91--13-095 263-12-051 NEW 91-13-038 
250-75 КЕР-С 91-23-005 251-09-020 AMD-W 91-20-133 263-12-053 AMD-P 91-09-062 
250-75-010 КЕР-Р 91-20-141 251-09-020 AMD 91-16-054 263-12-053 AMD 91-13-038 
250-75-020 КЕР-Р 91-20-141 251-09-025 AMD-P 91-20-140 263-12-056 AMD-P 91-09-062 
250-75-030 КЕР-Р 91-20-141 251-09-030 AMD-P 91-20-140 263-12-056 AMD 91-13-038 
250-75-040 КЕР-Р 91-20-141 251-10-080 AMD-P 91-21-044 263-12-057 NEW-P 91-09-062 
250-75-050 КЕР-Р 91-20-141 251-12-085 AMD-C 91-05-055 263-12-057 NEW 91-13-038 
250-75—060 КЕР-Р 91-20-141 251-12-085 AMD-C 91-05-060 263-12-058 NEW-P 91-09-062 


{ 391] 


WAC # WSR # 
263-12-058 NEW 91-13-038 
263-12-060 AMD-P 91-09-062 
263-12-060 AMD 91-13-038 
263-12-065 AMD-P 91-09-062 
263-12-065 AMD 91-13-038 
263-12-070 AMD-P 91-09-062 
263-12-070 AMD 91-13-038 
263-12-075 AMD-P 91-09-062 
263-12-075 AMD 91-13-038 
263-12-080 AMD-P 91-09-062 
263-12-080 AMD 91-13-038 
263-12-090 AMD-P 91-09-062 
263-12-090 AMD 91-13-038 
263-12-091 NEW-P 91-09-062 
263-12-091 NEW 91-13-038 
263-12-093 AMD-P 91-09-062 
263-12-093 AMD 91-13-038 
263-12-095 AMD-P 91-09-062 
263-12-095 AMD 91-13-038 
263-12-115 AMD-P 91-09-062 
263-12-115 AMD 91-13-038 
263-12-125 AMD-P 91-09-062 
263-12-125 AMD 91-13-038 
263-12-145 AMD-P 91-09-062 
263-12-145 AMD 91-13-038 
263-12-150 AMD-P 91-09-062 
263-12-150 AMD 91-13-038 
263-12-160 AMD-P 91-09-062 
263-12-160 AMD 91-13-038 
263-12-165 AMD-P 91-09-062 
263-12-165 AMD 91-13-038 
263-12-170 AMD-P 91-09-062 
263-12-170 AMD 91-13-038 
263-12-171 NEW-P 91-09-062 
263-12-71 NEW 91-13-038 
263-12-195 NEW-P 91-09-062 
263-12-195 NEW 91-13-038 
275-16-030 AMD-P 91-04-034 
275-16-030 AMD-E 91-04-037 
275-16-030 AMD 91-08-014 
275-16-030 AMD-P 91-14-065 
275-16-030 AMD-E 91-14-069 
275-16-030 AMD 91-17-064 
275-16-030 AMD-P 91-18-048 
275-16-030 AMD-E 91-18-051 
275-16-030 AMD 91-21-122 
275-25 AMD-C 91-15-013 
275-25-010 AMD-P 91-10-035 
275-25-010 AMD 91-17-005 
275-25-015 NEW-P 91-10-035 
275-25-015 NEW 91-17-005 
275-25-030 AMD-P 91-10-035 
215-25-030 AMD 91-17-005 
275-25-520 AMD-P 91-10-035 
275-25-520 AMD 91-17-005 
275-25-530 AMD-P 91-10-035 
215-25-530 AMD 91-17-005 
215-25-530 AMD 91-17-025 
215-26 AMD-C 91-15-013 
215-26 AMD 91-17-005 
215-26-005 AMD-P 91-10-035 
215-26-005 AMD 91-17-005 
275-26-010 AMD-P 91-10-035 
275-26-010 AMD 91-17-005 
215-26-012 REP-P 91-10-035 
275-26-012 КЕР 91-17-005 
275-26-015 REP-P 91-10-035 
275-26-015 КЕР 91-17-005 
215-26-019 NEW-P 91-10-035 
215-26-019 NEW 91-17-005 
275-26-020 AMD-P 91-10-035 
275-26-020 AMD 91-17-005 
275-26-021 NEW-P 91-10-035 
215-26-021 NEW 91-17-005 
215-26-022 AMD-P 91-10-035 
275-26-022 AMD 91-17-005 
275-26-025 AMD-P 91-10-035 


Table of WAC Sections Affected 


WAC # WSR # 
275—26-025 AMD 91-17-005 
275—26-030 REP-P 91-10-035 
275-26-030 REP 91-17-005 
215-26-032 REP-P 91-10-035 
215-26-032 REP 91-17-005 
215-26-050 AMD-P 91-10-035 
215-26-050 AMD 91-17-005 
215-26-055 AMD-P 91-10-035 
215-26-055 AMD 91-17-005 
275—26-060 AMD-P 91-10-035 
275—26-060 AMD 91-17-005 
275—26-065 AMD-P 91-10-035 
275—26-065 AMD 91-17-005 
275—26-070 AMD-P 91-10-035 
215-26-070 AMD 91-17-005 
215-26-071 NEW-P  91-10-035 
275-26-071 NEW 91-17-005 
215-26-072 NEW-P  91-10-035 
215-26-072 NEW 91-17-005 
215-26-073 NEW-P  91-10-035 
275-26-073 КЕР 91-17-005 
275-26-075 AMD-P 91-10-035 
215-26-015 AMD 91-17-005 
275-26-080 REP-P 91-10-035 
275—26-080 REP 91-17-005 
215-26-085 REP-P 91-10-035 
275-26-085 REP 91-17-005 
215-26-087 NEW-P 91-10-035 
275—26-087 NEW 91-17-005 
275-26-090 REP-P 91-10-035 
275—26-090 REP 91-17-005 
275-26-095 AMD-P 91-10-035 
215-26-095 AMD 91-17-005 
215-26-100 NEW-P 91-10-035 
275-26-100 NEW 91-17-005 
215-26-107 NEW-P 91-10-035 
215-26-107 NEW 91-17-005 
215-26-110 NEW-P 91-10-035 
215-26-110 NEW 91-17-005 
275-26-115 NEW-P  91-10-035 
215-26-115 NEW 91-17-005 
275-26-500 REP-P 91-10-035 
275-26-500 REP 91-17-005 
275-26-520 REP-P 91-10-035 
275-26-520 REP 91-17-005 
215-26-530 REP-P 91-10-035 
215-26-530 REP 91-17-005 
275-26-540 REP-P 91-10-035 
275—26-540 REP 91-17-005 
215-26-550 REP-P 91-10-035 
275-26-550 КЕР 91-17-005 
215-26-560 REP-P  91-10-035 
215-26-560 REP 91-17-005 
215-26-570 REP-P 91-10-035 
275-26-570 REP 91-17-005 
275-27 AMD-C  91-15-013 
215-21-020 AMD-P 91-10-035 
275-27-020 AMD 91-17-005 
275-271-023 NEW-P 91-10-035 
215-21-023 NEW 91-17-005 
275-27-026 AMD-P 91-24-094 
215-21-060 AMD-P 91-10-035 
275-27-060 AMD 91-17-005 
215-21-230 AMD-P 91-10-035 
215-21-230 AMD 91-17-005 
275-21-300 REP-P 91-10-035 
215-21-300 REP 91-17-005 
275-27-310 REP-P 91-10-035 
275-217-310 REP 91-17-005 
215-21-320 REP-P  91-10-035 
275-27-320 REP 91-17-005 
275-27-500 AMD-P 91-10-035 
215-21-500 AMD 91-17-005 
275-27-820 AMD-P 91-10-035 
275-27-820 AMD 91-17-05 
275-36 REP-C 91-15-013 
275-36-010 REP-P 91-10-035 


^ 


WAC # WSR jf 
215-36-010 REP 91-17-005 
215-36-020 REP-P 91-10035 
215-36-020 REP 91-17-005 
215-36-030 REP-P 91-10-035 
215-36-030 REP 91-17-005 
215-36-040 REP-P 91-10-035 
275-36-040 КЕР 91-17-005 
275-36-050 REP-P 91-10035 
215-36-050 REP 91-17-005 
275-36-061 REP-P 91-10-035 
275-36-061 REP 91-17-005 
275-36-065 REP-P 91-10-035 
275-36-065 REP 91-17-005 
275-36-071 REP-P  91-10-035 
275-36-071 КЕР 91-17-005 
275-36-081 REP-P 91-10-035 
215-36-081 REP 91-17-005 
275-36-091 REP-P 91-10-035 
275-36-091 КЕР 91-17-005 
275-36-01 REP-P 91-10-035 
275-36-101 REP 91-17-005 
215-36-110 REP-P 91-10-035 
215-36-110 КЕР 91-17-005 
275-36-120 REP-P 91-10-035 
275-36-120 КЕР 91-17-005 
215-36-130 REP-P 91-10-035 
275-36-130 КЕР 91-17-005 
275-36-140 REP-P 91-10-035 
275-36-140 REP 91-17-005 
275-36-150 REP-P 91-10-035 
275-36-150 КЕР 91-17-005 
215-36-153 REP-P 91-10-035 
215-36-153 REP 91-17-005 
275-36-160 REP-P 91-10-035 
215-36-160 REP 91-17-005 
215-36-170 REP-P 91-10035 
275-36-170 REP 91-17-005 
275-36-180 REP-P 91-10-035 
275-36-180 REP 91-17-005 
275-36-190 REP-P 91-10-035 
275-36-190 REP 91-17-005 
275-36-200 REP-P 91-10-035 
275-36-200 КЕР 91-17-005 
275-36-21 REP-P 91-10-035 
275-36-21 КЕР 91-17-005 
215-36-260 REP-P 9110035 
275-36-260 REP 91-17-005 
275-36-270 REP-P  91-10-035 
275-36-270 КЕР 91-17-005 
215-36-215 REP-P 91-10-035 
215-36-215 REP 91-17-005 
215-36-280 REP-P  91-10-035 
275-36-280 КЕР 91-17-005 
215-36-285 REP-P  91-10-035 
215-36-285 REP 91-17-005 
215-36-290 REP-P  91-10-035 
215-36-290 REP 91-17-005 
275-36-295 REP-P 91-10-035 
215-36-295 REP 91-17-005 
215-36-300 REP-P 91-10-035 
275-36-300 КЕР 91-17-005 
215-36-305 REP-P 91-10-035 
215-36-305 REP 91-17-005 
215-36-310 REP-P 91-10-035 
215-36-310 REP 91-17-005 
215-38 AMD-C 91-15-013 
215-38 AMD 91-17-005 
275-38-001 AMD-P 91-10-035 
275-38-001 AMD 91-17-005 
215-38-003 NEW-P 91-10-035 
275-38-003 NEW 91-17-005 
275-38-005 AMD-P 91-10-035 
275-38-005 AMD 91-17-005 
215-38-007 REP-P 91-10-035 
275-38-007 КЕР 91-17-005 
275-38-027 NEW-P 91-10-035 
215-38-027 NEW-W  91-24-079 


WAC # 


275-38-040 
275-38-040 
275-38-045 
275-38-045 
275-38-050 
275-38-050 
275-38-055 
275-38-055 
275-38-060 
275-38-060 
275-38-065 
275—38-065 
275-38-075 
275-38-075 
275-38-090 
275-38-090 
275-41 
275-41-005 
275-41-005 
275-41-010 
275-41-010 
275-41-015 
275-41-015 
275-41-020 
275-41-020 
275-41-025 
275-41-025 
275-54—160 
275-54-160 
275-54-190 
275-54—190 
275--54—200 
275-54—200 
275-54—290 
275-54—290 
275-54—290 
275-54-290 
275-55-115 
275-55-115 
275-55-115 
275-55-115 
275-55-115 
275-55-241 
275-55-241 
275-55-241 
275-55-241 
275-55-261 
275-55-261 
275-55-281 
275-55-281 
275-55-291 
275-55-291 
275-59-041 
275-59-041 
275-59-071 
275-59-071 
275-59-071 
275-59-071 
275-59-071 
275-156—005 
275-156-005 
275-156-010 
275-156-010 
275-156-015 
275-156-015 
275-156-020 
275-156-020 
275-156-025 
275-156-025 
275-156-030 
275--156-030 
275-156-035 
275-156-035 
275-156-040 
275-156-040 
284-02-020 
284-02-020 


КЕР-Р 
КЕР 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
NEW-C 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 


AMD-P ` 


AMD 
AMD-P 
AMD-E 
AMD-C 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD-C 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD-C 
AMD 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD-P 
AMD 


WSR # 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-15-013 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-10-035 
91-17-005 
91-13-103 
91-16-060 
91-13-103 
91-16-060 
91-13-103 
91-16-060 
91-16-013 
91-16-025 
91-20-048 
91-21-025 
91-16-057 
91-16-067 
91-20-047 
91-21-024 
91-22-044 
91-16-013 
91-16-025 
91-20-048 
91-21-025 
91-13-102 
91-16-061 
91-13-102 
91-16-061 
91-13-102 
91-16-061 
91-20-089 
91-24-045 
91-16-057 
91-16-067 
91-20-047 
91-21-024 
91-22-044 
91-17-086 
91-21-027 
91-17-086 
91-21-027 
91-17-086 
91-21-027 
91-17-086 
91-21-027 
91-17-086 
91-21-027 
91-17-086 
91-21-027 
91-17-086 
91-21-027 
91-17-086 
91-21-027 
91-14-064 
91-17-013 


Table of WAC Sections Affected 


WAC # 


284-02-030 
284-02-030 
284-02-070 
284-02-070 
284-12-090 
284-12-090 
284-12-095 
284-12-111 
284-14-010 
284-14-010 
284-15-080 
284-15-080 
284-17-515 
284-17-515 
284-17-551 
284-17-551 
284-17-552 
284-17-552 
284-17-553 
284-17-553 
284-17-554 
284-17-554 
284-17-555 
284-17-555 
284-23-570 
284-23-570 
284—30—600 
284—30—610 
284--44--400 
284--44--400 
284-46-010 
284—46-010 
284-51-050 
284-51-050 
284-91 

284—91-025 
284—91-025 
284-91-050 
284-91-050 
284-95-010 
284-95-010 
284-95-010 
284-95-020 
284—95-020 
284—95—020 
284—95—030 
284-95-030 
284-95-030 
284-95-040 
284-95-040 
284-95-040 
284—95—050 
284—95—050 
284-95-050 
284—95—060 
284—95-060 
284—95—060 
284-95-070 
284-95-070 
284-95-070 
284--95-080 
284-95-080 
284-95-080 
286-27-010 
286-27-010 
286-27-020 
286-27-020 
286-27-030 
286-27-030 
286-27-040 
286-27-040 
286-27-050 
286-27-050 
286-27-060 
286-27-060 
286-27-070 
286-27-070 


AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
NEW 
NEW-P 
REP-P 
REP-W 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
AMD 
NEW 
REP-P 
REP 
REP-P 
REP 
AMD-P 
AMD 
AMD-C 
AMD-P 
AMD 
NEW-P 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 


[393] 


WSR j 


91-14-064 
91-17-013 
91-14-064 
91-17-013 
91-19-051 
91-23-032 
91-23-032 
91-19-051 
91-04-057 
91-17-050 
91-19-051 
91-23-032 
91—09—048 
91-12-032 
91-09-049 
91-12-033 
91—09—049 
91—12-033 
91-09-049 
91-12-033 
91-09-0049 
91-12-033 
91-09-049 
91-12-033 
91-19-050 
91-22-012 
91-03-073 
91-03-073 
91-04-057 
91-07-053 
91-04-057 
91-07-053 
91-15-110 
91-18-026 
91-16-012 
91-13-076 
91-16-052 
91-13-076 
91-16-052 
91-19-092 
91-22-062 
91-23-064 
91-19-092 
91-22-062 
91-23-064 
91-19-092 
91-22-062 
91-23-064 
91-19-092 
91-22-062 
91-23-064 
91-19-092 
91-22-062 
91-23-064 
91-19-092 
91-22-062 
91-23-064 
91-19-092 
91-22-062 
91-23-064 
91-19-092 
91-22-062 
91-23-064 
91-13-025 
91-17-010 
91-13-025 
91-17-010 
91-13-025 
91-17-010 
91-13-025 
91-17-010 
91-13-025 
91-17-010 
91-13-025 
91-17-010 
91-13-025 
91-17-010 


WAC # WSR # 
286-27-080 NEW-P 91-13-025 
286-27-080 NEW 91-17-010 
292-10-010 NEW 91-04-060 
292-10-020 NEW 91-04-060 
292-10-030 NEW 91-04-060 
292-10-040 NEW 91-04-060 
292-10-050 NEW 91-04-060 
292-10-060 NEW 91-04-060 
292-10-070 NEW 91-04-060 
296-14-015 NEW-P 91-22-092 
296-17-310 AMD-P 91-07-061 
296-17-310 AMD 91-12-014 
296-17-320 AMD-P 91-07-06! 
296-17-320 AMD 91-12-014 
296-17-320 AMD-P 91-18-076 
296-17-320 AMD 91-24-057 
296-17-349 REP-P 91-18-076 
296-17-349 КЕР 91-24-057 
296-17-351 REP-P 91-15-108 
296-17-351 REP-E 91-15-109 
296-17-351 REP 91-20-078 
296-17-35101 ҜЕР-Р 91-15-108 
296-17-35101 КЕР-Е 91-15-109 
296-17-35101 КЕР 91-20-078 
296-17-420 AMD-P 91-07-061 
296-17-420 AMD 91-12-014 
296-17-440 AMD-P 91-07-061 
296-17-440 AMD 91-12-014 
296-179-512 AMD-P 91-07-061 
296-17-512 AMD 91-12-014 
296-17-544 AMD-P 91-07-061 
296-17-544 AMD 91-12-014 
296-17-567 AMD-P 91-07-061 
296-17-567 AMD 91-12-014 
296-17-57001 ^ AMD-P 91-07-061 
296-17-57001 AMD 91-12-014 
296-17-579 AMD-P 91-07-061 
296-17-579 AMD 91-12-014 
296-17-592 REP-P  91-07-061 
296-17-592 ВЕР 91-12-014 
296-17-59200 ^ AMD-P 91-07-061 
296-17-59202 AMD 91-12-014 
296-17-59203 МЕМ-Р 91-07-061 
296-17-59203 NEW 91-12-014 
296-17-59204 МЕМ-Р 91-07-061 
296-17-59204 NEW 91-12-014 
296-17-603 REP-P 91-07-06! 
296-17-603 КЕР 91-12-014 
296-17-604 AMD-P 91-07-061 
296-17-604 AMD 91-12-014 
296-17-605 AMD-P 91-07-061 
296-17-605 AMD 91-12-014 
296-17-606 AMD-P 91-07-061 
296-17-606 AMD 91-12-014 
296-17-634 AMD-P 91-07-061 
296-17-634 AMD 91-12-014 
296-17-643 AMD-P 91-07-061 
296-17-643 AMD 91-12-014 
296-17-64905 МЕМ-Р 91-07-061 
296-17-64905 МЕМ 91-12-014 
296-17-66002 ^ REP-P 91-23-102 
296-17-66003 МЕМ-Р 91-23-102 
296-17-669 AMD-P 91-07-061 
296-17-669 AMD 91-12-014 
296-17-709 AMD-P 91-07-061 
296-17-709 AMD 91-12-014 
296-17-71301 МЕМ-Р 91-07-061 
296-17-71301 МЕМ 91-12-014 
296-17-722 AMD-P 91-07-061 
296-17-722 AMD 91-12-014 
296-17-753 AMD-P 91-07-061 
296-17-753 AMD 91-12-014 
296-17-855 AMD-P 91-20-158 
296-17-855 AMD 91-24-053 
296-17-86501 ^ REP-P 91-20-158 
296-17-86501 ВЕР 91-24-053 
296-17-875 AMD-P 91-20-158 


Table of WAC Sections Affected 


WAC jj WSR # WAC # WSR # WAC # 
296-17-875 AMD 91-24-053 296-22-097 AMD 91-07-008 296-23-01 5 AMD 
296-1 7-880 AMD-P 91-20-158 296-22-100 AMD 91-07-008 296-23-020 AMD 
296-17-880 AMD 91-24-053 296-22-105 AMD 91-07-008 296-23-025 AMD 
296-17-885 AMD-P 91-07-061 296-22-110 AMD 91-07-008 296-23-030 AMD 
296-17-885 AMD 91-12-014 296-22-115 AMD 91-07-008 296-23-035 AMD 
296-17-885 AMD-P 91-20-158 296-22-116 AMD 91-07-008 296-23-040 AMD 
296-17-885 AMD-P 91-23-102 296-22-120 AMD 91-07-008 296-23-045 AMD 
296-17-885 AMD 91-24-053 296-22-125 AMD 91-07-008 296-23-050 AMD 
296-17-890 AMD-P 91-20-158 296-22-130 AMD 91-07-008 296-23-055 AMD 
296-17-890 AMD 91-24-053 296-22-132 AMD 91-07-008 296-23-065 AMD 
296-17-895 AMD-P 91-07-061 296-22-135 AMD 91-07-008 296-23-079 AMD 
296-17-895 AMD 91-12-014 296-22-140 AMD 91-07-008 296-23-07902 АМР 
296-17-895 AMD-P 91-20-158 296-22-141 AMD 91-07-008 296-23-07903 AMD 
296-17-895 AMD-P 91-23-102 296-22-146 AMD 91-07-008 296-23-07905 AMD 
296-17-895 AMD 91-24-053 296-22-147 AMD 91-07-008 296-23-07906 AMD 
296-17-904 AMD-P 91-20-158 296-22-150 AMD 91-07-008 296-23-07907 АМПр-М 
296-17-904 AMD 91-24-053 296-22-155 AMD 91-07-008 296-23-0797 АМР 
296-17-919 AMD-P 91-20-158 296-22-160 AMD 91-07-008 296-23-0798 AMD 
296-17-919 AMD 91-24-053 296-22-165 AMD 91-07-008 296-23-080 AMD 
296-17-920 AMD-P 91-20-158 296-22-170 AMD 91-07-008 296-23-125 AMD 
296-17-920 AMD 91-24-053 296-22-180 AMD 91-07-008 296-23-130 AMD 
296-20-01002 ^ AMD-P 91-24-090 296-22-190 AMD 91-07-008 296-23-20102 АМЮ-Р 
296-20-091 AMD-P 91-24-090 296-22-195 AMD 91-07-008 296-23-20102 AMD 
296-20-1103 © — AMD-P 91-03-114 296-22-200 АМР 91-07-008 296-23-204 AMD 
296-20-1103 AMD 91-12-010 296-22-205 AMD-W 91-02-114 296-23-208 AMD 
296-20-200 AMD 91-07-008 296-22-205 AMD 91-07-008 296-23-212 AMD 
296-21-011 AMD-P 91-12-060 296-22-210 AMD 91-07-008 296-23-216 AMD 
296-21-01 1 AMD-W 91-14-098 296-22-215 AMD 91-07-008 296-23-221 AMD 
296-21-011 AMD 91-17-038 296-22-220 AMD 91-07-008 296-23-224 AMD 
296-21-013 AMD-W  91-02-114 296-22-225 AMD 91-07-008 296-23-228 AMD 
296-21-013 AMD 91-07-008 296-22-230 AMD 91-07-008 296-23-231 AMD 
296-21-015 AMD 91-07-008 296-22-235 AMD 91-07-008 296-23-232 AMD 
296-21-027 AMD 91-07-008 296-22-245 AMD 91-07-008 296-23-50001 — AMD-P 
296-21-040 AMD-P 91-12-060 296-22-250 „AMD 91-07-008 296-23-50000 AMD 
296-21-040 AMD 91-17-038 296-22-255 - AMD 91-07-008 296-23-725 AMD-P 
296-21-047 AMD 91-07-008 296-22-260 AMD 91-07-008 296-23-725 AMD 
296-21-050 AMD 91-07-008 296-22-265 AMD 91-07-008 296-23-980 AMD-P 
296-21-0501 AMD 91-07-008 296-22-270 AMD 91-07-008 296-23-980 AMD 
296-21-066 AMD 91-07-008 296-22-275 AMD 91-07-008 296-23A-205 AMD-P 
296-21-075 AMD 91-07-008 296-22-280 AMD 91-07-008 296-23А-205 AMD-W 
296-21-086 AMD 91-07-008 296-22-285 AMD 91-07-008 296-23A-205 AMD 
296-21-095 AMD-P 91-12-060 296-22-290 AMD 91-07-008 296-23А-240 AMD 
296-21-095 AMD 91-17-038 296-22-295 АМР 91-07-008 296-23А-242 AMD 
296-22-010 AMD-P 91-12-060 296-22-300 AMD 91-07-008 296-23А-244 AMD 
296-22-010 AMD-W  91-14-098 296-22-305 AMD 91-07-008 296-23А-246 AMD 
296-22-010 AMD 91-17-038 296-22-307 AMD 91-07-008 296-23А-248 AMD 
296-22-020 AMD 91-07-008 296-22-310 AMD 91-07-008 296-23А-250 AMD 
296-22-021 AMD 91-07-008 296-22-315 AMD 91-07-008 296-23А-252 AMD 
296-22-022 AMD 9107-008 296-22-325 AMD 91-07-008 296-23А-254 AMD 
296-22-023 AMD 91-07-008 296-22-330 AMD 91-07-008 296-23А-256 AMD 
296-22-024 AMD 91-07-008 296-22-333 AMD 91-07-008 296-23А-258 AMD 
296-22-025 AMD 91-07-008 296-22-337 AMD 91-07-008 296-23А-260 AMD 
296-22-026 AMD 91-07-008 296-22-340 AMD 91-07-008 296-23А-262 AMD 
296-22-027 AMD 91-07-008 296-22-350 AMD 91-07-008 296-23 A-264 AMD 
296-22-030 AMD 91-07-008 296-22-355 AMD 91-07-008 296-23А-266 AMD 
296-22-031 AMD 91-07-008 296-22-365 AMD 91-07-008 296-23A—268 AMD 
296-22-036 AMD 91-07-008 296-22-370 AMD 91-07-008 296-23А-325 AMD 
296-22-037 AMD 91-07-008 296-22-375 AMD 91-07-008 296-23А-330 AMD 
296-22-038 AMD 91-07-008 296-22-405 AMD 91-07-008 296-23А-335 AMD 
296-22-039 AMD 91-07-008 296-22-410 AMD 91-07-008 296-23А-340 AMD-W 
296-22-040 AMD 91-07-008 296-22-413 AMD 91-07-008 296-23А-340 AMD 
296-22-042 AMD 91-07-008 296-22-415 AMD 91-07-008 296-23А-345 AMD 
296-22-051 AMD 91-07-008 296-22-420 AMD 91-07-008 296-23А-350 AMD 
296-22-052 AMD 91-07-008 296-22-425 AMD 91-07-008 296-23А-355 AMD 
296-22-053 AMD-W  91-02-114 29622-4271 AMD 91-07-008 296-23А-360 AMD 
296-22-053 AMD 91-07-008 296-22-430 AMD 91-07-008 296-23А-425 AMD-P 
296-22-061 AMD 91-07-008 296-22-435 AMD 91-07-008 296-23А-425 AMD 
296-22-063 AMD 91-07-008 296-22-440 AMD 91-07-008 296-24-010 AMD-P 
296-22-067 AMD 91-07-008 296-22-445 AMD 91-07-008 296-24-010 AMD-C 
296-22-071 AMD 91-07-008 296-22-450 AMD 91-07-008 296-24-010 AMD 
296-22-073 AMD 91-07-008 296-22-455 AMD 91-07-008 296-24-020 AMD 
296-22-079 AMD 91-07-008 296-22-465 AMD 91-07-008 296-24-020 AMD-P 
296-22-082 AMD-W  91-02-114 296-22-470 AMD 91-07-008 296-24-020 AMD-C 
296-22-082 AMD 91-07-008 296-22-475 AMD 91-07-008 296-24-020 AMD 
296-22-087 AMD 91-07-008 296-23-01006 AMD-P 91-12-060 296-24-065 AMD 
296-22-091 AMD 91-07-008 296-23-01006 — AMD-W 91-14-098 296-24-084 AMD 
296-22-095 AMD 91-07-008 296-23-01006 AMD 91-17-038 296-24-11001 — AMD-P 


[ 394] 


WSR j 


91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-02-114 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-12-060 
91-17-038 
91-07-008 
91-07008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-24-090 
91-07-008 
91-12-060 
91-17-038 
91-12-060 
91-17-038 
91-12-060 
91-14-098 
91-17-038 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-02-114 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-07-008 
91-12-060 


` 91-17-038 


91-17-068 
91-20-069 
91-24-017 
91-03-044 
91-17-068 
91-20-069 
91-24-017 
91-03-044 
91-03-044 
91-04-077 


WAC # 

296-24-11001 AMD 
296-24-11003 AMD-P 
296-24-11003 AMD 
296-24-11005 AMD-P 
296-24-11005 AMD 
296-24-11007 AMD-P 
296-24-11007 AMD 
296-24-11009 AMD-P 
296-24-11009 AMD 
296-24-11011 AMD-P 
296-24-11011 AMD 
296-24-11013 AMD-P 
296-24-11013 AMD 
296-24-11015 AMD-P 
296-24-11015 AMD 
296-24-11017 AMD-P 
296-24-11017 AMD 
296-24-119 AMD-P 
296-24-119 AMD 
296-24-12002 AMD-P 
296-24-12002 AMD 
296-24-150 AMD 
296-24-15001 AMD 
296-24-15003 AMD 
296-24-165 AMD-P 
296-24-165 AMD-C 
296-24-165 AMD 
296-24-16531 AMD 
296-24-19003 AMD-P 
296-24-19003 AMD-C 
296-24-19003 AMD 
296-24-19505 AMD 
296-24-19509 AMD 
296-24-200 AMD 
296-24-20700  AMD-P 
296-24-20700  AMD-C 
296-24-20700 АМР 
296-24-23007 AMD-P 
296-24-23007 AMD-C 
296-24-23007 AMD 
296-24-23023 AMD 
296-24-23027 AMD 
296-24-233 AMD-C 
296-24-233 AMD-W 
296-24-23303 NEW-C 
296-24-23303 NEW-W 
296-24-23513 AMD-P 
296-24-23513 AMD-C 
296-24-23513 AMD 
296-24-23533 NEW 
296-24-24019 AMD-P 
296-24-24019 AMD-C 
296-24-24019 AMD 
296-24-24519 AMD-P 
296-24-24519 АМР-С 
296-24-24519 AMD 
296-24-31503 AMD-P 
296-24-31503 AMD-C 
296-24-31503 AMD 
296-24-31505 AMD-P 
296-24-31505 AMD-C 
29624-31505 AMD 
296-24-32003 AMD-P 
296-24-32003 AMD-C 
296-24-32003 AMD 
296-24-33009 AMD-P 
296-24-33009 AMD-C 
296-24-33009 АМР 
296-24-33011 AMD-P 
296-24-33011 AMD-C 
296-24-33011 AMD 
296-24-33013 AMD-P 
296-24-33013 АМр-С 
296-24-33013 AMD 
296-24-33015 AMD-P 
296-24-33015 AMD-C 
296-24-33015 AMD 


Table of WAC Sections Affected 


WSR # WAC # WSR # 
91-11-070 296-24-33017 _ AMD-P  91-17-068 
91-04-077 296-24-33017 АМПЮ-С 91-20-069 
91-11-070 296-24-33017 АМР 91-24-017 
91-04-077 296-24-37005:  AMD-P 91-17-068 
91-11-070 296-24-3705: AMD-C 91-20-069 
91-04-077 296-24-3705: AMD 91-24-017 
91-11-070 296-24-37019 ^ AMD-P 91-17-068 
91-04-077 296-24-37019 АМО-С 91-20-069 
91-11-070 296-24-37019 AMD 91-24-017 
91-04-077 296-24-37023  AMD-P 91-17-068 
91-11-070 296-24-37023 AMD-C 91-20-069 
91-04-077 296-24-37023 AMD 91-24-017 
91-11-070 296-24-40509 АМО-Р 91-17-068 
91-04-077 296-24-40509 АМО-С 91-20-069 
91-11-070 296-24-40509 AMD 91-24-017 
91-04-077 296-24-450 AMD 91-03-044 
91-11-070 296-24-47505  AMD-P  91-17-068 
91-04-077 296-24-47505 АМО-С 91-20-069 
91-11-070 296-24-47509 АМР 91-24-017 
91-04-077 296-24-51009 ^ AMD-P 91-17-068 
91-11-070 296-24-51009 ^ AMD-C 91-20-069 
91-03-044 296-24-51009 АМР 91-24-017 
91-03-044 296-24-65501 ^ AMD-P 91-17-068 
91-03-044 296-24-65501 AMD-C 91-20-069 
91-17-068 296-24-65500 AMD 91-24-017 
91-20-069 296-2467509 ^ AMD-P 91-17-068 
91-24-017 296-2467509 ^ AMD-C 91-20-069 
91-03-044 296-2467509 АМР 91-24-017 
91-17-068 296-24 68203 AMD 91-03-044 
91-20-069 296-24-68211  AMD-P 91-17-068 
91-24-017 296-24-68211 АМОЮ-С 91-20-069 
91-03-044 296-24-68211 AMD 91-24-017 
91-03-044 ` 296-2468503 AMD-P 91-17-068 
91-03-044 296-24 68503 АМО-С 91-20-069 
91-17-068 296-2468503 AMD 91-24-017 
91-20-069 296-24-68505 АМО-Р 91-17-068 
91-24-017 296-2468505 AMD-C 91-20-069 
91-17-068 296-2468505 AMD 91-24-017 
91-20-069 296-24-69001 ^ AMD-P 91-17-068 
91-24-017 296-2469001 AMD-C 91-20-069 
91-03-044 296-24-69001 AMD 91-24-017 
91-03-044 296-24-75000 AMD 91-03-044 
91-03-043 296-24-75011 АМР 91-03-044 
91-09-004 296-24-76555 AMD 91-03-044 
91-03-043 296-24-79507 AMD-P 91-17-068 
91-09-004 296-24-19507 AMD-C 91-20-069 
91-17-068 296-24-79507 AMD 91-24-017 
91-20-069 296-24-87011 | AMD-P 91-17-068 
91-24-017 296-24-87011 — AMD-C 91-20-069 
91-03-044 296-24-87011 АМР 91-24-017 
91-17-068 296-24-87035 МЕМ 91-03-044 
91-20-069 296-24-88503 АМП-Р 91-17-068 
91-24-017 296-24-88503 АМО-С 91-20-069 
91-17-068 296-24-88503 AMD 91-24-017 
91-20-069 296-24-90003 АМП-Р 91-17-068 
91-24-017 296-24-90003 ^ AMD-C 91-20-069 
91-17-068 296-24-90003 AMD 91-24-017 
91-20-069 296-24-90005 АМО-Р 91-17-068 
91-24-017 296-24-90005 АМО-С 91-20-069 
91-17-068 296-24-90005 AMD 91-24-017 
91-20-069 296-24-95601 AMD-P 91-17-068 
91-24-017 296-24-95601 AMD-C ` 91-20-069 
91-17-068 296-24-95601 AMD 91-24-017 
91-20-069 296-24-95603 АМП-Р 91-17-068 
91-24-017 296-24-95603 ^ AMD-C 91-20-069 
91-17-068 296-24-95603 АМР 91-24-017 
91-20-069 296-24-95607 ^ AMD-P 91-17-068 
91-24-017 296-24-95607 ^ AMD-C 91-20-069 
91-17-068 296-24-95607 AMD 91-24-017 
91-20-069 296-24-95611 AMD 91-03-044 
91-24-017 296-24-95617 ^ AMD-P 91-17-068 
91-17-068 296-24-95617  AMD-C  91-20-069 
91-20-069 296-24-95617 АМР 91-24-017 
91-24-017 296-24-960 AMD-P 91-17-068 
91-17-068 296-24-960 AMD-C 91-20-069 
91-20-069 296-24-960 AMD 91-24-017 
91-24-017 296-24-965 NEW-P 91-17-068 


[395] 


WAC # WSR 4 
296-24-965 NEW-C 91-20-069 
296-24-965 NEW 91-24-017 
296-24-970 NEW-P 91-17-068 
296-24-970 NEW-C 91-20-069 
296-24-970 NEW 91-24-017 
296-24-915 NEW-P  91-17-068 
296-24-975 NEW-C 91-20-069 
296-24-975 NEW 91-24-017 
296-24-980 NEW-P  91-17-068 
296-24-980 NEW-C 91-20-069 
296-24-980 NEW 91-24-017 
296-24-985 NEW-P  91-17-068 
296-24-985 NEW-C  91-20-069 
296-24—985 NEW 91-24-017 
296-27-020 AMD-P 91-17-068 
296-27-020 AMD-C 91-20-069 
296-27-020 AMD 91-24-017 
296-27-16001 АМП-Р 91-17-068 
296-27-16001 АМО-С 91-20-069 
296-27-16001 AMD 91-24-017 
296-27-16007 АМП-Р  91-17-068 
296-27-16007 АМО-С 91-20-069 
296-27-16007 AMD 91-24-017 
296-30-190 NEW-W 91-04-027 
296-45-65026 АМП-Р 91-17-068 
296-45-65026 АМО-С 91-20-069 
296-45—65026 AMD 91-24-017 
296-52-417 AMD 91-03-044 
296-52-465 AMD 91-03-044 
296-52—489 AMD 91-03-044 
296-52-493 AMD 91-03-044 
296-52-497 AMD 91-03-044 
296-56-60000 ^ AMD-P 91-17-068 
296-56-60001 АМО-С 91-20-069 
296-56-60001 AMD 91-24-017 
296-56-60073 АМП-Р 91-04-077 
296-56-60073 AMD 91-11-070 
296-56-60229 ^ AMD-P 91-04-077 
296-56-60229 AMD 91-11-070 
296-56-60237 ^ AMD-P 91-17-068 
296-56-60237 АМО-С 91-20-069 
296-56-60227 AMD 91-24-017 
296-62-07105  AMD-P 91-17-068 
296-62-07105 АМО-С 91-20-069 
296-62-07105 AMD 91-24-017 
296-62-07113 — AMD-P 91-17-068 
296-62-07113 АМО-С 91-20-069 
296-62-07113 AMD 91-24-017 
29662-07314 AMD 91-03-044 
296-62-07329 AMD 91-03-044 
296-62-07344 AMD-P 91-17-068 
296-62-07344 АМП-С 91-20-069 
296-62-07:4 AMD 91-24-017 
296-62-07355 ^ AMD-P 91-17-068 
296-62-07355 ^ AMD-C  91-20-069 
296-62-07355 AMD 91-24-017 
296-62-07385 ^ AMD-P 91-17-068 
296-62-07385 ^ AMD-C 91-20-069 
296-62-07385 AMD 91-24-017 
296-62-07515 — AMD-P 91-04-077 
29662-07515 АМР 91-11-070 
296-62-07521 АМО-Р 91-17-068 
296-62-07521 ^ AMD-C 91-20-069 
296-62-07521 AMD 91-24-017 
296-62-0750 ^ AMD-P 91-04-077 
296-62-07540 AMD 91-11-070 
296-62-07544 АМП-Р 91-04-077 
296-62-0754 АМР 91-11-070 
296-62-07715 АМР 91-03-044 
296-62-07719 АМО 91-03-044 
29662-07721 AMD 91-03-044 
296-62-07725 АМР 91-03-044 
296-62-07731 АМР 91-03-044 
296-62-07733 АМР 91-03-044 
296-62-07755 NEW 91-03-044 
296-62-09007 ^ AMD-P 91-04-077 
296-62-090 AMD 91-11-070 


WAC j 


WSR # 


296-62-100 
296-62-100 
296-62-100 
296-62-11011 
296-62-11011 
296-62-11015 
296-62-11015 
296-62-11015 
296-62-11021 
296-62-11021 
296-62-11021 
296-62-14501 
296-62-14501 
296-62-14501 
296-62-14503 
296-62-14503 
296-62-14511 
296-62-14511 
296-62-14511 
296-62-14515 
296-62-14515 
296-62-14515 
296-62-14519 
296-62-14519 
296-62-14519 
296-62-14525 
296-62-14525 
296-62-14525 
296-62-300 
296-62-300 
296-62-300 
296-62-3040 
296-62-3040 
296-62-3040 
296-62-3050 
296-62-3050 
296-62-3090 
296-62-3090 
296-62-3140 
296-62-3140 
296-62-3140 
296-62-3160 
296-62-3160 
296-62-3160 
296-63-011 
296-63-011 
296-63-011 
296-78-515 
296-78-515 
296-78-515 
296-78-730 
296-78-730 
296-78-730 
296-79-090 
296-79-090 
296-79-090 
296-79-250 
296-79-250 
296-79-250 
296-79--300 
296-79-300 
296-79-300 
296-81-008 
296-81-008 
296-81-010 
296-81-010 
296-81-020 
296-81-020 
296-81-030 
296-81-030 
296-81-040 
296-81-040 
296-81-050 
296-81-050 
296-81-060 
296-81-060 
296-81-070 


91-17-068 
91-20-069 
91-24-017 
91-04-077 
91-11-070 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-04-077 
91-11-070 
91-17-068 
91-20-069 
91-24-017 


91-17-068 - 


91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-04-077 
91-11-070 
91-04-077 
91-11-070 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-10-091 
91-22-019 
91-10-09! 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-0911 


Table of WAC Sections Affected 


WAC # 


296-8 1-070 
296-8 1-080 
296-8 1-080 
296-8 1-090 
296-8 1-090 
296-8 1-100 
296-8 1-100 
296-81-110 
296-81-110 
296-81-120 
296-81-120 
296-81-130 
296-81-130 
296-81-140 
296-81-140 
296-81-150 
296-81-150 
296-81-160 
296-81-160 
296-81-170 
296-81-170 
296-81-180 
296-81-180 
296-81-190 
296-81-190 
296-81-220 
296-81-220 
296-81-240 
296-81-240 
296-81-260 
296-81-260 
296-81-270 
296-81-270 
296-81-275 
296-81-275 
296-81-280 
296-81-280 
296-81-290 
296-81-290 
296-81-370 
296-81-370 
296-95-101 
296-95-101 
296-95-110 
296-95-110 
296-95-111 
296-95-111 
296-95-113 
296-95-113 
296-95-115 
296-95-115 
296-95-116 
296-95-116 
296-95-120 
296-95-120 
296-95-121 
296-95-121 
296-95-122 
296-95-122 
296-95-123 
296-95-123 
296-95-124 
296-95-124 
296-95-125 
296-95-125 
296-95-126 
296-95-126 
296-95-130 
296-95-130 
296-95-131 
296-95-131 
296-95-132 
296-95-132 
296-95-133 
296-95-133 
296-95-140 
296-95-140 


REP-W 
КЕР-Р 
REP-W 
КЕР-Р 
REP-W 
REP-P 
REP-W 
REP-P 
REP-W 
REP-P 
REP-W 
REP-P 
REP-W 
REP-P 
REP-W 
КЕР-Р 
REP-W 
КЕР-Р 
REP-W 
REP-P 
REP-W 
REP-P 
REP-W 
REP-P 
REP-W 
REP-P 
REP-W 
AMD-P 
AMD-W 
REP-P 
REP-W 
REP-P 
REP-W 
AMD-P 
AMD-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
AMD-P 
AMD-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 


[ 396 ] 


WSR 4 


91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10—091 
91-22-019 
91-10—091 
91-22-019 
91-10-091 
91-22-019 
91-10-0911 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-09! 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10—091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-0911 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 
91-22-019 
91-10-091 


91-22-019 
91-10-091 
91-22-019 
91-10-0911 
91-22-019 
91-10-091 
91-22-019 


WAC # WSR # 

296-95—150 NEW-P 91-10-091 
296-95-150 NEW-W 91-22-019 
296-95-51 NEW-P 91-10-091 
296-95-151 NEW-W 91-22-019 
296-95-152 NEW-P 91-10-091 
296-95-152 NEW-W 91-22-019 
296-95-153 NEW-P 91-10-091 
296-95-153 NEW-W 91-22-019 
296-95-154 NEW-P 91-10-09] 
296-95-154 NEW-W 91-22-019 
296-95-155 NEW-P 91-10-091 
296-95-155 NEW-W 91-22-019 
296-95-156 NEW-P 91-10-091 
296-95-156 NEW-W  91-22-019 
296-95-157 NEW-P  91-10-091 
296-95-157 NEW-W 91-22-019 
296-95-158 NEW-P 91-10-091 
296-95-158 NEW-W 91-22-019 
296-95-160 NEW-P 91-10-091 
296-95-160 NEW-W  91-22-019 
296-95-161 МЕМ-Р 91-10-091 
296-95-161 NEW-W  91-22-019 
296-95-162 NEW-P 91-10-091 
296-95-162 NEW-W 91-22-019 
296-95-163 NEW-P 91-10-091 
296-95-163 NEW-W 91-22-019 
296-95-165 NEW-P 91-10-091 
296-95-165 NEW-W 91-22-019 
296-95-166 NEW-P 91-10-091 
296-95-166 NEW-W 91-22-019 
296-95-200 NEW-P 91-10-091 
296-95-200 NEW-W 91-22-019 
296-95-203 NEW-P 91-10-091 
296-95-203 NEW-W 91-22-019 
296-95-205 МЕМ-Р 91-10-091 
296-95-205 NEW-W 91-22-019 
296-95-206 NEW-P 91-10-0091 
296-95-206 NEW-W 91-22-019 
296-95-207 NEW-P 91-10-091 
296-95-207 NEW-W  91—22-019 
296-95-208 NEW-P 91-10-091 
296-95-208 NEW-W . 91-22-019 
296-95-209 NEW-P 91-10-091 
296-95-209 NEW-W 91-22-019 
296-95-215 NEW-P 91-10-091 
296-95-215 NEW-W 91-22-019 
296-95-216 NEW-P 91-10-091 
296-95-216 NEW-W 91-22-019 
296-95-220 NEW-P 91-10-091 
296-95-220 NEW-W  91-22-019 
296-95-221 NEW-P 91-10-09! 
296-95-221 NEW-W 91-22-019 
296-95-222 NEW-P 91-10-091 
296-95-222 NEW-W 91-22-019 
296-95-225 NEW-P 91-10-091 
296-95-225 NEW-W 91-22-019 
296-95-226 NEW-P 91-10-091 
296-95-226 NEW-W 91-22-019 
296-95-227 NEW-P 91-10-091 
296-95-227 NEW-W 91-22-019 
296-95-228 NEW-P  91-10-091 
296-95-228 NEW-W  91-22-019 
296-95-229 NEW-P 91-10-091 
296-95-229 NEW-W  91-22-019 
296-95-235 NEW-P 91-10-091 
296-95-235 NEW-W 91-22-019 
296-95-236 NEW-P 91-10-091 
296-95-236 NEW-W 91-22-019 
296-95-240 NEW-P 91-10-091 
296-95-240 NEW-W  91-22-019 
296-95-241 NEW-P 91-10-091 
296-95-241 NEW-W 91-22-019 
296-95-243 NEW-P 91-10-091 
296-95-243 NEW-W  91-22-019 
296-95-244 NEW-P  91-10-091 
296-95-244 NEW-W  91-22-019 
296-95-245 NEW-P 91-10-091 


WAC # WSR # 
296-95-245 NEW-W 91-22-019 
296-95-250 NEW-P 91-10-091 
296-95-250 NEW-W  91-22-019 
296-95-255 NEW-P 91-10-091 
296-95-255 NEW-W 91-22-019 
296-95-256 NEW-P 91-10-09] 
296-95-256 NEW-W  91-22-019 
296-95-260 NEW-P 91-10-091 
296-95-260 NEW-W  91-22-019 
296-95-261 NEW-P 91-10-091 
296-95-261 NEW-W  91-22-019 
296-95-262 NEW-P 91-10-091 
296-95-262 NEW-W 91-22-019 
296-95-264 NEW-P 91-10-09! 
296-95-264 NEW-W 91-22-019 
296-95—266 NEW-P 91-10-091 
296-95-266 NEW-W 91-22-019 
296-95-268 NEW-P 91-10-091 
296-95-268 NEW-W 91-22-019 
296-95-269 NEW-P 91-10-091 
296-95-269 NEW-W 91-22-019 
296-95-270 NEW-P 91-10-091 
296-95-270 NEW-W 91-22-019 
296-95-272 NEW-P 91-10-091 
296-95-272 NEW-W  91-22-019 
296-95-274 NEW-P 91-10-09] 
296-95-274 NEW-W  91-22-019 
296-95-276 NEW-P 91-10-091 
296-95-276 NEW-W 91-22-019 
296-95-277 NEW-P 91-10-091 
296-95-277 NEW-W  91-22-019 
296-95-278 NEW-P 91-10-091 
296-95-278 NEW-W 91-22-019 
296-95-279 NEW-P  91-10-091 
296-95-279 NEW-W 91-22-019 
296-95-280 NEW-P 91-10-09! 
296-95-280 NEW-W  91-22-019 
296-95-282 NEW-P 91-10-091 
296-95-282 NEW-W 91-22-019 
296-95-283 NEW-P 91-10-091 
296-95-283 NEW-W 91-22-019 
296-95-284 NEW-P 91-10-091 
296-95-284 NEW-W 91-22-019 
296-95-285 NEW-P 91-10-091 
296-95-285 NEW-W 91-22-019 
296-95-287 NEW-P 91-10-091 
296-95-287 NEW-W 91-22-019 
296-95-288 NEW-P 91-10-091 
296-95-288 NEW-W 91-22-019 
296-95-289 NEW-P 91-10-091 
296-95-289 NEW-W 91-22-019 
296-95-290 NEW-P 91-10-091 
296-95-290 NEW-W  91-22-019 
296-95-291 NEW-P  91-10-091 
296-95-291 NEW-W  91-22-019 
296-95-300 NEW-P  91-10-091 
296-95-300 NEW-W  91-22-019 
296-95-302 NEW-P 91-10-091 
296-95-302 NEW-W 91-22-019 
296-95-304 NEW-P 91-10-091 
296-95-304 NEW-W 91-22-019 
296-95-307 NEW-P 91-10-091 
296-95-307 NEW-W 91-22-019 
296-95-309 NEW-P 91-10-09! 
296-95-309 NEW-W  91-22-019 
296-95-311 NEW-P 91-10-091 
296-95-311 NEW-W 91-22-019 
296-95-313 NEW-P 91-10-09! 
296-95-313 NEW-W 91-22-019 
296-95-316 NEW-P 91-10-091 
296-95-316 NEW-W 91-22-019 
296-95-318 NEW-P  91-10-091 
296-95-318 NEW-W 91-22-019 
296-95-321 NEW-P 91-10-09! 
296-95-321 NEW-W 91-22-019 
296-95-322 NEW-P 91-10-091 
296-95-322 NEW-W  91-22-019 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # 
296-95-323 NEW-P 91-10-091 296-95-510 NEW-W 91-22-019 
296-95-323 NEW-W 91-22-019 296-95-540 NEW-P 91-10-091 
296-95-324 NEW-P 91-10-091 296-95-540 NEW-W 91-22-019 
296-95-324 NEW-W 91-22-019 296-95-600 NEW-P 91-10-091 
296-95-325 NEW-P 91-10-091 296-95-600 NEW-W 91-22-019 
296-95-325 NEW-W  91-22-019 296-95-610 NEW-P 91-10-091 
296-95-326 NEW-P 91-10-091 296-95-610 NEW-W 91-22-019 
296-95—326 NEW-W 91-22-019 296-95-620 NEW-P 91-10-09! 
296-95-328 NEW-P 91-10-09! 296-95-620 NEW-W 91-22-019 
296-95-328 NEW-W 91-22-019 296-95-630 NEW-P 91-10-091 
296-95-330 NEW-P 91-10-091 296-95-630 NEW-W  91-22-019 
296-95-330 NEW-W 91-22-019 296-95—700 NEW-P 91-10-091 
296-95-332 NEW-P 91-10-091 296—95—700 NEW-W 91-22-019 
296-95-332 NEW-W  91-22-019 296-95-710 NEW-P 91-10-091 
296-95-334 NEW-P 91-10-091 296-95-710 NEW-W 91-22-019 
296-95-334 NEW-W 91-22-019 296-95-800 NEW-P 91-10-091 
296-95-336 NEW-P 91-10-091 296-95-800 NEW-W 91-22-019 
296-95-336 NEW-W  91-22-019 296-95-810 NEW-P 91-10-091 
296-95-338 NEW-P 91-10-091 296-95-810 NEW-W 91-22-019 
296-95-338 NEW-W 91-22-019 296-99-050 AMD-P 91-04-077 
296-95—340 NEW-P 91-10-091 296-99-050 AMD 91-11-070 
296-95-340 NEW-W  91-22-019 296-104-015 AMD-P 91-09-047 
296-95-342 NEW-P 91-10-091 296-104-015 AMD 91-11-107 
296-95—342 NEW-W  91-22-019 296-104—i 20 AMD-P 91-09-047 
296-95-344 NEW-P 91-10-091 296-104-120 AMD 91-11-107 
296-95—344 NEW-W 91-22-019 296-104-200 AMD-P 91—09—047 
296-95-400 NEW-P 91-10-091 296-104-200 AMD 91-11-107 
296-95—400 NEW-W  91-22-019 296-104-801 NEW-P 91-09-046 
296-95-405 NEW-P 91-10-091 296-104-801 NEW 91-11-106 
296-95-405 NEW-W 91-22-019 296-104-805 NEW-P 91-09-046 
296-95—408 NEW-P 91-10-091 296-104-805 NEW 91-11-106 
296-95-408 NEW-W 91-22-019 296-115 AMD-P 91-17-068 
296-95-410 NEW-P 91-10-091 296-115 AMD-C 91-20-069 
296-95—410 NEW-W 91-22-019 296-115 AMD 91-24-017 
296-95-412 NEW-P 91-10-091 296-115-005 AMD 91-03-044 
296-95-412 NEW-W 91-22-019 296-115-005 AMD-P 91-17-068 
296-95-414 NEW-P 91-10-091 296-115-005 AMD-C 91-20-069 
296-95-414 NEW-W 91-22-019 296-115-005 AMD 91-24-017 
296-95-416 NEW-P 91-10-091 296-115-010 AMD 91-03-044 
296-95-416 NEW-W 91-22-019 296-115-015 AMD 91-03-044 
296-95-418 NEW-P 91-10-09 296-115-015 AMD-P 91-17-068 
296-95-418 NEW-W 91-22-019 296-115-015 AMD-C 91-20-069 
296-95-420 NEW-P 91-10-091 296-115-015 AMD 91-24-017 
296-95-420 NEW-W  91-22-019 296-115-025 AMD 91-03-044 
296-95-422 NEW-P 91-10-091 296-115-035 AMD 91-03-044 
296-95—422 NEW-W 91-22-019 296-115-060 AMD 91-03-044 
296-95-424 NEW-P 91-10-091 296-1 1 5-070 AMD 91-03-044 
296-95—424 NEW-W 91-22-019 296-115—100 AMD 91-03-044 
296-95-427 NEW-P 91-10-091 296-116-185 AMD-P 91-03-075 
296-95—427 NEW-W  91-22-019 296-116-185 AMD-E 91-08-004 
296-95-429 NEW-P 91-10-091 296-116-185 AMD 91-08-008 
296-95-429 NEW-W  91-22-019 296-116-300 AMD-P 91-08-003 
296-95-431 NEW-P 91-10-091 296-116-300 AMD 91--11-074 
296-95-43] NEW-W 91-22-019 296-116-315 NEW 91-06-033 
296-95-432 NEW-P 91-10-091 296-127 AMD-C 91-03-113 
296-95-432 NEW-W 91-22-019 296-127-010 AMD-W 91-10-092 
296-95-434 NEW-P 91-10-091 296-127-010 AMD-P 91-14-104 
296-95-434 NEW-W 91-22-019 296-127-010 AMD-C 91-20-068 
296-95-436 NEW-P 91-10-091 296-127-011 AMD-W 91-10-092 
296--95—436 NEW-W 91-22-019 296-127-011 AMD-P 91—14-104 
296-95-438 NEW-P 91-10-091 296-127-011 AMD-C 91—20-068 
296—95-438 NEW-W 91-22-019 296-127-013 AMD-W 91-10-092 
296-95-440 NEW-P 91-10-091 296-127-013 AMD-P 91-14-104 
296-95-440 NEW-W 91-22-019 296-127-013 AMD-C 91-20-068 
296-95-442 NEW-P 91-10-091 296-127-014 AMD-W 91-10-092 
296-95-442 NEW-W 91-22-019 296-127-014 AMD-P 91-14-104 
296-95-444 NEW-P 91-10-091 296-127-014 AMD-C 91-20-068 
296-95-444 NEW-W 91-22-019 296-127-015 AMD-W 91-10-092 
296-95-446 NEW-P 91-10-091 296-127-015 AMD-P 91-14-104 
296-95-446 NEW-W 91-22-019 296-127-015 AMD-C 91-20-068 
296-95-448 NEW-P 91-10-091 296-127-016 REP-W 91-10-092 
296-95--448 NEW-W 91-22-019 296-127-016 КЕР-Р 91-14-104 
296-95-450 NEW-P 91-10-091 296-127-016 REP-C 91-20-068 
296-95-450 NEW-W 91-22-019 296-127-017 AMD-W 91-10-092 
296-95-500 МЕМ-Р 91-10-091 296-127-017 AMD-P 91-14-104 
296-95-500 NEW-W 91-22-019 296-127-017 AMD-C 91-20-068 
296-95-510 NEW-P 91-10-091 296-127-018 NEW-W 91-10-092 


[397] 
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296-127-018 NEW-P 91-14-104 296-155-48090 AMD 91-24-017 296-306-025 AMD 91-24-017 
296-127-018 NEW-C 91-20-068 296-155-481 NEW-P 91-17-068 296-306-040 AMD-P 91-17-068 
296-127-019 AMD-W 91-10-092 296-155-481 NEW-C 91-20-069 296-306-040 AMD-C 91-20-069 
296-127-019 AMD-P  91-14-104 296-155-481 NEW 91-24-017 296-306-040 AMD 91-24-017 
296-127-019 AMD-C 91-20-068 296-155-483 NEW-P 91-17-068 296-306-165 AMD-P 91-17-068 
296-127-020 AMD-W 91-10-092 296-155-483 NEW-C 91-20-069 296-306-165 AMD-C 91-20-069 
296-127-020 AMD-P 91-14-104 296-155-483 NEW 91-24-017 296-306-165 AMD 91-24-017 
296-127-020 AMD-C 91-20-068 296-155-485 AMD 91-03-044 296-306-260 AMD-P 91-04-077 
296-127-022 AMD-P 91-14-104 296-155-485 AMD-P 91-17-068 296-306-260 AMD 91-11-070 
296-127-022 AMD-C 91-20-068 296-155-485 AMD-C 91-20-069 296-306-265 AMD-P 91-04-077 
296-127-025 AMD-W 91-10-092 296-155-485 AMD 91-24-017 296-306-265 AMD 91-11-070 
296-127-025 AMD-P 91-14-104 296-155-48529 AMD 91-03-044 296-306-27095 АМР-Р 91-04-077 
296-127-025 AMD-C 91-20-068 296-155-48531 AMD 91-03-044 296-306-27095 АМО 91-11-070 
296-127-050 NEW-P 91-14-104 296-155-48533 AMD 91-03-044 296-306-310 AMD-P 91-04-077 
296-127-050 NEW-C 91-20-068 296-155-500 AMD 91-03-044 296-306-310 AMD 91-11-070 
296-127-320 AMD-P  91-14-104 296-155-500 AMD-P 91-17-068 296-306-320 AMD-P 91-04-0177 
296-127-320 AMD-C 91-20-068 296-155-500 AMD-C 91-20-069 296-306-320 AMD 91-11-070 
296-127-990 NEW-W 91-10-092 296-155-500 AMD 91-24-017 296-306-400 AMD-P 91-17-068 
296-127-990 NEW-P  91-14-104 296-155-505 AMD 91-03-044 296-306-400 AMD-C 91-20-069 
296-127-990 NEW-C 91-20-068 296-155-505 AMD-P 91-17-068 296-306-400 AMD 91-24-017 
296-155-100 AMD-P 91-17-068 296-155-505 AMD-C 91-20-069 296-350-300 REP-P 91-17068 
296-155-100 AMD-C 91-20-069 296-155-505 AMD 91-24-017 296-350-300 REP-C 91-20-069 
296-155-100 AMD 91-24-017 296-155-50501 КЕР 91-03-044 296-350-300 КЕР 91-24-017 
296-155-20301 AMD-P 91-17-068 296-155-50503 AMD 91-03-044 296-350-400 AMD-P 91-17-068 
296-155-20301 ^ AMD-C 91-20-069 296-155-50505 — AMD-P 91-17-068 296-350-400 AMD-C 91-20-069 
296-155-20301 AMD 91-24-017 296-155-50505 AMD-C 91-20-069 296-350-400 AMD 91-24-017 
296-155-205 AMD-P 91-04-077 296-155-50505 АМР 91-24-017 308-10-067 NEW-P 91-07-028 
296-155-205 AMD 91-11-070 296-155-510 AMD-P 91-17-068 308-10-067 NEW 91-13-057 
296-155-225 REP 91-03-044 296-155-510 AMD-C 91-20-069 308-12-115 AMD-P 91-06-012 
296-155-230 КЕР 91-03-044 296-155-510 AMD 91-24-017 308-12-115 AMD-P 91-09-041 
296-155-24501 МЕМ 91-03-044 296-155-525 AMD 91-03-044 308-12-115 AMD 91-12-061 
296-155-24503 NEW 91-03-044 296-155-530 AMD 91-03-044 308-12-115 AMD-W 91-19-081 
296-155-24505 NEW 91-03-044 296-155-59904 AMD-P 91-17-068 308-12-326 AMD-P 91-09-020 
296-155-24510 NEW 91-03-044 296-155-59904 АМО-С 91-20-069 308-12-326 AMD 91-13-055 
296-155-24510 — AMD-P 91-17-068 296-155-59904 AMD 91-24-017 308-13-150 AMD-P 91-20-139 
296-155-24510 AMD-C 91-20-069 296-155-620 AMD 91-03-044 308-13-150 AMD 91-23-021 
296-155-24510 AMD 91-24-017 296-155-625 AMD 91-03-044 308-14-085 AMD-P 91-15-065 
296-155-24515 NEW 91-03-044 296-155-650 AMD 91-03-044 308-14-085 AMD 91-20-002 
296-155-24515 АМО-Р 91-17-068 296-155-655 AMD 91-03-044 308-14-085 AMD 91-20-044 
296-155-24515 AMD-C 91-20-069 296-155-65505 КЕР 91-03-044 308-14-090 AMD-P 91-15-065 
296-155-24515 AMD 91-24-017 296-155-657 NEW 91-03-044 308-14-090 AMD 91-20-002 
296-155-24520 МЕМ 91-03-044 296-155-660 REP 91-03-044 308-14-090 AMD 91-20-044 
296-155-24520 AMD-P 91-17-068 296-155-66005 КЕР 91-03-044 308-14-120 NEW-P 91-15-065 
296-155-24520 АМО-С 91-20-069 296-155-66103 NEW 91-03-044 308-14-120 NEW 91-20-002 
296-155-24520 AMD 91-24-017 296-155-66105 NEW 91-03-044 308-14-120 NEW 91-20-044 
296-155-24521 МЕМ 91-03-044 296-155-66109 NEW 91-03-044 308-14-130 AMD-P 91-15-065 
296-155-24525 NEW 91-03-044 296-155-664 NEW 91-03-044 308-14-130 AMD 91-20-002 
296-155-363 AMD-P 91-04-077 296-155-665 REP 91-03-044 308-14-130 AMD 91-20-044 
296-155-363 AMD 91-11-070 296-155-66501 ВЕР 91-03-044 308-14-135 NEW-W 91-03-065 
296-155-36313 AMD-P 91-04-077 296-155-66502 КЕР 91-03-044 308-14-135 NEW-P 91-15-065 
296-155-36313 AMD 91-11-070 296-155-66503 КЕР 91-03-044 308-14-135 NEW 91-20-002 
296-155-375 AMD-P 91-04-0177 296-155-66504 ВЕР 91-03-044 308-14-135 NEW 91-20-044 
296-155-375 AMD 91-11-070 296-155-66505 КЕР 91-03-044 308-17-010 NEW-P 91-19-085 
296-155-475 AMD-P 91-17-068 296-155-675 AMD-P 91-04-077 308-17-010 NEW 91-22-111 
296-155-475 AMD-C 91-20-069 296-155-675 AMD 91-11-070 308-17-020 NEW-P 91-19-085 
296-155-475 AMD 91-24-017 296-155-682 AMD 91-03-044 308-17-020 NEW 91-22-11 
296-155-47501 МЕМ-Р 91-17-068 296-155-688 AMD 91-03-044 308-17-030 NEW-P 91-19-085 
296-155-47501 МЕМ-С 91-20-069 296-155-689 AMD 91-03-044 308-17-030 NEW 91-22-111 
296-155-47501 МЕМ 91-24-017 296-155-694 AMD-P 91-04-077 308-17-100 NEW-P 91-19-085 
296-155-476 NEW-P 91-17-068 296-155-694 AMD 91-11-070 308-17-100 NEW 91-22-11 
296-155-476 NEW-C 91-20-069 296-155-700 AMD 91-03-044 308-17-105 NEW-P 91-19-085 
296-155-476 NEW 91-24-017 296-155-705 AMD 91-03-044 308-17-105 NEW 91-22-111 
296-155-477 NEW-P 91-17-068 296-155-720 AMD 91-03-044 308-17-110 NEW-P 91-19-085 
296-155-471 NEW-C  91-20-069 296-155-730 AMD-P 91-04-077 308-17-110 NEW 91-22-111 
296-155-477 NEW 91-24-017 296-155-730 AMD 91-11-070 308-17-120 NEW-P 91-19-085 
296-155-480 AMD 91-03-044 296-155-950 AMD 91-03-044 308-17-120 NEW 91-22-11 
296-155-480 AMD-P 91-17-068 296-305-025 AMD-P 91-17-068 308-17-130 NEW-P 91-19-085 
296-155-480 AMD-C 91-20-069 296-305-025 AMD-C 91-20-069 308-17-130 NEW 9122-111 
296-155-480 AMD 91-24-017 296-305-025 AMD 91-24-017 308-17-140 NEW-P 91-19-085 
296-155-48060 МЕМ-Р 91-17-068 296-305-06009 АМП-Р 91-04-077 308-17-140 NEW 91-22-11 
296-155-48060 МЕМ-С 91-20-069 296-305-06000 — AMD 91-11-070 308-17-150 NEW-P 91-19-085 
296-155-48060 NEW 91-24-017 296-305-063 AMD-P 91-17-068 308-17-150 NEW 91-22-11 
296-155-48080 МЕМ-Р 91-17-068 296-305-063 AMD-C 91-20-069 308-17-160 NEW-P 91-19-085 
296-155-48080 МЕМ-С 91-20-069 296-305-063 AMD 91-24-017 308-17-160 NEW 91-22-111 
296-155-48080 NEW 91-24-017 296-305-110 AMD 91-03-044 308-17-165 NEW-P 91-19-085 
296-155-48090 AMD-P 91-17-068 296-306-025 AMD-P 91-17-068 308-17-165 NEW 91-22-111 
296-155-48090 — AMD-C 91-20-069 296-306-025 AMD-C 91-20-069 308-17-170 NEW-P 91-19-085 


WACH 

308-17-170 NEW 
308-17-200 NEW-P 
308-17-200 NEW-W 
308-17-205 NEW-P 
308-17-205 МЕУУ 
308-17-210 МЕМ-Р 
308-17-210 NEW 
308-17-220 NEW-P 
308-17-220 NEW 
308-17-230 NEW-P 
308-1 7-230 NEW 
308-17-240 NEW-P 
308-1 7-240 NEW 
308-17-300 NEW-P 
308-17-300 NEW 
308-17-310 МЕМ-Р 
308-17-310 NEW 
308-17-320 МЕМ-Р 
308-17-320 NEW 
308-1 8-010 NEW-P 
308-18-010 NEW 
308-18-020 NEW-P 
308—18-020 NEW 
308-18-030 NEW-P 
308-18-030 NEW 
308-18-100 NEW-P 
308-18-100 NEW 
308-18-105 NEW-P 
308-18-105 NEW 
308-18-110 NEW-P 
308-18-110 NEW 
308-18-120 NEW-P 
308-18-120 NEW 
308-18-130 МЕМ-Р 
308-18-130 NEW 
308-18-140 МЕМ-Р 
308-18-140 NEW 
308-18-145 NEW-P 
308-18-145 NEW 
308-18-150 МЕМ-Р 
308-18-150 NEW 
308-18-160 МЕМ-Р 
308-18-160 NEW 
308-1 8-165 NEW-P 
308-18-165 NEW 
308-18-170 NEW-P 
308-18-170 NEW 
308-18-200 NEW-P 
308-1 8-200 NEW 
308-18-205 NEW-P 
308-18-205 NEW 
308-18-210 NEW-P 
308-18-210 NEW 
308-1 8-220 NEW-P 
308-1 8-220 NEW 
308-1 8-230 NEW-P 
308-18-230 NEW 
308-18-240 NEW-P 
308-18-240 МЕУУ 
308-18-300 NEW-P 
308-18-300 NEW 
308-18-310 NEW-P 
308-1 8-310 NEW 
308-1 8-320 NEW-P 
308-18-320 NEW 
308-20 AMD-P 
308-20 AMD-E 
308-20-010 AMD-P 
308-20-010 AMD 
308-20-010 AMD-P 
308-20—010 AMD-E 
308-20-020 AMD-P 
308—20-020 AMD 
308—20-020 AMD-P 
308-20-020 AMD-E 
308-20-030 AMD-P 
308-20-030 AMD 


WSR # 


91-22-111 
91-19-085 
91-22-110 
91-19-085 
91-22-111 
91-19-085 
91-22-111 
91-19-085 
91-22-111 
91-19-085 
91-22-111 
91-19-085 
91-22-111 
91-19-085 
91-22-111 
91-19-085 
91-22-111 
91-19-085 
91-22-111 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-19-084 
91-22-112 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
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308-20-030 
308-20-030 
308-20-040 
308-20-040 
308-20-040 
308--20-040 
308-20-050 
308-20-050 
308-20-050 
308-20-050 
308-20-060 
308-20-060 
308-20-070 
308-20-070 
308-20-070 
308-20-070 
308-20-080 
308-20-080 
308-20-080 
308-20-080 
308-20-090 
308-20-090 
308-20-090 
308-20-090 
308-20-095 
308--20—095 
308-20-100 
308-20-100 
308-20-105 
308-20-105 
308-20-105 
308-20-105 
308-20-107 
308-20-107 
308-20-109 
308-20-109 
308-20-110 
308-20-110 
308-20-110 
308-20-110 
308-20-120 
308-20-120 
308-20-130 
308-20-130 
308-20-140 
308-20-140 
308-20-140 
308-20-140 
308-20-150 
308-20-150 
308-20-155 
308-20-155 
308-20-171 
308-20-171 
308-20-172 
308-20-172 
308-20-175 
308-20-175 
308-20-175 
308-20-175 
308-20-180 
308-20-180 
308-20-205 
308-20-205 
308--20-208 
308-20-208 
308-20-210 
308-20-210 
308-31-001 
308-31-010 
308-31-010 
308-31-020 
308-31-020 
308-31-025 
308-31-025 
308-31-030 
308-31-030 


AMD-P 
AMD-E 
AMD-P 
AMD 

AMD-P 
AMD-E 
AMD-P 
AMD 

AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD 

AMD-P 
AMD-E 
AMD-P 
AMD 

AMD-P 
AMD-E 
AMD-P 
AMD 

AMD-P 
AMD-E 
NEW-P 
NEW 

AMD-P 
AMD-E 
AMD-P 
AMD 

AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD 

AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD 

AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
NEW-P 
NEW-E 
NEW-P 
NEW 

AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
NEW-P 
NEW-E 
AMD-P 
AMD-E 
DECOD 
DECOD 
AMD-P 
DECOD 
AMD-P 
DECOD 
AMD-P 
DECOD 
AMD-P 


[399] 


WSR # 


91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-05—080 
91-11-042 
91-22-094 


91-22-095 ` 


91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91--22-095 
91-22-094 
91-22-095 
91-03-095 
91-03-095 
91—05—089 
91—03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 


WAC # WSR # 
308-31-040 DECOD 91-03-095 
308-31-040 AMD-P 91-05-089 
308-31-050 DECOD 91-03-095 
308-31-050 AMD-P 91-05-089 
308-31-055 DECOD 91-05-029 
308-31-057 DECOD 91-03-095 
308-31-057 AMD-P 91-05-089 
308-31 060 DECOD 91-03-095 
308-31-060 AMD-P 91-05-089 
308-31-100 DECOD 91-03-095 
308-31-100 AMD-P 91-05-089 
308-31-110 DECOD 91-03-095 
308-31-110 AMD-P 91-05-089 
308-31-120 DECOD 91-03-095 
308-31-120 AMD-P 91-05-089 
308-31-210 DECOD 91-03-095 
308-31-210 AMD-P 91-05-089 
308-31-220 DECOD 91-03-095 
308-31-220 AMD-P 91-05-089 
308-31-230 DECOD 91-03-095 
308-31-230 AMD-P 91-05-089 
308-31-240 DECOD 91-03-095 
308-31-240 AMD-P 91-05-089 
308-31-250 DECOD 91-03-095 
308-31-250 AMD-P 91-05-089 
308-31-260 DECOD 91-03-095 
308-31-260 AMD-P 91-05-089 
308-31-270 DECOD 91-03-095 
308-31-270 AMD-P 91-05-089 
308-31-280 DECOD 91-03-095 
308-31-280 AMD-P 91-05-089 
308-31-500 DECOD 91-03-095 
308-31-500 AMD-P 91-05-089 
308-31-510 DECOD 91-03-095 
308-31-510 AMD-P 91-05-089 
308-31—520 DECOD 91-03-095 
308-31-520 AMD-P 91-05-089 
308-31-530 DECOD 91-03-095 
308-31-530 AMD-P 91-05-089 
308-31-540 DECOD 91-03-095 
308-31—540 AMD-P 91-05-089 
308-31-550 DECOD 91-03-095 
308-31-550 AMD-P 91-05-089 
308-31-560 DECOD 91-03-095 
308-31-560 AMD-P 91-05-089 
308-31-570 РЕСОР 91-03-095 
308-31-570 AMD-P 91-05-089 
308-42-075 AMD 91-05-004 
308-48-520 REP-W 91-09-043 
308-48-580 REP-W 91-09-043 
308-48-590 AMD-W 91-09-043 
308-48—600 REP-W 91-09-043 
308-48—600 AMD-P 91-15-048 
308-48-600 AMD 91-20-071 
308-48-601 NEW-W 91-09-043 
308-48-610 NEW-W 91-09-043 
308-48-800 AMD-P 91-08-032 
308-48-800 AMD 91-11-023 
308-50-010 DECOD-P 91-07-058 
308-50-010 DECOD 91-11-031 
308-50-020 DECOD-P 91-07-058 
308-50-020 DECOD 91-11-031 
308-50-035 DECOD-P 91-07-058 
308-50-035 DECOD 91-11-031 
308-50-040 DECOD-P 91-07-058 
308-50-040 DECOD 91-11-031 
308-50-090 DECOD-P 91-07-058 
308-50-090 DECOD 91-11-031 
308-50-100 DECOD-P 91-07-058 
308-50-100 DECOD 91-11-031 
308-50-110 DECOD-P 91-07-058 
308-50-110 DECOD 91-11-031 
308-50-120 DECOD-P 91-07-058 
308-50-120 DECOD 91-11-031 
308-50-130 DECOD-P 91-07-058 
308-50-130 DECOD 91-11-031 
308-50-140 DECOD-P 91-07-058 


WAC # 


308-50-140 
308-50-150 
308-50-150 
308-50-160 
308-50-160 
308-50-170 
308-50-170 
308—50—180 
308-50-180 
308-50-190 
308-50-190 
308-50-200 
308-50-200 
308-50-210 
308-50-210 
308-50-220 
308-50-220 
308-50-240 
308-50-240 
308-50-250 
308-50-250 
308-50-260 
308-50-260 
308-50-270 
308-50-270 
308-50-280 
308-50-280 
308-50-290 
308-50-290 
308-50-295 
308-50-295 
308-50-295 
308-50-295 
308-50-295 
308-50-310 
308-50-310 
308-50-310 
308-50-310 
308-50-310 
308-50-320 
308-50-320 
308-50-330 
308-50-330 
308-50-350 
308-50-350 
308-50-380 
308-50-380 
308-50-390 
308-50-390 
308-50-400 
308-50-400 
308-50-410 
308-50-410 
308-50-420 
308-50-420 
308-50-430 
308-50-430 
308-50-440 
308-50-440 
308-50-500 
308-50-500 
308-51-230 
308-51-240 
308-51-250 
308-51-260 
308-51-270 
308-51-280 
308-51-290 
308-51-300 
308-51-310 
308-51-320 
308-52-010 
308-52-030 
308-52-040 
308-52-100 
308-52-120 
308-52-132 


DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 


. DECOD-P 


DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
AMD-P 
DECOD-P 
AMD-W 
DECOD 
AMD 
AMD-P 
DECOD-P 
AMD-W 
DECOD 
AMD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
AMD-P 
DECOD 
DECOD-P 
DECOD 


WSR # 


91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-03! 
91-07-058 
91-11-03! 
91-07-058 
91-11-03! 
91-07-058 
91-11-03] 
91-07-058 
91-11-031 
91-07-058 
91-11-0231 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-057 
91-07-058 
91-07-059 
91-11-031 
91-11-032 
91-07-057 
91-07-058 
91-07-059 
91-11-031 
91-11-032 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-08-078 
91-11-030 
91-07-058 
91-11-031 


DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 


DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 


91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 


Table of WAC Sections Affected 


WAC # 


308-52-135 
308-52-135 
308-52-135 
308-52-136 
308-52-138 
308-52-139 
308-52-140 
308-52-141 
308-52-146 
308-52-147 
308-52-148 
308-52-149 
308-52-150 
308-52-160 
308-52-165 
308-52-190 
308-52-201 
308-52-205 
308-52-211 
308-52-215 
308-52-221 
308-52-255 
308-52-260 
308-52-260 
308-52-265 
308-52-270 
308-52-320 
308-52-400 
308-52-405 
308-52-406 
308-52-410 
308-52-415 
308-52-420 
308-52-425 
308-52-500 
308-52-502 
308-52-504 
308-52-510 
308-52-515 
308-52-530 
308-52-540 
308-52-570 
308-52-580 
308-52-590 
308-52-600 
308-52-610 
308-52-620 
308-52-630 
308--552-640 
308-52-650 
308-52-660 
308-52-680 
308-52-690 
308-53 

308-53-010 
308-53-020 
308-53-030 
308-53-070 
308-53-075 
308-53-084 
308-53-085 
308-53-100 
308-53-110 
308-53-120 
308-53-123 
308-53-125 
308-53-135 
308-53-140 
308-53-145 
308-53-146 
308-53-150 
308-53-151 
308-53-155 
308-53-165 
308-53-170 
308-53-175 
308-53-180 


AMD-E 
AMD-P 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
AMD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
REP 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD-C 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 


[ 400 | 


WSR # 


91-04-033 
91-04-055 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-038 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-027 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-03-116 
91-06-025 
91-06-028 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 


WAC # 


308-53-200 
308-53-205 
308-53-210 
308-53-215 
308-53-220 
308-53-230 
308-53-235 
308-53-240 
308-53-245 
308-53-250 
308-53-260 
308-53-265 
308-53-270 
308-53-275 
308-53-280 
308-53-320 
308-53-330 
308-53-340 
308-53-350 
308-53-400 
308-54-010 
308-54-020 
308-54-030 
308-54-040 
308-54-050 
308-54-060 
308-54-070 
308-54-080 
308-54-090 
308-54-095 
308-54-100 
308-54-110 
308-54-120 
308-54-125 
308-54-130 
308-54-150 
308-54-155 
308-54-160 
308-54-162 
308-54-170 
308-54-180 
308-54-200 
308-54-205 
308-54-220 
308-54-225 
308-54-230 
308-54-240 
308-54-250 
308-54-315 
308-54-315 
308-54-320 
308-56А-090 
308-56А-120 
308-56А-120 
308-56А-140 
308-56А-150 
308-56А-460 
308-56А-470 
308-57-005 
308-57-010 
308-57-020 
308-57-030 
308-57-110 
308-57-120 
308-57-130 
308-57-140 
308-57-210 
308-57-220 
308-57-230 
308-57-240 
308-57-310 
308-57-320 
308-57-410 
308-57-420 
308-57-430 
308-57-440 
308-58-010 


DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
DECOD 
AMD-P 
DECOD 
DECOD 
NEW 
КЕР-Р 
КЕР 
AMD-P 
AMD 
AMD 
NEW-P 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
AMD 


WSR j 


91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-025 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-06-060 
91-05-025 
91-06-058 
91-06-060 
91-03-088 
91-11-084 
91-15-006 
91-23-063 
91-04-024 
91-04-025 
91-23-063 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-026 
91-04-025 


WAC # 


WSR # 


308-58-020 
308-61-175 
308-61-175 
308-61-185 
308-61-185 
308-66 
308-66 
308-66-120 
308-66-120 
308-66-135 
308-66-135 
308-66-140 
308-66-140 
308-66-152 
308-66-155 
308-66-155 
308-66-156 
308-66-160 
308-66-160 
308-66-165 
308-66-165 
308-66-170 
308-66-170 
308-66-190 
308-66-190 
308-66-212 
308-66-212 
308-66-213 
308-66-213 
308-66-214 
308-66-214 
308-66-215 
308-66-215 
308-66-240 
308-66-240 
308-72-710 
308-77-034 
308-77-040 
308-77-080 
308-77-100 
308-77-215 
308-77-250 
308-78-090 
308-90-150 
308-91-030 
308-91-030 
308-91-030 
308-91-090 
308-91-090 
308-91-090 
308-91-095 
308-91-095 
308-91-095 
308-91-150 
308-91-150 
308-91-150 
308-93-050 
308-93-070 
308-93-290 
308-93-295 
308-93-670 
308-94-035 
308-94-035 
308-96А-005 
308-96А-005 
308-96А-005 
308-96А-040 
308-96А-046 
308-96А-046 
308-96А-056 
308-96А-057 
308-96А-057 
308-96А-065 
308-96А-065 
308-96А-070 
308-96А-071 
308-96А-071 


AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD 
AMD-P 
AMD 
NEW 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
NEW-P 
AMD-P 
AMD-P 
REP 
AMD 
NEW-P 
AMD 
NEW-P 
AMD-P 
AMD-E 
AMD-P 
AMD 
AMD-E 
AMD-P 
AMD 
NEW-E 
NEW-P 
NEW 
AMD-E 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
AMD 
AMD 
NEW-P 
NEW 


91-04-025 
91-13-035 
91-20-121 
91-13-035 
91-20-121 
91-14-097 
91-20-057 
91-14-097 
91-20-057 
91-14-097 
91—20—057 
91-14-097 
91-20-057 
91-03-019 
91-14-097 
91-20-057 
91-03-092 
91-14-097 
91—20—057 
91-14-097 
91-20-057 
91-14-097 
91-20-057 
91-14-097 
91-20-057 
91-14-097 
91-20-057 
91-14-097 
91-20-057 
91-14-097 
91-20-057 
91-14-097 
91-20-057 
91-14-097 
91-20-057 
91-21-135 
91-21-133 
91-21-133 
91-03-018 
91-03-018 
91-21-133 
91-03-017 
91-21-134 
91-21-090 
91-02-109 
91-02-110 
91-06-093 
91-02-109 
91-02-110 
91-06-093 
91-02-109 
91-02-110 
91-06-093 
91-02-109 
91-02-110 
91-06-093 
91-23-061 
91-23-061 
91-23-061 
91-21-090 
91-03-089 
91-03-142 
91-09-00! 
91-11-084 
91-15-006 
91-22-088 
91-22-088 
91-04-025 
91-22-088 
91-04-025 
91-11-084 
91-15-006 
91-11-084 
91-15-006 
91-04-025 
91-11-084 
91-15-006 


Table of WAC Sections Affected 


WAC # 


308-96А-073 
308-96А-074 
308-96А-075 
308-96А-100 
308-96А-136 
308-96А-161 
308-96А-161 
308-96А-162 
308-96А-162 
308-96А-201 
308-96А-205 
308-96A—206 
308-96А-207 
308-96А-208 
308-96А-210 
308-96А-220 
308-96А-260 
308-96А-275 
308-96А-300 
308-96А-306 
308-96А-310 
308-96А-315 
308-96А-320 
308-96А-325 
308-96А-330 
308-96А-335 
308-96А-340 
308-96А-345 
308-96А-350 
308-96А-380 
308-96А-505 
308-96А-510 
308-96А-520 
308-96А-530 
308-96А-540 
308-96А-550 
308-96A-560 
308-120-100 
308-120-100 
308-120-161 
308-120-162 
308-120-163 
308-120-164 
308-120-165 
308-120-166 
308-120-168 
308-120-168 
308-120-170 
308-120-180 
308-120-185 
308-120-186 
308-120-270 
308-120-275 
308-120-300 
308-120-305 
308-120-315 
308-120-325 
308-120-335 
308-120-338 
308-120-345 
308-120-360 
308-120-365 
308-120-400 
308-120-410 
308-120-420 
308-120-430 
308-120-440 
308-120-450 
308-120-505 
308-120-506 


308-120-525 . 


308-120-530 
308-120-535 
308-120-540 
308-120-545 
308-120-550 
308-120-555 


WSR # 


91-04-025 
91-04-025 
91-04-025 
91-23-062 
91-22-088 
91-11-084 
91-15-006 
91-11-084 
91-15-006 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-23-062 
91-23-062 
91-23-062 
91-23-062 
91-23-062 
91-23-062 
91-23-062 
91-23-062 
91-04-024 
91-04-024 
91-04-024 
91-03-091 
91-03-091 
91-03-091 
91-03-0911 
91-03-091 
91-03-091 
91-03-091 
91-07-049 
91-07-067 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-032 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-048 
91-07-049 
91-07-049 
91-07-049 
91.-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 
91-07-049 


WAC # 


WSR # 


308-120-560 
308-120-565 
308-120-565 
308-120-570 
308-120-575 
308-120-610 
308-120-620 
308-120-700 
308-120-710 
308-120-720 
308-120-730 
308-120-740 
308-120-750 
308-120-760 
308-120-770 
308-120-780 
308-120-800 
308-120-810 
308-121-110 
308-121-120 
308-121-130 
308-121-140 
308-121-145 
308-121-150 
308-121-155 
308-121-160 
308-121-165 
308-121-170 
308-121-175 
308-121-180 
308-122-001 
308-122-005 
308-122-006 
308-122-060 
308-122-200 
308-122-200 
308-122-211 
308-122-215 
308-122-220 
308-122-225 
308-122-230 
308-122-235 
308-122-275 
308-122-280 
308-122-350 
308-122-360 
308-122-360 
308-122-370 
308-122-380 
308-122-380 
308-122-390 
308-122-390 
308-122-400 
308-122-400 
308-122-410 
308-122-410 
308-122-420 
308-122-420 
308-122-430 
308-122-440 
308-122-450 
308-122-500 
308-122-500 
308-122-505 
308-122-510 
308-122-515 
308-122-515 
308-122-520 
308-122-520 
308-122-525 
308-122-530 
308-122-535 
308-122-540 
308-122-545 
308-122-600 
308-122-610 
308-122-620 


DECOD 91-07-049 
DECOD 91-07-049 
AMD 91-07-067 
DECOD 91-07-049 
DECOD 91-07-049 
AMD 91-07-032 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-07-049 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
AMD 91-04-021 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 9104-020 
DECOD 91-05-028 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 


AMD 91-04-021 
DECOD 91-04-020 
КЕР 91-04-021 
DECOD-W 91-12-035 
КЕР 91-04-021 
DECOD-W 91-12-035 
КЕР 91-04-021 
DECOD-W 91-12-035 
КЕР 91-04-021 
DECOD-W 91-12-035 
КЕР 91-04-021 


DECOD-W 91-12-035 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
КЕР 91-04-021 
DECOD-W 91-12-035 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 


AMD 91-04-02! 
DECOD 91-04-020 
AMD 91-04-021 


DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 
DECOD 91-04-020 


WAC # 


308-122-630 
308-122-640 
308-122-650 
308-122-660 
308-122-660 
308-122-670 
308-122-670 
308-122-680 
308-122-690 
308-122-695 
308-122-700 
308-122-710 
308-122-720 
308-124А-025 
308-124А-025 
308-124А- 10 
308-124А-110 
308-124А-120 
308-124А-120 
308-124А-422 
308-124А-422 
308-124А-425 
308-124А-425 
308-124А-430 
308-124А-430 
308-124А-570 
308-124А-570 
308-124А-600 
308-124А-600 
308-124Е-012 
308-124Е-012 
308-124Е-012 
308-124Е-012 
308-124Е-013 
308-124Е-013 
308-124Е-014 
308-124Е-014 
308-124Н-010 
308-124Н-010 
308-124Н-010 
308-124Н-010 
308-124Н-025 
308-124Н-025 
308-124Н-025 
308-124Н-025 
308-124Н-270 
308-124Н-270 
308—124H-520 
308-124Н-520 
308-124Н-540 
308-124Н--540 
308-124Н-800 
308—124H-800 
308-125-010 
308-125-020 
308-125-030 
308-125-035 
308-125-035 
308-125-040 
308-125-040 
308-125-040 
308-125-045 
308-125-045 
308-125-050 
308-125-060 
308-125-070 
308-125-080 
308-125-090 
308-125-100 
308-125-110 
308-125-120 
308-125-130 
308-125-140 
308-125-150 
308-125-160 
308-125-170 
308-125-180 


WSR 4 


91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-021 
91-04-020 
91-04-021 
91-04-020 
91-04-020 
91—04-020 
91-04-020 
91-04-020 
91-04-020 
91-20-136 
91-23-006 
91-20-136 
91-23-006 
91-20-136 
91-23-006 
91-20-136 
91-23-006 
91-20-136 
91-23-006 
91-03-047 
91-07-029 
91-20-136 
91-23-006 
91-20-136 
91-23-006 
91-09-013 
91-12-012 
91-20-136 
91-23-006 
91-20-136 
91-23-006 
91-20-136 
91-23-006 
91-03-047 
91-07-029 
91-20-136 
91-23-006 
91-03-047 
91-07-029 
91-20-136 
91-23-006 
91-20-136 
91-23-006 
91-09-065 
91-12-013 
91-03-047 
91-07-029 
91-09-013 
91-12-012 
91-04-074 
91-04-074 
91-04-074 
91-20-137 
91-23-007 
91-04-074 
91-20-137 
91-23-007 
91-20-137 
91-23-007 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 
91-04-074 


Table of WAC Sections Affected 


WAC g WSR # 
308-125-190 NEW 9104-074 
308-125-200 NEW 91-04-074 
308-125-210 NEW 91-04-074 
308-128B-080 АМП-Р  91-08-049 
308-128B-080 AMD 91-11-066 
308-138-055 REP-P  91-03-117 
308-171-001 DECOD 91-05-027 
308-171-001 AMD-P 91-05-088 
308-171-002 DECOD 91-05-027 
308-171-003 DECOD 91-05-027 
308-171-010 DECOD 91-05-027 
308-171-010 AMD-P 91-05-088 
308-171-020 DECOD 91-05-027 
308-171-020 AMD-P 91-05-088 
308-171-040 DECOD 91-05-027 
308-171-041 DECOD 91-05-027 
308-171-041 AMD-P 91-05-088 
308-171-045 DECOD 91-05-027 
308-171-100 DECOD 91-05-027 
308-171-101 DECOD 91-05-027 
308-171-102 DECOD 91-05-027 
308-171-103 DECOD 91-05-027 
308-171-103 AMD-P 91-05-088 
308-171-104 DECOD 91-05-027 
308-171-200 DECOD 91-05-027 
308-171-201 DECOD 91-05-027 
308-171-202 DECOD 91-05-0027 
308-171-300 DECOD 91-05027 
308-171-301 DECOD 91-05-027 
308-171-302 DECOD 91-05-027 
308-171-310 DECOD 91-05-030 
308-171-320 DECOD  91-05-027 
308-171-330 DECOD 91-05-027 
308-173-210 РЕСОР 91-07-049 
308-173-220 DECOD  91-07-049 
308-173-230 DECOD  91-07-049 
308-173-240 DECOD 91-07-049 
308-173-245 DECOD 91-07-049 
308-173-250 DECOD 91-07-049 
308-173-255 DECOD 91-07-049 
308-173-260 DECOD 91-07-049 
308-173-265 РЕСОР 91-07-049 
308-173-270 DECOD 91-07-049 
308-173-275 DECOD 91-07-049 
308-173-280 DECOD 91-07-049 
314-12-035 AMD-P 91-16-08! 
314-12-035 AMD-W  91-19-096 
314-12-035 AMD-P 91-19-097 
314-12-035 AMD 91-22-114 
314-12-140 AMD-P 91-22-099 
314-12-141 NEW-P 91-16-082 
314-12-141 NEW 91-19-071 
314-16-125 AMD-P 91-05-085 
314-16-125 AMD-C 91-09-005 
314-16-125 AMD-W 91-10-045 
314-16-125 AMD-P 91-16-083 
314-16-125 AMD 91-19098 
314-16-250 AMD-P 91-16081 
314-16-250 AMD 91-19-070 
314-18-060 AMD-P 91-22-0175 
314-20-020 AMD-P 91-05-086 
314-20-020 AMD 91-08-022 
314-20-020 AMD-P 91-24-087 
314-24-040 AMD-P 91-24-086 
314-24-230 NEW-P 91-19-014 
314-24-230 NEW 91-21-132 
314-24-240 NEW-P 91-19-014 
314-24-240 NEW 91-21-132 
314-24-250 NEW-P  91-19-014 
314-24-250 NEW 91-21-132 
314-26-010 AMD-P 91-16-0681 
314-26-010 AMD 91-19-070 
314-38-040 NEW-P 91-22-074 
314-52-015 AMD-C 91-03-007 
314-52-015 AMD-W 91-04-085 
314-64-030 REP-P 91-16-08! 
314-64-030 REP 91-19-070 


WAC # 
314-64-050 
314-64-050 
315-04-190 
315-04-190 
315-04-205 
315-04-205 
315-06-095 
315-06-095 
315-06-120 
315-06-125 
315-06-125 
315-10-080 
315-10-080 
315-11-200 
315-11-201 
315-11-202 
315-11-210 
315-11-211 
315-11-212 
315-11-220 
315-11-221 
315-11-222 
315-11-230 
315-11-231 
315-11-232 
315-11-240 
315-11-241 
315-11-242 
315-11-250 
315-11-251 
315-11-252 
315-11-260 
315-11-261 
315-11-262 
315-11-270 
315-11-271 
315-11-272 
315-11-280 
315-11-281 
315-11-282 
315-11-290 
315-11-291 
315-11-292 
315-11-300 
315-11-301 
315-11-302 
315-11-310 
315-11-311 
315-11-312 
315-11-320 
315-11-321 
315-11-322 
315-11-330 
315-11-331 
315-11-332 
315-11-340 
315-11-341 
315-11-342 
315-11-350 
315-11-351 
315-11-352 
315-11-360 
315-11-361 
315-11-362 
315-11-370 
315-11-371 
315-11-372 
315-11-380 
315-11-381 
315-11-382 
315-11-390 
315-11-391 
315-1 1-392 
315-1 1-590 
315-1 1-591 
315-11-610 
315-11-611 


WSR # 


91-16-08! 
91-19-070 
91-16-084 
91-20-062 
91-07-070 
91-11-033 
91-16-084 
91-20-062 
91-03-036 
91-16-084 
91-20-062 
91-16-084 
91-20-062 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-034 
91-03-036 
91-03-036 
91-03-036 
91-03-036 


WAC # 


315-11-611 
315-11-611 
315-11-612 
315-11-620 
315-11-620 
315-11-621 
315-11-621 
315-11-622 
315-11-622 
315-11-630 
315-11-630 
315-11-630 
315-11-630 
315-11-631 
315-11-631 
315-11-632 
315-11-632 
315-11-632 
315-11-632 
315-11-640 
315-11-640 
315-11-641 
315-11-641 
315-11-642 
315-11-642 
315-11-650 
315-11-650 
315-11-651 
315-11-651 
315-11-652 
315-11-652 
315-11--660 
315-11-660 
315-11-660 
315-11-660 
315-11-661 
315-11-661 
315-11-661 
315-11-661 
315-11-662 
315-11-662 
315-11-662 
315-11-662 
315-11-670 
315-11-670 
315-11-671 
315-11-671 
315-11-672 
315-141-672 
315-141-680 
315-11-680 
315-11-680 
315-11-680 
315-11-681 
315-11-681 
315-11-682 
315-11-682 
315-11-690 
315-11-690 
315-11-691 
315-11-691 
315-11-691 
315-11-692 
315-11-692 
315-11-700 
315-11-700 
315-11-700 
315-11-700 
315-11-701 
315-11-701 
315-11-701 
315-11-701 
315-11-702 
315-11-702 
315-11-702 
315-11-702 
315-11-703 


Table of WAC Sections Affected 


WSR # WAC # 
AMD-P 91-03-112 315-11-703 
AMD 91-06-074 315-1 1-704 
NEW 91-03-036 315-141-704 
NEW-P  91-03-112 315-11-705 
NEW 91-06-074 315-11-705 
NEW-P 91-03-112 315-11-710 
NEW 91-06-074 315-11-710 
NEW-P 91-03-112 315-11-710 
NEW 91-06-074 315-11-711 
МЕМ-Р 91-03-112 315-11-711 
NEW 91-06-074 315-11-711 
AMD-P 91-12-069 315-11-712 
AMD 91-15-037 315-11-712 
NEW-P 91-03-112 315-11-712 
NEW 91-06-074 315—11-720 
NEW-P 91-03-112 315-11-720 
NEW 91-06-074 315-11-721 
AMD-P 91-12-069 315-11-721 
AMD 91-15-037 315-11-722 
NEW-P 91-07-070 315-11-722 
NEW 91-11-033 315-11-730 
NEW-P 91-07-070 315-11-731 
NEW 91-11-033 315-11-732 
NEW-P 91-07-070 315-11-740 
NEW 91-11-033 315-11-74] 
NEW-P 91-07-070 315-11-742 
NEW 91-11-033 315-12-140 
NEW-P  91-07-070 315-12-145 
NEW 91-11-033 315-33-060 
NEW-P 91-07-070 315-33-060 
NEW 91-11-033 315-33A-010 
NEW-P 91-07-070 315-33A-010 
NEW 91-11-033 315-33A-020 

-AMD-P 91-16-084 315-33A-020 
AMD 91-20-062 315-33A-030 
NEW-P 91-07-070 315-33A-030 
NEW 91-11-033 315-33A-040 
AMD-P 91-16-084 315-33A-040 
AMD 91-20-062 315-33A-050 
NEW-P 91-07-070 315-33A-050 
NEW 91-11-033 315-33А-060 
AMD-P 91-16-084 315-33A-060 
AMD 91-20-062 315-33A-070 
NEW-P 91-12-069 315-33A-070 
NEW 91-15-037 315-40-010 
NEW-P  91-12-069 315-40-020 
NEW 91-15-037 315-40-030 
NEW-P 91-12-069 315-40-040 
NEW 91-15-037 315-40-050 
NEW-P 91-12-069 315-40-060 
NEW 91-15-037 315-40-070 
AMD-P 91-19-108 315-40-080 
AMD 91-22-113 315-41-50100 
NEW-P 91-12-069 315-41-50110 
NEW 91-15-037 315-41-50120 
NEW-P  91-12-069 315-41—50200 
NEW 91-15-037 315-41-50210 
NEW-P 91-16-084 315-41-50220 
NEW 91-20-062 315-41-50300 
NEW-P 91-16-084 315-41-50310 
NEW 91-20-062 315-41 -50320 
AMD-P 91-24-100 317-10-010 
NEW-P 91-16-084 317-10-010 
NEW 91-20-062 317-10-020 
NEW-P 91-16-084 317-10-020 
NEW 91-20-062 317-10-030 
REP-P  91-20-155 317-10-030 
КЕР 91-23-027 317-10-035 
NEW-P 91-16-084 317-10-035 
NEW 91-20-062 317-10-040 
REP-P  91-20-155 317-10-040 
REP 91-23-027 317-10-045 
NEW-P 91-16-084 317-10-045 
NEW 91-20-062 317-10-050 
REP-P 91-20-155 317-10-050 
КЕР 91-23-027 317-10-060 
NEW-P 91-20-156 317-10-060 


WSR # WAC # 
NEW 91-23-028 317-10-065 
NEW-P  91-20-156 317-10-065 
NEW 91-23-028 317-10-070 
NEW-P 91-20-156 317-10-070 
NEW 91-23-028 317-10-075 
NEW-P 91-19-108 317-10-075 
NEW-W 91-22-036 317-10-080 
NEW-P 91-24-100 317-10-080 
NEW-P 91-19-108 317-10-085 
NEW-W  91-22-036 317-10-085 
NEW-P 91-24-100 317-10-090 
NEW-P 91-19-108 317-10-092 
NEW-W 91-22-036 317-10-094 
NEW-P 91-24-100 317-10-096 
NEW-P 91-19-108 317-10-098 
NEW 91-22-113 317-10-098 
NEW-P 91-19-108 318-04-020 
NEW 91-22-113 318-04-020 
NEW-P 91-19-108 318-04-030 
NEW 91-22-113 318-04-030 
NEW-P 91-24-100 318-05-010 
NEW-P 91-24-100 318-05-010 
NEW-P 91-24-100 318-05-020 
NEW-P 91-24-100 318-05-020 
NEW-P 91-24-100 318-05-030 
NEW-P 91-24-100 318-05-030 
КЕР 91-03-035 318-05-040 
NEW 91-03-036 318-05-040 
AMD-P 91-16-084 318-05-050 
AMD 91-20-062 326-30-03904 
NEW-P 91-16-084 326-30-03904 
NEW 91-20-062 326-30-03904 
NEW-P 91-16-084 332-08-005 
NEW 91-20-062 332-08-005 
NEW-P 91-16-084 332-08-010 
NEW 91-20-062 332-08-010 
NEW-P 91-16-084 332-08-015 
NEW 91-20-062 332-08-015 
NEW-P 91-16-084 332-08-020 
NEW 91-20-062 332-08-020 
NEW-P 91-16-084 332-08-025 
NEW 91-20-062 332-08-025 
NEW-P 91-16-084 332-08-040 
NEW 91-20-062 332-08-040 
NEW-P 91-24-100 332-08-050 
NEW-P 91-24-100 332-08-050 
NEW-P 91-24-100 332-08-060 
NEW-P 91-24-100 332-08-060 
NEW-P 91-24-100 332-08-070 
NEW-P 91-24-100 332-08-070 
NEW-P 91-24-100 332-08-080 
NEW-P 91-24-100 332-08-080 
NEW-P 91-24-100 332-08-090 
NEW-P 91-24-100 332-08-090 
NEW-P 91-24-100 332-08-100 
NEW-P 91-24-100 332-08-100 
NEW-P 91-24-100 332-08-105 
NEW-P 91-24-100 332-08-105 
NEW-P 91-24-100 332-08-110 
NEW-P 91-24-100 332-08-110 
NEW-P 91-24-100 332-08-115 
NEW-P 91-14-11 332-08-115 
NEW 91-22-086 332-08-120 
NEW-P 91-14-111 332-08-120 
NEW 91-22-086 332-08-125 
NEW-P  91-14- НІ 332-08-125 
NEW 91-22-086 332-08-125 
NEW-P 91-14-11 332-08-130 
NEW 91-22-086 332-08-130 
NEW-P  91-14-111 332-08-140 
NEW 91-22-086 332-08-140 
NEW-P 91-14-11 332-08-150 
NEW 91-22-086 332-08-150 
NEW-P 91-14-111 332-08-160 
NEW 91-22-086 332-08-160 
NEW-P 91-14-111 332-08-170 
NEW 91-22-086 332-08-170 


WSR g 


91-14-11! 
91-22-086 
91-14-111 
91-22-086 
91-14-111 
91-22-086 
91-14-111 
91-22-086 
91-14-111 
91-22-086 
91-22-086 
91-22-086 
91-22-086 
91-22-086 
91-14-111 
91-22-086 
91--16-086 
91-19-073 
91-16-086 
91-19-073 
91-16-086 
91-21-020 
91-16-086 
91-21-020 
91-16-086 
91-21-020 
91-16-086 
91-21-020 
91-16-086 
91-12-051 
91-14-105 
91-18-041 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-21-138А 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 


Table of WAC Sections Affected 


WACH WSR 4 WAC g 
332-08-180 REP-P 91-08-066 332-08-515 
332-08-180 REP 91-13-059 332-08-520 
332-08-190 REP-P 91-08-066 332—08—520 
332-08-190 REP 91-13-059 332-08-525 
332-08-200 REP-P 91-08-066 332-08-525 
332-08-200 REP 91-13-059 332-08—530 
332-08-210 REP-P  91-08-066 332-08-530 
332-08-210 REP 91-13-059 332-08-535 
332-08-220 REP-P 91-08-066 332-08-535 
332-08-220 REP 91-13-059 332-08-540 
332-08-230 REP-P 91-08-066 332-08-540 
332-08-230 КЕР 91-13-059 332-08-545 
332-08-240 REP-P 91-08-066 332-08-545 
332-08-240 REP 91-13-059 332-08-550 
332-08-250 REP-P 91-08-066 332-08-550 
332-08-250 REP 91-13-059 332-08-560 
332-08-260 REP-P 91-08-066 332-08-560 
332-08-260 REP 91-13-059 332-08-570 
332-08-270 REP-P 91-08-066 332-08-570 
332-08-270 REP 91-13-059 332-08-580 
332-08-280 REP-P 91-08-066 332-08-580 
332-08-280 REP 91-13-059 332-08-590 
232-08-290 REP-P 91-08-066 332-08-590 
332-08-290 REP 91-13-059 332-10-020 
332-08-300 REP-P 91-08-066 332-10-020 
332-08-300 КЕР 91-13-059 332-10-030 
332-08-305 NEW-P 91-08-066 332-10-030 
332-08—305 NEW 91-13-059 332-10-035 
332-08-310 REP-P 91-08-066 332-10-035 
332-08—310 REP 91-13-059 332-10-040 
332-08-315 NEW-P 91-08-066 332-10-040 
332-08-315 NEW 91-13-059 332-10-045 
332-08-315 AMD-P 91-21-138А 332-10-045 
332-08-320 REP-P 91-08-066 332-10-050 ` 
332-08-320 REP 91-13-059 332-10-050 
332-08-330 REP-P 91-08-066 332-10-060 
332-08-330 REP 91-13-059 332-10-060 
332-08-340 REP-P 91-08-066 332-10-070 
332-08—340 REP 91-13-059 332-10-070 
332-08-350 REP-P 91-08-066 332-10-080 
332-08-350 REP 91-13-059 332-10-080 
332-08-360 REP-P 91-08-066 332-10-100 
332-08—360 REP 91-13-059 332-10-100 
332-08-370 REP-P 91-08-066 332-10-120 
322-08-370 КЕР 91-13-059 332-10-120 
332-08-380 REP-P 91-08-066 332-10-130 
332-08-380 REP 91-13-059 332-10-130 
332-08-390 REP-P 91-08-066 332-10-135 
332-08-390 REP 91-13-059 332-10-135 
332-08-400 REP-P 91-08-066 332-10-140 
332-08-400 КЕР 91-13-059 332-10-140 
332-08-405 NEW-P 91-08-066 332-10-145 
332-08-405 NEW 91-13-059 332-10-145 
332-08-410 REP-P 91-08-066 332-18-010 
332-08-410 КЕР 91-13-059 332-18-130 
332-08-420 REP-P 91-08-066 332-22-020 
332-08-420 КЕР 91-13-059 332-22-020 
332-08-430 REP-P 91-08-066 332-22-050 
332-08-430 REP 91-13-059 332-22-070 
332-08-440 REP-P 91-08-066 332-22-100 
332-08-440 КЕР 91-13-059 332-22-105 
332-08-450 REP-P 91-08-066 332-22-160 
332-08-450 КЕР 91-13-059 332-22-160 
332-08—460 REP-P 91-08-066 332-22-170 
332-08-460 КЕР 91-13-059 332-22-170 
332-08-470 REP-P 91-08-066 332-22-180 
332-08-470 REP 91-13-059 332-22-180 
332-08-480 REP-P 91-08-066 332-22-190 
332-08-480 REP 91-13-059 332-22-190 
332-08-500 REP-P 91-08-066 332-22-200 
332-08—500 REP 91-13-059 332-22-200 
332-08-505 NEW-P 9108066 332-22-210 
332-08-505 МЕМ 91-13-059 332-22-210 
332-08-510 REP-P 91-08-066 332-22-220 
332-08-510 КЕР 91-13-059 332-22-220 
332-08-515 NEW-P 91-08-066 332-22-230 
332-08-515 NEW 91-13-059 332-22-230 


WSR # 
AMD-P 91-21-138А 
REP-P 91-08-066 
REP 91-13-059 
NEW-P 91-08-066 
NEW 91-13-059 
REP-P 91-08-066 
REP 91-13-059 
NEW-P 91-08-066 
NEW 91-13-059 
REP-P 91-08-066 
REP 91-13-059 
NEW-P  91-08-066 
NEW 91-13-059 
REP-P 91-08-066 
КЕР 91-13-059 
REP-P 91-08-066 
КЕР 91-13-059 
REP-P 91-08066 
КЕР 91-13-059 
REP-P 91-08-066 
КЕР 91-13-059 
REP-P 91-08-066 
REP 91-13-059 
AMD-P 91-09-060 
AMD 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
REP-P 91-09-060 
REP 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
REP-P 91-09-060 
REP 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
REP-P 91-09-060 
REP 91-14-014 
AMD-P 91-09-060 
AMD 91-14-014 
NEW-P 91-09-060 
NEW 91-14-014 
AMD-P  91-21-140 
NEW-P 91-21-140 
AMD-P 91-23-053 
AMD-E  91-23-054 
AMD-P 91-23-055 
REP-P  91-23-055 
AMD-P 91-23-055 
AMD-P 91-23-055 
NEW-P 91-23-053 
NEW-E  91-23-054 
NEW-P 91-23-053 
NEW-E  91-23-054 
NEW-P 91-23-053 
NEW-E  91-23-054 
NEW-P 91-23-053 
NEW-E 91-23-054 
NEW-P 91-23-053 
NEW-E 91-23-054 
NEW-P 91-23-053 
NEW-E  91-23-054 
NEW-P 91-23-053 
NEW-E  91-23-054 
NEW-P  91-23-053 
NEW-E 91-23-054 


WAC # 


332-22-240 
332-22-240 
332-24-005 
332-24-005 
332-24-201 
332-24-201 
332-24-21 
332-24-21 1 
332-24-225 
332-24-225 
332-24-225 
332-24-231 
332-24-231 
332-24-234 
332-24-234 
332-24-238 
332-24-238 
332-24-301 
332-24-301 
332-24-405 
332-24-405 
332-24-409 
332-24-409 
332-24-600 
332-24-600 
332-26-010 
332-26-015 
332-26-015 
332-26-020 
332-26-030 
332-26-031 
332-26-031 
332-26-040 
332-26-050 
332-26-060 
332-26-080 
332-26-081 
332-26-082 
332-26-082 
332-26-083 
332-26-084 
332-26-084 
332-26-085 
332-26-085 
332-26-086 
332-26-086 
332-26-087 
332-30-106 
332-30-106 
332-30-106 
332-30-106 
332-30-122 
332-30-122 
332-30-122 
332-30-122 
332-48-010 
332-48-010 
332-48-020 
332-48-020 
332-52-065 
332-52-065 
332-100-030 
332-100-030 
332-100-030 
332-100-030 
332-100-050 
332-100-050 
332-100-050 
332-100-050 
332-130-010 
332-130-020 
332-130-020 
332-130-020 
332-130-025 
332-130-060 
332-130-060 
352-12-010 


NEW-P 
NEW-E 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-E 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
AMD 
NEW-E 
NEW-E 
REP-E 
NEW-E 
NEW-E 
NEW-E 
REP-E 
NEW-E 
NEW-E 
NEW-E 
NEW-E 
NEW-E 
NEW-E 
REP-E 
NEW-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
REP-E 
NEW-E 
AMD-P 
AMD-W 
AMD-P 
AMD 
AMD-P 
AMD-W 
AMD-P 
AMD 
REP-P 
REP 
REP-P 
REP 
AMD-P 
AMD-C 
AMD-P 
AMD-W 
AMD-P 
AMD 
AMD-P 
AMD-W 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD 
AMD-P 
NEW-P 
AMD-P 
AMD 
AMD-P 


WSR j 


91-23-053 
91-23-054 
91-15-107 
91-20-060 
91-15-107 
91-20-060 
91-15-107 
91-20-060 
91-14-083 
91-15-107 
91-20-060 
91-15-107 
91-20-060 
91-15-107 
91-20-060 
91-15-107 
91-20-060 
91-15-107 
91-20-060 
91-15-107 
91-20-060 
91-15-107 
91—20—060 
91-15-107 
91-20-060 
91-15-001 
91-20-059 
91-21-008 
91-15-001 
91-21-066 
91-21-105 
91-22-001 
91-15-001 
91-15-001 
91--15-001 
91-09-029 
91-10-067 
91—14—083 
91-21-008 
91-14-083 
91-21-008 
91-21-127 
91-21-056 
91-22-007 
91-21-127 
91-22-016 
91-22-001 
91-18-059 
91-18-072 
91-19-099 
91-22-079 
91-18-059 
91-18-072 
91-19-099 
91-22-079 
91-15-107 
91-20-060 
91-15-107 
91-20-060 
91-13-090 
91-17-031 
91-18-059 
91-18-072 
91-19-0099 
91-22-079 
91-18-059 
91-18-072 
91-19-099 
91-22-079 
91-23-065 
91-15-060 
91-19-013 
91-23-065 
91-23-065 
91-15-060 
91-19-013 
91-03-142 


WAC # 


352-12-010 
352-12-020 
352-12-020 
352-12-030 
352-12-030 
352-32-010 
352-32-010 
352-32-035 
352-32-035 
352-32-045 
352-32-045 
352-32-200 
352-32-200 
352-32-210 
352-32-210 
352-32-250 
352-32-250 
352-32-25001 
352-32-25001 
352-32-25002 
352-32-25002 
352-32-252 
352-32-252 
352-32-270 
352-32-270 
352-44-010 
352-44-010 
352-44-060 
352-44-060 
352-44-070 
352-44-070 
352-44-080 
352-44-080 
352-44-090 
352-44-090 
352-75 
352-75 
352-75-010 
352-75-010 
352-75-020 
352-75-020 
352-75-030 
352-75-030 
352-75-040 
352-75-040 
352-75-050 
352-75-050 
352-75-060 
352-75-060 
352-75-070 
352-75-070 
352-75-080 
352-75-080 
352-75-090 
352-75-090 
356-05-173 
356-05-173 
356-05-214 
356-05-260 
356-05-260 
356-05—260 
356-05—260 
356-05-327 
356-05-327 
356-05-493 
356-05-493 
356-06-040 
356-06-040 
356-06-055 
356-06-055 
356-06-055 
356-06-110 
356-06-110 
356-06-110 
356-06-110 
356-06-10 
356-09-020 


Table of WAC Sections Affected 


WSR # WAC # 
AMD-W  91-16-078 356-09-020 
AMD-P 91-03-142 356-09-050 
AMD 91-09-001 356-09-050 
AMD-P 91-03-142 356-10-050 
AMD 91-09-001 356-15-020 
AMD-P 91-03-142 356-15-020 
AMD 91-09-001 356-15-020 
AMD-P 91-03-142 356-15-061 
AMD 91-09-001 356-15-061 
AMD-P 91-03-142 356-15-061 
AMD 91-09-00! 356-15-063 
AMD-P 91-03-140 356-15-063 
AMD 91-07-014 356-15-063 
AMD-P 91-03-140 356-15-080 
AMD 91-07-014 356-15-080 
AMD-P 91-03-142 356-15-080 
AMD 91-09-001 356-15-080 
AMD-P 91-19-095 356-15-130 
AMD 91-22-063 356-15-130 
AMD-P 91-19-095 356-15-130 
AMD-W 91-20-161 356-15-130 
AMD-P 91-03-142 356-18-060 
AMD 91-09-001 356-18-110 
AMD-P 91-03-142 356-18-110 
AMD 91-09-001 356-18-112 
AMD-P 91-16-096 356-18-112 
AMD 91-19-068 356-18-116 
AMD-P 91-16-096 356-18-116 
AMD 91-19-068 356-18-116 
AMD-P 91-16-096 356-18-16 
AMD 91-19-068 356-18-230 
AMD-P 91-16-096 356-18-230 
AMD 91-19-068 356-18-230 
AMD-P 91-16-096 356-18-230 
AMD 91-19-068 356-22-090 
AMD-P 91-11-058 356-22-090 
AMD 91-15-103 356-22-120 
AMD-P 91-11-058 356-22-120 
AMD 91-15-103 356-22-130 
AMD-P 91-11-058 356-22-230 
AMD 91-15-103 356-22-230 
AMD-P 91-11-058 356-26-040 
AMD 91-15-103 356-26-040 
AMD-P 91-11-058 356-26-120 
AMD 91-15-103 356-30-067 
AMD-P 91-11-058 356-30-067 
AMD 91-15-103 356-30-120 
AMD-P 91-11-058 356-30-120 
AMD 91-15-103 356-30-120 
AMD-P 91-11-058 356-30-260 
AMD 91-15-103 356-30-260 
AMD-P 91-11-058 356-30-260 
AMD 91-15-103 356-30-260 
AMD-P 91-11-058 356-30-290 
AMD 91-15-103 356-30-290 
NEW-P 91-16-045 356-30-300 
NEW 91-20-030 356-30-300 
NEW-P 91-24-059 356-30-305 
AMD-P 91-16-046 356-30-305 
AMD-C 91-20-021 356-30-305 
AMD-C 91-21-079 356-30-305 
AMD 91-23-107 356-30-320 
AMD-P 91-16-044 356-30-320 
AMD 91-20-031 356-30-320 
NEW-P 91-16-043 356-30-330 
NEW 91-20-032 356-30-330 
AMD-C 91-03-068 356-30-330 
AMD-W 91-05-081 356-47-040 
AMD-P 91-15-077 360-08 
AMD-C 91-20-023 360-08-005 
AMD 91-21-081 360-08-005 
NEW-P 91-10-062 360-08-010 
NEW-C 91-13-040 360-08-010 
NEW-C 91-15-074 360-08-040 
NEW-C  91-20-025 360-08-040 
NEW-W 91-23-041 360-08-050 
AMD-P 91-16-051 360-08-050 


WSR # WAC # WSR # 
AMD 91-20-033 360-08-060 DECOD-P 91-14-033 
AMD-P 91-16-047 360-08-060 DECOD 91-18-057 
AMD 91-20-034 360-08-230 DECOD-P 91-14-033 
AMD 91-03-070 360-08-230 DECOD 91-18-057 
AMD-P 91-04-046 360-08-240 DECOD-P 91-14-033 
AMD-C 91-07-054 360-08-240 DECOD 91-18-057 
AMD-W 91-09-037 360-08-250 DECOD-P 91-14-033 
AMD-E  91-15-079 360-08-250 DECOD 91-18-057 
AMD-P 91-16-089 360-08-260 DECOD-P 91-14-033 
AMD 91-20-028 360-08-260 DECOD 91-18-057 
AMD-E 91-15-079 360-08-270 DECOD-P 91-14-033 
AMD-P 91-16-089 360-08-270 DECOD 91-18-057 
AMD 91-20-028 360-08-280 DECOD-P 91-14-033 
AMD 91-03-069 360-08-280 DECOD 91-18-057 
AMD-E 91-15-027 360-08-290 DECOD-P 91-14-033 
AMD-P 91-15-075 360-08-290 DECOD 91-18-057 
AMD 91-20-027 360-08-300 DECOD-P 91-14-033 
AMD 91-05-083 36008300 DECOD 91-18-057 
AMD-P 91-10-063 360-08-310 DECOD-P 91-14-033 
AMD 91-13-034 360-08-310 DECOD 91-18-057 
AMD 91-15-021 360-08-320 DECOD-P 91-14-033 
AMD-P 91-24-082 360-08-320 DECOD 91-18-057 
AMD-P 91-16-050 360-08-330 DECOD-P 91-14-033 
AMD 91-20-035 360-08-330 DECOD 91-18-057 
AMD-C 91-05-082 360-08-340 DECOD-P 91-14-033 
AMD 91-07-055 360-08-340 DECOD 91-18-057 
AMD-P 91-16-042 360-08-350 DECOD-P 91-14-033 
AMD-C 91-20-022 360-08-350 DECOD 91-18-057 
AMD-C 91-21-077 360-08-360 DECOD-P 91-14-033 
AMD-C 91-23-104 360-08-360 DECOD 91-18-057 
NEW-P 91-10-066 360-08-370 DECOD-P 91-14-033 
NEW-E  91-11-043 360-08-370 DECOD 91-18-057 
NEW-E  91-13-043 360-08-380 DECOD-P 91-14-033 
NEW 91-14-044 360-08-380 DECOD 91-18-057 
AMD-P 91-16-049 360-08-390 DECOD-P 91-14-033 
AMD 91-20-036 360-08-390 DECOD 91-18-057 
AMD-P 91-12-034 360-08-400 DECOD-P 91-14-033 
AMD 91-15-078 360-08-400 DECOD 91-18-057 
AMD 91-03-071 360-08-420 DECOD-P 91-14-033 
AMD-C 91-03-068 360-08-420 DECOD 91-18-057 
AMD-W 91-05-081 360-08-520 DECOD-P 91-14-033 
AMD-P 91-10-064 360-08-520 DECOD 91-18-057 
AMD 91-13-041 360-08-530 DECOD-P 91-14-033 
AMD-P 91-21-089 360-08-530 DECOD 91-18-057 
AMD-P 91-15-076 360-08-540 DECOD-P 91-14-033 
AMD 91-20-029 360-08-540 DECOD 91-18-057 
AMD-P 91-18-083 360-08-550 DECOD-P 91-14-033 
AMD-C 91-21-078 360-08-550 DECOD 91-18-057 
AMD-C 91-23-105 360—08—560 DECOD-P 91-14-033 
AMD-C 91-05-082 360-08-560 DECOD 91-18-057 
AMD 91-07-055 360-08-570 DECOD-P 91-14-033 
AMD-P 91-15-076 360-08-570 DECOD 91-18-057 
AMD 91-20-029 360-08-580 DECOD-P 91-14-033 
AMD-P 91-15-076 360-08-580 DECOD 91-18-057 
AMD 91-20-029 360-08-590 DECOD-P 91-14-033 
AMD-P 91-16-048 360-08—590 DECOD 91-18-057 
AMD 91-20-037 360-10 DECOD-W 91-06-037 
AMD-C 91-05-082 360-10-010 DECOD-P 91-14-033 
AMD 91-07-055 360-10-010 DECOD 91-18-057 
AMD-P 91-15-076 360-10-020 DECOD-P 91-14-033 
AMD 91-20-029 360-10-020 DECOD 91-18-057 
AMD-P 91-10-065 360-10-030 AMD-P 91-05-091 
AMD 91-13-042 360-10-030 AMD 91-11-041 
AMD 91-21-080 360-10-030 DECOD-P 91-14-033 
AMD-P 91-20-026 360-10-030 DECOD 91-18-057 
AMD-E 91-21-082 360-10-040 DECOD-P 91-14-033 
AMD 91-23-106 360-10-040 DECOD 91-18-057 
AMD-P 91-24-058 360-10-050 AMD-P 91-05-091 
DECOD-W 91-06-037 360-10-050 AMD 91-11-041 
DECOD-P 91-14-033 360-10-050 DECOD-P 91-14-033 
DECOD 91-18-057 360-10-050 DECOD 91-18-057 
DECOD-P 91-14-033 360-10-060 AMD-P 91-05-091 
DECOD 91-18-057 360-10-060 AMD 91-11-041 
DECOD-P 91-14-033 360-10-060 DECOD-P 91-14-033 
DECOD 91-18-057 360-10-060 DECOD 91-18-057 
DECOD-P 91-14-033 360-10-080 DECOD-P 91-14-033 
DECOD 91-18-057 360-10-080 DECOD 91-18-057 


[405] 


WAC g 


360-11 
360-1 1-005 
360-11-010 
360-11-010 
360-11-010 
360-11-020 
360-11-020 
360-11-020 
360-11-023 
360-11-023 
360-11-023 
360-11-027 
360-11-027 
360-11-027 
360-11-030 
360-11-030 
360-11-030 
360-11-033 
360-11-033 
360-11-033 
360-11-037 
360-11-037 
360-11-037 
360-11-040 
360-11-040 
360-11-040 
360-11-045 
360-11-045 
360-11-045 
360-11-060 
360-11-060 
360-11-060 
360-11-065 
360-11-070 
360-11-070 
360-11-070 
360-12 

360-12-015 
360-12-015 
360-12-050 
360-12-050 
360-12-065 
360-12-065 
360-12-110 
360-12-110 
360-12-120 
360-12-120 
360-12-125 
360-12-125 
360-12-128 
360-12-128 
360-12-128 
360-12-128 
360-12-130 
360-12-130 
360-12-140 
360-12-140 
360-12-150 
360-12-150 
360-12-160 
360-12-160 
360-13 

360-13-010 
360-13-010 
360-13-020 
360-13-020 
360-13-030 
360-13-030 
360-13-045 
360-13-045 
360-13-055 
360-13-055 
360-13-066 
360-13-066 
360-13-100 
360-13-100 
360-15 


Table of WAC Sections Affected 


WSR # WAC # 
DECOD-W 91-06-037 360-15-010 
NEW-P 91-19-026 360-15-010 
DECOD-P 91-14-033 360-15-020 
DECOD 91-18-057 360-15-020 
AMD-P 91-19-026 360-15-030 
DECOD-P 91-14-033 360-15-030 
DECOD 91-18-057 360-15-040 
AMD-P 91-19-026 360-15-040 
DECOD-P 91-14-033 360-15-050 
DECOD 91-18-057 360-15-050 
AMD-P 91-19-026 360-15-060 
DECOD-P 91-14-033 360-15-060 
DECOD 91-18-057 360-15-070 
AMD-P 91-19-026 360-15-070 
DECOD-P 91-14-033 360-16 
DECOD 91-18-057 360-16-005 
AMD-P 91-19-026 360-16-005 
DECOD-P 91-14-033 360-16-011 
DECOD 91-18-057 360-16-011 
REP-P 91-19-026 360-16-020 
DECOD-P 91-14-033 360-16-020 
DECOD 91-18-057 360-16-025 
REP-P 91-19026 360-16-025 
DECOD-P 91-14-033 360-16-040 
DECOD 91-18-057 360-16-040 
AMD-P 91-19-026 360-16-050 
DECOD-P 91-14-033 360-16-050 
DECOD 91-18-057 360-16-070 
REP-P 91-19-026 360-16-070 
DECOD-P 91-14-033 360-16-094 
DECOD 91-18-057 360-16-094 
REP-P 91-19-026 360-16-096 
NEW-P 91-19-026 360-16-096 
DECOD-P 91-14-033 360-16-098 
DECOD 91-18-057 360-16-098 
AMD-P 91-19-026 360-16-120 
DECOD-W 91-06-037 360-16-120 
DECOD-P 91-14-033 360-16-150 
DECOD 91-18-057 360-16-150 
DECOD-P 91-14-033 360-16-180 
DECOD 91-18-057 360-16-180 
DECOD-P 91-14-033 360-16-200 
DECOD 91-18-057 360-16-200 
DECOD-P 91-14-033 360-16-210 
DECOD 91-18-057 360-16-210 
DECOD-P 91-14-033 360-16-220 
DECOD 91-18-057 360-16-220 
DECOD-P 91-14-033 360-16-230 
DECOD 91-18-057 360-16-230 
AMD-P 91-08-078 360-16-235 
AMD 91-13-002 360-16-235 
DECOD-P 91-15-003 360-16-245 
DECOD 91-19-028 360-16-245 
DECOD-P 91-14-033 360-16-255 
DECOD 91-18-057 360-16-255 
DECOD-P 91-14-033 360-16-265 
DECOD 91-18-057 360-16-265 
DECOD-P 91-14-033 360-16-270 
DECOD 91-18-057 360-16-270 
DECOD-P 91-14-033 360-16-290 
DECOD 91-18-057 360-16-290 
DECOD-W 91-06-037 360-16-300 
DECOD-P 91-14-033 360-16-300 
DECOD 91-18-057 360-16А 
DECOD-P 91-14-033 360-16А-010 
DECOD 91-18-057 360-16А-010 
DECOD-P 91-14-033 360-16А-020 
DECOD 91-18-057 360-16А-020 
DECOD-P 91-14-033 360-16А-030 
DECOD 91-18-057 360-16А-030 
DECOD-P 91-14-033 360-16А-040 
DECOD 91-18-057 360-16А-040 
DECOD-P 91-14-033 360-16А-060 
РЕСОР 91-18-057 360-16А-060 
DECOD-P 91-14-033 360-16А-070 
DECOD 91-18-057 360-16А-070 
DECOD-W 91-06-037 360-16А-080 


WSR # 


DECOD-P 91-14-033 


DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
'DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 


DECOD-W 91-06-037 
DECOD-P 91-14-033 


DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 


DECOD-W 91-06-037 
DECOD-P 91-14-033 


DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 


DECOD-P 91-14-033 


1406 | 


WAC # WSR # 
360-16A-080 DECOD 91-18-057 
360-16А-090 DECOD-P 91-14-033 
360-16A-090 DECOD 91-18-057 
360-16A-100 DECOD-P 91-14-033 
360-16А-100 DECOD 91-18-057 
360-17 DECOD-W 91-06-037 
360-17-010 AMD-W 91-05-049 
360-17-010 DECOD-P 91-14-033 
360-17-010 DECOD 91-18-057 
360-17-020 DECOD-P 91-14-033 
360-17-020 DECOD 91-18-057 
360-17-030 DECOD-P 91-14-033 
360-17-030 DECOD 91-18-057 
360-17-040 AMD-W 91-05-049 
360-17-040 DECOD-P 91-14-033 
360-17-040 DECOD 91-18-057 
360-17-050 DECOD-P 91-14-033 
360-17-050 DECOD 91-18-057 
360-17-055 DECOD-P 91-14-033 
360-17-055 DECOD 91-18-057 
360-17-060 DECOD-P 91-14-033 
360-17-060 DECOD 91-18-057 
360-17-070 AMD-W 91-05-049 
360-17-070 DECOD-P 91-14-033 
360-17-070 DECOD 91-18-057 
360-17-075 NEW-W  91-05-049 
360-17-080 DECOD-P 91-14-033 
360-17-080 DECOD 91-18-057 
360-17-090 DECOD-P 91-14-033 
360-17-090 DECOD 91-18-057 
360-17-095 NEW-W 91-05-049 
360-17-100 AMD-W 91-05-049 
360-17-100 DECOD-P 91-14-033 
360-17-100 DECOD 91-18-057 
360-18 DECOD-W 91-06-037 
360-18-010 DECOD-P 91-15-003 
360-18-010 DECOD 91-19-028 
360-18-020 AMD-P 91-08-078 
360-18-020 AMD 91-13-002 
360-18-020 DECOD-P 91-15-003 
360-18-020 DECOD 91-19-028 
360-18-025 DECOD-P 91-15-003 
360-18-025 DECOD 91-19-028 
360-19 DECOD-W 91-06-037 
360-19-010 DECOD-P 91-14-033 
360-19-010 DECOD 91-18-057 
360-19-020 DECOD-P 91-14-033 
360-19-020 DECOD 91-18-057 
360-19-030 DECOD-P 91-14-033 
360-19-030 DECOD 91-18-057 
360-19-040 DECOD-P 91-14-033 
360-19-040 DECOD 91-18-057 
360-19-050 DECOD-P 91-14-033 
360-19-050 DECOD 91-18-057 
360-19-060 DECOD-P 91-14-033 
360-19-060 DECOD 91-18-057 
360-19-070 DECOD-P 91-14-033 
360-19-070 DECOD 91-18-057 
360-19-080 DECOD-P 91-14-033 
360-19-080 DECOD 91-18-057 
360-19-090 DECOD-P 91-14-033 
360-19-090 DECOD 91-18-057 
360-19-100 DECOD-P 91-14-033 
360-19-100 DECOD 91-18-057 
360-20 DECOD-W 91-06-037 
360-20-100 DECOD-P 91-14-033 
360-20-100 DECOD 91-18-057 
360-20-210 DECOD-P 91-14-033 
360-20-210 DECOD 91-18-057 
360-20-220 NEW-P 91-07-056 
360-20-220 NEW-W  91-20-134 
360-21 DECOD-W 91-06-037 
360-21-010 DECOD-P 91-14-033 
360-21-010 DECOD 91-18-057 
360-21-020 DECOD-P 91-14-033 
360-21-020 DECOD 91-18-057 
360-21-030 DECOD-P 91-14-033 


Table of WAC Sections Affected 


WAC # WSR # WACH WSR 4 WAC # WSR # 
360-21-030 DECOD 91-18-057 360-36-210 DECOD 91-18-057 360-44-140 DECOD 91-18-057 
360-21-040 DECOD-P 91-14-033 360-36-250 DECOD-P 91-14-033 360-44-150 DECOD-P 91-14-033 
360-21-040 DECOD 91-18-057 360-36-250 DECOD 91-18-057 360-44-150 DECOD 91-18-057 
360-21-050 DECOD-P 91-14-033 360-36-260 DECOD-P 91-14-033 360-44-990 DECOD-P 91-14-033 
360-21-050 DECOD 91-18-057 360-36-260 DECOD 91-18-057 360-44-990 DECOD 91-18-057 
360-21-060 DECOD-P 91-14-033 360-36-270 DECOD-P 91-14-033 360-45-010 DECOD-P 91-14-033 
360-21-060 DECOD 91-18-057 360-36-270 DECOD 91-18-057 360-45-010 DECOD 91-18-057 
360-21-070 DECOD-P 91-14-033 360-36-400 DECOD-P 91-14-033 360-46 DECOD-W 91-06-037 
360-21-070 DECOD 91-18-057 360-36-400 DECOD 91-18-057 360-46-010 DECOD-P 91-14-033 
360-21-080 DECOD-P 91-14-033 360-36-410 DECOD-P 91-14-033 360-46-010 DECOD 91-18-057 
360-21-080 DECOD 91-18-057 360-36-410 DECOD 91-18-057 360-46-020 DECOD-P 91-14-033 
360-21-090 DECOD-P 91-14-033 360-36-410 AMD-P 91-19-027 360-46-020 DECOD 91-18-057 
360-21-090 DECOD 91-18-057 360-36-411 DECOD-P 91-14-033 360-46-030 DECOD-P 91-14-033 
360-23 DECOD-W 91-06-037 360-36-41 1 DECOD 91-18-057 360-46-030 DECOD 91-18-057 
360-23-010 DECOD-P 91-14-033 360-36-412 DECOD-P 91-14-033 360-46-040 DECOD-P 91-14-033 
360-23-010 DECOD 91-18-057 360-36-412 DECOD 91-18-057 360-46-040 DECOD 91-18-057 
360-23-020 DECOD-P 91-14-033 360-36-413 DECOD-P 91-14-033 360-46-050 DECOD-P 91-14-033 
360-23-020 DECOD  91-18-057 360-36-413 DECOD 91-18-057 360-46-050 DECOD 91-18-057 
360-23-030 DECOD-P 91-14-033 360-36-420 DECOD-P 91-14-033 360-46-060 DECOD-P 91-14-033 
360-23-030 DECOD 91-18-057 360-36-420 DECOD 91-18-057 360-46-060 DECOD 91-18-057 
360-23-050 DECOD-P 91-14-033 360-36-420 AMD-P 91-19-027 360-46-070 DECOD-P 91-14-033 
360-23-050 DECOD 91-18-057 360-36-425 DECOD-P 91-14-033 360-46-070 DECOD 91-18-057 
360-28-010 DECOD-P 91-14-033 360-36-425 DECOD 91-18-057 360-46-081 DECOD-P 91-14-033 
360-28-010 DECOD 91-18-057 360-36-430 DECOD-P 91-14-033 360-46-081 DECOD 91-18-057 
360-32 DECOD-W 91-06-037 360-36-430 DECOD 91-18-057 360-46-082 DECOD-P 91-14-033 
360-32-050 DECOD-P 91-14-033 360-36-430 AMD-P 91-19-027 360-46-082 DECOD 91-18-057 
360-32-050 DECOD 91-18-057 360—36-440 DECOD-P 91-14-033 360-46-090 DECOD-P 91-14-033 
360-32-055 DECOD-P 91-14-033 360-36-440 DECOD 91-18-057 360-46-090 DECOD 91-18-057 
360-32-055 DECOD 91-18-057 360-36-440 AMD-P 91-19-027 360-46-100 DECOD-P 91-14-033 
360-32-060 DECOD-P 91-14-033 360-36-450 DECOD-P 91-14-033 360-46-100 DECOD 91-18-057 
360-32-060 DECOD 91-18-057 360-36-450 DECOD 91-18-057 360-46-110 DECOD-P 91-14-033 
360-33 DECOD-W 91-06-037 360-36-451 DECOD-P 91-14-033 360-46-110 DECOD 91-18-057 
360-33-050 DECOD-P 91-14-033 360-36-451 DECOD 91-18-057 360-46-120 DECOD-P 91-14-033 
360-33-050 DECOD 91-18-057 360-36-500 DECOD-P 91-14-033 360-46-120 DECOD 91-18-057 
360-35-010 NEW 91-04-056 360-36-500 DECOD 91-18-057 360-46-130 DECOD-P 91-14-033 
360-35-010 DECOD-P 91-14-033 360-38 DECOD-W 91-06-037 360-46-130 DECOD  91-18-057 
360-35-010 DECOD 91-18-057 360-38-010 DECOD-P 91-14-033 360-46-140 DECOD-P 91-14-033 
360-35-020 NEW 91-04-056 360-38-010 DECOD 91-18-057 360-46-140 DECOD 91-18-057 
360-35-020 DECOD-P 91-14-033 360-38-020 DECOD-P 91-14-033 360-46-150 DECOD-P 91-14-033 
360-35-020 DECOD 91-18-057 360-38-020 DECOD 91-18-057 360-46-150 DECOD 91-18-057 
360-35-030 NEW 91-04-056 360-38-030 DECOD-P 91-14-033 360-46-160 DECOD-P 91-14-033 
360-35-030 DECOD-P 91-14-033 360-38-030 DECOD 91-18-057 360-46-160 DECOD 91-18-057 
360-35-030 DECOD 91-18-057 360-40 DECOD-W 91-06-037 360-47 DECOD-W 91-06-037 
360-35-040 NEW 91-04-056 360-40-010 DECOD-P 91-14-033 360-47-010 DECOD-P 91-14-033 
360-35-040 DECOD-P 91-14-033 360-40-010 DECOD 91-18-057 360-47-010 DECOD 91-18-057 
360-35-040 DECOD 91-18-057 360-40-040 DECOD-P 91-14-033 360-47-020 DECOD-P 91-14-033 
360-35-050 NEW 91-04-056 360-40-040 DECOD 91-18-057 360-47-020 DECOD 91-18-057 
360-35-050 DECOD-P 91-14-033 360-40-070 DECOD-P 91-14-033 360-47-030 DECOD-P 91-14-033 
360-35-050 DECOD 91-18-057 360-40-070 DECOD 91-18-057 360-47-030 DECOD 91-18-057 
360-35-060 NEW 91-04-056 360-44 DECOD-W 91-06-037 360-47-040 DECOD-P 91-14-033 
360-35-060 DECOD-P 91-14-033 360-44-010 DECOD-P 91-14-033 360-47-040 DECOD 91-18-057 
360-35-060 DECOD 91-18-057 360-44-010 DECOD 91-18-057 360-47-050 DECOD-P 91-14-033 
360-35-070 NEW 91-04-056 360-44-020 DECOD-P 91-14-033 360-47-050 DECOD 91-18-057 
360-35-070 DECOD-P 91-14-033 360-44-020 DECOD 91-18-057 360-48 DECOD-W 91-06-037 
360-35-070 DECOD 91-18-057 360-44-030 DECOD-P 91-14-033 360-48-010 DECOD-P 91-14-033 
360-35-080 NEW 91-04-056 360-44-030 DECOD 91-18-057 360-48-010 DECOD 91-18-057 
360-35-080 DECOD-P 91-14-033 360-44-040 DECOD-P 91-14-033 360-48-020 DECOD-P 91-14-033 
360-35-080 DECOD 91-18-057 360-44-040 DECOD 91-18-057 360-48-020 DECOD 91-18-057 
360-35-090 NEW 91-04-056 360-44-050 DECOD-P 91-14-033 360-48-030 DECOD-P 91-14-033 
360-35-090 DECOD-P 91-14-033 360-44-050 DECOD 91-18-057 360-48-030 DECOD 91-18-057 
360-35-090 DECOD 91-18-057 360-44-060 DECOD-P 91-14-033 360—48-040 DECOD-P 91-14-033 
360-35-100 NEW 91-04-056 360-44-060 DECOD 91-18-057 360-48-040 DECOD 91-18-057 
360-35-100 DECOD-P 91-14-033 360-44-070 DECOD-P 91-14-033 360-48-050 DECOD-P 91-14-033 
360-35-100 DECOD 91-18-057 360-44-070 DECOD 91-18-057 360-48-050 DECOD 91-18-057 
360-35-110 NEW 91-04-056 360-44-080 DECOD-P 91-14-033 360—48—060 DECOD-P 91-14-033 
360-35-110 DECOD-P 91-14-033 360-44-080 DECOD 91-18-057 360—48-060 DECOD 91-18-057 
360-35-110 DECOD 91-18-057 360-44-090 DECOD-P 91-14-033 360-48-070 DECOD-P 91-14-033 
360-36 DECOD-W 91-06-037 360-44-090 DECOD 91-18-057 360-48-070 DECOD 91-18-057. 
360-36-010 DECOD-P 91-14-033 360-44-100 DECOD-P 91-14-033 360-48-080 DECOD-P 91-14-033 
360-36-010 DECOD 91-18-057 360-44-100 DECOD 91-18-057 360-48-080 DECOD 91-18-057 
360-36-010 AMD-P 91-19-027 360-44-10 DECOD-P 91-14-033 360-49 DECOD-W 91-06-037 
360-36-020 DECOD-P 91-14-033 360-44-110 DECOD 91-18-057 360-49-010 DECOD-P 91-14-033 
360-36-020 DECOD 91-18-057 360-44-120 DECOD-P 91-14-033 360-49-010 DECOD 91-18-057 
360-36-115 DECOD-P 91-14-033 360-44-120 DECOD 91-18-057 360-49-020 DECOD-P 91-14-033 
360-36-115 DECOD 91-18-057 360-44-130 DECOD-P 91-14-033 360-49-020 DECOD 91-18-057 
360-36-115 AMD-P 91-19-027 360-44-130 DECOD 91-18-057 360-49-040 DECOD-P 91-14-033 
360-36-210 DECOD-P 91-14-033 360-44-140 DECOD-P 91-14-033 360-49-040 DECOD 91-18-057 


1407) 


WAC # 


360-49-050 
360-49-050 
360-49-050 
360-49-050 
360-52 
360-52-010 
360-52-010 
360-52-020 
360-52-020 
360-52-030 
360-52-030 
360-52-040 
360-52-040 
360-52-050 
360-52-050 
360-52-060 
360-52-060 
360-52-070 
360-52-070 
360-52-080 
360-52-080 
360-52-090 
360-52-090 
360-52-100 
360-52-100 
360-52-110 
360-52-110 
360-52-120 
360-52-120 
360-52-120 
360-52-120 
360-54 
360-54-010 
360-54-010 
360-54-020 
360-54-020 
360-54-030 
360-54-030 
360-54-040 
360-54-040 
360-54-050 
360-54-050 
360-60 
360-60-010 
360-60-010 
360-60-020 
360-60-020 
360-60-030 
360-60-030 
360-60-040 
360-60-040 
365-90—010 
365-90-020 
365-90-030 
365-90-040 
365-90-050 
365-90-070 
365-90-080 
365-90-090 
365-180-030 
365-180-060 
365-180-090 
365-190-010 
365-190-020 
365-190-030 
365-190-040 
365-190-050 
365-190-060 
365-190-070 
365-190-080 
365-200-010 
365-200-020 
365-200-030 
365-200-040 
365-200-050 
371-08 
371-08-001 


WSR # 


NEW-P 91-05-090 
NEW 91-13-004 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
NEW-P 91-05-092 
NEW 91-11-040 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 


AMD 91-04-017 
AMD 91-04-017 
REP 91-04-017 
AMD 91-04-017 
REP 91-04-017 
AMD 91-04-017 
AMD 91-04-017 
AMD 91-04-017 


AMD-P 91-21-139 
AMD-P 91-21-139 
AMD-P 91-21-139 


NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW ` 91-07-041 
NEW 91-07-041 


NEW-P 91-24-081 
NEW-P 91-24-081 
NEW-P 91-24-081 
NEW-P 91-24-081 
NEW-P 91-24-081 
AMD-C 91-03-027 
NEW 91-03-028 


Table of WAC Sections Affected 


WACH WSR 4 WAC # 
371-08-002 NEW 91-03-028 374-50-010 
371-08-005 АМО 91-03-028 374-50-020 
371-08-010 AMD 91-03-028 374-50-020 
371-08-015 REP 91-03-028 374-50-030 
371-08-020 AMD 91-03-028 374-50-030 
371-08-030 AMD 91-03-028 374-50-040 
371-08-031 КЕР 91-03-028 374-50-040 
371-08-032 AMD 91-03-028 374-50-050 
371-08-033 МЕЎ/ 91-03-028 374-50-050 
371-08-035 AMD 91-03-028 374-50-060 
371-08-040 AMD 91-03-028 374-50-060 
371-08-045 КЕР 91-03-028 374-50-070 
371-08-065 AMD 91-03-028 374-50-070 
371-08-071 AMD 91-03-028 374-50-080 
371-08-075 AMD 91-03-028 374-50-080 
371-08-080 AMD 91-03-028 374-50-090 
371-08-085 AMD 91-03-028 374-50-090 
371-08-095 КЕР 91-03-028 374-60-010 
371-08-100 AMD 91-03-028 374-60-010 
371-08-102 КЕР 91-03-028 374-60-020 
371-08-104 AMD 91-03-028 374-60-020 
371-08-105 КЕР 91-03-028 374--60-030 
371-08-106 NEW 91-03-028 374-60-030 
371-08-110 REP 91-03-028 374-60-040 
371-08-115 КЕР 91-03-028 374-60-040 
371-08-120 КЕР 91-03-028 374-60-050 
371-08-125 AMD 91-03-028 374-60-050 
371-08-130 AMD 91-03-028 374-60-060 
371-08-13! КЕР 91-03-028 374-60-060 
371-08-132 КЕР 91-03-028 374-60-070 
371-08-135 КЕР 91-03-028 374-60-070 
371-08-140 AMD 91-03-028 374-60-080 
371-08-144 AMD 91-03-028 374-60-080 
371-08-146 NEW 91-03-028 374-60-090 
371-08-147 NEW 91-03-028 374-60-090 
371-08-148 NEW 91-03-028 374-60-100 
371-08-155 AMD 91-03-028 374-60-100 
371-08-156 AMD 91-03-028 374-60-110 
371-08-160 REP 91-03-028 374-60-10 
371-08-162 NEW 91-03-028 374-60-120 
371-08-163 КЕР 91-03-028 374-60-120 
371-08-165 AMD 91-03-028 381-10-010 
371-08-175 REP 91-03-028 381-10-010 
371-08-180 AMD 91-03-028 381-10-020 
371-08-183 AMD 91-03-028 381-10-020 
371-08-184 NEW 91-03-028 381-10-030 
371-08-186 AMD 91-03-028 381-10-030 
371-08-187 AMD 91-03-028 381-10-040 
371-08-188 AMD 91-03-028 381-10-040 
371-08-189 AMD 91-03-028 381-10-050 
371-08-190 КЕР 91-03-028 381-10-050 
371-08-195 AMD 91-03-028 381-10-060 
371-08-196 AMD 91-03-028 381-10-060 
371-08-200 AMD 91-03-028 381-10-070 
371-08-201 КЕР 91-03-028 381-10-070 
371-08-205 ВЕР 91-03-028 381-10-080 
371-08-210 REP 91-03-028 381-10-080 
371-08-215 AMD 91-03-028 381-10-090 
371-08-220 AMD 91-03-028 381-10-090 
371-08-230 AMD 91-03-028 381-10-100 
371-08-240 AMD 91-03-028 381-10-100 
371-08-245 REP 91-03-028 381-10-110 
371-12 REP-C 91-03-027 381-10-110 
371-12-010 REP 91-03-028 381-10-120 
371-12-020 REP 91-03-028 381-10-120 
371-12-030 REP 91-03-028 381-10-130 
371-12-040 КЕР 91-03-028 381-10-130 
371-12-050 REP 91-03-028 381-10-140 
371-12-060 REP 91-03-028 381-10-140 
371-12-070 REP 91-03-028 381-10-150 
371-12-080 КЕР 91-03-028 381-10-150 
371-12-090 КЕР 91-03-028 381-10-160 
371-12-100 REP 91-03-028 381-10-160 
371-12-10 КЕР 91-03-028 381-10-170 
371-12-120 REP 91-03-028 381-10-170 
371-12-130 REP 91-03-028 381-20-010 
374-50-010 NEW-P 91-08-033 381-20-010 


NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 


"NEW-P 


NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 


WSR # 


91-21-055 
91-08-033 
91-21-055 
91-08-033 
91-21-055 
91-08-033 
91-21-055 
91-08-033 
91-21-055 
91-08-033 
91-21-055 
91-08-033 
91-21-055 
91-08-033 
91-21-055 
91-08-033 
91-21-055 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 


WAC g WSR # 
381-20-020 NEW-P 91-10-009 
381-20-020 NEW 91-14-028 
381-20-030 NEW-P 91-10-009 
381-20-030 NEW 91-14-028 
381-20-040 NEW-P 91-10-009 
381-20-040 NEW 91-14-028 
381-20-050 NEW-P 91-10-009 
381-20-050 NEW 91-14-028 
381-20-060 NEW-P 91-10-009 
381-20-060 NEW 91-14-028 
381-20-070 NEW-P 91-10-009 
381-20-070 NEW 91-14-028 
381-20-080 NEW-P 91-10-009 
381-20-080 NEW 91-14-028 
381-20-090 NEW-P 91-10-009 
381-20-090 NEW 91-14-028 
381—20-100 NEW-P 91-10-009 
381-20-100 NEW 91-14-028 
381-20-10 NEW-P 91-10-009 
381-20-110 NEW 91-14-028 
381-20-120 NEW-P 91-10-009 
381-20-120 NEW 91-14-028 
381-20-130 NEW-P 91-10-009 
381-20-130 NEW 91-14-028 
381-20-140 NEW-P 91-10-009 
381-20-140 NEW 91-14-028 
381-30-010 NEW 91-14-029 
381-30-020 NEW 91-14-029 
381-30-030 NEW 91-14-029 
381-30-040 NEW 91-14-029 
381-30-050 NEW 91-14-029 
381—30-060 NEW 91-14-029 _ 
381—30-070 NEW 91-14-029 
381-30-080 NEW 91-14-029 
381-30-090 NEW 91-14-029 
381-30-100 NEW 91-14-029 
381-30-110 NEW 91-14-029 
381-30-120 NEW 91-14-029 
381-30-130 NEW 91-14-029 
381-30-140 NEW 91-14-029 
381-30-150 NEW 91-14-029 
381-30-160 NEW 91-14-029 
381-30-170 NEW 91-14-029 
381-30-180 NEW 91-14-029 
381-40-010 NEW 91-14-029 
381-40-020 NEW 91-14-029 
381-40-030 МЕЎ/ 91-14-029 
381-40-040 ' NEW 91-14-029 
381-40-050 NEW 91-14-029 
381-40-060 МЕУУ 91-14-029 
381-40-070 NEW 91-14-029 
381-40-080 NEW 91-14-029 
381-40-090 NEW 91-14-029 
381-40-100 NEW 91-14-029 
381-40-110 NEW 91-14-029 
381-40-120 NEW 91-14-029 
381-40-130 NEW 91-14-029 
381-40-140 NEW 91-14-029 
381-40-150 NEW 91-14-029 
381-40-160 NEW 91-14-029 
381-40-170 NEW 91-14-029 
381-50-010 NEW 91-14-029 
381-50-020 NEW 91-14-029 
381-50-030 NEW 91-14-029 
381-50-040 NEW 91-14-029 
381-50-050 NEW 91-14-029 
381-50-060 NEW 91-14-029 
381-50-070 NEW 91-14-029 
381-50-080 NEW 91-14-029 
381-50-090 NEW 91-14-029 
381-50-100 NEW 91-14-029 
381-50-110 NEW 91-14-029 
381-50-120 NEW 91-14-029 
381-50-130 NEW 91-14-029 
381-50-140 NEW 91-14-029 
381-50-150 NEW 91-14-029 
381-50-160 NEW 91-14-029 


Table of WAC Sections Affected 


WAC # WSR 4 
381-50-170 NEW 91-14-029 
381-50-180 МЕУУ 91-14-029 
381-60-010 NEW 91-14-029 
381-60-020 МЕУУ 91-14-029 
381-60-030 МЕУУ 91-14-029 
381-60-040 NEW 91-14-029 
381-60-050 NEW 91-14-029 
381-60-060 NEW 91-14-029 
381-60-070 NEW 91-14-029 
381-60-080 МЕУУ 91-14-029 
381-60-090 МЕУУ 91-14-029 
381-60-100 NEW 91-14-029 
381-60-110 NEW 91-14-029 
381-60-120 МЕУУ 91-14-029 
381-60-130 NEW 91-14-029 
381-60-140 NEW 91-14-029 
381-60-150 NEW 91-14-029 
381-60-160 NEW 91-14-029 
381-60-170 NEW 91-14-029 
381-60-180 NEW 91-14-029 
381-70-010 NEW 91-14-029 
381-70-020 NEW 91-14-029 
381-70-030 NEW 91-14-029 
381-70-040 NEW 91-14-029 
381-70-050 NEW 91-14-029 
381-70-060 NEW 91-14-029 
381-70-070 NEW 91-14-029 
381-70-080 NEW 91-14-029 
381—70-090 NEW 91-14-029 
381-70-100 NEW 91-14-029 
381-70-110 NEW 91-14-029 
381-70-120 NEW 91-14-029 
381-70-130 NEW 91-14-029 
381-70-140 NEW 91-14-029 
381-70-150 NEW 91-14-029 
381-70-160 NEW 91-14-029 
381-70-170 NEW 91-14-029 
381-70-180 NEW 91-14-029 
381-70-190 МЕУУ 91-14-029 
381—70-200 NEW 91-14-029 
381-70-210 МЕЎ/ 91-14-029 
381-70-220 NEW 91-14-029 
381-70-230 NEW 91-14-029 
381-70-240 МЕЎ/ 91-14-029 
381-70-250 NEW 91-14-029 
381-70-260 NEW 91-14-029 
381-70-270 NEW 91-14-029 
381-70-280 МЕУУ 91-14-029 
381-70-290 NEW 91-14-029 
381-70-300 NEW 91-14-029 
381-70-310 NEW 91-14-029 
381-70-320 NEW 91-14-029 
381-70-330 NEW 91-14-029 
381-70-340 NEW 91-14-029 
381-70-350 МЕУУ 91-14-029 
381-70-360 МЕЎ/ 91-14-029 
381-70-370 МЕУУ 91-14-029 
381-70-380 NEW 91-14-029 
381-70-390 NEW 91-14-029 
381-70-400 NEW 91-14-029 
381-70-410 NEW 91-14-029 
381-70-420 NEW 91-14-029 
381-70-430 МЕУУ 91-14-029 
381-70-440 NEW 91-14-029 
381-80-010 NEW 91-14-029 
381-80-020 NEW 91-14-029 
381-80-030 NEW 91-14-029 
381-80-040 МЕУУ 91-14-029 
381-80-050 NEW 91-14-029 
381-80-060 NEW 91-14-029 
388-11-055 AMD-P 91-18-049 
388-11-055 AMD-E 91-18-053 
388-11-055 AMD-W  91-19-001 
388-11-140 AMD-P 91-18-049 
388-11-140 AMD-E 91-18-053 
388-11-140 AMD-W 91-19-001 
388-11-200 AMD-P 91-18-049 


[ 409 ] 


WAC # 


388-1 1-200 
388-1 1-200 
388-11-205 
388-11-205 
388-11-205 
388-11-210 
388-11-210 
388-11-210 
388-11-220 
388-11-220 
388-11-220 
388-14-030 
388-14-030 
388-14-030 
388-14-275 
388-14-275 
388-14-385 
388-14-385 
388-14-385 
388-14-415 
388-14-415 
388-14-415 
388-14-435 
388-14-435 
388-14-435 
388-14-440 
388-14-440 
388-14-440 
388-14-445 
388-14-445 
388-14-445 
388-14-450 
388-14-450 
388-14-450 
388-15-208 
388-15-208 
388-15-209 
388-15-209 
388-15-212 
388-15-212 
388-15-215 
388-15-215 
388-15-216 
388-15-216 
388-15-820 
388-15-820 
388-15-820 
388-15-820 
388-15-840 
388-15-840 
388-15-840 
388-15-840 
388-15-850 
388-15-850 
388-15-850 
388-15-850 
388-15-860 
388-15-860 
388-15-860 
388-15-860 
388-15-870 
388-15-870 
388-15-870 
388-15-870 
388-15-880 
388-15-880 
388-15-880 
388-15-880 
388-24-050 
388-24-050 
388-24-050 
388-24-050 
388-24-050 
388-24-050 
388—24-050 
388-24-070 
388-24-070 


AMD-E 
AMD-W 
AMD-P 
AMD-E 
AMD-W 
AMD-P 
AMD-E 
AMD-W 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
AMD-S 
AMD 
AMD-S 
AMD 
AMD-S 
AMD 
AMD-S 
AMD 
AMD-S 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD 
AMD-P 
AMD-E 
AMD-C 
AMD 
AMD-E 
AMD-P 
AMD-C 
AMD-W 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD 


WSR 4 


91-18-053 
91-19-001 
91-18-049 
91-18-053 
91-19-001 
91-18-049 
91-18-053 
91-19-001 
91-06-040 
91-06-048 
91-10-027 
91-14-121 
91-14-123 
91-17-063 
91-06-097 
91-10-026 
91-04-002 
91-04-003 
91-09-018 
91-04-002 
91-04-003 
91-09-018 
91-04-002 
91-04-003 
91-09-018 
91-04-002 
91-04-003 
91-09-018 
91-04-002 
91-04-003 
91-09-018 
91-04-002 
91-04-003 
91-09-018 
91-04-039 
91-08-01 
91-04-039 
91-08-01 
91-04-039 
91-08-011 
91-04-039 
91-08-01 
91-04-039 
91-08-01 
91-16-056 
91-16-066 
91-20-049 
91-21-026 
91-16-056 
91-16-066 
91-20-049 
91-21-026 
91-16-056 
91-16-066 
91-20-049 
91-21-026 
91-16-056 
91-16-066 
91-20-049 
91-21-026 
91-16-056 
91-16-066 
91-20-049 
91-21-026 
91-16-056 
91-16-066 
91-20-049 
91-21-026 
91-04-042 
91-04-043 
91-08-010 
91-08-063 
91-09-068 
91-09-069 
91-12-044 
91-13--101 
91-16-062 


WAC # WSR # 
388-24-074 AMD-P 91-13-099 
388-24-074 AMD 91-16-058 
388-24-090 AMD-P 91-23-099 
388-24-090 AMD-W 91-24-018 
388-28-435 AMD-P 91-10-074 
388-28-435 AMD-E 91-10-078 
388-28-435 AMD 91-13-082 
388-28-482 AMD-P 91-10-075 
388-28-482 AMD-E 91-10-076 
388-28-482 AMD 91-13-083 
388-28-535 AMD-P 91-21-067 
388-28-570 AMD-P 91-20-094 
388-28-570 AMD-E 91-20-13 
388-28-575 AMD 91-06-007 
388-28-575 AMD-P 91-10-072 
388-28-575 AMD-E 91-10-077 
388-28-575 AMD 91-13-080 
388-29-100 AMD-P 91-14-122 
388-29-100 AMD-E 91-14-124 
388-29-100 AMD 91-17-065 
388-29-125 AMD-P 91-06-041 
388-29-125 AMD-E 91-06-045 
388-29-125 AMD 91-10-028 
388-29-150 AMD-P 91-20-093 
388-29-150 AMD 91-23-085 
388—29—180 AMD-P 91-20-092 
388-29-180 AMD 91-23-086 
388-33-135 AMD-P 91-16-014 
388-33-135 AMD-E 91-16-021 
388-33-135 AMD 91-20-052 
388-33-376 AMD-P 91-07-068 
388-33-376 AMD 91-11-020 
388-33-460 AMD-P 91-21-068 
388-33-480 REP-E 91-22-049 
388-33-480 REP-P 91-22-042 
388-37-029 NEW-P 91-16-015 
388-37-029 NEW-E  91-16-019 
388-37-029 NEW-W 91-18-015 
388-37-029 NEW-P 91-18-016 
388-37-029 NEW-E 91-18-017 
388-37-029 NEW 91-21-124 
388-37-030 AMD-E 91-15-002 
388-37-030 AMD-P 91-15-063 
388-37-030 AMD-P 91-16-016 
388-37-030 AMD-E  91-16-020 
388-37-030 AMD-W 91-16-036 
388-37-030 AMD-P 91-16-037 
388-37-030 AMD-E 91-16-039 

'388-37-030 AMD-W  91-16-073 
388-37-030 AMD-P 91-16-074 
388-37-030 AMD-E  91-16-075 
388—37-030 AMD 91-20-051 
388-37-038 AMD-E  91-15-002 
388-37-038 AMD-P 91-15-063 
388-37-038 AMD-W 91-16-036 
388-37-038 AMD-P 91-16-037 
388-37-038 AMD-E 91-16-039 
388—37-038 AMD-W  91-16-073 
388-37-038 AMD-P 91-16-074 
388-37-038 AMD-E 91-16-075 
388-37-038 AMD 91-20-051 
388-37-115 AMD-E 91-15-002 
388-37-115 AMD-P 91-15-063 
388-37-115 AMD-W 91-16-036 
388-37-115 AMD-P 91-16-037 
388-37-115 AMD-E 91-16-039 
388-37-115 AMD-W  91-16-073 
388-37-115 AMD-P 91-16-074 
388-37-115 AMD-E 91-16-075 
388-37-115 AMD 91-20-051 
388-37-135 AMD-P 91-23-100 
388-42-150 AMD 91-06-005 
388-44-145 AMD-C 91-03-039 
388-44-145 AMD-C 91-04-047 
388-44-145 AMD-C 91-06-055 
388-44-145 AMD 91-09-070 
388-49-020 AMD-P 91-05-074 


Table of WAC Sections Affected 


WAC g WSR 4 WAC # 

388-49-020 AMD 91-10-096 388-51-115 МЕМ/-Р 
388-49-020 AMD-P 91-13-104 388-51-115 NEW-E 
388-49-020 AMD 91-16-065 388-51-120 МЕМ/-Р 
388-49-030 AMD-P 91-11-109 388-51-120 NEW-E 
388-49-030 AMD 91-14-081 388-51-130 NEW-P 
388-49-040 AMD-P 91-11-110 388-51-130 NEW-E 
388-49-040 AMD 91-14-082 388-51-135 NEW-P 
388-49-080 AMD-P 91-09-031 388-51-135 МЕМ/-Е 
388-49-080 AMD-E 91-09-032 388-51-140 МЕМ/-Р 
388-49-080 AMD 91-12-043 388-51-140 МЕМ/-Е 
388-49-120 AMD-P 91-11-110 388-51-145 NEW-P 
388-49-120 AMD 91-14-082 388-51-145 NEW-E 
388-49-190 AMD-P 91-05-073 388-53 AMD 
388-49-190 AMD 91-10-098 388-53-010 AMD 
388-49-270 AMD-P 91-13-098 388-53-050 AMD 
388-49-270 AMD 91-16-063 388-53А-010 КЕР-Р 
388-49-310 AMD-P 91-07-069 388-53А-010 КЕР 
388-49-310 AMD 91-11-019 388-53А-020 КЕР-Р 
388-49-330 AMD-P 91-05-075 388-53А-020 КЕР 
388-49-330 AMD 91-10-099 388-53А-030 КЕР-Р 
388-49-410 AMD-P 91-05-071 388-53А-030 КЕР 
388-49-410 AMD 91-10-097 388-53A-040 REP-P 
388-49-410 AMD-P 91-20-097 388-53А-040 КЕР 
388-49-410 AMD-E 91-20-110 388-53А-050 REP-P 
388-49-410 AMD 91-23-087 388-53А-050 КЕР 
388-49-420 AMD-P 91-05-07! 388-53A-060 REP-P 
388-49-420 AMD 91-10-097 388-53А-060 КЕР 
388-49-420 AMD-P 91-17-087 388-53А-070 REP-P 
388-49-420 AMD-C 91-20-024 388-53А-070 КЕР 
388-49-420 AMD 91-22-046 388-53A-080 REP-P 
388-49-430 AMD-P 91-13-100 388-53А-080 КЕР 
388-49-430 AMD 91-16-064 388-53A-090 REP-P 
388-49-470 AMD 91-06-004 388-53A-090 REP 
388-49-470 AMD-P 91-24-038 388-53A-100 REP-P 
388-49-470 AMD-E 91-24-041 388-53A-100 REP 
388-49-480 AMD-P 91-05-072 388-53A-110 REP-P 
38849480 AMD-W 91-10-034 388-53A-110 REP 
388-49-480 AMD-P 91-12-023 388-53А-120 REP-P 
388-49-480 AMD-E 91-12-027 388-53А-120 КЕР 
388-49-480 AMD 91-15-088 388-53А-130 КЕР-Р 
388-49-500 AMD-P 91-14-120 388-53A-130 REP 
388-49-500 AMD-W  91-17-059 388-53A-140 REP-P 
388-49-500 AMD-P 91-20-090 388-53A-140 REP 
388-49-500 AMD-E  91-20-114 388-55-010 AMD-P 
388-49-500 AMD 91-23-090 388-55-010 AMD-E 
388-49-505 AMD-P 91-04-035 388-55-010 AMD 
388-49-505 AMD-E 91-04-036 388-55-020 AMD-P 
388-49-505 AMD 91-08-013 388-55-020 AMD-W 
388-49-510 AMD-P 91-20-090 388-55-040 AMD-P 
388-49-510 AMD-E 91-20-114 388-55-040 AMD-E 
388-49-510 AMD 91-23-090 388-55-040 AMD 
388-49-520 AMD-P 91-09-067 388-62-020 AMD-P 
388-49-520 AMD 91-12-025 388-62-020 AMD 
388-49-520 AMD-P 91-21-121 388-62-025 NEW-P 
388-49-520 AMD-E 91-24-042 388-62-025 NEW 
388-49-530 AMD-P 91-09-067 388-62-035 AMD-P 
388-49-530 AMD 91-12-025 388-62-035 AMD 
388-49-535 AMD-P 91-09-067 388-62-050 КЕР-Р 
388-49-535 AMD 91-12-025 388-62-050 КЕР 
388-49-550 AMD-P 91-20-095 388-62-070 AMD-P 
388-49-550 AMD-E 91-20-112 388-62-070 AMD 
388-49-550 AMD 91-23-088 388-62-075 AMD-P 
388-49-600 AMD-P 91-08-064 388-62-075 AMD 
388-49-600 AMD 91-11-087 388-62-080 AMD-P 
388-49-630 AMD-P 91-19-103 388-62-080 AMD 
388-49-630 AMD 91-22-045 388-62-095 AMD-P 
388-49-630 AMD 91-24-039 388-62-095 AMD 
388-49-640 AMD-P 91-19-105 388-62-100 КЕР-Р 
388-49-640 AMD 91-22-047 388-62-100 КЕР 
388-51-010 AMD-P 91-20-094 388-62-115 КЕР-Р 
388-51-010 AMD-E  91-20-113 388-62-115 REP 
388-51-020 AMD-P 91-20-094 388-62-130 КЕР-Р 
388-51-020 AMD-E  91-20-113 388-62-130 REP 
388-51-100 AMD-P 91-20-094 388-62-135 AMD-P 
388-51-100 AMD-E  91-20-113 388-62-135 AMD 
388-51-110 NEW-P 91-20-094 388-62-155 REP-P 
388-51-110 NEW-E  91-20-113 388-62-155 REP 


WSR # 
91-20-094 
91-20-113 
91-20-094 
91-20-113 
91-20-094 
91-20-113 
91-20-094 
91-20-113 
91-20-094 
91-20-113 
91-20-094 
91-20-113 
91-06-006 
91-06-006 
91-06-006 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-12-066 
91-15-087 
91-20-100 
91-20-104 
91-24-046 
91-23099 
91-24-018 
91-20-100 
91-20-104 
91-24-046 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 ` 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 
91-14-119 
91-17-060 


Table of WAC Sections Affected 


WAC # WSR # WACH WSR 4 WAC # WSR # 
388-62-160 REP-P 91-14-19 388-73-202 AMD-P 91-21-069 388-77-531 NEW-E  91-12-068 
388-62-160 REP 91-17-060 388-73-208 AMD-P 91-21-069 388-77-531 NEW 91-15-086 
388-62-165 REP-P 91-14-119 388-73-210 AMD-P 91-21-069 388-77-555 AMD 91-04-041 
388-62-165 REP 91-17-060 388-73-212 AMD-P 91-21-069 388-77-555 AMD 91-05-010 
388-62-170 REP-P 91-14-119 388-73-213 NEW-P 91-21-069 388-77-555 AMD 91-05-058 
388-62-170 REP 91-17-060 388-73-214 AMD-P 91-21-069 388-77-555 AMD 91-08-050 
388-62-190 AMD-P 91-14-19 388-73-216 AMD-P 91-21-069 388-77-600 AMD 91-04-04 1 
388-62-190 AMD 91-17-060 388-73-302 AMD-P 91-21-069 388-77-600 AMD 91-05-010 
388-62-200 AMD-P 91-14-119 388-73-304 AMD-P 91-21-069 388-77-600 AMD 91-05-058 
388-62-200 AMD 91-17-060 388-73-306 AMD-P 91-21-069 388-77-600 AMD 91-08-050 
388-70-031 NEW-P 91-19-104 388-73-308 AMD-P 91-21-069 388-77-610 AMD 91-04-041 
388-70-031 NEW-E 91-19-106 388-73-310 AMD-P 91-21-069 388-77-610 AMD 91-05-010 
388—70-031 NEW 91-24-044 388-73-312 AMD-P 91-21-069 388-77-610 AMD 91-05-058 
388-70-032 NEW-P 91-19-104 388-73-409 AMD-P 91-21-069 388-77-610 AMD 91-08-050 
388-70-032 NEW-E 91-19-106 388-73-414 AMD-P 91-21-069 388-77-610 AMD-P 91-10-073 
388-70-032 NEW 91-24-044 388-73-504 AMD-P 91-21-069 388-77-610 AMD-E 91-10-079 
388-70-033 NEW-P 91-19-104 388-73-506 AMD-P 91-21-069 388-77-610 AMD 91-13-081 
388-70-033 NEW-E  91-19-106 388-73-512 AMD-P 91-21-069 388-77-615 AMD 91-04-04 | 
388-70-033 NEW 91-24-044 388-73-602 AMD-P 91-21-069 388-77-615 AMD 91-05-010 
388-70-034 NEW-P 91-19-104 388-73-604 AMD-P 91-21-069 388-77-615 AMD 91-05-058 
388—70-034 NEW-E 91-19-106 388-73-606 AMD-P 91-21-069 388-77-615 AMD 91-08-050 
388-70-034 NEW 91-24-044 388-73-608 REP-P 91-21-069 388-80-005 AMD-P 91-19-059 
388-70-035 NEW-P 91-19-104 388-73-610 AMD-P 91-21-069 388-80-005 AMD-E 91-19-060 
388—70-035 NEW-E 91-19-106 388-73-702 AMD-P 91-21-069 388-81-017 NEW-P 91-24-037 
388-70-035 NEW 91-24-044 388-73-704 AMD-P 91-21-069 388-81-017 NEW-E 91-24-043 
388-70-036 NEW-P 91-19-104 388-73-706 AMD-P 91-21-069 388-81-030 AMD 91-07-011 
388-70-036 NEW-E  91-19-106 388—73—708 AMD-P 91-21-069 388-81—038 NEW-P 91-22-040 
388-70-036 NEW 91-24-044 388-73-710 AMD-P 91-21-069 388-8 1-038 NEW-E 91-22-048 
388-70-037 NEW-P 91-19-104 388-73-712 AMD-P 91-21-069 388-81-070 REP-P 91-14-066 
388-70-037 NEW-E  91-19-106 388-73-714 AMD-P 91-21-069 388-81-070 REP-E 91-14-070 
388-70-037 NEW 91-24-044 388-173-716 REP-P 91-21-069 388-81-070 REP-C 91-17-058 
388-73-012 AMD-P 91-21-069 388-73-720 AMD-P 91-21-069 388-8 1-070 REP-W 91-20-088 
388-73-014 AMD-P 91-21-069 388-73-722 AMD-P 91-21-069 388-81-070 AMD-P 91-20-098 
388-73-016 AMD-P 91-21-069 388-73-804 AMD-P 91-21-069 388-81-070 AMD-E 91-20-105 
388-73-018 AMD-P 91-21-069 388-73-815 NEW-P 91-21-069 388-81-070 AMD 91-23-080 
388-73-024 AMD-P 91-21-069 388-73-820 AMD-P 91-21-069 388-82-010 AMD 91-06-003 
388-73-026 AMD-P 91-21-069 388-73-901 NEW-P 91-21-069 388-82-010 AMD-E 91-11-016 
388-73-028 AMD-P 91-21-069 388-73-902 AMD-P 91-21-069 388-82-010 AMD-P 91-11-017 
388-73-030 AMD-P 91-21-069 388-76-030 AMD-P 91-05-070 388-82-010 AMD 91-15-014 
388-73-034 AMD-P 91-21-069 388-76-030 AMD 91-09-016 388-82-115 AMD-P 91-21-050 
388—73-036 AMD-P 91-21-069 388-76-040 AMD-P 91-05-070 388-82-115 AMD-E 91-21-051 
388-73-038 AMD-P 91-21-069 388-76-040 AMD 91-09-016 388-82-140 AMD 91-07-011 
388-73-042 AMD-P 91-21-069 388-76-087 AMD-P 91-05-070 388-82-160 AMD-P 91-08-035 
388—73-052 AMD-P 91-21-069 388—76-087 AMD 91-09-016 388-82-160 AMD-E 91-08-036 
388—73-054 AMD-P 91-21-069 388-77-010 AMD 91-04-041 388-82-160 AMD 91-1 1-086 
388-73-056 AMD-P 91-21-069 388-77-010 AMD 91-05-010 388-83-013 AMD-P 91-06-042 
388-73-057 AMD-P 91-21-069 388-77-010 AMD 91-05-058 388-83-013 AMD-E 91-06-046 
388-73-060 AMD-P 91-21-069 388-77-010 AMD 91-08-050 388-83-013 AMD 91-10-101 
388-73-062 AMD-P 91-21-069 388-77-230 КЕР 91-04-041 388-83-013 AMD-P 91-22-039 
388-73-064 AMD-P 91-21-069 388-77-230 REP 91-05-010 388-83-013 AMD-E 91-22-052 
388-73-070 AMD-P 91-21-069 388-77-230 REP 91-05-058 388-83-032 AMD-P 91-06-043 
388-73-077 AMD-P 91-21-069 388-77-230 КЕР 91-08-050 388-83-032 AMD-E 91-06-047 
388-73-078 AMD-P 91-21-069 388-77-240 AMD-P 91-15-062 388-83-032 AMD 91-10-100 
388-73-080 AMD-P 91-21-069 388-77-240 AMD 91-19-024 388-83-033 AMD-P 91-08-034 
388-73-100 AMD-P 91-21-069 388-77-256 REP-P 91-24-092 388-83-033 AMD-E 91-08-037 
388-73-102 AMD-P 91-21-069 388-77-256 REP-E 91-24-093 388-83-033 AMD-E 91-10-036 
388-73-103 AMD-P 91-21-069 388-77-320 AMD 91-04-041 388-83-033 AMD 91-11-085 
388-73-104 AMD-P 91-21-069 388-77-320 AMD 91-05-010 388-83-033 AMD-P 91-22-043 
388-73-106 AMD-P 91-21-069 388-77-320 AMD 91-05-058 388-83-033 AMD-E 91-22-051 
388-73-108 AMD-P 91-21-069 388-77-320 AMD 91-08-050 388-83-041 NEW-P 91-05-008 
388-73-110 AMD-P 91-21-069 388-77-500 AMD 91-04-041 388-83-041 NEW-E 91-05-009 
388-73-112 AMD-P 91-21-069 388-77-500 AMD 91-05-010 388-83-041 NEW 91-09-017 
388-73-116 AMD-P 91-21-069 388-77-500 AMD 91-05-058 388-83-130 AMD-P 91-06-043 
388-73-118 AMD-P 91-21-069 388-77-500 AMD 91-08-050 388-83-130 AMD-E 91-06-047 
388-73-120 AMD-P 91-21-069 388-77-515 AMD 91-04-041 388-83-130 AMD 91-10-100 
388-73-126 AMD-P 91-21-069 388-77-515 AMD 91-05-010 388-83-200 AMD-P 91-12-067 
388-73-128 'AMD-P 91-21-069 388-77-515 AMD 91-05-058 388-83-200 AMD 91-16-059 
388-73-130 AMD-P 91-21-069 388-77-515 AMD 91-08-050 388-84-105 AMD 91-05-011 
388-73-132 AMD-P 91-21-069 388-77-520 AMD 91-04-041 388-84-105 AMD-P 91-20-099 
388-73-134 AMD-P 91-21-069 388-77-520 AMD 91-05-010 388-84-105 AMD-E 91-20-109 
388-73-136 AMD-P 91-21-069 388-77-520 AMD 91-05-058 388-84-105 AMD 91-23-083 
388-73-138 AMD-P 91-21-069 388-77-520 AMD 91-08-050 388-85-115 AMD-E  91-11-016 
388-73-140 AMD-P 91-21-069 388-77-530 КЕР 91-04-041 388-85-115 AMD-P  91-11-017 
388-73-142 AMD-P 91-21-069 388-77-530 REP 91-05-010 388-85-115 AMD 91-16-024 
388—73-143 AMD-P 91-21-069 388-77-530 REP 91-05-058 388-86-005 AMD-P 91-22-040 
388-73-144 AMD-P 91-21-069 388-77-530 КЕР 91-08-050 388-86-005 AMD-E 91-22-048 
388-73-146 AMD-P 91-21-069 388-77-531 NEW-P 91-12-065 388-86-00901 AMD-P 91-04-040 


14111 


WAC # 


388-86-00901 
388-86-00901 
388-86-019 
388-86-019 
388-86-021 
388-86-021 
388-86-071 
388-86-071 
388-86-071 
388-86-073 
388-86-073 
388-86-085 
388-86-085 
388-86-085 
388-86-090 
388-86-090 
388-86-09601 
388-86-09601 
388-86-098 
388-86-098 
388-86-100 
388-86-100 
388-86-120 
388-86-120 
388-87-007 
388-87-007 
388-87-007 
388-87-010 
388-87-010 
388-87-010 
388-87-010 
388-87-015 
388-87-015 
388-87-015 
388-87-025 
388-87-025 
388-87-025 
388-87-070 
388-87-070 
388-87-070 
388-87-070 
388-87-070 
388-87-070 
388-87-070 
388-87-072 
388-87-072 
388-87-072 
388-87-072 
388-87-072 
388-87-072 
388-87-072 
388-87-105 
388-87-105 
388-87-105 
388-91-005 
388-91-005 
388-91-005 
388-91-010 
388-91-010 
388-91-010 
388-91-013 
388-91-013 
388-91-013 
388-91-015 
388-91-015 
388-91-015 
388-91-016 
388-91-016 
388-91-016 
388-91-020 
388-91-020 
388-91-020 
388-91-030 
388-91-030 
388-91-030 
388-91-035 
388-91-035 


AMD-E 
AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
RESCIND 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
RESCIND 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
NEW-P 
NEW-E 
NEW 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
NEW-P 
NEW-E 
NEW 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 


WSR j 


91-04-044 
91-08-012 
91-24-036 
91-24-040 
91-24-036 
91-24-040 
91-20-103 
91-20-107 
91-23-079 
91-24-036 
91-24-040 
91-20-101 
91-20-106 
91-23-082 
91-24-036 
91-24-040 
91-24-036 
91-24-040 
91-24-036 
91-24-040 
91-24-036 
91-24-040 
91-24-036 
91-24-040 
91-16-038 
91-16-040 
91-20-053 
91-07-011 
91-14-067 
91-14-072 
91-17-062 
91-16-017 
91-16-022 
91-20-054 
91-20-102 
91-20-108 
91-23-081 
91-06-044 
91-06-049 
91-06-056 
91-10-025 
91-18-050 
91-18-052 
91-21-123 
91-06-044 
91-06-049 
91-06-056 
91-10-025 
91-18-050 
91-18-052 
91-21-123 
91-16-018 
91-16-023 
91-20-050 
91-19-002 
91-19-003 
91-23-084 
91-19-002 
91-19-003 
91-23-084 
91-19-002 
91-19-003 
91-23-084 
91-19-002 
91-19-003 
91-23-084 
91-19-002 
91-19-003 
91-23-084 
91-19-002 
91-19-003 
91-23-084 
91-19-002 
91-19-003 
91-23-084 
91-19-002 
91-19-003 


Table of WAC Sections Affected 


WAC # 


388-91-035 
388-91-040 
388-91-040 
388-91-040 
388-91-050 
388-91-050 
388-91-050 
388-92-045 
388-92-045 
388-92-045 
388-95-320 
388-95-320 
388-95-320 
388-95-337 
388-95-337 
388-95-337 
388-95-360 
388-95-360 
388-95-360 
388-95-360 
388-95-380 
388-95-380 
388-95-380 
388-95-395 
388-95-395 
388-95-395 
388-96-010 
388-96-010 
388-96-010 
388-96-023 
388-96-023 
388-96-023 
388-96-221 
388-96-507 
388-96-507 
388-96-507 
388-96-559 
388-96-559 
388-96-559 
388-96-569 
388-96-569 
388-96-569 
388-96-585 
388-96-585 
388-96-585 
388-96-722 
388-96-722 
388-96-722 
388-96-722 
388-96-722 
388-96-754 
388-96-754 
388-96-754 
388-96-760 
388-96-760 
388-96-901 
388-96-901 
388-96-904 
388-96-904 
388-99-020 
388-99-040 
388-99-040 
388-99-040 
388-99-060 
388-99-060 
388-100-005 
388-100-005 
388-100-005 
388-100-010 
388-100-010 
388-100-010 
388-100-015 
388-100-015 
388-100-015 
388-100-020 
388-100-020 
388-100-020 


AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD 


[412] 


WSR 4 


91-23-084 
91-19-002 
91-19-003 
91-23-084 
91-19-002 
91-19-003 
91-23-084 
91-05-008 
91-05-009 
91-09-017 
91-05-034 
91-05-035 
91-09-019 
91-07-011 
91-22-041 
91-22-050 
91-07-011 
91-14-068 
91-14-071 
91-17-061 
91-05-008 
91-05-009 
91-09-017 
91-12-022 
91-12-029 
91-15-085 
91-17-088 
91-17-089 
91-22-025 
91-17-088 
91-17-089 
91-22-025 
91-09-066 
91-17-088 
91-17-089 
91-22-025 
91-17-088 
91-17-089 
91-22-025 
91-17-088 
91-17-089 
91-22-025 
91-17-088 
91-17-089 
91-22-025 
91-09-066 
91-12-026 
91-17-088 
91-17-089 
91-22-025 
91-17-088 
91-17-089 
91—22-025 
91-09-066 
91-12-026 
91-09-066 
91-12-026 
91-09-066 
91-12-026 
91-07-011 
91-05-008 
91-05-009 
91-09-017 
91-24-036 
91-24-040 
91-14-067 
91-14-072 
91-17-062 
91-14-067 
91-14-072 
91-17-062 
91-14-067 
91-14-072 
91-17-062 
91-14-067 
91-14-072 
91-17-062 


WAC # 


388-100-025 
388-100-025 
388-100-025 
388-100-030 
388-100-030 
388-100-030 
388-100-035 
388-100-035 
388-100-035 
388-100-035 
388-100-035 
388-150-005 
388-150-005 
388-150-005 
388-150-020 
388-150-020 
388-150-020 
388-150-020 
388-150-100 
388-150-100 
388-150-100 
388-150-180 
388-150-180 
388-150-180 
388-150-210 
388-150-210 
388-150-210 
388-150-280 
388-150-280 
388-150-280 
388-150-390 
388-150-390 
388-150-390 
388-150-450 
388-1 50—450 
388-1 50—450 
388-155 

388-155-005 
388-155-010 
388-155-020 
388-155-020 
388-155-020 
388-155-020 
388-155-040 
388-155-050 
388-155-060 
388-155-070 
388-155-080 
388-155-090 
388-155-100 
388-155-110 
388-155-120 
388-155-130 
388-155-140 
388-155-150 
388-155-160 
388-155-165 
388-155-170 
388-155-180 
388-155-190 
388-155-200 
388-155-210 
388-155-220 
388-155-230 
388-155-240 
388-155-250 
388-155-260 
388-155-270 
388-155-280 
388-155-285 
388-155-290 
388-155-295 
388-155-310 
388-155-320 
388-155-330 
388-155-340 
388-155-350 


WSR 4 

AMD-P 91-14-067 
AMD-E 91-14-072 
AMD 91-17-062 
AMD-P 91-14-067 
AMD-E 91-14-072 
AMD 91-17-062 
AMD-P 91-14-067 
AMD-E 91-14-072 
AMD 91-17-062 
AMD-P 91-24-036 
AMD-E 91-24-040 
AMD-P 91-03-127 
AMD-E 91-03-128 
AMD 91-07-013 
AMD-P 91-12-024 
AMD-E  91-12-028 
AMD 91-15-084 
AMD 91-21-070 
AMD-P 91-03-127 
AMD-E 91-03-128 
AMD 91-07-013 
AMD-P 91-03-127 
AMD-E 91-03-128 
AMD 91-07-013 
AMD-P 91-03-127 
AMD-E 91-03-128 
AMD 91-07-013 
AMD-P 91-03-127 
AMD-E 91-03-128 
AMD 91-07-013 
AMD-P 91-03-127 
AMD-E 91-03-128 
AMD 91-07-013 
AMD-P 91-03-127 
AMD-E 91-03-128 
AMD 91-07-013 
NEW-C 91-03-038 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
AMD-P 91-12-024 
AMD-E 91-12-028 
AMD 91-15-084 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW-W 91-11-026 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 
NEW 91-04-048 


WAC 8 


388-155-360 
388-155-370 
388-155-380 
388-155-390 
388-155-400 
388-155-410 
388-155-420 
388-155-430 
388-155-440 
388-155-450 
388-155-460 
388-155-470 
388-155-480 
388-155-490 
388-155--500 
388-320-010 
388-320-010 
388-320-020 
388-320-020 
388-320-030 
388-320-030 
388-320-035 
388-320-035 
388-320-040 
388-320-040 
388-320-045 
388-320-045 
388-320-050 
388-320-050 
388-320-080 
388-320-080 
388-320-090 
388-320-090 
388-320-092 
388-320-092 
388-320-100 
388-320-100 
388-320-110 
388-320-130 
388-320-130 
388-320-133 
388-320-135 
388-320-140 
388-320-140 
388-320-180 
388-320-180 
388-320-184 
388-320-184 
388-320-185 
388-320-185 
388-320-220 
388-320-220 
388-320-230 
388-320-230 
388-320-450 
388-320-450 
388-320-460 
388-320-460 
388-320-470 
388-320-470 
390-05-210 

390-05-210 

390-05-210 

390-05-215 

390-12-040 

390-12-040 

390-12-040 

390-14-045 

390-14-045 

390-16-01 1 

390-16-01 1 

390-16-04 1 

390-16-041 

390-16-125 

390-16-240 

390-16-240 

390-16-308 


Table of WAC Sections Affected 


WSR 4 WAC # WSR # WAC # WSR # 
NEW 91-04-048 390-16-308 AMD-P 91-11-105 392-115-020 NEW-P 91-03-001 
NEW 91-04-048 390-16-308 AMD 91-14-041 392-115-020 NEW 91-07-007 
NEW 91-04-048 390-16-310 AMD-P 91-22-081 392-115-025 NEW-P 91-03-001 
NEW 91-04-048 390-16-312 NEW-W  91-11-104 392-115-025 NEW 91-07-007 
NEW 91-04-048 390-16-312 NEW-P 91-11-105 392-115-030 NEW-P 91-03-001 
NEW 91-04-048 390-16-312 NEW 91-14-041 392-115-030 NEW 91-07-007 
NEW 91-04-048 390-20-020 AMD-E 91-20-153 392-115-035 NEW-P 91-03-001 
NEW 91-04-048 390-20-020 AMD-P 91-20-154 392-115-035 NEW 91-07-007 
NEW 91-04-048 390-20-020 AMD 91-24 011 392-115-040 NEW-P 91-03-001 
NEW 91-04-048 390-20-0101 AMD-C 91-06-034 392-115-040 NEW 91-07-007 
NEW 91-04-048 390-200101 AMD 91-09-021 392-115-045 NEW-P 91-03-001 
NEW 91-04-048 390-20-052 AMD-P 91-13-089 392-115-045 NEW 91-07-007 
NEW 91-04-048 390-20-052 AMD 91-16-072 392-115-050 NEW-P 91-03-001 
NEW 91-04-048 390-24-010 AMD-E 91-20-153 392-115-050 NEW 9107-007 
NEW 91-04-048 390-24-010 AMD-P 91-20-154 392-115-055 NEW-P 91-03-001 
AMD-P 91-20-091 390-24-010 AMD 91-24-011 392-115-055 NEW 91-07-007 
AMD 91-24-047 390-24-020 AMD-E 91-20-153 392-115-060 NEW-P 91-03-001 
REP-P 91-20-091 390-24-020 AMD-P 91-20-154 392-115-060 NEW 91-07-007 
КЕР 91-24-047 390-24-020 AMD 91-24 011 392-115-065 NEW-P 9]-03-001 
AMD-P 91-20-09! 390-24-031 NEW-P 91-07-027 392-115-065 NEW 91-07-007 
AMD 91-24-047 390-24-031 NEW 91-10-057 392-115-070 NEW-P 91-03-001 
REP-P 91-20-091 390-24-202 NEW-P 91-24-010 392-115-070 NEW 91-07-007 
REP 91-24-047 390-28-020 AMD-P 91-19-039 392-115-075 NEW-P 9103001 
REP-P 91-20-091 390-28-020 AMD 91-22-083 392-115-075 NEW 91-07-007 
REP 91-24-047 390-28-025 AMD-P 91-19-039 392-115-080 NEW-P 91-03-001 
REP-P 91-20-091 390-28-025 AMD 91-22-083 392-115-080 NEW 91-07-007 
REP 91-24-047 390-28-040 AMD-P 91-19-039 392-115-085 NEW-P 91-03-001 
REP-P 91-20-091 390-28-040 AMD 91-22-083 392-115-085 NEW 91-07-007 
REP 91-24-047 390-28-050 REP-P 91-16-071 392-115-090 NEW-P 91-03-001 
REP-P ` 91-20-091 390-28-050 REP 91-21-030 392-115-090 NEW 91-07-007 
REP 91-24-047 390-28-060 AMD-P 91-19-039 392-115-095 NEW-P 91-03-001 
REP-P 91-20-091 390-28-060 AMD 91-22-083 392-115-095 NEW 91-07-007 
КЕР 91-24-047 390-28-080 AMD-P 91-19-039 392-115-100 NEW-P 91-03-001 
REP-P 91-20-091 390-28-080 AMD 91-22-083 392-115-100 NEW 91-07-007 
REP 91-24-047 390-37-060 AMD-P 91-13-089 392-115-105 NEW-P 91-03-001 
AMD-P. 91-20-091 390-37-060 AMD 91-16-072 392-115-105 NEW 91-07-007 
AMD 91-24-047 390-37-085 NEW-P 91-15-025 392-115-110 NEW-P 91-03-001 
REP-P 91-20-09! 390-37-085 NEW-W  91-15-051 392-115-110 NEW 91-07-007 
AMD-P 91-20-091 390-37-090 AMD-P 91-13-089 392-115-115 NEW-P 91-03-001 
AMD 91-24-047 390-37-090 AMD 91-16-072 392-115-115 NEW 91-07-007 
NEW 91-24-047 390-37-100 AMD-P 91-13-089 392-115-120 NEW-P 91-03-001 
REP-P 91-20-091 390-37-100 AMD 91-16-072 392-115-120 NEW 91-07-007 
AMD-P 91-20-091 390-37-105 NEW-P  91-13-089 392-115-125 NEW-P 91-03-001 
AMD 91-24-047 390-37-105 NEW 91-16-072 392-115-125 NEW 91-07-007 
REP-P 91-20-091 390-37-120 NEW-P 91-13-089 392-115-130 NEW-P 91-03-001 
REP 91-24-047 390-37-120 NEW 91-16-072 392-115-130 NEW 91-07-007 
REP-P 91-20-091 390-37-130 NEW-P 91-13-089 392-115-135 NEW-P 91-03-001 
REP 91-24-047 390-37-130 NEW 91-16-072 392-115-135 NEW 91-07-007 
REP-P 91-20-09! 390-37-132 NEW-P  91-13-089 392-115-140 NEW-P 91-03-001 
REP 91-24-047 390-37-132 NEW 91-16-072 392-115-140 NEW 91-07-007 
AMD-P 91-20-09! 390-37-134 NEW-P 91-13-089 392-115-145 NEW-P 91-03-001 
AMD 91-24-047 390-37-134 NEW 91-16-072 392-115-145 NEW 91-07-007 
REP-P 91-20-091 390-37-136 NEW-P 91-13-089 392-115-150 NEW-P 91-03-001 
КЕР 91-24-047 390-37-136 NEW 91-16-072 392-115-150 NEW 91-07-007 
NEW-P 91-20-091 390-37-140 NEW-P 91-13-089 392-115-155 NEW-P 91-03-001 
NEW 91-24-047 390-37-140 NEW 91-16-072 392-115-155 NEW 91-07-007 
NEW-P 91-20-091 390-37-142 NEW-P 91-13-089 392-117-005 NEW-P 91-09-025 
NEW 91-24-047 390-37-142 NEW 91-16-072 392-117-005 NEW 91-13-054 
NEW-P 91-20-091 390-37-144 NEW-P 91-13-089 392-117-010 NEW-P 91-09-025 ` 
NEW 91-24-047 390-37-144 NEW 91-16-072 392-117-010 NEW 91-13-054 
AMD-W 91-11-104 390-37-150 AMD-P 91-13-089 392-117-015 NEW-P 91-09-025 
AMD-P 91-11-105 390-37-150 AMD 91-16-072 392-117-015 NEW 91-13-054 
AMD 91-14-04! 390-37-210 REP-P 91-13-089 392-117-020 NEW-P 91-09-025 
NEW-P 91-24-010 390-37-210 REP 91-16-072 392-117-020 NEW 91-13-054 
AMD-P 91-20-154 392-100 NEW-P 91-24-071 392-117-025 NEW-P 91-09-025 
AMD-P 91-22-082 392-100-100 NEW-P 91-24-071 392-117-025 МЕМ 91-13-054 
AMD 91-24-011 392-100-101 NEW-P 91-24-071 392-117-030 NEW-P 91-09-025 
AMD-P 91-13-089 392-100-102 NEW-P 91-24-071 392-117-030 NEW 91-13-054 
AMD 91-16-072 392-101-010 AMD-P 91-13-053 392-117-035 NEW-P 91-09-025 
AMD-P 91-19-038 392-101-010 AMD 91-18-007 392-117-035 NEW 91-13-054 
AMD 91-22-033 392-101-015 NEW 91-02-095 392-117-040 NEW-P 91-09-025 
AMD-P 91-19-038 392-115-005 NEW-P 91-03-001 392-117-040 NEW 91-13-054 
AMD 91-22-033 392-115-005 NEW 91-07-007 392-117-045 NEW-P 91-09-025 
AMD-P 91-22-082 392-115-010 NEW-P 91-03-001 392-117-045 NEW 91-13-054 
NEW-P 91-10-056 392-115-010 NEW 91-07-007 392-117-050 NEW-P 91-09-025 
NEW 91-14-041 392-115-015 NEW-P 91-03-001 392-117-050 NEW 91-13-054 
AMD-W 91-11-104 392-115-015 NEW 91-07-007 392-121-108 AMD 91-02-096 


[413] 


WAC # 

392-121-133 AMD 
392-121-136 AMD 
392-121-182 AMD 
392-121-184 NEW-P 
392-121-184 NEW 
392-121-265 AMD 
392-121-268 AMD 
392-121-269 NEW 
392-121-270 AMD 
392-121-272 AMD 
392-121-280 AMD 
392-121-295 AMD 
392-121-297 REP 
392-121-299 AMD 
392-121-500 NEW 
392-121-500 AMD-P 
392-121-500 AMD 
392-121-505 NEW 
392-121-505 AMD-P 
392-121-505 AMD 
392-121-510 NEW 
392-121-510 AMD-P 
392-121-510 AMD 
392-121-515 NEW 
392-121-520 NEW 
392-121-525 NEW 
392-121-530 NEW 
392-121-535 NEW 
392-121-540 NEW 
392-121-545 NEW 
392-122-010 AMD 
392-122-100 AMD 
392-122-106 AMD 
392-122-107 AMD 
392-122-110 AMD 
392-122-115 REP 
392-122-120 AMD 
392-122-125 REP 
392-122-145 AMD 
392-122-165 NEW 
392-122-200 AMD 
392-122-201 NEW-P 
392-122-202 NEW--P 
392-122-205 AMD-P 
392-122-206 МЕМ 
392-122-206 AMD-P 
392-122-207 NEW-P 
392-122-210 AMD 
392-122-210 AMD-P 
392-122-211 NEW-P 
392-122-212 NEW-P 
392-122-213 NEW-P 
392-122-214 NEW-P 
392-122-215 REP 
392-122-220 NEW-P 
392-122-221 NEW-P 
392-122-225 NEW-P 
392-122-230 AMD 
392-122-230 AMD-P 
392-122-235 AMD 
392-122-240 REP 
392-122-245 REP 
392-122-250 КЕР 
392-122-255 AMD-P 
392-122-260 AMD-P 
392-122-265 REP-W 
392-122-265 AMD-P 
392-122-270 AMD 
392-122-270 AMD-P 
392-122-275 AMD-P 
392-122-300 NEW-P 
392-122-301 NEW-P 
392-122-302 NEW-P 
392-122-303 NEW-P 
392-122-304 NEW-P 
392-122-320 NEW-P 
392-122-321 NEW-P 


Tabłe of WAC Sections Affected 


WSR 4 WAC # WSR # WAC g WSR 4 
91-02-096 392-122-322 NEW-P 91-24-071 392-140-078 REP-P 91-21-097 
91-02-096 392-122-600 AMD 91-03-118 392-140-079 REP-P 91-21-097 
91-02-096 392-122-605 AMD 91-03-118 392-140-080 REP-P 91-21-097 
91-04-088 392-122-610 AMD 91-03-118 392-140-081 REP-P  91-21-097 
91-08-038 392-122-700 AMD 91-03-118 392-140-082 REP-P 91-21-097 
91-02-097 392-122-800 AMD 91-03-118 392-140-083 REP-P 91-21-097 
91-02-097 392-122-805 AMD 91-03-118 392-140-160 REP-P 91-21-097 
91-02-097 392-122-910 NEW 91-03-118 392-140-161 REP-P 91-21-097 
91-02-097 392-123-054 AMD-P 91-22-0711 392-140-162 REP-P 91-21-097 
91-02-097 392-123-071 AMD-P 91-22-07! 392-140-163 REP-P 91-21-097 
91-02-097 392-123-072 AMD-P 91-22-071 392-140-165 REP-P 91-21-097 
91-02-097 392-123-074 AMD-P 91-22-0711 392-140-166 REP-P 91-21-097 
91-02-097 392-123-078 AMD-P 91-22-071 392-140-167 REP-P 91-21-097 
91-02-097 392-123-079 AMD-P 91-22-0711 392-140-168 REP-P 91-21-097 
91-07-006 392-123-115 AMD-P 91-22-071 392-140-169 REP-P 91-21-097 
91-10-105 392-123-120 AMD-P 91-22-0711 392-140-170 REP-P 91-21097 
91-14-038 392-123-180 AMD-P 91-19-076 392-140-171 REP-P 91-21-097 
91-07-006 392-123-180 AMD 91-23-043 392-140-172 REP-P 91-21-097 
91-10-105 392—125-014 NEW-P 91-03-050 392-140-173 REP-P 91-21-097 
91-14-038 392-125-014 NEW 91-07-063 392-140-174 REP-P 91-21-097 
91-07-006 392-125-015 AMD-P 91-03-050 392-140-197 AMD-P 91-21-097 
91-10-105 392-125-015 AMD 91-07-063 392-140-198 AMD-P 91-21-097 
91-14-038 392-125-020 AMD-P 91-03-050 392-140-199 AMD-P 91-21-097 
91-07-006 392-125-020 AMD 91-07-063 392-140-201 AMD-P 91-21-097 
91-07-006 392-125-025 AMD-P 91-03-050 392-140-224 AMD-P 91-09-026 
91-07-006 392-125-025 AMD 91-07-063 392-140-224 AMD 91-12-021 
91-07-006 392-125-026 NEW-P 91-03-050 392-140-250 AMD-P 91-21-037 
91-07-006 392-125-026 NEW 91-07-063 392-140-251 REP-P 91-21-037 
91-07-006 392-125-027 NEW-P 91-03-050 392-140-252 AMD-P 91-21-037 
91-07-006 392-125-027 NEW 91-07-063 392-140-253 AMD-P 91-21-037 
91-03-118 392-125-030 AMD-P 91-03-050 392-140-254 AMD-P 91-21-037 
91-03-118 392-125-030 AMD 91-07-063 392-140-255 AMD-P 91-21-037 
91-03-118 392-125-085 AMD-P 91-03-050 392-140-256 AMD-P 91-21-037 
91-03-118 392-125-085 AMD 91-07-063 392-140-257 AMD-P 91-04-089 
91-03-118 392-127-004 AMD-P 91-12-006 392-140-257 AMD 91-08-039 
91-03-118 392-127-004 AMD 91-16-011 392-140-257 AMD-P 91-21-037 
91-03-118 392-127-006 AMD-P 91-12-006 392-140-258 AMD-P 91-21-037 
91-03-118 392-127-006 AMD 91-16-011 392-140-259 AMD-P 91-21-037 
91-03-118 392-127-011 AMD-P 91-12-006 392-140-265 AMD-P 91-21-037 
91-03-118 392-127-011 AMD 91-16-011 392-140-266 AMD-P 91-21-037 
91-03-118 392-127-700 NEW 91-03-129 392-140-267 AMD-P 91-21-037 
91-21-007 392-127-703 NEW 91-03-129 392-140-336 AMD-P 91-12-006 
91-21-007 392-127-705 NEW 91-03-129 392-140-336 AMD 91-16-011 
91-21-007 392-127-710 NEW 91-03-129 392-140-337 AMD-P 91-12-006 
91-03-118 392-127-715 NEW 91-03-129 392-140-337 AMD 91-16-011 
91-21-007 392-127-720 NEW 91-03-129 392-140-340 NEW 91-02-094 
91-21-007 392-127-725 NEW 91-03-129 392-140-341 МЕМ 91-02-094 
91-03-118 392-127-730 NEW 91-03-129 392-140-342 NEW 91-02-094 
91-21-007 392-127-735 NEW 91-03-129 392-140-343 NEW 91-02-094 
91-21-007 392-127-740 NEW 91-03-129 392-140-345 NEW 91-02-094 
91-21-007 392-127-745 NEW 91-03-129 392-140-346 МЕМ 91-02-094 
91-21-007 392-127-750 NEW 91-03-129 392-140-347 NEW 91-02-094 
91-21-007 392-127-755 NEW 91-03-129 392-140-348 NEW 91-02-094 
91-03-118 392-127-760 NEW 91-03-129 392-140-349 МЕМ 91-02-094 
91-21-007 392-127-765 NEW 91-03-129 392-140-350 NEW 91-02-094 
91-21-007 392-127-770 NEW 91-03-129 392-140-351 МЕМ 91-02-094 
91-21-007 392-127-775 NEW 91-03-129 392-140-352 NEW 91-02-094 
91-03-118 392-127-780 NEW 91-03-129 392-140-353 NEW 91-02-094 
91-21-007 392-127-785 NEW 91-03-129 392-140-354 МЕМ 91-02-094 
91-03-118 392-127-790 NEW 91-03-129 392-140-355 NEW 91-02-094 
91-03-118 392-127-795 NEW 91-03-129 392-140-356 МЕМ 91-02-094 
91-03-118 392-127-800 NEW 91-03-129 392-140-357 NEW 91-02-094 
91-03-118 392-127-805 NEW 91-03-129 392—140-358 NEW 91-02-094 
91-21-007 392-127-810 NEW 91-03-129 392-140-359 МЕМ 91-02-094 
91-21-007 392-127-815 NEW 91-03-129 392-140-360 МЕМ 91-02-094 
91-13-071 392-127-820 NEW 91-03-129 392-140-361 МЕМ/ 91-02-094 
91-24-071 392-127-825 NEW 91-03-129 392-140-362 NEW 91-02-094 
91-03-118 392-127-830 NEW 91-03-129 392-140-363 NEW 91-02-094 
91-21-007 392-140-067 NEW-P 91-21-097 392-140-364 NEW 91-02-094 
91-21-007 392-140-068 NEW-P 91-21-097 392-140-365 МЕМ 91-02-094 
91-24-071 392-140-069 NEW-P 91-21-097 392-140-366 NEW 91-02-094 
91-24-071 392-140-070 NEW-P 91-21-097 392-140-367 МЕМ 91-02-094 
91-24-071 392-140-071 NEW-P 91-21-097 392-140-368 NEW 91-02-094 
91-24-071 392-140-072 NEW-P 91-21-097 392-140-369 NEW 91-02-094 
91-24-071 392-140-075 REP-P 91-21-097 392-140-370 NEW 91-02-094 
91-24-071 392-140-076 REP-P 91-21-097 392—140-371 NEW 91-02-094 
91-24-071 392-140-077 REP-P 91-21-097 392-140-372 МЕМ 91-02-094 


WAC # 


392-140-373 
392-140-374 
392-140-375 
392-140-376 
392-140-377 
392-140-378 
392-140-379 
392-140-380 
392-140-381 
392-140-390 
392-140-391 
392-140-392 
392-140-393 
392—140-400 
392-140-400 
392—140-401 
392-140-401 
392-140-402 
392-140-402 
392-140-403 
392-140-403 
392-140-404 
392-140-404 
392—140-405 
392-140-405 
392-140-406 
392-140-406 
392-140-407 
392-140-407 
392-140-408 
392-140-408 
392-140-409 
392-140-409 
392-140-410 
392-140-410 
392-140-411 
392-140-411 
392-140-412 
392-140-412 
392-140-413 
392-140-413 
392-140-414 
392-140-414 
392-140-415 
392-140-415 
392-140-416 
392-140-416 
392-140-417 
392-140-417 
392-140-418 
392-140-418 
392-140-419 
392-140-419 
392-140-420 
392—140-420 
392-140-421 
392-140-421 
392-140-422 
392-140-422 
392—140-423 
392-140-423 
392-140-431 
392-140-432 
392-140-433 
392-140-434 
392—140-435 
392-140-436 
392-140-437 
392-140-438 
392-140-439 
392-140-441 
392—140-442 
392-140-443 
392-140-444 
392-140-445 
392-140-446 
392-140-447 


NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 
NEW-P 


Table of WAC Sections Affected 


WSR # WAC # 
91-02-094 392-140-450 NEW-P 
91-02-094 392-140-451 NEW-P 
91-02-094 392-140-452 NEW-P 
91-02-094 392-140-460 NEW-P 
91-02-094 392-140-461 NEW-P 
91-02-094 392-140-462 NEW-P 
91-02-094 392-140-463 NEW-P 
91-02-094 392-140-464 NEW-P 
91-02-094 392-140-465 NEW-P 
91-02-094 392-140-466 NEW-P 
91-02-094 392-140-470 NEW-P 
91-02-094 392-140-471 NEW-P 
91-02-094 392-140-472 NEW-P 
91-19-094 392-140-473 NEW-P 
91-23-023 392-140-474 NEW-P 
91-19-094 392-140-475 NEW-P 
91-23-023 392-140-476 NEW-P 
91-19-094 392-140-477 NEW-P 
91-23-023 392-140-478 NEW-P 
91-19-094 392-140-480 NEW-P 
91-23-023 392-140-481 NEW-P 
91-19-094 392-140-482 NEW-P 
91-23-023 392-140-483 NEW-P 
91-19-094 392-140-485 NEW-P 
91-23-023 392-140-486 NEW-P 
91-19-094 392-140-490 NEW-P 
91-23-023 392-140-491 NEW-P 
91-19-094 392-140-492 NEW-P 
91-23-023 392-140-493 NEW-P 
91-19-094 392-140-494 NEW-P 
91-23-023 392-140-495 NEW-P 
91-19-094 392-140-496 NEW-P 
91-23-023 392-140-497 NEW-P 
91-19-094 392-142-005 AMD-P 
91-23-023 392-142-005 AMD 
91-19-094 392-142-095 AMD-P 
91-23-023 392-142-095 AMD 
91-19-094 392-142-155 AMD-P 
91-23-023 392-142-155 AMD 
91-19-094 392-142-165 AMD-P 
91-23-023 392-142-165 AMD 
91-19-094 392-142-215 КЕР-Р 
91-23-023 392-142-215 КЕР 
91-19-094 392-142-220 КЕР-Р 
91-23-023 392-142-220 КЕР 
91-19-094 392-142-235 АМр-Р 
91-23-023 392-142-235 AMD 
91-19-094 392-142-250 AMD-P 
91-23-023 392-142-250 AMD 
91-19-094 392-142-260 AMD-P 
91-23-023 392-142-260 AMD-P 
91-19-094 392-142—260 AMD 
91-23-023 392-142-260 AMD 
91-19-094 392-143-030 AMD-P 
91-23-023 392-143-030 AMD 
91-19-094 392-143-031 NEW-P 
91-23-023 392-143-031 NEW 
91-19-094 392-143-032 NEW-P 
91-23-023 392-143-032 NEW 
91-19-094 392-143-080 NEW-P 
91-23-023 392-143-080 NEW 
91-21-097 392-145-015 AMD-P 
91-21-097 392-145-015 AMD 
91-21-097 392-145-015 AMD-W 
91-21-097 392-145-020 AMD-P 
91-21-097 392-145-020 AMD 
91-21-097 392-145-030 AMD-P 
91-21-097 392-145-030 AMD 
91-21-097 392-145-030 AMD-W 
91-21-097 392-151-003 NEW-P 
91-21-097 392-151-003 NEW 
91-21-097 392-151-005 AMD-P 
91-21-097 392-151-005 AMD 
91-21-097 392-151-010 АМО-Р 
91-21-097 392-151-010 AMD 
91-21-097 392-151-015 AMD-P 
91-21-097 392-151-015 AMD 


WSR # 


91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-4097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-21-097 
91-12-006 
91-16-011 
91-12-006 
91-16-01] 
91-19-077 
91-23-071 
91-19-077 
91-23-071 
91-19-077 
91-23-071 
91-19-077 
91-23-071 
91-12-006 
91-16-011 
91-12-006 
91-16-011 
91-19-075 
91-19-077 
91-23-042 
91-23-071 
91-19-078 
91-23-069 
91-19-078 
91-23-069 
91-19-078 
91-23-069 
91-19-078 
91-23-069 
91-03-074 
91-06-032 
91-16-032 
91-19-079 
91-23-070 
91-03-074 
91-06-032 
91-16-032 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 


WAC # 


392-151-017 
392-151-017 
392-151-020 
392-151-020 
392-151-035 
392-151-035 
392-151-040 
392-151-040 
392-151-045 
392-151-045 
392-151-050 
392-151-050 
392-151-055 
392-151-055 
392-151-060 
392-151-060 
392-151-095 
392-151-095 
392-151-105 
392-151-105 
392-151-120 
392-151-120 
392-151-125 
392-151-125 
392-151-130 
392-151-130 
392-151-135 
392-151-135 
392-151-140 
392-151-140 
392-151-145 
392-151-145 
392-151-150 
392-151-150 
392-153-005 
392-153-014 
392-153-015 
392-153-032 
392-160 

392-160-015 
392-160-015 
392-160-020 
392-160-020 
392-160-040 
392-160-040 
392-162-095 
392-162-095 
392-163-340 
392-163-340 
392-163-345 
392-163-345 
392-163-355 
392-163-355 
392-163-435 
392-163-435 
392-171-321 
392-171-321 
392-171-461 
392-171-461 
392-191-001 
392-191-001 
392-191-007 
392-191-007 
392-191-030 
392-191-030 
392-191-035 
392-191-035 
392-191-040 
392-191-040 
392-191-060 
392-191-060 
392-191-065 
392-191-065 
392-191-070 
392-191-070 
392-191-075 
392-191-075 


WSR 4 
NEW-P 91-10-085 
NEW 91-15-016 
AMD-P  91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P  91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
AMD-P 91-10-085 
AMD 91-15-016 
REP-P  91-10-085 
REP 91-15-016 
REP-P 91-10-085 
КЕР 91-15-016 
AMD-P 91-24-07! 
NEW-P 91-24-071 
AMD-P 91-24-071 
AMD-P 91-24-071 
AMD-C 91-11-028 
AMD-P 91-07-062 
AMD 91-17-008 
AMD-P 91-07-062 
AMD 91-17-008 
AMD-P 91-07-062 
AMD 91-17-008 
AMD-P 91-13-052 
AMD 91-18-005 
AMD-P 91-14-037 
AMD 91-18-040 
AMD-P 91-14-037 
AMD 91-18-040 
AMD-P 91-14-037 
AMD 91-18-040 
AMD-P 91-14-037 
AMD 91-18-040 
NEW-P 91I-14-002 
NEW 91-18-004 
AMD-P 91-14-002 
AMD 91-18-004 
AMD-P 91-12-006 
AMD 91-16-011 
AMD-P 91-12-006 
AMD 91-16-011 
AMD-P 91-12-006 
AMD 91-16-011 
AMD-P 91-12-006 
AMD 91-16-011 
AMD-P 91-12-006 
AMD 91-16-011 
REP-P 91-10-104 
REP 91-16-026 
REP-P 91-10-104 
REP 91-16-026 
REP-P 91-10-104 
REP 91-16-026 
REP-P 91-10-104 
AMD-P 91-12-006 


WAC # 


392-191-075 
392-191-075 
392-191-080 
392-191-080 
392-191-085 
392-191-085 
392-191-085 
392-191-085 
392-191-090 
392-191-090 
392-191-095 
392-191-095 
392-192-005 
392-192-005 
392-192-040 
392-192-040 
392-196-005 
392-196-045 
392-196-080 
392-196-085 
392-196-090 
392-196-100 
392-198-005 
392-198-005 
392-198-010 
392-198-010 
392-198-015 
392-198-015 
392-198-020 
392-198-020 
392-198-025 
392-198-025 
392-198-030 
392-198-030 
392-202-003 
392-202-080 
392-202-080 
392-202-110 
392-202-115 
392-202-120 
399-30-030 
399-30-040 
399-30-042 
399-30-045 
399-30-050 
399--30-060 
399—30—065 
399-40-020 
400-06-070 
400-06-070 
400-06-170 
400-06-170 
400-12 
400-12-110 
400-12-110 
400-12-120 
400-12-120 
400-12-200 
400-12-200 
400-12-210 
400-12-210 
400-12-220 
400-12-220 
400-12-300 
400-12-300 
400-12-305 
400-12-305 
400-12-310 
400-12-310 
400-12-320 
400-12-320 
400-12-400 
400-12-400 
400-12-410 
400-12-410 
400-12-415 
400-12-415 


AMD 
REP 
REP-P 
REP 
REP-P 
AMD-P 
AMD 
REP 
КЕР-Р 
КЕР 
КЕР-Р 
КЕР 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-E 
AMD-E 
AMD-E 
AMD-E 
REP-E 
AMD-E 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD 
AMD-P 
AMD-W 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD 
AMD-P 
AMD 
PREP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
NEW-P 
NEW 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 


WSR # 

91-16-011 
91-16-026 
91-10-104 
91-16-026 
91-10-104 
91-12-006 
91-16-011 
91-16-026 
91-10-104 
91-16-026 
91-10-104 
91-16-026 
91-12-006 
91-16-011 
91-12-006 
91-16-011 
91-18-020 
91-18-020 
91-18-020 
91-18-020 
91-18-020 
91-18-020 
91-14-035 
91-18-006 
91-14-035 
91-18-006 
91-14-035 
91-18-006 
91-14-035 
91-18-006 
91-14-035 
91-18-006 
91-14-035 
91-18-006 
91-03-119 
91-14-036 
91-17-036 
91-14-036 
91-14-036 
91-14-036 
91-14-093 
91-14-093 
91-14-093 
91-14-093 
91-14-093 
91-14-093 
91-14-093 
91-14-092 
91-15-089 
91-20-076 
91-15-089 
91-20-076 
91-05-066 
9115090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 


Table of WAC Sections Affected 


WAC g 


400-12-420 
400-12-420 
400-12-500 
400-12-500 
400-12-510 
400-12-510 
400-12-515 
400-12-515 
400-12-520 
400-12-520 
400-12-525 
400-12-525 
400-12-530 
400-12-530 
400-12-535 
400-12-535 
400-12-540 
400-12-540 
400-12-545 
400-12-545 
400-12-550 
400-12-550 
400-12-555 
400-12-555 
400-12-560 
400-12-560 
400-12-565 
400-12-565 
400-12-570 
400-12-570 
400-12-600 
400-12-600 
400-12-605 
400-12-605 
400-12-610 
400-12-610 
400-12-615 
400-12-615 
400-12-620 
400-12-620 
400-12-625 
400-12-625 
400-12-630 
400-12-630 
400-12-635 
400-12-635 
400-12-640 
400-12-640 
400-12-650 
400-12-650 
400-12-660 
400-12-660 
400-12-700 
400-12-700 
402-70-010 
402-70-020 
402-70-030 
402-70-040 
402-70-045 
402-70-050 
402-70-055 
402-70-060 
402-70-062 
402-70-064 
402-70-066 
402-70-068 
402-70-070 
402-70-077 
402-70-080 
402-70-085 
402-70-090 
414-04-010 
414-04-010 
414-08-010 
414-08-010 
414-08-020 
414-08-020 


WSR # 


91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91--15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-15-090 
91-22-096 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-08-059 
91-21-046 
91-24-061 
91-21-046 
91-24-061 
91-21-046 
91-24-061 


WAC # 


414-08-030 
414-08-030 
414-08-040 
414-08-040 
414-08-050 
414-08-050 
414-08-060 
414-08-060 
414-08-070 
414-08-070 
414-08-080 
414-08-080 
414-08-090 
414-08-090 
414-08-100 
414-08-100 
414-12-010 
414-12-010 
414-12-020 
414-12-020 
414-12-030 
414-12-030 
414-20-010 
414-20-010 
414-20-020 
414-20-020 
414-20-030 
414-20-030 
414-20-040 
414-20-040 
414-20-050 
414-20-050 
414-20-060 
414-20-060 
414-24-010 
414-24-010 
414-24-020 
414-24-020 
414-24-030 
414-24-030 
414-24-040 
414-24-040 
414-24-050 
414-24-050 
414-24-060 
414-24-060 
414-24-070 
414-24-070 
414-24-080 
414-24-080 
414-24-090 
414-24-090 
415-04-020 
415-04-020 
415-06-090 
415-06-090 
415-100-041 
415-100-045 
415-100-051 
415-100-055 
415-104-108 
415-104-108 
415-104-201 
415-104-205 
415-104-211 
415-104-215 
415-108-320 
415-108-322 
415-108-324 
415-108-326 
415-108-520 
415-108-520 
415-112-040 
415-112-040 
415-112-330 
415-112-330 
415-112-515 


WSR 4 


91-21-046 
91-24-061 
91-21-046 
91-24-061 
91-21-046 
91-24-061 
91-21-046 
91-24-061 
91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-21-046 
91-24-061 

91-16-092 
91-19-064 
91-16-093 
91-19-061 

91-03-013 
91-03-013 
91-03-013 
91-03-013 
91-16-094 
91-19-063 
91-03-014 
91-03-014 
91-03-014 
91-03-014 
91-03-015 
91-03-015 
91-03-015 
91-03-015 
91-18-069 
91-21-083 
91-16-095 
91-19-065 
91-18-070 
91-21-084 
91-18-070 


WAC # 
415-112-515 
415-112-535 
415-112-535 
415-112-540 
415-112-540 
415-112-720 
415-112-722 
415-112-725 
415-112-727 
415-114-010 
415-114-010 
415-114-010 
415-114-010 
415-114-010 
415-114-010 
415-114-020 
415-114-020 
415-114-020 
415-114-020 
415-114-020 
415-114-020 
415-114-030 
415-114-030 
415-114-030 
415-114-030 
415-114-030 
415-114-030 
415-114-040 
415-114-040 
415-114-040 
415-114-040 
415-114-040 
415-114-040 
415-114-050 
415-114-050 
415-114-050 
415-114-030 
415-114-050 
415-114-050 
415-114-055 
415-114-055 
415-114-055 
415-114-055 
415-114-060 
415-114-060 
415-114-060 
415-114-060 
415-114-060 
415-114-060 
415-114-070 
415-114-070 
415-114-070 
415-114-070 
415-114-100 
415-114-100 
415-114-200 
415-114-200 
415-114-300 
415-114-300 
415-114-400 
415-114-400 
415-114-500 
415-114-500 
415-114-550 
415-114-550 
415-114-600 
415-114-600 
415-114-700 
415-114-700 
415-115-010 
415-115-010 
415-115-020 
415-115-020 
415-115-030 
415-115-030 
415-115-040 
415-115-040 


WSR # 
NEW 91-21-084 
NEW-P 91-18-070 
NEW 91-21-084 
AMD-P 91-18-070 
AMD 91-21-084 
NEW 91-03-016 
NEW 91-03-016 
NEW 91-03-016 
NEW 91-03-016 
NEW-P 91-06-089 
NEW-C 91-10-108 
NEW 91-11-061 
RE-AD 91-13-049 
REP--P 91-16-091 
REP 91-19-062 
NEW-P 91-06-089 
NEW-C 91-10-108 
NEW 91-11-061 
RE-AD 91-13-049 
REP-P 91-16-091 
REP 91-19-062 
NEW-P 91-06-089 
МЕУУ-С 91-10-108 
NEW 91-11-061 
RE-AD 91-13-049 
КЕР-Р 91-16-09) 
REP 91-19-062 
NEW-P 91-06-089 
NEW-C 91-10-108 
NEW 91-11-061 
AMD 91-13-049 
КЕР-Р 91-16-091 
КЕР 91-19-062 
NEW-P 91-06-089 
NEW-C 91-10-108 
NEW 91-11-061 
RE-AD 91-13-049 
КЕР-Р 91-16-091 
КЕР 91-19-062 
NEW-P 91-10-108 
NEW 91-13-049 
REP-P 91-16-091 
КЕР 91-19-062 
NEW-P 91-06-089 
NEW-C 91-10-108 
RE-AD 91-11-061 
RE-AD 91-13-049 
REP-P 91-16-091 
REP 91-19-062 
NEW-C 91-10-108 
NEW 91-13-049 
REP-P 91-16-091 
REP 91-19-062 
NEW-P 91-16-091 
NEW 91-19-062 
МЕУУ-Р 91-16-091 
NEW 91-19-062 
NEW-P 91-16-091 
NEW 91-19-062 
NEW-P 91-16-091 
NEW 91-19-062 
NEW-P 91-16-091 
NEW 91-19-062 
NEW-P 91-16-091 
NEW 91-19-062 
NEW-P 91-16-091 
NEW 91-19-062 
NEW-P 91-16-091 
NEW 91-19-062 
NEW-P 91-10-109 
NEW 91-13-030 
NEW-P 91-10-109 
NEW 91-13-030 
NEW-P 91-10-109 
NEW 91-13-030 
NEW-P 91-10-109 
NEW 91-13-030 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # 
415-115-050 NEW-P 91-10-109 417-02-115 NEW-E  91-20-005 
415-115-050 NEW 91-13-030 417-02-120 NEW-E 91-13-020 
415-115-060 NEW-P  91-10-109 417-02-120 NEW-P 91-15-028 
415-115-060 NEW 91-13-030 417-02-120 NEW-W 91-20-004 
415-115-070 NEW-P  91-10-109 417-02-120 NEW-E  91-20-005 
415-115-070 NEW 91-13-030 417-02-125 NEW-E 91-13-020 
415-115-080 NEW-P 91-10-109 417-02-125 NEW-P 91-15-028 
415-115-080 NEW 91-13-030 417-02-125 NEW-W 91-20-004 
415-115-090 NEW-P  91-10-109 417-02-125 NEW-E  91-20-005 
415-115-090 NEW 91-13-030 417-02-130 NEW-E 91-13-020 
415-115-100 NEW-P 91-10-109 417-02-130 NEW-P 91-15-028 
415-115-100 NEW 91-13-030 417-02-130 NEW-W 91-20-004 
415-115-110 NEW-P  91-10-109 417-02-130 NEW-E 91-20-005 
415-115-110 NEW 91-13-030 417-02-135 NEW-E 91-13-020 
415-115-120 NEW-P 91-10-109 417-02-135 NEW-P 91-15-028 
415-115-120 NEW 91-13-030 417-02-135 NEW-W 91-20-004 
415-116-010 NEW-P 91-10-107 417-02-135 NEW-E 91-20-005 
415-116-010 NEW 91-13-029 417-02-140 NEW-E 91-13-020 
415-116-020 NEW-P 91-10-107 417-02-140 NEW-P 91-15-028 
415-116-020 NEW 91-13-029 417-02-140 NEW-W 91-20-004 
415-116-030 NEW-P 91-10-107 417-02-140 NEW-E 91-20-005 
415-116-030 NEW 91-13-029 417-02-145 NEW-E  91-13-020 
415-116-040 NEW-P  91-10-107 417-02-145 NEW-P 91-15-028 
415-116-040 NEW 91-13-029 417-02-145 NEW-W 91-20-004 
415-116-050 NEW-P  91-10-107 417-02-145 NEW-E  91-20-005 
415-116-050 NEW 91-13-029 417-02-150 NEW-E 91-13-020 
417-01-100 NEW-E 91-09-052 417-02-150 NEW-P 91-15-028 
417-01-100 NEW-P 91-15-028 417-02-150 NEW-W  91-20-004 
417-01-100 NEW 91-20-006 417-02-150 NEW-E  91-20-005 
417-01-105 NEW-E  91-09-052 417-02-155 NEW-E  91-13-020 
417-01-105 NEW-P 91-15-028 417-02-155 NEW-P 91-15-028 
417-01-105 NEW 91-20-006 417-02-155 NEW-W 91-20-004 
417-01-110 NEW-E 91-09-052 417-02-155 NEW-E 91-20-005 
417-01-110 NEW-P 91-15-028 417-06-100 NEW-E 91-13-02 
417-01-110 NEW 91-20-006 417-06-100 NEW-P 91-15-028 
417-01-115 NEW-E 91-09-052 417-06-100 NEW 91-20-006 
417-01-115 NEW-P 91-15-028 417-06-110 NEW-E  91-13-021 
417-01-115 NEW 91-20-006 417-06-110 NEW-P 91-15-028 
417-01-120 NEW-E 91-09-052 417-06-110 NEW 91-20-006 
417-01-120 NEW-P 91-15028 417-06-120 NEW-E 91-13-021 
417-01-120 NEW 91-20-006 417-06-120 NEW-P  91-15-028 
417-01-125 NEW-E 91-09-052 417-06-120 NEW 91-20-006 
417-01-125 NEW-P 91-15-028 417-06-130 NEW-E 91-13-021 
417-01-125 NEW 91-20-006 417-06-130 NEW-P 91-15-028 
417-01-130 NEW-E 91-09-052 417-06-130 NEW 91-20-006 
417-01-130 NEW-P 91-15-028 417-06-140 NEW-E 91-13-021 
417-01-130 NEW 91-20-006 417-06-140 NEW-P 91-15-028 
417-01-135 NEW-E  91-09-052 417-06-140 NEW 91-20-006 
417-01-135 NEW-P 91-15-028 417-06-150 NEW-E 91-13-021 
417-01-135 NEW 91—20-006 417-06-150 NEW-P  91-15-028 
417-01-140 NEW-E  91-09-052 417-06-150 NEW 91-20-006 
417-01-140 NEW-P 91-15-028 417-06-160 NEW-E 91-13-021 
417-01-140 NEW 91-20-006 417-06-160 NEW-P 91-15-028 
417-01-145 NEW-E 91-09-052 417-06-160 NEW 91-20-006 
417-01-145 NEW-P 91-15-028 417-06-170 NEW-E  91-13-021 
417-01-145 NEW 91-20-006 417-06-170 NEW-P 91-15-028 
417-01-150 NEW-E  91-09-052 417-06-170 NEW 91-20-006 
417-01-150 NEW-P 91-15-028 419-14-030 AMD-P 91-03-107 
417-01-150 NEW 91-20-006 419-14-030 AMD 91-06-063 
417-01-155 NEW-E 91-09-052 419-14-040 AMD-P 91-03-107 
417-01-155 NEW-P  91-15-028 419-14-040 AMD 91-06-063 
417-01-155 NEW 91-20-006 419 -14-090 AMD-P 91-03-107 
417-02-100 NEW-E 91-13-020 419-14-090 АМО 91-06-063 
417-02-100 NEW-P  91-15-028 419-14-100 AMD-P 91-03-107 
417-02-100 NEW-W  91-20-004 419-14-100 AMD 91-06-063 
417-02-100 NEW-E  91-20-005 419-14-110 AMD-P 91-03-107 
417-02-105 NEW-E  91-13-020 419-14-110 AMD 91-06-063 
417-02-105 NEW-P 91-15-028 419-18-030 AMD-P 91-03-106 
417-02-105 NEW-W  91-20-004 419-18-030 AMD 91-06-062 
417-02-105 NEW-E 91-20-005 419-18-040 AMD-P 91-03-106 
417-02-10 NEW-E  91-13-020 419-18-040 АМО 91-06-062 
417-02-10 NEW-P 91-15-028 419-18-050 AMD-P 91-03-106 
417-02-110 NEW-W 91-20-004 419-18-050 AMD 91-06-062 
417-02-110 NEW-E 91-20-005 419-18-060 AMD-P 91-03-106 
417-02-115 NEW-E  91-13-020 419-18-060 AMD 91-06-062 
417-02-115 NEW-P 91-15-028 419-18-070 AMD-P 91-03-106 
417-02-115 NEW-W 91-20-004 419-18-070 AMD 91-06-062 


[417] 


WACH 


434-15-010 
434-15-010 
434-15-020 
434-15-020 
434-15-030 
434-15-030 
434-15-040 
434-15-040 
434-15-050 
434-15-050 
434-15-060 
434-15-060 
434-15-070 
434-15-070 
434-15-080 
434-15-080 
434-15-090 
434-15-090 
434-15-100 
434-15-100 
434-15-110 
434-15-110 
434-15-120 
434-15-120 
434-15-130 
434-15-130 
434-15-140 
434-15-140 
434-15-150 
434-15-150 
434-15-990 
434-15-990 
434-15-99001 
434-15-99001 
434-26-005 
434-26-005 
434-26-010 
434-26-010 
434-26-015 
434-26-015 
434-26-020 
434-26-020 
434-26-025 
434-26-025 
434-26-030 
434-26-030 
434-26-035 
434-26-035 
434-26-040 
434-26-040 
434-26-045 
434-26-045 
434-26-050 
434-26-050 
434-26-055 
434-26-055 
434-26-060 
434-26-060 
434-26-065 
434-26-065 
434-26-900 
434-26-900 
434-28-012 
434-28-020 
434-28-050 
434-28-060 
434-30-010 
434-30-020 
434-30-030 
434-30-040 
434-30-050 
434-30-060 
434-30-070 
434-30-080 
434-30-090 
434-30-100 
434-30-110 


Table of WAC Sections Affected 


WSR # WAC # WSR # WAC # WSR # 
91-17-054 434-30-120 NEW-P  91-23-097 434-42-930 REP-E 91-07002 
91-21-045 434-30-130 NEW-P 91-23-097 434-42-930 NEW-W 91-07-003 
91-17-054 434-30-140 NEW-P 91-23-097 434-42-935 NEW-P 91-03125 
91-21-045 434-30-150 NEW-P  91-23-097 434-42-915 NEW-E  91-03-126 
91-17-054 434-30-160 NEW-P  91-23-097 434-42-935 REP-E 91-07-002 
91-21-045 434-30-170 NEW-P 91-23-097 434-42-935 NEW-W  91-07-003 
91-17-054 434-30-180 NEW-P 91-23-097 434-42-940 NEW-P  91-03-125 
91-21-045 434-30-190 NEW-P 91-23-097 434-42-940 NEW-E 91-03-126 
91-17-054 434-30-200 NEW-P 91-23-097 434-42-940 REP-E  91-07-002 
91-21-045 434-30-210 NEW-P 91-23-097 434—42-940 NEW-W 91-07-003 
91-17-054 434-30-220 NEW-P 91-23-097 434-42-945 NEW-P  91-03-125 
91-21-045 434-34-010 NEW-P  91-23-097 434-42-945 NEW-E 91-03-126 
91-17-054 434-34-015 NEW-P 91-23-097 434-42-945 REP-E 91-07-002 
91-21-045 434-34-020 NEW-P  91-23-097 434-42-945 NEW-W 91-07-003 
91-17-054 434-34-025 NEW-P  91-23-097 434-42-950 NEW-P 91-03-125 
91-21-045 434-34-030 NEW-P 91-23-097 434-42-950 NEW-E 91-03-126 
91-17-054 434-34-035 NEW-P 91-23-097 434-42-950 REP-E 91-07-002 
91-21-045 434-34-040 NEW-P  91-23-097 434-42-950 NEW-W 91-07-003 
91-17-054 434-34-045 NEW-P 91-23-097 434-42-955 NEW-P 91-03-125 
91-21-045 434-34-050 NEW-P 91-23-097 434-42-955 NEW-E 91-03-126 
91-17-054 434-34-055 NEW-P 91-23-097 434-42-955 REP-E  91-07-002 
91-21-045 434-34-060 NEW-P 91-23-097 434-42-955 NEW-W . 91-07-003 
91-17-054 434-34-065 NEW-P 91-23-097 434-42-960 NEW-P 91-03-125 
91-21-045 434-34-070 NEW-P 91-23-097 434-42-960 NEW-E 91-03-126 
91-17-054 434-24-075 NEW-P 91-23-097 434-42-960 REP-E 91-07-002 
91-21-045 434-34-080 NEW-P  91-23-097 434-42-960 NEW-W 91-07-003 
91-17-054 434-34-085 NEW-P 91-23-097 434-42-965 NEW-P 91-03-125 
91-21-045 434-34-090 NEW-P 91-23-097 434-42-965 NEW-E  91-03-126 
91-17-054 434-34-095 NEW-P 91-23-097 434-42-965 REP-E 91-07-002 
91-21-045 434-34-100 NEW-P 91-23-097 434-42-965 NEW-W 91-07-003 
91-17-054 434-34-105 NEW-P 91-23-097 434-42-970 NEW-P 91-03-125 
91-21-045 434-34-10 NEW-P 91-23-097 434-42-970 NEW-E 91-03-126 
91-17-054 434-34-15 NEW-P 91-23-097 434-42-970 REP-E 91-07-002 
91-21-045 434-40-010 AMD-E 91-14-080 434-42-970 NEW-W  91-07-003 
91-13-022 434-40-010 AMD-P 91-17-046 434-42-915 NEW-P  91-03-125 
91-18-013 434-40-010 AMD 91-20-074 434-42-975 NEW-E 91-03-126 
91-13-022 434-40-050 AMD-E 91-14-080 434-42-975 REP-E 91-07-002 
91-18-013 434-40-050 AMD-P 91-17-046 434-42-975 NEW-W 91-07-003 
91-13-022 434-40-050 AMD 91-20-074 434-42-980 NEW-P 91-03-125 
91-18-013 434-40-060 AMD-E 91-14-080 434-42-980 NEW-E  91-03-126 
91-13-022 434-40-060 AMD-P 91-17-046 434-42-980 REP-E 91-07-002 
91-18-013 434-40-060 AMD 91-20-074 434-42-980 NEW-W 91-07-003 
91-13-022 434-40-070 AMD-E 91-14-080 434-42-985 NEW-P 91-03-125 
91-18-013 434-40-070 AMD-P 91-17-046 434-42-985 NEW-E  91-03-126 
91-13-022 434-40-070 AMD 91-20-074 434-42-985 REP-E 91-07-002 
91-18-013 434-40-080 AMD-E 91-14-080 434-42-985 NEW-W 91-07-003 
91-13-022 434-40-080 AMD-P 91-17-046 434-53-010 NEW-P 91-23-097 
91-18-013 434-40-080 AMD 91-20-074 434-53-020 NEW-P 91-23-097 
91-13-022 434-40-180 AMD-E 91-14-080 434-53-030 NEW-P 91-23-097 
91-18-013 434-40-180 AMD-P 91-17-046 434-53-040 NEW-P 91-23-097 
91-13-022 434-40-180 AMD 91-20-074 434-53-050 NEW-P 91-23-097 
91-18-013 434-42-900 NEW-P 91-03-125 434-53-060 NEW-P 91-23-097 
91-13-022 434-42-900 NEW-E 91-03-126 434-53-070 NEW-P 91-23-097 
91-18-013 434-42-900 REP-E 91-07-002 434-53-080 NEW-P 91-23-097 
91-13-022 434-42-900 NEW-W 91-07-003 434-53-090 NEW-P 91-23-097 
91-18-013 434-42-905 NEW-P 91-03-125 434-53-100 NEW-P 91-23-097 
91-13-022 434-42-905 NEW-E  91-03-126 434-53-110 NEW-P 91-23-097 
91-18-013 434-42-905 REP-E 91-07-002 434-53-120 NEW-P 91-23-097 
91-13-022 434-42-905 NEW-W  91-07-003 434-53-130 NEW-P 91-23-097 
91-18-013 434-42-910 NEW-P 91-03-125 434-53-140 NEW-P 91-23-097 
91-13-022 434-42-910 NEW-E 91-03-126 434-53-150 NEW-P 91-23-097 
91-18-013 434-42-910 REP-E 91-07-002 434-53-160 NEW-P 91-23-097 
91-23-097 434-42-910 NEW-W 91-07-003 434-53-170 NEW-P 91-23-097 
91-23-097 434-42-915 NEW-P 91-03-125 434-53-180 NEW-P 91-23-097 
91-23-097 434-42-915 NEW-E  91-03-126 434-53-190 NEW-P 91-23-097 
91-23-097 434-42-915 REP-E 91-07-002 434-53-200 NEW-P 91-23-097 
91-23-097 434-42-915 NEW-W  91-07-003 434-53-210 NEW-P 91-23-097 
91-23-097 434-42-920 NEW-P 91-03-125 434-53-220 NEW-P 91-23-097 
91-23-097 434-42-920 NEW-E 91-03-126 434-53-230 NEW-P 91-23-097 
91-23-097 434-42-920 REP-E 91-07-002 434-53-240 NEW-P 91-23-097 
91-23-097 434-42-920 NEW-W 91-07-003 434-53-250 NEW-P 91-23-097 
91-23-097 434-42-925 NEW-P 91-03-125 434-53-260 NEW-P 91-23-097 
91-23-097 434-42-925 NEW-E 91-03-126 434-53-270 NEW-P  91-23-097 
91-23-097 434-42-925 REP-E  91-07-002 434-53-280 NEW-P 91-23-097 
91-23-097 434-42-925 NEW-W 91-07-003 434-53-290 NEW-P 91-23-097 
91-23-097 434-42-930 NEW-P 91-03-125 434-53-300 NEW-P 91-23-097 
91-23-097 434-42-930 NEW-E 91-03-126 434-53-310 NEW-P 91-23-097 


Table of WAC Sections Affected 


WAC # WSR # WAC jf WSR 4 
434-53-320 NEW-P 91-23-097 434-75-320 МЕМ-Р 91-13-016 
434-53-330 NEW-P 91-23-097 434-75-320 NEW 91-18-012 
434-53-340 NEW-P 91-23-097 434-75-330 NEW-P 91-13-016 
434-61-010 NEW-P 91-23-097 434-75-330 NEW 91-18-012 
434-61-020 NEW-P 91-23-097 434-75-340 NEW-P 91-13-016 
434-61-030 NEW-P 91-23-097 434—75—340 NEW 91-18-012 
434-61-040 NEW-P 91-23-097 434-75-350 NEW-P 91-13-016 
434-61-050 NEW-P 91-23-097 434-75-350 NEW 91-18-012 
434-61-060 NEW-P 91-23-097 434-690-010 МЕМ-Р 91-20-147 
434-62-150 NEW-P 91-23-097 434-690-010 NEW 91-23-024 
434-62-160 NEW-P 91-23-097 434-690-020 NEW-P 91-20-147 
434-62-170 NEW-P 91-23-097 434-690-020 NEW 91-23-024 
434-62-180 NEW-P 91-23-097 434-690-030 МЕМ-Р 91-20-147 
434-62-190 NEW-P 91-23-097 434-690-030 NEW 91-23-024 
434-62-200 МЕМ-Р 91-23-097 434-690-040 МЕМ-Р 91-20-147 
434-75-010 NEW-P 91-13-016 434-690-040 NEW 91-23-024 
434-75-010 МЕУУ 91-18-012 434-690-050 NEW-P 91-20-147 
434-75-020 NEW-P 91-13-016 434-690-050 NEW 91-23-024 
434-75-020 NEW 91-18-012 434-690-060 NEW-P 91-20-147 
434-75-030 NEW-P 91-13-016 434-690-060 NEW 91-23-024 
434-75-030 NEW 91-18-012 434-690-070 NEW-P 91-20-147 
434—75-040 NEW-P 91-13-016 434-690-070 NEW 91-23-024 
434-75-040 NEW 91-18-012 434-690-080 NEW-P 91-20-147 
434-75-050 NEW-P 91-13-016 434-690-080 NEW 91~23-024 
434-75-050 NEW 91-18-012 434-690-090 NEW-P 91-20-147 
434-75-060 NEW-P 91-13-016 434-690-090 NEW 91-23-024 
434-75-060 NEW 91-18-012 434-690-100 МЕМ-Р 91-20-147 
434-75-070 NEW-P 91-13-016 434-690-100 NEW 91-23-024 
434-75-070 NEW 91-18-012 434-690-110 МЕМ-Р 91-20-147 
434-75-080 NEW-P 91-13-016 434-690-110 NEW 91-23-024 
434-75-080 МЕУУ 91-18-012 434-690-120 МЕМ-Р 91-20-147 
434-75-090 NEW-P 91-13-016 434-690-120 NEW 91-23-024 
434-75-090 МЕУУ 91-18-012 434-690-130 NEW-P 91-20-147 
434-75-100 NEW-P 91-13-016 434-690-130 NEW 91-23-024 
434-75-100 МЕУУ 91-18-012 434-690-140 NEW-P 91-20-147 
434-75-110 МЕУУ-Р 91-13-016 434-690-140 NEW 91-23-024 
434-75-110 МЕУУ 91-18-012 434-690-990 NEW-P 91-20-147 
434-75-120 NEW-P 91-13-016 434-690-990 NEW 91-23-024 
434-75-120 МЕУУ 91-18-012 434-690-99001 NEW-P 91-20-147 
434-75-130 МЕУУ-Р 91-13-016 434-690-99001 NEW 91-23-024 
434-75-130 МЕУУ 91-18-012 434-840-001 NEW-P 91-17-046 
434-75-140 NEW-P 91-13-016 434-840-001 NEW 91-20-074 
434-75-140 NEW 91-18-012 434-840-005 NEW-P 91-17-046 
434-15-150 NEW-P 91-13-016 434-840-005 NEW 91-20-074 
434-75-150 МЕУУ 91-18-012 434-840-010 NEW-P 91-17-046 
434-15-160 NEW-P 91-13-016 434-840-010 NEW 91-20-074 
434-75-160 МЕУУ 91-18-012 434-840-020 NEW-P 91-17-046 
434-75-170 NEW-P 91-13-016 434-840-020 NEW 91-20-074 
434-15-170 NEW 91--18-012 434-840-030 NEW-P 91-17-046 
434-75-180 NEW-P 91-13-016 434-840-030 NEW 91-20-074 
434-75-180 NEW 91-18-012 434-840-040 МЕМ-Р 91-17-046 
434-75-190 NEW-P 91-13-016 434-840-040 NEW 91-20-074 
434-75-190 NEW 91-18-012 434-840-050 NEW-P 91-17-046 
434-175-200 NEW-P 91-13-016 434-840-050 NEW 91-20-074 
434-75-200 NEW 91-18-012 434-840-060 NEW-P 91-17-046 
434-75-210 NEW-P 91-13-016 434-840-060 NEW 91-20-074 
434-75-210 NEW 91-18-012 434-840-070 NEW-P 91--17-046 
434-75-220 NEW-P 91-13-016 434-840-070 NEW 91-20-074 
434-75-220 NEW 91-18-012 434-840-080 NEW-P 91-17-046 
434-75-230 NEW-P 91-13-016 434-840-080 NEW 91-20-074 
434-75-230 NEW 91-18-012 434-840-090 NEW-P 91-17-046 
434-75-240 NEW-P 91-13-016 434-840-090 NEW 91-20-074 
434-75-240 NEW 91-18-012 434-840-100 NEW-P 91-17-046 
434-75-250 NEW-P 91-1 3-016 434-840-100 NEW 91-20-074 
434-75-250 NEW 91-18-012 434-840-110 NEW-P 91-17-046 
434-75-260 NEW-P 91-13-016 434-840-110 NEW 91-20-074 
434-75-260 NEW 91-18-012 434-840-120 МЕМ-Р 91-17-046 
434-75-270 NEW-P 91-13-016 434-840-120 NEW 91-20-074 
434-75-270 NEW 91-18-012 434-840-130 NEW-P 91-17-046 
434—15-280 NEW-P 91-13-016 434-840-130 NEW 91-20-074 
434-75-280 NEW 91-18-012 434-840-200 NEW-P 91-17-046 
434-75-290 NEW-P 91-13-016 434-840-200 NEW 91--20-074 
434-75-290 NEW 91-18-012 434-840-210 NEW-P 91-17-046 
434—75—300 NEW-P 91-13-016 434-840-210 NEW 91-20-074 
434-15-300 NEW 91-18-012 434-840-220 NEW-P 91-17-046 
434-75-310 NEW-P 91-13-016 434-840-220 NEW 91-20-074 
434-75-310 NEW 91-18-012 434-840-230 NEW-P 91-17-046 


WAC # WSR # 
434-840-230 NEW 91-20-074 
434-840-240 NEW-P 91-17-046 
434-840-240 NEW 91-20-074 
434-840-300 NEW-P 91-17-046 
434-840-300 NEW 91-20-074 
434-840-310 NEW-P 91-17-046 
434-840-310 NEW 91-20-074 
434-840-320 NEW-P 91-17-046 
434-840-320 NEW 91-20-074 
434-840-330 NEW-P 91-17-046 
434-840-330 NEW 91-20-074 
434-840-340 NEW-P 91-17-046 
434-840-340 NEW 91-20-074 
434-840-350 NEW-P 91-17-046 
434-840-350 NEW 91-20-074 
434-840-360 NEW-P 91-17-046 
434-840-360 NEW 91-20-074 
434-840-370 NEW-P 91I-17-046 
434-840-370 NEW 91-20-074 
434-840-900 NEW-E 91-14-079 
434-840-901 NEW-E 91-14-079 
434-840-902 NEW-E 91-14-079 
434-840-903 NEW-E 91-14-079 
434-840-904 NEW-E 91-14-079 
434-840-905 NEW-E 91-14-079 
434-840-906 NEW-E 91-14-079 
434-840-907 NEW-E 91-14-079 
434-840-908 NEW-E 91-14-079 
434-840-909 NEW-E 91-14-079 
434-840-910 NEW-E 91-14-079 
434-840-920 NEW-E 91-14-079 
434-840-921 NEW-E 91-14-079 
434-840-922 NEW-E 91-14-079 
434-840-923 NEW-E 91-14-079 
434-840-930 NEW-E 91-14-079 
434-840-931 NEW-E 91-14-079 
434-840-932 NEW-E 91-14-079 
434-840-933 NEW-E 91-14-079 
434-840-934 NEW-E 91-14-079 
434-840-940 NEW-E 91-14-079 
434-840-941 NEW-E 91-14-079 
434-840-942 NEW-E 91-14-079 
434-840-943 NEW-E 91-14-079 
434-840-944 NEW-E 91-14-079 
434-840-945 NEW-E 91-14-079 
434-840-946 NEW-E 91-14-079 
434-840-947 NEW-E 91-14-079 
440-44-050 REP-W 91-08-059 
440-44-057 REP-W 91-08-059 
440-44-058 REP-W  91-08-059 
440-44-059 REP-W 91-08-059 
440-44-060 REP-W 91-08-059 
440-44-062 REP-W 91-08-059 
440-44-085 REP-P 91-15-061 
440-44-085 REP-E 91-15-064 
440-44-085 КЕР 91-19-025 
440-44-090 AMD-P 91-20-096 
440-44-090 AMD-E 91-20-ІН 
440-44-090 AMD 91-23-089 
446-16-080 AMD-P 91-16-099 
446-16-080 AMD 91-22-055 
446-20-020 AMD-P 91-19-012 
446-20-020 AMD-C 91-23-033 
446-20-020 AMD 91-24-099 
446-20-280 AMD-P 91-19-012 
446-20-280 AMD-C 91-23-033 
446-20-280 AMD 91-24-099 
446-20-285 AMD-P  91-19-012 
446-20-285 AMD-C 91-23-033 
446-20-285 AMD 91-24-099 
446-20-290 AMD-P  91-19-012 
446-20-290 AMD-C 91-23-033 
446-20-290 AMD 91-24-099 
446-20-310 AMD-P 91-19-012 
446-20-310 AMD-C 91-23-033 
446-20-310 AMD 91—24-099 
446-20-500 AMD-P 91-15-045 


WAC # 


446-20-500 
446-20-510 
446-20-510 
446-20-515 
446-20-515 
446-20-530 
446-20-530 
446-20-530 
446-65 

446-65 

446-65-005 
446-65-005 
446-65-005 


446-65-005 . 


446-65-010 
446-65-010 
446-65-010 
446-65-010 
446-15-010 
446-15-010 
446-15-010 
446-15-020 
446-15-020 
446-75-020 
446-75-030 
446-15-030 
446-75-030 
446-75-040 
446-75-040 
446—15-040 
446-15-050 
446-75-050 
446-75-050 
446-75-060 
446-15-060 
446—15-060 
446-15-070 
446-75-070 
446-75-070 
446-15-080 
446-75-080 
446-75-080 
448-12-010 
448-12-010 
448-12-015 
448-12-015 
448-12-016 
448-12-016 
448-12-020 
448-12-020 
448-12-030 
448-12-030 
448-12-040 
448-12-040 
448-12-050 
448-12-050 
448-12-055 
448-12-055 
448-12-060 
448-12-060 
448-12-070 
448-12-070 
448-12-075 
448-12-075 
448-12-080 
448-12-080 
448-12-090 
448-12-090 
448-12-100 
448-12-100 
448-12-210 
448-12-210 
448-12-220 
448-12-220 
448-12-230 
448-12-230 
448-12-240 


Table of WAC Sections Affected 


WSR 4 WAC Ҙ 
AMD 91-20-045 448-12-240 
AMD-P  91-15-045 448-12-250 
AMD 91-20-045 448-12-250 
AMD-P 91-15-045 448-12-260 
AMD 91-20-045 448-12-260 
AMD-P 91-19-012 448-12-270 
AMD-C 91-23-033 448-12-270 
AMD 91-24-099 448-12-280 
AMD-P 91-16-098 448-12-280 
AMD-W 91-19-107 448-12-290 
NEW-E 91-06-050 448-12-290 
NEW 91-06-066 448-12-300 
AMD-P 91-16-098 448-12-300 
AMD-W 91-19-107 448-12-320 
NEW-E 91-06-050 448-12-320 
NEW 91-06-066 448-12-330 
AMD-P  91-16-098 448-12-330 
AMD-W 91-19-107 448-12-340 
NEW-P 91-07-045 448-12-340 
NEW-E 91-07-046 448-13-010 
NEW 91-11-046 448-13-010 
NEW-P 91-07-045 448-13-020 
NEW-E  91-07-046 448-13-020 
NEW 91-11-046 448-13-020 
NEW-P 91-07-045 448-13-020 
NEW-E 91-07-046 448-13-020 
NEW 91-11-046 448-13-030 
NEW-P 91-07-045 448-13-030 
NEW-E 91-07-046 448-13-040 
NEW 91-11-046 448-13-040 
NEW-P 91-07-045 448-13-040 
NEW-E 91-07-046 448-13-040 
NEW 91-11-046 448-13-040 
NEW-P 91-07-045 448-13-050 
NEW-E  91-07-046 448-13-050 
NEW 91-11-046 448-13-060 
NEW-P 91-07-045 448-13-060 
NEW-E 91-07-046 448-13-070 
NEW 91-11-046 448-13-070 
NEW-P 91-07-045 448-13-080 
NEW-E  91-07-046 448-13-080 
NEW 91-11-046 448-13-080 
REP-S  91-03-123 448-13-080 
КЕР 91-06-022 448-13-080 
REP-S 91-03-123 448-13-090 
КЕР 91-06-022 448-13-090 
REP-S 91-03-123 448-13-100 
КЕР 91-06-022 448-13-100 
REP-S 91-03-123 448-13-110 
REP 91-06-022 448-13-110 
REP-S  91-03-123 448-13-120 
REP 91-06-022 448-13-120 
REP-S 91-03-123 448-13-130 
REP 91-06-022 448-13-130 
REP-S  91-03-123 448-13-140 
REP 91-06-022 448-13-140 
REP-S 91-03123 448-13-150 
REP 91-06-022 448-13-150 
REP-S 91-03-123 448-13-160 
REP 91-06-022 448-13-160 
REP-S  91-03-123 448-13-170 
REP 91-06-022 448-13-170 
REP-S 91-03-1232 448-13-170 
REP 91-06-022 448-13-170 
REP-S 91-03-123 448-13-170 
REP 91-06-022 448-13-180 
REP-S 91-03123 448-13-180 
REP 91-06-022 448-13-190 
REP-S 91-03-1232 448-13-190 
REP 91-06-022 448-13-200 
REP-S  91-03-123 448-13-200 
REP 91-06-022 448-13-210 
REP-S 91-03-123 448-13-210 
REP 91-06-022 448-13-220 
REP-S  91-03-123 448-13-220 
КЕР 91-06-022 448-14-010 
REP-S 91-03-1232 448-14-010 


WSR # WAC fj 
REP 91-06-022 448-14-020 
REP-S 91-03-123 448-14-020 
КЕР 91-06-022 448-14-030 
REP-S  91-03-123 448-14-030 
КЕР 91-06-022 448-15-010 
REP-S  91-03-123 448-15-010 
КЕР 91-06-022 448-15-020 
REP-S 91-03-123 448-15-020 
КЕР 91-06-022 448-15-030 
REP-S 91-03-123 448-15-030 
КЕР 91-06-022 448-15-040 
REP-S 91-03-123 448-15-040 
КЕР 91-06-022 448-15-050 
REP-S  91-03-123 448-15-050 
REP 91-06-022 448-1 5-060 
REP-S 91-03-123 448-15-060 
REP 9106-022 .| 448-15-070 
REP-S 91-03-123 448-15-070 
КЕР 91-06-022 448-1 5-080 
NEW-S 91-03-1232 448-15-080 
NEW 91-06-022 456-09-210 
NEW-S 91-03-123 456-09-210 
NEW 91-06-022 456-09-325 
AMD-E 91-18-033 456-09-325 
AMD-P 91-18-034 456-09-365 
AMD 91-21-040 456-09-365 
NEW-S  91-03-123 456-10-360 
NEW 91-06-022 456-10-360 
NEW-S 91-03-123 456-10-547 
NEW 91-06-022 456-10-547 
AMD-E 91-18-033 458-12-251 
AMD-P 91-18-034 458-12-251 
AMD 91-21-040 458-12-251 
NEW-S  91-03-123 458-14-010 
NEW 91-06-022 458-14-020 
NEW-S  91-03-123 458-14-030 
NEW 91-06-022 458-14-040 
NEW-S 91-03-123 458-14-045 
NEW 91-06-022 458-14-050 
NEW-S  91-03-123 458-14-052 
NEW 91-06-022 458-14-055 
AMD-E 91-18-033 458-14-060 
AMD-P 91-18-034 458-14-062 
AMD 91-21-040 458-14-065 
NEW-S  91-03-123 458-14-070 
NEW 91-06-022 458-14-075 
NEW-S  91-03-123 458-14-080 
NEW 91-06-022 458-14-085 
NEW-S 91-03-123 458-14-086 
NEW 91-06-022 458-1 4-090 
NEW-S 91-03-123 458-14-091 
NEW 91-06-022 458-14-092 
NEW-S  91-03-123 458-14-094 
NEW 91-06-022 458-14-098 
NEW-S 91-03-1223 458-14-100 
NEW 91-06-022 458-14-10 
NEW-S 91-03-123 458-14-115 
NEW 91-06-022 458-14-120 
NEW-S 91-03-123 458-14-121 
NEW 91-06-022 458-14-122 
NEW-S 91-03-123 458-14-125 
NEW 91-06-022 458-14-126 
AMD-E 91-18-033 458-14-130 
AMD-P 91-18-034 458-14-135 
AMD 91-21-040 458-14-140 
NEW-S 91-03-123 458-14-145 
NEW 91-06-022 458-14-150 
NEW-S 91-03-123 458-14-152 
NEW 91-06-022 458-14-155 
NEW-S 91-03-123 458-16-013 
NEW 91-06-022 458-16-013 
NEW-S  91-03-123 458-16-020 
NEW 91-06-022 458-16-020 
NEW-S 91-03-123 458-18-010 
NEW 91-06-022 458-18-010 
REP-P 91-03-124 458—18-020 
REP-W 91-16-077 458-18-020 


[ 420] 


КЕР-Р 
REP-W 
REP-P 
REP-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
NEW-P 
NEW-W 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
PREP 
NEW-P 
NEW-E 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
REP 
AMD-E 
AMD-E 
AMD-E 
AMD-E 
AMD-E 
AMD-E 
AMD-E 
AMD-E 


WSR # 


91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-03-124 
91-16-077 
91-04-084 
91-07-038 
91-04-084 
91-07-038 
91-04-084 
91-07-038 
91-04-083 
91-07-039 
91-04-083 
91-07-039 
91-18-025 
91-22-013 
91-22-014 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-07-040 
91-13-074 
91-21-059 
91-13-074 
91-21-059 
91-13-075 
91-21-060 
91-13-075 
91-21-060 


WAC # WSR # 
458-18-220 AMD-P 91-10-070 
458-18-220 AMD 91-15-024 
458-20-105 AMD-E 91-14-050 
458-20-105 РКЕР 91-17-029 
458-20-109 РКЕР 91-03-057 
458-20-109 AMD-P 91—11-005 
458-20-109 AMD 91-23-038 
458-20-110 РКЕР 91-03-058 
458-20-110 AMD-P 91-11-004 
458-20-110 AMD 91-23-037 
458-20-126 РКЕР 91-04-062 
458-20-126 AMD-P 91-11-002 
458-20-126 AMD 91-15-022 
458-20-127 РКЕР 91-08-044 
458-20-151 РКЕР 91-04-061 
458-20-151 AMD-P 91-11-003 
458-20-151 AMD 91-15-023 
458-20-163 AMD 91-05-040 
458-20-164 AMD-E 91-14-049 
458-20-164 РКЕР 91-17-028 
458-20-166 РКЕР 91-08-045 
458-20-169 РКЕР 91-12-062 
458-20-169 AMD-P 91-17-084 
458-20-169 AMD-E 91-17-085 
458-20-169 AMD 91-21-001 
458-20-18601 NEW-E 91-14-027 
458-20-18601 РКЕР 91-17-030 
458-20-18801 РКЕР 91-12-002 
458-20-193 NEW-P 91-20-122 
458-20-193 МЕУУ 91-24-020 
458-20-193А РКЕР 91-13-073 
458-20-193А КЕР-Р 91-20-122 
458-20-193А КЕР 91-24-020 
458-20-193В РКЕР 91-13-073 
458-20-193В КЕР-Р 91-20-122 
458-20-193В КЕР 91-24-020 
458-20-199 РКЕР 91-08-043 
458-20-199 AMD-P 91-23-036 
458-20-227 AMD 91-05-039 
458-20-228 РКЕР 91-16-008 
458-20-228 AMD-P 91-23-035 
458-20-22802 РКЕР 91-17-026 
458-20-22802 AMD-P 91-21-017 
458-20-22802 AMD 91-24-070 
458-20-229 РКЕР 91-16-009 
458-20-237 AMD 91-05-038 
458-20-255 AMD-E 91-12-003 
458-20-255 РКЕР 91-12-063 
458-20-255 AMD-P 91-16-010 
458-20-255 AMD 91-20-058 
458-20-260 МЕУУ-Е 91-20-123 
458-20-615 РКЕР 91-17-027 
458-30-262 AMD 91-04-001 
458-30-262 AMD-P 91-24-091 
458-40-540 AMD-P 91-21-076 
458-40-540 AMD 91-24-026 
458-40-615 МЕУУ-Е 91-16-053 
458-40-615 МЕУУ-Е 91-24-019 
458--40-650 AMD-P 91-22-105 
458-40-660 AMD-P 91-06-052 
458-40-660 AMD-E 91-06-053 
458-40-660 AMD 91-09-030 
458-40-660 AMD-P 91-10-090 
458-40-660 AMD 91-14-077 
458-40-660 AMD-P 91-22-105 
458-40-670 AMD-P 91-10-090 
458-40-670 AMD 91-14-077 
458—40—670 AMD-P 91-22-105 
458-50-085 РКЕР 91-18-025 
458-50-085 NEW-P 91-22-013 
458-50-085 NEW-E 91-22-014 
460-11A-010 NEW-P 91—14-089 
460-11A-010 NEW 91-18-014 
460-11A-020 NEW-P 91-14-089 
460-11А-020 NEW 91-18-014 
460-11А-030 NEW-P 91-14-089 
460-11А-030 NEW 91-18-014 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # 
460-1 1 A-040 NEW-P 91-14-089 460-34А-035 КЕР 91-04-012 
460-І1А-040 NEW 91-18-014 460-34А-037 КЕР 91-04-012 
460-16А-102 AMD 91-04--008 460-34А-040 КЕР 91-04-012 
460-16А-200 NEW 91-04-008 460-34A-045 REP 91-04-012 
460-16А-205 NEW 91-04—008 460—34A -050 REP 91-04-012 
460-17А-030 AMD 91-04-009 460-34A—055 REP 91-04-012 
460-17А-070 AMD 91-04-009 460-34А-060 КЕР 91-04-012 
460-31А-410 КЕР 91-04-012 460-34А-065 КЕР 91-04-012 
460-31A—415 REP 91-04-012 460-34А-070 КЕР 91-04-012 
460-31А-420 КЕР 91-04-012 460-34А-075 КЕР 91-04-012 
460-31A—425 REP 91-04-012 460-34А-080 КЕР 91-04-012 
460-31А-430 КЕР 91-04-012 460-34А-085 КЕР 91-04-012 
460-31А-435 КЕР 91-04-012 460-34А-090 КЕР 91-04-012 
460-31А-440 КЕР 91-04-012 460-34А-095 КЕР 91-04-012 
460-31А-445 КЕР 91-04-012 460-34А-100 КЕР 91-04-012 
460-31А-450 КЕР 91-04-012 460-34А-105 КЕР 91-04-012 
460-31А-455 КЕР 91-04-012 460-34А-110 КЕР 91-04-012 
460-31А-460 КЕР 91-04-012 460-34А-112 КЕР 91-04-012 
460-31А-465 КЕР 91-04-012 460-34А-115 КЕР 91-04-012 
460-31А-470 КЕР 91-04-012 460-34А-120 КЕР 91-04-012 
460-31 A~475 REP 91-04-012 460-34А-125 КЕР 91-04-012 
460-31А-480 КЕР 91-04-012 460-34А-130 КЕР 91-04-012 
460-31А--485 КЕР 91-04-012 460-34А-135 КЕР 91-04-012 
460-31 A—490 REP 91-04-012 460-34А-200 КЕР 91-04-012 
460-31А-495 КЕР 91-04-012 460-36А-100 КЕР 91-04-012 
460-31А-500 КЕР 91-04-012 460-36А-105 КЕР 91-04-012 
460-31А-505 КЕР 91-04-012 460-36А-110 КЕР 91-04-012 
460-31A-510 REP 91-04-012 460-36А-115 КЕР 91-04-012 
460-31А-515 КЕР 91-04-012 460-36А-120 КЕР 91-04-012 
460-31А-520 КЕР 91-04-012 460-36А-125 КЕР 91-04-012 
460-31А-525 КЕР 91-04-012 460-36А-130 КЕР 91-04-012 
460-31А-530 КЕР 91-04-012 460-36А-135 КЕР 91-04-012 
460-31А-535 КЕР 91-04-012 460-36А-140 КЕР 91-04-012 
460-31А-540 КЕР 91-04-012 460-36А-145 КЕР 91-04-012 
460-31А-545 КЕР 91-04-012 460-36А-150 КЕР 91-04-012 
460-31A-550 REP 91—04—012 460-36А-155 КЕР 91-04-012 
460-31А-555 КЕР 91-04-012 460-36А-160 КЕР 91-04-012 
460-31А-560 КЕР 91-04-012 460-36А-165 КЕР 91-04-012 
460-31А-565 КЕР 91-04-012 460-36А-170 КЕР 91-04-012 
460-31А-570 КЕР 91-04-012 460-36А-175 КЕР 91-04-012 
460-31А-575 КЕР 91-04-012 460-36А-180 КЕР 91-04-012 
460-31А-580 КЕР 91-04-012 460-36А-185 КЕР 91-04-012 
460-31А-585 КЕР 91-04-012 460-36А-190 КЕР 91-04-012 
460-31А-590 КЕР 91-04-012 460-36А-195 КЕР 91-04-012 
460-31 A-595 КЕР 91-04-012 460-42А-081 AMD 91-04-010 
460-31А-600 КЕР 91-04-012 460-46А-020 AMD 91-04-01! 
460-31А-605 КЕР 91-04-012 460—46A —040 AMD 91-04-011 
460-31A-610 REP 91-04-012 460-46А-050 AMD 91-04-01 | 
460-31A—615 REP 91-04-012 460—46A-055 NEW 91-04-01! 
460-31А-620 КЕР 91-04-012 460-46А-061 NEW 91-04-011 
460-31А-625 КЕР 91-04-012 460-46А-065 NEW 91-04-01 
460-31А-630 КЕР 91-04-012 460-46А-071 NEW 91-04-011 
460-31А-635 КЕР 91-04-012 460-46А-072 NEW 91-04-01 1 
460-31 A—640 REP 91-04-012 460-46А-095 AMD 91-04-01 1 
460-31А-645 КЕР 91-04-012 460-46А-110 AMD 91-04-011 
460-31А-650 КЕР 91-04-012 460-80-108 МЕМ-Р 91-21-131 
460-31А-655 КЕР 91-04-012 460-80-125 AMD-P 91-21-131 
460-31А-660 КЕР 91-04-012 460-80-315 AMD-P 91-21-131 
460-31 A-665 REP 91-04-012 460-82 AMD-P 91-21-131 
460-31 A-670 REP 91-04-012 460-82-200 AMD-P 91-21-13! 
460-31А-675 КЕР 91-04-012 463-06-010 AMD 91-03-090 
460—31A—680 REP 91-04-012 463-10-010 AMD 91-03-090 
460-31А-685 КЕР 91-04-012 463-14-030 AMD 91-03-090 
460-31А-690 КЕР 91-04-012 463-14-080 AMD 91-03--090 
460-31А-695 КЕР 91-04-012 463-18-020 AMD 91-03-090 
460-31 A-700 REP 91-04-012 463-26-120 AMD 91-03-090 
460-31А-705 КЕР 91-04-012 463-26-130 AMD 91-03--090 
460-31A-710 REP 91-04-012 463-28-060 AMD 91-03-090 
460-31A—715 REP 91-04-012 463-28-080 AMD 91-03-090 
460-31А-720 КЕР 91-04-012 463-38-041 AMD 91-03-090 
460-31А-725 КЕР 91-04-012 463-38-042 AMD 91-03-090 
460-31 A-730 REP 91-04-012 463-38-063 AMD 91-03-090 
460-34A-010 REP 91-04-012 463-39-130 КЕР 91-03-090 
460-34А-015 КЕР 91-04-012 463-39—150 AMD 91-03--090 
460-34А-020 КЕР 91-04-012 463-42-680 NEW-P 91-03-132 
460-34А-025 КЕР 91-04-012 463-42-680 NEW 91--09-040 
460-34А-030 КЕР 91-04-012 463-43-060 AMD 91-03-090 


[ 421] 


МАС # 


463-47-060 
463-50-030 
463-54-070 
463-58-030 
467-01-010 
467-01-010 
467-01-020 
467-01-020 
467-01-030 
467-01-030 
467-01-040 
467-01-040 
467-01-050 
467-01-050 
467-01-060 
467-01-060 
467-02-010 
467-02-010 
467-02-030 
467-02-030 
467-02-040 
467-02-040 
467-02-050 
467-02-050 
467-02-060 
467-02-060 
467-02-070 
467-02-070 
467-02-080 
467-02-080 
467-02-100 
467-02-100 
467-02-120 
467-02-120 
467-02-130 
467-02-130 
468-16-010 
468-16-020 
468-16-030 
468-16-040 
468-16-050 
468-16-060 
468-16-070 
468-16-080 
468-16-090 
468-16-100 
468-16-110 
468-16-120 
468-16-130 
468-16-140 
468-16-150 
468-16-160 
468-16-170 
468-16-180 
468-16-190 
468-16-200 
468-16-210 
468-38-035 
468-38-035 
468-38-050 
468-38-050 
468-38-190 
468-38-190 
468-38-260 
468-38-260 
468-38-260 
468-38-370 
468—38-370 
468-38-400 
468-38-400 
468-38-410 
468-38-410 
468--54-020 
468-54-020 
468-54-040 
468-54-040 
468-54-050 


AMD 
AMD 
AMD 
AMD 
AMD-P 
AMD 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
NEW 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 


WSR 4 


91-03-090 
91-03-090 
91-03-090 
91-03-090 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-10! 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-19-066 
91-23-101 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-04-014 
91-06-078 
91-10-023 
91-06-078 
91-10-023 
91-06-079 
91-10-022 
91-06-078 
91-10-023 
91-10-054 
91-06-078 
91-10-023 
91-06-078 
91-10-023 
91-06-078 
91-10-023 
91-12-031 
91-18-023 
91-12-031 
91-18-023 
91-12-031 


Table of WAC Sections Affected 


WAC # WSR # 
468-54-050 AMD 91-18-023 
468—54-065 AMD-P 91-12-031 
468-54-065 AMD 91-18-023 
468-54-070 AMD-P 91-12-031 
468-54-070 AMD 91-18-023 
468-70-030 AMD-P 91-13-024 
468-70-030 AMD 91-17-012 
468-70-050 AMD-P 91-13-024 
468-70-050 AMD 91-17-012 
468-70-060 AMD-P 91-13-024 
468-70-060 AMD 91-17-012 
468-70-070 AMD-P 91-13-024 
468-70-070 AMD 91-17-012 
468-300-010 AMD-P 91-14-031 
468-300-010 AMD-E 91-14-032 
468-300-010 AMD 91-18-022 
468-300-020 AMD-P 91-14-031 
468-300-020 AMD-E 91-14-032 
468-300-020 AMD 91-18-022 
468-300-040 AMD-P 91-14-031 
468-300-040 AMD-E 91-14-032 
468-300-040 AMD 91-18-022 
468-300-070 AMD-P 91-14-031 
468-300-070 AMD-E 91-14-032 
468-300-070 AMD 91-18-022 
478-04-030 NEW-P 91-22093 
478-116-020 AMD-P 91-06-092 
478-116-020 AMD 91-11-029 
478-116-020 AMD 91-12-047 
478-116-055 AMD-P 91-06-092 
478-116-055 AMD 91-11-029 
478-116-055 AMD 91-12-047 
478-116-080 AMD-P 91-06-092 
478-116-080 AMD 91-11-029 
478-116-080 AMD 91-12-047 
478-116-085 REP-P 9106092 
478-116-085 КЕР 91-11-029 
478-116-085 REP 91-12-047 
478-116-088 NEW-P 91-06-092 
478-116-088 NEW 91-11-029 
478-116-090 AMD-P 91-06-092 
478-116-090 AMD 91-11-029 
478-116-090 AMD 91-12-047 
478-116-110 AMD-P 91-06-092 
478-116-110 AMD 91-11-029 
478-116-110 AMD 91-12-047 
478-116-130 AMD-P 91-06-092 
478-116-130 AMD 91-11-029 
478-116-130 AMD 91-12-047 
478-116-160 AMD-P 91-06-092 
478-116-160 AMD 91-11-029 
478-116-160 AMD 91-12-047 
478-116-210 AMD-P 91-06-092 
478-116-210 AMD 91-11-029 
478-116-210 AMD 91-12-047 
478-116-230 AMD-P 91-06-092 
478-116-230 AMD 91-11-029 
478-116-230 AMD 91-12-047 
478-116-240 AMD-P 91-06-092 
478-116-240 AMD 91-11-029 
478-116-240 AMD 91-12-047 
478-116-250 AMD-P 91-06-092 
478-116-250 AMD 91-11-029 
478-116-250 AMD 91-12-047 
478-116-260 AMD-P 91-06-092 
478-116-260 AMD 91-11-029 
478-116-260 AMD 91-12-047 
478-116-300 AMD-P 91-06-092 
478-116-300 AMD 91-11-029 
478-116-300 AMD 91-12-047 
478-116-360 AMD-P 91-06-092 
478-116-360 AMD 91-11-029 
478-116-360 AMD 91-12-047 
478-116-390 AMD-P 91-06-092 
478-116-390 AMD 91-11-029 
478-116-390 AMD 91-12-047 
478-116-450 AMD-P 91-06-092 


14221 


WAC # WSR # 
478-116-450 AMD 91-11-029 
478-116-450 AMD 91-12-047 
478-116-455 NEW-P 91-06-092 
478-116-455 NEW-W 91-19-080 
478-116-463 NEW-P 91-06-092 
478-116-463 NEW-W 91-19-080 
478-116-470 AMD-P 91-06-092 
478-116-470 AMD-W 91-19-080 
478-116-520 AMD-P 91-06-092 
478-116-520 AMD 91-11-029 
478-116-520 AMD 91-12-047 
478-116-540 AMD-P 91-06-092 
478-116-540 AMD-W 91-19-080 
478-116-584 AMD-P 91-06-092 
478-116-584 AMD 91-11-029 
478-116-584 AMD 91-12-047 
478-116-586 AMD-P 91-06-092 
478-116-586 AMD 91-11-029 
478-116-586 AMD 91-12-047 
478-116-588 AMD-P 91-06-092 
478-116-588 AMD 91-11-029 
478-116-588 AMD 91-12-047 
478-116-600 REP-P 91-06-092 
478-116-600 REP 91-11-029 
478-116-600 КЕР 91-12-047 
478-116-601 AMD-P 91-06-092 
478-116-601 AMD 91-11-029 
478-116-601 AMD 91-12-047 
478-124 AMD-C 91-09-012 
418-124-020 AMD-P 91-05-069 
478-124-020 AMD 91-10-030 
478-124-030 AMD-P 91-05-069 
478-124-030 AMD 91-10-030 
478-136-030 AMD-P 91-10-086 
478-136-030 AMD-W 91-11-025 
478-136-030 AMD 91-14-024 
478-160-170 AMD-P 91-11-057 
478-160-170 AMD 91-16-001 
478-160-175 AMD-P 91-11-057 
478-160-175 AMD 91-16-001 
478-160-180 REP-P  91-11-057 
478-160-180 КЕР 91-16-001 
478-160-185 REP-P  91-11-057 
478-160-185 КЕР 91-16-001 
478-160-190 AMD-P 91-11-057 
478-160-190 AMD 91-16-001 
478-160-195 REP-P 91-11-057 
478-160-195 REP 91-16-001 
478-250-010 NEW-P 91-04-058 
478-250-010 NEW 91-10-031 
478-250-020 NEW-P 91-04-058 
478-250-020 NEW-W 91-17-051 
478-250-050 NEW-P 91-04-058 
478-250-050 NEW 91-10-031 
478-250-060 NEW-P 91-04-058 
478-250-060 NEW 91-10-031 
478-250-070 NEW-P 91-04-058 
478-250-070 NEW 91-10-031 
478-276-010 AMD-P 91-04-058 
478-276-010 AMD 91-10-031 
478-276-040 AMD-P 91-04-058 
478-276-040 AMD 91-10-031 
478-276-060 AMD-P 91-04-058 
478-276-060 AMD 91-10-031 
478-276-080 AMD-P 91-04-058 
478-276-080 AMD 91-10-031 
478-276-100 AMD-P 91-04-058 
478-276-100 AMD 91-10-031 
478-276-110 AMD-P 91-04-058 
478-276-110 AMD 91-10-031 
478-276-130 REP-P 91-04-058 
478-216-130 REP 91-10-031 
479-02-010 NEW-P 91-10-037 
479-02-010 NEW 91-13-056 
479-02-020 NEW-P 91-10-03? 
479-02-020 NEW 91-13-056 
479-02-030 NEW-P 91-10-037 


WAC # 


479-02-030 
479-02-050 
479-02-050 
479-02-060 
479-02-060 
479-02-070 
479-02-070 
479-02-080 
479-02-080 
479-02-090 
479-02-090 
479-02-100 

" 479-02-100 
479-02-110 
479-02-110 
479-02-120 
479-02-120 
479-02-130 
479-02-130 
479-02-140 
479-02-140 
479-210-010 
479-210-010 
479-210-010 
479-210-100 
479-210-100 
479-210-100 
479-210-150 
479-210-150 
479-210-150 
479-210-200 
479-210-200 
479-210-200 
479-210-250 
479-210-250 
479-210-250 
419-210-300 
479-210-300 
479-210-300 
479-210-350 
479-210-350 
479-210-350 
479-210-400 
479-210-400 
479-210-400 
479-216-010 
479-216-010 
479-216-010 
479-216-050 
479-216-050 
479-216-050 
479-216-100 
479-216-100 
479-216-100 
479-216-150 
479-216-150 
479-216-150 
479-216-200 
479-216-200 
479-216-200 
479-216-250 
479-216-250 
479-216-250 
479-216-300 
479-216-300 
479-216-300 
479-216-350 
479-216-350 
479-216-350 
479-310-010 
479-310-010 
479-310-010 
479-310-050 
479-310-050 
479-310-050 
479-310-100 
479-310-100 


NEW 


-NEW-P 


NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 
NEW 
NEW-P 
NEW-E 


WSR # 


91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 


Table of WAC Sections Affected 


WAC # 

479-310-100 NEW 
479-310-150 NEW-P 
479-310-150 NEW-E 
479-310-150 NEW 
479-310-200 NEW-P 
479-310-200 NEW-E 
479-310-200 NEW 
479-312-010 NEW-P 
479-312-010 NEW-E 
479-312-010 NEW 
479-312-050 NEW-P 
479-312-050 NEW-E 
479-312-050 NEW 
479-312-100 МЕМ-Р 
479-312-100 NEW-E 
479-312-100 NEW 
479-312-150 NEW-P 
479-312-150 NEW-E 
479-312-150 NEW 
479-312-200 NEW-P 
479-312-200 NEW-E 
479-312-200 NEW 
479-312-250 NEW-P 
479-312—250 NEW-E 
479-312-250 NEW 
479-312-300 NEW-P 
479-312-300 NEW-E 
479-312-300 NEW 
479-316-010 NEW-P 
479-316-010 NEW-E 
479-316-010 NEW 
479-316-050 NEW-P 
479-316-050 NEW-E 
479-316-050 NEW 
479-316-100 NEW-P 
479-316-100 NEW-E 
479-316-100 NEW 
479-316-200 NEW-P 
479-316-200 NEW-E 
479-316-200 NEW 
479-316-250 NEW-P 
479-316-250 NEW-E 
479-316-250 NEW 
479-316-300 NEW-P 
479-316-300 NEW-E 
479-316-300 NEW 
479-320-050 NEW-P 
419-320-050 NEW-E 
479-320-050 NEW 
479-320-100 NEW-P 
479-320-100 NEW-E 
479-320-100 NEW 
479-320-150 NEW-P 
479-320-150 NEW-E 
419-320-150 NEW 
479-320-200 МЕМ-Р 
479-320-200 NEW-E 
479-320-200 NEW 
480-04-010 КЕР-Р 
480-04-020 AMD-P 
480-04-030 AMD-P 
480-04-040 КЕР-Р 
480-04-050 AMD-P 
480-04-060 AMD-P 
480-04-065 NEW-P 
480-04-070 AMD-P 
480-04-080 КЕР-Р 
480-04-090 AMD-P 
480-04-095 NEW-P 
480-04-100 AMD-P 
480-04-100 AMD 
480-04-110 AMD-P 
480-04-120 AMD-P 
480-04-130 AMD-P 
480-09-015 AMD-P 
480-09-015 AMD 
480-09-100 AMD-P 


[423] 


WSR 4 WAC # 
91-23-091 480-09-100 
91-20-055 480-09-100 
91-20-056 480-09-115 
91-23-091 480-09-115 
91-20-055 480-09-120 
91-20-056 480-09-120 
91-23-091 480-09-120 
91-20-055 480-09-120 
91-20-056 480-09-125 
91-23-091 480-09-125 
91-20-055 480-09-210 
91-20-056 480-09-230 
91-23-091 480-09-230 
91-20-055 480-09-425 
91-20-056 480-09-425 
91-23-091 480-09-440 
91-20-055 480-09-440 
91-20-056 480-09-480 
91-23-091 480-09-480 
91-20-055 480—09—500 
91—20-056 480—09—500 
91-23-091 480-09-510 
91-20-055 48009-510 
91-20-056 480-09-520 
91-23-091 480-09-520 
91-20-055 480-09-610 
91-20-056 480-09-610 
91-23-091 480-09-736 
91—20-055 480-09—736 
91-20-056 480-09-736 
91-23-091 480-09-820 
91-20-055 480-09-820 
91-20-056 480-12-003 
91-23-091 480-12-003 
91-20-055 480-12-030 
91-20-056 480-12-030 
91-23-091 480-12-033 
91-20-055 480-12-033 
91-20-056 480-12-083 
91-23-091 480-12-084 
91-20-055 480-12-130 
91-20-056 480-12-130 
91-23-091 480-12-165 
91-20-055 480-12-180 
91-20-056 480-12-190 
91-23-091 480-12-195 
91-20-055 480-12-255 
91-20-056 480-12-315 
91-23-091 480-12-322 
91-20-055 480-12-322 
91-20-056 480-12-500 
91-23-091 480-12-510 
91-20-055 480-12-520 
91-20-056 480-30-015 
91-23-091 480-30-032 
91-20-055 480-30-032 
91-20-056 480-30-095 
91-23-091 480-30-097 
91-21-142 480-30-100 
91-21-142 480-40-015 
91-21-142 480-40-065 
91-21-142 480-40-070 
91-21-142 480-40-075 
91-21-142 480-40-100 
91-21-142 480-50-035 
91-21-142 480-50-035 
91-21-142 480-70-050 
91-21-142 480-70-055 
91-21-142 480-70-060 
91-03-098 480-70-070 
91-07-025 480-70-100 
91-21-142 480-70-130 
91-21-142 480-70-130 
91-21-142 480-70-130 
91-02-105 480-70-150 
91-06-010 480-70-155 
91-02-105 480-70-155 


WSR # 
AMD 91-06-010 
AMD-P 91-21-142 
NEW-P 91-17-092 
NEW 91-22-034 
AMD-P 91-02-105 
AMD 91-06-010 
AMD-P 91-17-092 
AMD 91-22-034 
NEW-P 91-03-100 
NEW 91-07-026 
AMD-P 91-21-142 
AMD-P 91-17-092 
AMD 91-22-034 
AMD-P 91-17-092 
AMD 91-22-034 
AMD-P 91-02-105 
AMD 91-06-010 
AMD-P 91-17-092 
AMD 91-22-034 
AMD-P 91-02-105 
AMD 91-06-010 
AMD-P 91-02-105 
AMD 91-06-010 
NEW-P 91-03-097 
NEW 91-07-024 
AMD-P 91-02-105 
AMD 91-06-010 
AMD-P 91-02-105 
AMD 91-06-010 
AMD-P 91-22-107 
AMD-P 91-17-092 
AMD 91-22-034 
AMD-P 91-10-081 
AMD 91-13-077 
AMD-P 91-06-009 
AMD 91-09-038 
AMD-P 91-06-009 
AMD 91-09-038 
NEW-P 91-21-109 
NEW-P 91-22-101 
AMD-P 91-16-090 
AMD 91-19-089 
AMD-P 91-21-109 
AMD-P 91-21-109 
AMD-P 91-21-109 
AMD-P 91-21-109 
AMD-P 91-21-094 
REP 91-06-071 
REP-W 91-08-060 
AMD-P 91-21-091 
NEW 91-03-101 
NEW 91-03-101 
NEW 91-03-101 
МЕМ-Р 91-21-110 
NEW-P 91-17-092 
NEW 91-22-034 
AMD-P  91-21-110 
AMD-P 91-21-110 
AMD-P 91-21-110 
NEW-P 91-21-110 
AMD-P 91-21-110 
AMD-P  91-21-110 
AMD-P 91-21-110 
AMD-P 91-21-110 
NEW-P 91-17-092 
NEW 91-22-034 
AMD 91-03-053 
NEW-P 91-21-092 
AMD 91-03-053 
AMD 91-03-053 
AMD 91-03-053 
AMD 91-03-053 
AMD-P 91-09-015 
AMD 91-17-093 
AMD 91-03-053 
NEW-P 91-17-092 
NEW 91-22-034 


Table of WAC Sections Affected 


WAC g WSR 4 WAC # 
480-70-230 AMD 9103-053 480-120-425 
480-70-240 AMD-P 91-21-093 480-120-430 
480-70-245 AMD-P 91-11-048 480-120-435 
480-70-245 AMD-W 91-21-095 480-140-020 
480-70-260 AMD 91-03-053 480-140-020 
480-70-280 AMD 9103-053 480-140-020 
480-70-325 AMD-P 91-21-092 480-140-040 
480-70-330 AMD 91-03-053 480-140-040 
480-70-330 AMD-P 91-21-092 480-140-040 
480-70-335 AMD-P 91-21-092 490-100-010 
480-70-340 AMD 91-03-053 490-100-010 
480-70-350 AMD 9103-053 490-100-010 
480-70-350 AMD-P 91-24008 490-100-012 
480-70-360 AMD 9103-053 490-100-012 
480-70-390 AMD 91-03-053 490-100-012 
480-70-400 AMD 9103-053 490-100-030 
480-70—400 AMD-P 91-21-092 490-100-030 
480-70-405 AMD 91-03-053 490-100-030 
480-70-420 AMD 91-03-053 490-100-035 
480-70-440 AMD 9103-053 490-100-035 
480-70-500 AMD 91-03-053 490-100-035 
480-70-570 AMD 91-03-053 490-100-040 
480—70—700 NEW-P 91-10-080 490-100-040 
480-70-700 NEW-W 91-14-013 490-100-040 
480-70-710 NEW-P 91-10-080 490-100-050 
480-70-710 NEW-W 91-14-013 490-100-050 
480-70-720 NEW-P 91-10-080 490-100-050 
480-70-720 NEW-W  91-14-013 490-100-060 
480-70-990 REP-P 91-21-093 490-100-060 
48080047 NEW-P 91-03-05 490-100-060 
480-80-047 NEW-W 91-03-120 490-100-070 
480-80-047 NEW-P 91-03-121 490-100-070 
480-80-047 NEW 91-13-003 490-100-070 
480-80-047 NEW 91-17-045 490-100-080 
480-80-047 AMD-P 91-21-111 490-100-080 
480-80-048 NEW-P  91-21-111 490-100-080 
480-80-390 AMD-P 91-03-096 490-100-090 
480-80-390 AMD-W 91-07-023 490-100-090 
480-92-011 NEW-P 91-23-109 490-100-090 
480-92-021 NEW-P 91-23-109 490-100-100 
480-92-031 NEW-P 91-23-109 490-100-100 
480-92-050 NEW-P 91-23-109 490-100-100 
480-92-060 NEW-P 91-23-109 490-100-105 
480-92-070 NEW-P 91-23-109 490-100-105 
480-92-080 NEW-P 91-23-109 490-100-105 
480-92-090 NEW-P 91-23-109 490-100-110 
480-92-100 NEW-P 91-23-109 490-100-110 
480-92-10 NEW-P 91-23-109 490-100-110 
480-120-021 AMD-S 91-03-122 490-100-120 
480-120-021 AMD 91-13-078 490-100-120 
480-120-031 AMD-P 91-06-095 490-100-120 
480-120-031 AMD 91-09039 490-100-130 
480-120-031 AMD-P 91-15-052 490-100-130 
480-120-031 AMD 91-19-090 490-100-130 
480-120-057 AMD-P 91-20-043 490-100-135 
480-120-061 AMD-P 91-20-042 490-100-135 
480-120-106 AMD-S 91-03-122 490-100-135 
480-120-106 AMD 91-13-078 490-100-140 
480-120-126 AMD-P 91-06-095 490-100-140 
480-120-126 AMD 9109-039 490-100-140 
480-120-136 AMD-P 91-06-095 490-100-150 
480-120-136 AMD 9109-039 490-100-150 
480-120-137 AMD-P 91-06-095 490-100-150 
480-120-137 AMD 91-09-039 490-100-160 
480-120-138 AMD-S 91-03-122 490-100-160 
480-120-138 AMD 91-13-078 490-100-160 
480-120-141 AMD-S 91-03-122 490-100-170 
480-120-141 AMD 91-13-078 490-100-170 
480-120-141 AMD-P 91-17-091 490-100-170 
480-120-141 AMD 91-20-162 490-100-180 
480-120-143 NEW 91-13-078 490-100-180 
480-120-340 NEW-P 91-22-102 490-100-180 
480-1 20—400 NEW 91-03-052 490-100-200 
480-120-405 NEW 9103-052 490-100-200 
480-120-410 NEW 9103-052 490-100-200 
480-120-415 NEW 9103-052 490-100-205 
480-120-420 NEW 91-03-052 490-100-205 


WSR # WAC # 
NEW 91-03-052 490-100-205 AMD 
NEW 91-03-052 490-100-208 AMD-E 
NEW 91-03-052 490-100-208 AMD-P 
AMD-P 91-03-099 490-100-208 AMD 
AMD 91-08-026 490-100-210 AMD-E 
AMD-P 91-22-100 490-100-210 AMD-P 
AMD-P 91-03-099 490-100-210 AMD 
AMD 91-08-026 490-100-220 AMD-E 
AMD-P 91-22-100 490-100-220 AMD-P 
AMD-E 91-03-037 490-100-220 AMD 
AMD-P 91-05-077 490-100-250 AMD-E 
AMD 91-08-029 490-100-250 AMD-P 
REP-E 91-03-037 490-100-250 AMD 
REP-P 91-05-077 516-13-030 AMD-W 
REP 91-08-029 516-13-080 AMD-W 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
NEW-E 91-03-037 
NEW-P 91-05-077 
NEW 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 
AMD 91-08-029 
AMD-E 91-03-037 
AMD-P 91-05-077 


WSR # 


91-08-029 
91-03-037 
91-05-077 
91-08-029 
91-03-037 
91-05-077 
91-08-029 
91-03-037 
91-05-077 
91-08-029 
91-03-037 
91-05-077 
91-08-029 
91-04-082 
91-04-082 


ACCOUNTANCY, BOARD OF 
Education requirements 
accreditation standards 


Experience requirement for license 


License fees 


Public records index 
Superseded rules, repeal of 


AGRICULTURE, DEPARTMENT OF 
Adjudicative proceedings 


Apples 
apple ermine moth quarantine 


maggot quarantine 
marketing standards 
moth quarantine repeal 


Aquaculture 
farm products identification, labeling 


Asparagus 
_ commission 
creation, powers, and duties 


meetings 
commodity board 
creation, powers, and duties 
Barley commission 
producer assessment funds 
expenditure of 


Bean seed certification standards, quarantine 


Blueberry assessments 
Bluegrass quarantine 


Chrysanthemum white rust disease 
quarantine 
Desiccants and defoliants, rules 


Eggs 
grading and packing facilities, 
standards 
Fertilizers 
fertigation equipment requirements 
Garlic seed certification 


Grapes 
grape virus quarantine 


solicitation of preproposal comment 
phylloxera quarantine 


solicitation of preproposal comment 
. Herbicides 
phenoxy herbicides, use of 
Hops 
assessments and collections 
disease quarantine 


rootstock certification 


License renewal dates 


Narcissus bulb nematode quarantine repeal 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-20-080 
91-24-028 
91-14-090 
91-14-091 
91-21-004 
91-21-005 
91-20-079 
91-21-006 
91-24-027 
91-01-055 
91-01-057 


91-20-177 
91—23-051 


91-15-100 
91-20-020 
91-01-045 
91-03-115 
91-03-093 
91-07-015 
91-07-036 
91-11-054 


91-04-076 
91-09-042 
91-13-018 


91-01-104 
91-09-003 
91-24-0096 


91-08-021 


91-01-100 
91-04-066 
91-08-017 
91-01-054 
91-10-082 
91—13-087 


91-03-046 
91-04-078 
91-08-058 


91-21-125 


91-01-015 
91-04-068 
91-08-015 


91-15-098 
91-21-042 
91-10-013 
91-15-098 
91-21-042 
91-10-013 


91-02-106 
91-06-019 


91-09-057 
91-14-113 
91-15-019 
91-04-067 
91-04-067 
91-08-016 
91-13-106 
91-16-005 
91-07-037 
91-11-053 


AGRICULTURE, DEPARTMENT OF—cont. 
Noxious weed control board 
meetings 
noxious weed list, additions, deletions, 
and changes 
Organic foods 
crop production standards 


processing certification and 
labeling 


registration of materials 
approved for production 


transition to organic producer 
certification 


Peaches 
quarantines 


Pesticide penalty matrix schedule 
Pesticide violations 

rights of persons aggrieved by 
Plum curculio quarantine 
Potatoes 

virus Y necrotic strain 

virus Y quarantine 


Rules coordinator 


Seed branch 
schedule of charges 


Seed potatoes 
certification 


quarantine 


Seeds 
certification standards and fees 


fees 
schedule of charges 


Swine 
pseudorabies control and eradication 


Tree fruit 
assessment for special research 
projects 


assessments for funding programs 


Varroa mite quarantine 
Wheat commission 
meetings 
producer assessment funds 
expenditure of 


Yellow nutsedge quarantine 


APPLIED TECHNOLOGY, WASHINGTON 
INSTITUTE OF 
(See WASHINGTON INSTITUTE OF 
APPLIED TECHNOLOGY) 


ASIAN AMERICAN AFFAIRS, COMMISSION ON 
Meetings 


ATTORNEY GENERAL'S OFFICE 
Meetings 
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91-17-020 
91-01-016 


91-05-006 
91-09-028 
91-15-067 
91-20-013 


91-05-006 
91-09-028 


91-01-116 
91-05-007 
91-15-067 


91-05-006 
91-09-028 


91-15-097 
91-21-041 
91-20-148 


91-20-149 
91-01-045 


91-06-035 
91-10-095 
91-13-026 
91-03-020 
91-23-011 


91-15-099 
91-21-043 


91-06-061 
91-10-029 
91-03-105 
91-07-016 


91-10-082 
91-13-087 
91-14-001 
91-15-099 
91-21-043 
91-15-099 
91-21-043 


91-05-076 
91-08-027 


91-13-105 
91-20-077 
91-13-105 
91-20-077 
91-20-081 


91-24-034 
91-01-099 


91-05-065 
91-03-045 


91-01-058 
91-18-018 


91-21-126 


ATTORNEY GENERAL'S OFFICE—cont. 


Motor vehicle warranties 
fines for noncompliance with 
arbitration decision 
Motor vehicles 
consumer rights notice 
lemon law arbitration 


Opinions 
apprenticeship council, authority of 
(1990, No. 17) 


‚ banks and trust companies, insurance 
activities (1991, No. 14) 

Bush Act tidelands, clam cultivation 
(1991, No. 8) 

chiropractic health care service 
contractor, health insurance pool 
assessments (1991, No. 20) 

city police officer transferring to county 
sheriff's office, benefits 
(1991, No. 27) 

community college and school district 
risk management pools 
(1991, No. 19) 

community college educational services, 
contracts (1991, No. 16) 

counselors; registration (1991, No. 24) 

counties, sale of property acquired by 
foreclosure (1991, No. 25) 

. county sick leave bank (1991, No. 29) 
criminal justice training commission 
basic training requirement 
(1991, No. 18) 

ecological commission, advisory role 
(1991, No. 4) 

freeholder elections, first class cities 
(1991, No. 3) 

Bovernor's authority to issue executive 
order having force and effect of law 
(1991, No. 21) 

HIV testing of juveniles adjudged to 
have committed sexual offenses 
(1991, No. 23) 

irrigation districts, foreclosure of 
property by (1991, No. 30) 

“irrigation districts, sale of property 
“acquired by foreclosure (1991, 
No. 25) 

judicial conduct, appointment of 
alternate members to commission on 
(1991, No. 32) 

liquor sale, effect of annexation 

^. Әу city (1991, No. 31) 

local governments, self—funding of health 
and welfare benefits (1991, No. 17) 

machine gun possession by members of 
armed services (1991, No. 26) 

motor vehicłe, forfeited, use by state 
(1991, No. 10) 

optometry board, contact lens 
prescription definition authority 
(1991, No. 33) 

property tax assistance payments 
(1991, No. 7) 

property tax payment, credit card use 
(1991, No. 2) 

Public Disclosure Act (1991; No. 6) - 

radioactive materials transport 
(1991, No. 1) 

risk management pools, formation by 
community colleges and school districts 
(1991, No. 19) 

sale of property acquired by 
foreclosure (1991, No. 25) 

small business export finance assistance 
center, public meetings and records 
(1991, No. 5) 


Subject /Agency Index 


(Citations in bold type refer to material in this issue) 


91-02-080 
91-22-080 
91-22-080 
91-02-001 
91--08-062 


91-07-022 
91-13-017 
91-16-031 


91-11-060 


91-09-010 
91-15-038 


91-15-046 
91-20-086 
91-11-011 
91-05-003 
91-04-053 


91-13-032А 


91-15-026 


91-21-058 
91-15-046 


91-23-044 
91-21-099 
91-10-008 
91-16-028 


91-07-043 


91-24-074 
91-07-001 


91-04-013 
91-06-054 


91-03-085 


91-11-060 


91-15-046 


91-05-057 
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ATTORNEY GENERAL'S OFFICE—cont. 
term limitations of city and county 
elected officials (1991, No. 22) 
water Service extension review authority 
(1991, No. 28) 
Private property, takings 
‚ Rules coordinator 


BASIC HEALTH PLAN 
Rules coordinator 


BATES TECHNICAL COLLEGE 
Meetings 


BELLEVUE COMMUNITY COLLEGE 
Admissions and registration policies 


Foreign students, admissions 


Meetings 
Rules coordinator 

BELLINGHAM TECHNICAL COLLEGE 
Meetings 

BIG BEND COMMUNITY COLLEGE 
Rules coordinator 


BLIND, DEPARTMENT OF SERVICES 
FOR THE 
"Adaptive skills assessment and training" 
defined 


Eligibility for services, criteria 
"Legal blindness" defined 


"Visual impairment” defined 


BLIND, WASHINGTON STATE SCHOOL 
FOR THE 
Rules coordinator 


BUILDING CODE COUNCIL 
Barrier-free facilities 
regulations 


solicitation of preproposal comments 
Building code 
Day care facilities for children 
Energy code 
Historic buildings code 


Housing for indigent persons 
building code exemptions 


Long-term residential care facilities, 
construction requirement 
solicitation of preproposal comment 
Meetings 


Nonresidential energy code 
Plumbing fixtures 

water conservation standards 
Radon requirements and monitoring 


Rules coordinator 


91-14-030 


91-20-018 
91-21-126 
91-01-086 
91-24-075 


91-14-022 
91-18-021 


91-23-039 


91-15-020 
91-15-050 
91-15-058 
91-20-038 
91-15-020 
91-15-050 
91-15-058 
91-20-038 
91-03-061 
91-15-034 


91-23-029 


91-21-018 


91-16-085 
91-20-010 
91-16-085 
91-20-010 
91-16-085 
91-20-010 
91-16-085 
91-20-010 


91-02-044 


91-16-110 
91-16-113 
91-20-175 
91-05-053 
91-16-112 
91-20-174 
91-01-117 
91-01-112 
91-06-065 
91-16-111 
91-01-103 
91-06-064 


91-16-112 
91-20-174 


91-07-020 
91-01-101 
91-09-050 
91-12-017 
91-15-042 
91-24-062 
91-23-046 


91-20-159 
91-20-160 
91-07-047 
91-12-045 
91-24-088 


BUILDING CODE COUNCIL—cont. 
Uniform building code 


Uniform codes 
solicitation of preproposal comments 


Uniform fire code and fire code standards 


Uniform mechanical code 

Uniform plumbing code 

Uniform plumbing code standards 
Ventilation and indoor air quality code 


CENTRAL WASHINGTON UNIVERSITY 


Adjudicative proceedings 
rules of procedure 


Affirmative action 
grievance procedure 


policy 


Athletes, loss of eligibility for 
unlawful drug use, procedure 


Document index 


Meetings 
Organization 


Parking and traffic regulations 


Rules coordinator 


Student judicial code 
due process for students in regard 
to alleged violations 


CENTRALIA COLLEGE 
Rules coordinator 


CLARK COLLEGE 
Parking and traffic 


Rules coordinator 
Suspended operations, civil service 
employees 


Tenure and dismissal of academic 
employees 


CLEMENCY AND PARDONS BOARD 


Meetings 


CODE REVISER'S OFFICE 
Register filing closing time 


Rules coordinator 
WAC amendments and repealers 


COLUMBIA BASIN COLLEGE 
Rules coordinator 


Sex discrimination, grievance procedures 


COLUMBIA RIVER GORGE COMMISSION 


Columbia River Gorge national scenic 
area management plan 

County or city appeal of decision 
by director 


Subject/Agency Index 


91-16-113 
91-20-175 
91-07-020 
91-05-021 
91-16-115 
91-16-114 
91-16-116 
91-16-117 
91-01-102 


91-19-016 
91-22-037 
91-23-031 


91-22-058 
91-22-058 
91-22-060 


91-19-016 
91-22-037 
91-23-031 
91-19-016 
91-22-037 
91-23-031 
91-15-009 
91-19-016 
91-22-037 
91-23-031 
91-19-017 
91-22-038 
91-01-049 
91-19-016 
91-22-037 
91-23-031 


91-01-013 
91-01-095 
91-04-054 


91-13-047 


91-15-071 
91-21-022 
91-19--009 


91-15-072 
91-19-018 


91-19-054 
91-23-004 


91-01-027 
91-03-040 
91-05-096 


91-12-007 
91-18-027 
91-22-006 
91-01-001 
91-06-067 
91-10-010 


91-16-002 
91-02-101 
91-08-001 


91-19-067 


91-13-039 


.91-17-041 


(Citations in bold type refer to material in this issue) 


COLUMBIA RIVER GORGE COMMISSION—cont. 
Structure alteration, review standards 
and guidelines 


COMMUNITY AND TECHNICAL COLLEGES, 
BOARD FOR 
(See also COMMUNITY COLLEGE 
EDUCATION, BOARD FOR) 

Board for community college education, name 
changed to board for community and 
technical colleges, September 1, 1991 

Rules coordinator 


COMMUNITY COLLEGE EDUCATION, BOARD FOR 
(See also COMMUNITY AND TECHNICAL 
COLLEGES, BOARD FOR) | ў 

Board for community college education, name 
changed to board for community and 
technical colleges, September 1, 1991 

Compensation elements for presidents 


Meetings 
Personnel qualification standards 


Retirement annuity plan participation 


Running start program 


Tuition and fees for courses on 
problems of retirement and 
advanced age 


Vocational-technical institutions personnel 
inclusion in community college system 


COMMUNITY DEVELOPMENT, DEPARTMENT OF 
Affordable housing program 
Border areas, supplemental law 
enforcement for 
Daycare centers 
fire protection standards 


Emergency management council 
meetings ` 
Energy matchmakers program 
* Fire protection policy board 
meetings 


Fire protection services division 
fire protection sprinkler contractors 


fire safety standards 
Homelessness, advisory council on, 
duties 
Land classification, guidelines for 
classification of agricultural, 
forest, mineral resource, and 
critical areas lands 


Low-income home energy assistance 
program 

Low-income weatherization assistance 

Meetings 
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91—09—009 


91-20-064 
91-20-064 


91—20-064 
91-13-001 
91-15-092 
91-21-013 
91-10-087 
91-15-094 
91-21-009 
91-06-069 
91-09-008 
91-09-036 
91-12-030 
91-13-048 
91-06-075 
91-15-091 
91-21-012 


91-15-093 
91-21-01 


91-15-094 
91-21-009 


91-24-081 
91-04-017 


91-06-020 
91-06-021 
91-11-001 


91-02-023 
91-21-139 


91-03-048 
91-05-017 
91-05-018 
91-06-051 


91-10-083 
91-10-084 
91-14-085 
91-14-086 
91-05-043 


91-06-023 


91-01-129 
91-01-130 
91-07-041 


91-13-028 
91-21-139 
91-06-031 

91-07-017 
91-10-020 
91-18-046 


COMMUNITY DEVELOPMENT, DEPARTMENT OF 


—cont. 

Public works board 
loan and financing guarantees 
meetings 


rules coordinator 
State Environmental Policy Act compliance 
Rules coordinator 


CONSERVATION COMMISSION 
Rules coordinator 


CONVENTION AND TRADE CENTER 
Meetings 


CORRECTIONS, DEPARTMENT OF 
Inmates 
mail 
telephone usage 
Mitigation funds for local governments 
Rules coordinator 


COUNTY ROAD ADMINISTRATION BOARD 
Bridge inspection procedures 


County ferry capital improvement program 


Rules coordinator 
Utilities accommodation on county road 
right of way 


CRIMINAL JUSTICE TRAINING COMMISSION 
Corrections academy 
equivalency or "challenge" process 
physical fitness standard for recruits 


D.A.R.E. program 
certification and decertification of 
officers 
Firearms certification 
private detectives 
private security guards 


Law enforcement academy 
physical fitness standard for admission 
to basic academy 
Meetings 
DEAF, WASHINGTON STATE SCHOOL 
FOR THE 
Rules coordinator 


DEFERRED COMPENSATION, COMMITTEE FOR 
Description 


Public records, access to and copying of 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-14-093 
91-02-003 
91-20-066 
91-21-100 
91-24-088 
91-14-092 
91-04-006 
91-24-088 


91-15-055 


91-01-012 
91-03-012 
91-03-041 
91-05-013 
91-06-036 
91-07-009 
91-09-007 
91-11-012 
91-11-049 
91-13-005 
91-14-073 
91-15-011 
91-19-008 
91-21-019 
91-23-009 
91-24-069 


91-23-103 
91-23-103 
91-10-018 
91-06-01 I 


91-18-044 
91-21-136 
91-18-042 
91-18-045 
91-21-138 
91-17-019 


91-18-043 
91-21-137 


91-01-041 
91-01-044 
91-10-088 
91-10-089 
91-14-010 
91-14-01] 


91-01-042 


91-22-069 
91-22-068 
91-22-070 


91-01-043 
91-03-003 


91-02-045 


91-02-098 
91-05-084 
91-02-098 
91-05-084 


EASTERN WASHINGTON UNIVERSITY 


Meetings 


Rules coordinator 


Scholarships 
Student records, availability 


ECOLOGY, DEPARTMENT OF 
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Air pollution 
Sources 
toxic air pollutants discharge, 
control of 


Aluminum plants, control and prevention 
of air pollutant emissions 
Batteries 
vehicle battery recycling 
Burning program 
Critical water resource situation 
response process 
Critical water resource situations 
Dangerous waste 
regulations 
solicitation of preproposal comment 
Drought relief, emergency 


Facility financial responsibility 

Flood control assistance account program, 
public hearing notice 

Forest practices subject to environmental 
review 

Gasoline vapor control requirements 


Ground water management 
general schedule 
Island County 
West Snohomish County 


Walla Walla County 


Hazardous waste 
dangerous waste regulation 
facilities plans 


generator fees 
generators 
management facilities, siting criteria 
management facilities, siting criteria 
and notice of intent 
Kraft pulping mills, control and prevention 
of air pollutant emissions 
Model Toxics Control Act 
cleanup, identification and investigation, 
processes and standards 
Motor fuel specifications 
winter time oxygenated gasoline 
program 
Motor vehicle emission inspection 
diesel testing procedure 
testing procedure 
Ocean management 
Oil spills 
compensation schedule 
facility financial responsibility 
natural resource damage assessment 
offshore facility contingency plan 


response contractor standards 


Pollution prevention plans 
Rules coordinator 


91-11-079 
91-13-060 
91-14-021 
91-15-068 
91-20-046 
91-21-102 
91-24-067 
91-02-043 
91-17-032 
91-21-107 
91-21-108 


91-05-064 


91-01-083 
91-13-079 


91-05-064 


91-05-020 
91-21-112 


91-12-038 
91-12-042 


91-15-105 
91-02-099 
91-03-081 
91-20-128 


91-08-072 


91-17-006 
91-02-107 
91-14-101 


91-05-100 
91-06-096 
91-03-102 
91-05-099 
91-03-103 
91-05-098 


91-07-005 
91-08-041 
91-14-099 
91-20-131 
91-08-040 
91-03-139 
91-08-041 


91-08-018 


91-05-064 


91-04-019 


91-20-130 


91-19-031 
91-19-031 
91-05-042 


91-22-108 
91-20-128 
91-22-108 
91-14-110 
91-22-087 
91-14-110 
91-22-087 
91-20-131 
91-03-025 


ECOLOGY, DEPARTMENT OF—cont. 
Sediment management standards 


Shoreline master programs 
Bremerton, city of 


Bridgeport, city of 
Chelan County 


Grays Harbor County 


Island County 
King County 
Klickitat County 


Medina, city of 
Normandy Park, city of 


ocean management 
Ocean Shores, city of 


Okanogan, city of 
Omak, city of 


Oroville, town of 
Pateros, city of 
Pierce County 


Redmond, city of 
San Juan County 


Thurston County 


Tonasket, town of 
Tumwater, city of 


Twisp, town of 
Winthrop, town of 

Solid and hazardous waste management 
coordinated prevention grants 


Solid fuel burning devices 
increase in retail sales fees 
sale and use of 
standards 
Solid waste disposal facilities 
inspector certification, exemption 


operator certification 
State/environmental protection agency 
agreement, public hearing notice 
Underground storage tanks program 
Underground storage tanks regulation 


Waste 
dangerous waste regulation 
hazardous waste facilities 
plans 
hazardous waste generator fees 
solid waste recycling projects, grants 
to local governments, solicitation 
of preproposal comment 
solid waste reduction, grants to local 
governments, solicitation of 
preproposal comment 
Wastewater 
discharge permit fees 
fee schedule 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-01-052 
91-03-094 
91-06-098 
91-08-019 


91-17-082 
91-19-030 
91-17-081 
91-02-112 
91-14-054 
91-22-024 
91-09-054 
91-18-081 
91-03-145 
91-03-149 
91-03-141 
91-11-088 
91-14-100 
91-22-021 
91-01-131 
91-14-053 
91-20-127 
91-04-069 
91-10-033 
91-03-144 
91-12-053 
91-03-147 
91-14-052 
91-22-023 
91-03-146 
91-17-080 
91-03-143 
91-12-052 
91-12-036 
91-04-072 
91-05-063 
91-06-094 
91-12-054 
91-14-051 
91-22-022 
91-03-148 
91-04-079 
91-09-055 
91-04-070 
91-04-071 


91-02-052 
91-11-090 


91-07-066 
91-07-066 
91-20-129 
91-09-053 
91-12-040 
91-01-093 
91-08-020 
91-04-022 
91-17-079 
91-22-020 
91-07-005 
91-08-041 
91--08-040 
91-10-032 
91-10-032 


91-19-083 
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ECOLOGY, DEPARTMENT OF—cont. 
solicitation of preproposal comment 


system developed 


Water 
critical water resource situation 
response process 


highway runoff quality enhancement 


operator certification program 
resource situations strategy 
surface water quality standards 


Water resources program 
Methow River Basin 


Wells 
construction and maintenance standards 


drilling restrictions 


ECONOMIC DEVELOPMENT FINANCE 
AUTHORITY 
Operations and procedures 


EDMONDS COMMUNITY COLLEGE 
Athletes, loss of eligibility for 
unlawful drug use, procedure 
Meetings 


Parking regulations 


EDUCATION, STATE BOARD OF 
Accreditation of schools 


Building assistance commitments 
funding priority system 
suspension of 

"Building condemnation” defined 


Certification 
instructional specialist certificate 


internship certificate 
limited certificate 


Environmental cducation, interdisciplinary 
study of 


General educational development (GED) 
educational competence certificate, 
eligibility 
test eligibility 


High school credit for courses taken by 
students in grades 7 and 8 


91-01-019 
91-15-106 
91-03-080 
91-11-047 


91-12-038 
91-12-042 
91-18-011 
91-04-091 
91-11-091 


` 91-13-058 


91-04-080 
91-09-056 
91-10-048 
91-11-089 
91-23-092 


91-12-039 
91-15-104 
91-19-109 
91-20-132 
91-23-093 


91-19-109 
91-23-093 
91-04-073 
91-12-039 
91-12-041 
91-20-132 


91-18-003 
91-20-001 


91-05-012 
91-03-110 
91-05-050 
91-07-044 
91-09-058 
91-11-050 
91-15-007 
91-19-074 
91-23-072 
91-12-016 
91-21-073 


91-01-068 
91-01-128 
91-04-015 


91-24-031 
91-15-030 
91-08-068 
91-12-059 


91-01-092 
91-05-056 
91-01-092 
91-05-056 
91-01-092 
91-05-056 


91-01-067 
91-12-055 


91-20-150 
91-24-032 
91-20-150 
91-24-032 


91-01-066 


Subject / 


Agency Index 


(Citations in bold type refer to material in this issue) 


EDUCATION, STATE BOARD OF—cont. 
Meetings 


Physical education requirement 
"Portable facility" defined 


Professional certification 
reprimand or certificate suspension 
or revocation 


Rules coordinator 
School construction projects 
funding priority system 
suspension of state funding commitments 


School plant facilities 
acceptance criteria, proposed sites 


local match money 
modernization 
state assistance 


Teachers 
certification requirements 
school day requirement 


teacher preparation programs 
Title 28А RCW, amendments to conform 
to recodification of title 


EMPLOYMENT SECURITY DEPARTMENT 
Eligibility determination 
Employer notice and separation 
determination 


Employer notices 
Family independence program. 

see FAMILY INDEPENDENCE PROGRAM 
Independent contractor definitions 


Rules coordinator 
Timber dependence indicators by county 
Timber impact areas determination 


Timber retraining benefits and programs 


ENERGY FACILITY SITE EVALUATION COUNCIL 
Meetings 
Site restoration standards 


ENERGY OFFICE 
Energy efficiency services account 
Terminology, revision of obsolete 
language 


ENGINEERS AND LAND SURVEYORS 
Application for registration 


Comity 


Evaluation of license candidates 
Examinations i 
Experience records 

Fees 


91-04-050 
91-12-064 
91-11-018 
91-08-068 
91-12-059 


91-05-024 
91-08-056 
91-13-045 


91-24-031 
91-15-030 
91-17-073 
91-20-151 


91-08-071 
91-12-057 
91-08-069 
91-12-056 
91-08-070 
91-12-058 
91--08-067 
91-12-055 


91-20-152 
91-05-068 
91-08-055 
91-20-152 


91-01-091 
91-04-016 


91-03-054 


91-11-051 
91-11-052 
91-16-029 
91-19-007 
91-24-080 
91-03-054 


91-18-071 
91-24-056 
91-03-055 
91-14-117 
91-14-115 
91-14-116 
91-20-012 
91-14-115 
91-14-116 
91-20-012 


91-02-077 
91-03-132 
91-09-040 


91-22-098 


91-03-090 


91-20-138 
91—23—111 
91-20-138 
91-23-111 
91-21-065 
91-21-065 
91-21-065 
91-07-065 
91-10-046 
91-19-091 
91-20-138 
91-22-017 
91-23-111 


ENGINEERS AND LAND SURVEYORS—cont. 
License renewals 


Seals 
new seal required, design 


solicitation of preproposal comment 
usage 
use definition 


ENVIRONMENTAL HEARINGS OFFICE 
Rules coordinator 


EVERETT COMMUNITY COLLEGE 
Mectings Ë 
Rules coordinator 


EVERGREEN STATE COLLEGE, THE 
Meetings 


Rules coordinator 


FAMILY INDEPENDENCE PROGRAM 
Benefits suspension, termination, 
or reduction 
advance notice 
Child care eligibility to support 
employment and training 
Eligibility for qualifying a parent 


Employability reassessment 


Income disregard 


Ineligibility period 
nonrecurring lump sum income 
receipt 


Management plan, implementation of 
second stage 


Medical programs eligibility 


Mectings 
Parent eligibility 


Retrospective budgeting supplement 


FINANCIAL MANAGEMENT, OFFICE OF 
Governor's affirmative action policy committec 
meetings 
Past due receivables, interest 
waiver criteria 


State paydates, 1991-92 


FISHERIES, DEPARTMENT OF 
Commercial 
bottomfish 
coastal bottomfish catch limits 
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91-07-064 
91-07-065 
91-10-046 
91-11-075 
91-19-091 
91-22-017 


91-05-078 
91-06-018 
91-11-098 
91-11-099 
91-05-041 
91-21-064 
91-05-078 
91-06-018 


91-14-005 


91-02-047 
91-03-079 


91-02-054 
91-23-108 
91-14-114 


91-07-068 


91-01-061 
91-15-062 
91-15-063 
91-19-024 
91-24-092 
91-24-093 
91-05-008 
91-05-009 
91-10-073 
91-10-079 
91-13-081 


91-12-065 
91-12-068 
91-15-086 


91-01-062 
91-04-041 
91-05-058 
91-05-010 
91-08-050 
91-05-008 
91-05-009 
91-01-060 
91-15-062 
91-15-063 
91-19-024 
91-18-016 
91-18-017 
91-21-124 


91-19-058 


91-15-053 
91-18-028 
91-17-057 
91-20-061 


91-01-018 
91-01-023 
91-01-050 


FISHERIES, DEPARTMENT OF—cont. 


seasons 


clams 
razor clam harvest 
crabs, seasons and areas 


crawfish, areas 
dog fish 
set linc areas and seasons 
fish buyers, reporting date for fish 
receiving tickets 


herring 
endorsement requirements 


reporting catch 
licensing rules amended 


marine fish, seasons 
and closures 


regulations 


salmon 
Columbia River above 
Bonneville, seasons 


Columbia River below 
Bonneville, seasons 


Grays Harbor, seasons 


Lewis River, seasons 
Puget Sound 
areas and scasons 


restrictions and closure 


Subject/Agency Index 


91-01-094 
91-03-152 
91-07-050 
91-08-023 
91-10-012 
91-11-027 
91-11-077 
91-14-026 
91-16-041 
91-19-046 
91-20-085 
91-05-037 
91-19-006 
91-24-013 


91-08-024 
91-05-102 
91-10-024 
91-23-049 
91-05-102 


91-18-073 


91-01-005 
91-05-015 


91-11-056 
91-16-070 
91-10-014 
91-03-108 
91-10-071 


91-09-064 
91-13-051 
91-03-083 
91-04-029 
91-04-031 
91-10-011 


91-17-001 
91-19-005 
91-19-035 
91-19-086 
91-20-124 
91-22-010 


91-05-005 
91-05-036 
91-17-056 
91-18-039 
91-19-023 
91-19-072 
91—20-007 
9[-21-016 
91-21-088 
91-22-067 
91-20-084 
91-21-032 
91-21-038 
91-21-049 
91-21-086 
91-21-120 
91-23-019 
91-23-056 
91-22-011 


91-13-031 
91-17-007 
91-17-039 
91-18-024 
91-15-017 
91-16-027 
91-16-069 
91-18-010 
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(Citations in bold type refer to.material in this issue) 


FISHERIES, DEPARTMENT OF—cont.. 


subsistence fishery, Columbia River 
tributaries 


troll fishery, seasons and gear 


Willapa Bay fall fishery 


sea cucumber seasons 


sca urchin seasons 


shad 
Columbia River harvest 


shrimp 
Puget Sound fishery 


Puget Sound seasons 


spawn on kelp auction 


sturgeon 
Columbia River above Bonncvilic, sea 


Columbia River below Bonneville, seasons 


trawl fishing, scasons 
and gear 


vessel owncrship and accountability 
proof 


91-18-058 
91-19-010 
91-19-049 
91-19-057 
91-19-087 
91-20-003 
91-20-008 
91-20-083 
91-21-014 
91-21-031 
91-21-039 
91-21-057 
91-21-087 
91-21-098 
91-22-009 
91-22-065 
91-23-020 
91-23-050 
91-24-012 
91-24-054 


91-11-014 
91-11-076 
91-12-004 
91-10-058 
91-15-115 
91-17-004 
91-17-017 
91-17-090 
91-18-032 
91-18-082 
91-19-048 
91-17-055 
91-19-047 
91-21-086 
91-22-032 
91-05-102 
91-10-024 
91-11-015 
91-11-055 
91-11-11] 
91-15-031 
91-18-029 
91-18-030 
91-05-102 
91-10-024 
91-11-111 
91-15-031 
91-18-029 
91-18-030 
91-22-064 
91-22-066 


91-05-005 
91-05-036 
91-11-100 


91-10-094 


91-15-096 : 


91-11-044 
91-11-111 
91-15-031 
91-18-029 
91-18-030 
91-02-108 
91-05-016 


91-08-065 


91-05-005 
91-05-036 


91-09-064 
91-21-003 


91-11-056 


FISHERIES, DEPARTMENT OF—cont. 


Personal use 
clams 
areas and seasons 
hardshell 


razor 


freshwater areas and seasons 


halibut 

seasons and bag limits 
oysters 

areas and seasons 


rules amended 


salmon 
areas and seasons 


bag limits 
Carbon River 
Chehalis River 
Columbia River 


Hood Canal 


Klickitat River 

Little White Salmon River 
Naselle River 

saltwater seasons and bag limits 


Skagit River 
Wenatchee River 
Willapa River 
Wind River 

shrimp 
Puget Sound fishery 


Rules coordinator 


FOREST PRACTICES BOARD 
Conversions and developing areas, 
county participation 


Subject / 


91-01-069 
91-02-021 
91-02-076 
91-15-047 
91-24-055 
91-10-049 
91-21-015 
91-23-022 
91-21-141 
91-22-076 


91-14-007 


91-01-069 
91-06-057 
91-14-039 
91-03-153 
91-04-030 
91-06-057 
91-08-051 
91-08-054 
91-14-045 
91-14-046 
91-16-080 


91-03-151 
91-08-052 
91-08-053 
91-12-008 
91-14-047 
91-16-079 
91-17-002 
91-17-003 
91-22-053 
91-22-106 
91-08-025 
91-21-063 
91-11-045 
91-08-002 
91-14-078 
91-18-038 
91-21-085 
91-22-008 
91-22-077 
91-22-078 
91-08-025 
91-08-025 
91-21-063 
91-14-008 
91-14-048 
91-14-118 
91-15-095 
91-16-007 
91-18-009 
91-18-031 
91-19-088 
91-20-039 
91-20-040 
91-20-082 
91-12-009 
91-08-025 
91-21-063 
91-08-025 


91-10-094 
91-16-006 
91-15-069 


91-13-072 
91-18-067 
91-23-052 


Арепсу Іпдех 


(Citations in bold type refer to material in this issue) 


FOREST PRACTICES BOARD—cont. 
Forest practices subject to 
environmental review under 
SEPA and SEPA rules 


"Forest trees" defined 
Lands likely to convert to urban 
development 


Meetings 


Rules coordinator 


State Environmental Policy Act compliance 


Watershed analysis 
Watershed screening and analysis 
implementation 


solicitation of preproposal comment 


Wetlands 
forest practices in 


GAMBLING COMMISSION 
Adjudicative proceedings 
Amusement games 

authorized games 


authorized locations 
coin activated games 


licensing of manufacturers and 
distributors 


licensing of operators 


location change 


operation at regional shopping centers 


“operator” defined 


prizes 


records required 


resident agent 


wager and prize limitations 
Bingo 
accounting records requirements 
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91-07-034 
91—22-026 
91-18-068 


91-13-072 
91-18-067 
91-23-052 
91-07-012 
91-08-028 
91-13-033 
91-14-096 
91-17-070 
91-20-067 
91-02-065 
91-20-135 
91-14-102 
91-21-128 


91-17-071 
91-07-030 


91-21-128 


91-03-063 


91-15-039 
91-15-041 
91-17-047 
91-19-093 
91-15-039 
91-15-041 
91-17-047 
91-19-093 
91-17-048 
91-17-049 
91-21-053 


91-15-039 
91-15-041 
91-17-047 
91-19-0111 
91-19-093 
91-22-029 
91-15-039 
91-15-041 
91-17-047 
91-17-048 
91-19-011 
91-19-093 
91-21-053 
91-22-029 
91-17-048 
91-17-049 
91-21-053 
91-05-047 
91-06-008 
91-06-039 
91-17-048 
91-17-049 
91-21-053 
91-15-039 
91-15-041 
91-17-047 
91-19-093 
91-15-039 
91-15-041 
91-19-093 
91-17-048 
91-17-049 
91-21-053 
91-24-002 


91-10-006 
91-13-070 


GAMBLING COMMISSION—cont. 
"manager" defined 


manner of conducting 
prize limit increased 


proposed rule withdrawal 
records required 


Cruise ships, gambling devices on 


foreign vessels 


Electronic cranes 
approved locations 


authorization for use 
records required 


special authorization 
Fund raising events, limits on amount of 
rent, lease, or other payments 
Fund raising events, providing food 
and beverages to volunteers 


Gross gambling receipts 


Identification and inspection stamps 


Income requirements, bingo and charitable 
games 
Income receipting and deposit requirements 
Licenses 
manufacturers and distributors 
operators 


Prizes 


Pull tab dispensing devices 


Pull tab series, assembly, packaging, 
and operation 


Punchboard and pull tab license test 


Punchboard and pull tabs, prizes 


Record-keeping requirements 
Recreational gaming activities 


Subject /Agency Index 


(Citations in bold type refer to material in this issue) 


91-10-006 
91-13-070 
91-17-048 
91-21-053 
91-13-069 
91-17-047 
91-09-045 
91-17-048 
91-21-053 


91-15-039 
91-17-047 
91-19-093 


91-15-039 
91-17-047 
91-19-093 
91-09-045 
91-15-039 
91-17-047 
91-19-093 
91-15-041 


91-09-045 


91-03-049 
91-05-044 
91-05-046 
91-05-047 
91-06-008 
91-06-039 
91-17-048 
91-17-049 
91-21-053 
91-17-048 
91-17-049 
91-21-053 


91-09-045 
91-10-006 


91-19-011 
91-22-029 
91-19-011 
91-22-029 
91-05-047 
91-06-008 
91-06-039 
91-07-018 
91-07-051 
91-12-011 
91-05-045 
91-10-004 


91-03-049 
91-05-044 
91—05-046 
91-05-047 
91-06-008 
91-06-039 
91-17-048 
91-21-053 
91-20-01 1 
91-21-054 
91-09-045 
91-17-048 
91-21-053 
91-10-006 
91-03-062 
91-07-019 
91-07-021 
91-07-042 
91-10-005 
91-15-040 


GAMBLING COMMISSION—<ont. 
Washington blackjack 


GENERAL ADMINISTRATION, DEPARTMENT OF 


Acquisition of goods 


Banking, division of 
check cashers and sellers 
regulation 


collection of examination costs and 
collection of semi-annual assessment 


consumer loan companies 
application and lending procedures 


fee schedule, processing and 
investigation of applications 


Capitol grounds 
skateboarding prohibited 


Flood mitigation standards 
state agencies 


Parking fees and payments 


Rules coordinator 
Savings and loan association, division of 
credit union examination and supervision 
fees and charges 


savings and loan examination and 
supervision fees 


Skateboarding on state capitol grounds 


GOVERNOR, OFFICE OF THE 
Affirmative action and workplace 
diversity policy 


Developmental disabilities planning council, 


establishment reaffirmed 
Distinguished management leadership 
program established 
Discrimination in employment prohibited 
Education reform and funding, 
council on, established 
General fund allotment reductions 
HIV/AIDS advisory council established 
Homelessness, council on 
Low-income housing tax credit, federal, 
allocation of 
Special session of legislature called 
for June 10, 1991 
Substance abuse, governor's council 
on, reestablished 
Timber export restrictions, implementation 
of federal legislation 


GRAYS HARBOR COLLEGE 
Athletes, loss of eligibility for 
unlawful drug use 


Rules coordinator 


GREEN RIVER COMMUNITY COLLEGE 
Meetings 


91-03-049 
91-05-044 
91-05-046 
91-05-047 
91--06-008 
91-06-039 
91-17-048 
91-21-053 


91-09-034 
91-09-035 


91-20-176 
91-23-074 


91-15-102 
91-18-054 


91-18-079 
91-22-035 


91-15-101 
91-18-055 


91-19-029 
91-22-091 


91-05-101 
91-08-057 
91-04-081 
91-15-080 
91-22-090 
91-03-060 


91-03-106 
91-06-062 


91-03-107 
91-06-063 
91-19-029 
91-22-091 


91-20-019 


` 91-17-069 


91-22-030 
91-20-019 


91-11--068 
91-24-030 
91-07-004 
91-06-023 


91-02-053 
91-13-015 
91-09-059 
91-02-111 


91-10-106 
91-14-040 


91-05-033 
91-11-102 
91-14-075 
91-15-049 


91-03-004 


91-20-065 


GREEN RIVER COMMUNITY COLLEGE—cont. 


Rules coordinator 


HARDWOODS COMMISSION 
(See TRADE AND ECONOMIC 
DEVELOPMENT, DEPARTMENT OF) 


HEALTH, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


HEALTH CARE AUTHORITY 
Advertising or promotion of SEBB-sponsored 
benefit plans 


Appeals process established 


Dependents health coverage 

Eligible entities 

Medical plan options between open 
enrollments 


Medicare payment of eligible retirees 
Organ transplant programs, requirements 


Spouse health insurance coverage 


State employee benefits board 
dependent parent, continued coverage on 
self-pay basis, qualification for 


eligibility for participation 


HEALTH, DEPARTMENT OF 
Acupuncture license 
applications 
examinations 
fees 


Cancer cases 
criteria and procedures for identifying 
and reporting 
information access standards 
Certificate of need 
open heart surgery services review 


transfer of 


Chiropractic disciplinary board 
definitions 


ethical standards 


peer review 
professional procedures 


radiographic standards 


rules coordinator 

transfer of rules to Title 246 WAC 
Chiropractic examining board 

chiropractic assistant license fees 


chiropractic x-ray technicians 
license fees 


preceptorship program 
reciprocity 

rules coordinator 
temporary permits 


Subject/Agency Index 


91-13-037 
91-23-034 


91-11-093 
91-20-163 
91-04-087 
91-14-025 
91-11-096 
91-20-146 


91-11-094 
91-20-163 
91-11-095 
91-14-084 
91-05-079 
91-17-043 
91-11-096 
91-14-084 
91-23-098 


91-04-086 
91-11-010 
91-19-042 
91-23-098 


91-10—069 
91-10-069 
91-08-078 
91-13-002 


91-15-005 
91-15-005 


91-10-102 
91-10-103 
91-23-040 
91-23-075 
91-01-075 
91-05-093 


91-20-016 
91-24-052 
91-20-016 
91-24-052 
91-20-169 
91-06-090 
91-10-050 
91-10-051 
91-20-016 
91-24-052 
91-01-020 
91-05-095 


91-15-082 
91-15-113 
91-15-114 
91-21-096 
91-22-104 
91-15-082 
91-15-113 
91-15-114 
91-21-096 
91-22-104 
91-22-104 
91-01-020 
91-22-104 
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HEALTH, DEPARTMENT OF—cont. 


transfer of rules to Title 246 WAC 
Community health clinics 
eligibility determination and funds 
distribution 
Death certificate contents 


Dental disciplinary board 
amalgam restoration practice standards 


discrimination prohibited as unprofessional 
conduct 
infection control in dental offices 


mandatory reporting requirements 

rules coordinator 

rules update 

transfer of rules to Title 246 WAC 
Dental examiners, board of 

examination failures, repeat examinations 


examinations 

licensure 

transfer of rules to Title 246 WAC 
Dental hygienists 

education programs, expanded functions 


expanded functions education 
application procedures 
requirements 
license fees 
Dietitians and nutritionists 
license fees 


Drug manufacturing operations 
hazardous chemicals, local health 
Officer's responsibilities relating to 
Drug manufacturing or storage sites, 
illegal, contractor certification 
for decontamination of 


Emergency medical services 
emergency medical technicians, certification 
and recertification requirements 
training requirements 
Environmental Policy Act (SEPA) rules 
Fees 
Food vendor contracts 


Health, board of 
drug manufacturing operations 
hazardous chemicals, local 
health officer's responsibilities 
relating to 
drug manufacturing or storage sites, 
Шерді, contractor certification 
for decontamination of 


immunization of day care and school 
children 


infants, screening for congenital 
disorders 
public water systems 
coliform monitoring and follow~up 
volatile organic 
chemical monitoring requirements 
rules coordinator 
rules, housekeeping changes 


temporary worker housing standards 
transfer of rules to Title 246 WAC 


91-05-026 


91-15-029 
91-16-105 
91-18-075 
91-18-077 
91-20-073 
91-23-026 


91-18-035 
91-24-009 
91-24-077 


91-03--109 
91-18-078 
91-20-014 
91-24-078 
91-16-102 
91-01-020 
91-24-021 
91-02-048 


91-10-093 
91-14-087 
91-21-117 
91-21-117 
91-01-007 


91-08-077 
91-11-065 


91-24-095 
91-23-025 
91-08-078 


91-08-078 
91-13-002 


91-20-172 


91-04-007 
91-21-118 


91-02-013 
91-06-026 
91-02-050 
91-02-050 
91-20-173 
91-23-078 


91-20-172 


91-04-007 
91-21-118 


91-11-103 
91-15-066 


91-01-032 
91-24-096 


91-07-031 
91-01-020 
91-21-130 
91-22-057 
91-22-103 
91-02-051 


HEALTH, DEPARTMENT OF—cont. 
water recreation facilities 
water safety teaching stations 
Health and sanitation inspections at 
state institutions, fees 


Health care assistants 
license fees 


Health care facilities 
construction review and approval 
activities, fees 


Health care information acquisition, 
retention, and security 
Hearing aid council 
defamation of competitors 


licenses 


activities requiring 
personal disclosure 


rules coordinator 
transfer of rules to Title 246 WAC 


Hearing aid fitters /dispensers 
license fees 


Hematocrit testing for exclusion 


HIV and AIDS training and record-keeping 


requirements 
Hospital charity care, procedures, data 
collection, criteria for identifying 
indigent persons, and penalties for 
noncompliance 
Hospital pharmacy standards 
Immunization of day care and 
school children 
Institutions 
heaith and sanitation inspection fees 


Isotopes use in medicine and industry 


Live birth and fetal death, 
standard certificates 


Low level radioactive waste sites 
regulation 


Mammography 


facility standards of quality assurance 


Marriage and dissolution certificates, 
contents 


Massage board 
rules coordinator 
transfer of rules to Title 246 WAC 


Medical disciplinary board 
election of board members 


mandatory reporting rule, hospitals 
rules coordinator 


transfer of rules to Title 246 WAC 
Medical examiners, board of 


application, registration, or license fees 


not refundable 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-21-115 
91-21-115 


91-15-082А 
91-21-075 


91-08-078 
91-13-002 


91-12-019 
91-16-107 


91-17-016 


91-07-057 
91-07-059 


91-20-167 
91-07-057 
91-07-059 
91-11-032 
91-01-020 
91-07-058 
91-11-031 


91-08-078 
91-13-002 
91-11-039 


91-06-026 


91-05-048 
91-05-049 


91-13-050 


91-15-082А 
91-21-075 
91-11-081 
91-15-112 


91-16-105 
91-18-075 
91-18-077 
91-20-073 
91-23-026 


91-11-083 
91-16-109 


91-21-033 


, 91-16-105 
91-18-075 
91-18-077 
91-20-073 
91-23-026 


91-01-020 
91-01-077 
91-09-044 


91-16-033 
91-20-168 
91-10-040 
91-10-042 
91-17-015 
91-01-020 
91-02-012 


91-15-11] 
91-20-170 


HEALTH, DEPARTMENT OF—cont. 


application denial, hearings procedure 
application withdrawal 

examination scores 

meetings 


physician assistants 
credentialing 


prescriptions 


prescription writing 
physicians and surgeons 
credentialing 


license renewal 


rules coordinator 
special purpose examination 


transfer of rules to Title 246 WAC 


Medical test categories 
Medical test sites licensure 


Midwifery 
license fees 


Nonemergent interventional cardiology 
standard 
Nursing, board of 
AIDS education requirement for 
nurses obtaining interstate 
endorsement 
catheterization in the schools 
license denial, adjudicative proceedings 


nurse technicians, definition 
and function of 
rules coordinator 
rules numbering 
supervision of care and delegation 
of tasks 
transfer of rules to Title 246 WAC 
Nursing home administrators, board 
of examiners for 
examinations 
procedures 


inactive license fee 
inactive license status 


licenses 
registration 


rules coordinator 
„rules numbering 


transfer of rules to Title 246 WAC 


Nursing homes 
bed need standards 


Nursing pools 
license fees 


91-13-092 
91-18-036 
91-19-100 
91-24-051 
91-01-074 
91-06-038 


91-02-061 


91-17-014 


91-15-111 
91-20-170 
91-04-055 
91-08-007 
91-04-033 


91-15-111 
91-20-170 
91—15—111 
91-20-170 
91-01-020 
91-13-094 
91-15-111 
91—20-170 
91-01-076 
91-06-030 
91-11-039 
91-17-083 
91-21-062 


91-08-078 
91-13-002 


91-23-075 


91-07-032 
91-20-171 
91-10-007 
91-15-004 
91-19-102 


91-07-067 
91-01-020 
91-19-019 


91-16-101 
91-07-049 


^ 


91-20-166 
91-24-022 
91-05-025 
91-09-051 
91-02-058 
91-06-059 


91-20-166 
91-24-022 
91-01-020 
91-19-020 
91-20-117 
91-20-119 
91-23-077 
91-24-050 
91-02-059 
91-06-060 


91-02-010 
91-12-020 
91-15-018 


91-08-078 
91-13-002 


HEALTH, DEPARTMENT OF—cont. 
Occupational therapy practice board 
educational programs 


license fees 


license renewals 


licensure requirements 
limited permits 


meetings 
rules coordinator 
transfer of rules to Title 246 WAC 
Open heart surgery services, certificate 
of need review 


Opticians 
accreditation standards for educational 
programs 


continuing education requirements 


dispensing optician examining committee 
prescribed courses approval 
rules updating 
Optometrists 
license fees 
Optometry board 
' rules coordinator 
transfer of rules to Title 246 WAC 
WAC and RCW references, update 
Osteopathic medicine and surgery 
board of 
examination procedures 
impaired practitioner program surcharge 
license fees 


license reinstatement 


limited licenses and temporary 
permit fees 


osteopathic physician's assistant 
prescriptions 


rules coordinator 
substance abuse monitoring programs 


Pharmacists 
continuing education requirements 
license fees 


retired 
license fees 


Pharmacy, board of 
anabolic steroids 
animal control agencies, legend 
drug use regulation 


Subject /Agency Index 


(Citations in bold type refer to material in this issue) 


91-05-088 
91-18-080 
91-23-047 
91-08-078 
91-13-002 
91-18-080 
91-23-047 
91-05-088 
91-18-080 
91-23-047 
91-23-001 
91-01-020 
91-05-027 


91-10-102 
91-10-103 
91-17-011 
91-23-040 
91-23-075 


91-16-103 
91-21-028 
91-05-087 
91-09-023 
91-09-024 
91-16-103 
91-21-028 
91-16-103 
91-21-028 
91-05-087 
91-09-023 
91-09-024 


91-08-078 
91-13-002 


91-01-020 
91-03-116 
91-06-025 
91-19-101 
91-22-061 


91-03-117 
91-10-039 
91-10-043 
91-16-104 
91-21-034 
91-08-078 
91-13-002 
91-14—088 
91-20-120 


91-16-104 
91-21-034 


91-14-088 
91-20-120 
91-01-020 
91-03-117 
91-10-039 
91-10-043 


91-19-026 
: 91-08-078 
91-13-002 


91-08-078 
91-13-002 


91-19-027 


91-04-056 


HEALTH, DEPARTMENT OF—cont. 
continuing pharmaceutical education 
requirements 
controlled substances 
anabolic steroids 
registration, recordkeeping, and 
storage requirements 
schedule 
nonnarcotic stimulant drugs 
transfer of rules to Title 246 WAC 


humane societies, legend 
drug use regulation 

rules coordinator 

internship requirements 


nonprescription drugs, tampered 
products detection information 


prescriptions, out-of-state 
practitioners 


pharmacy assistant/pharmacist ratio 


tampered products detection 
information 


Physical therapy, board of 
aide supervision ratio 
continuing competency 
drug or alcohol monitoring programs, 
voluntary participation 


` examination appeal procedures 
examination scores 


licensing fees 


licensure requirements 
meetings 
professional conduct 
rules coordinator 
standards for appropriateness 
: of care 
supportive personnel, supervision 
transfer of rules to Title 246 WAC 
unapproved schools, 
applicants from 
Physician assistants 
prescription writing 
Podiatric medical board 
inactive license 


license fees 
license renewals 
reciprocity requirements 


rules coordinator 
terminology 


Practical nurses 
license fees 


Practical nursing board 
approved substance abuse monitoring 
program 


curriculum standards in approved 
program 


91-19-026 
91-19-027 


91-19-027 
91-19-027 
91-19-027 
91-06-037 
91-14-033 
91-18-057 


91-04-056 
91-01-020 
91-05-091 
91-11-041 


91-07-056 
91-20-134 


91-05-090 
91-13-004 
91-05-092 
91-11-040 


91-07-056 
91-20-134 


91-20-164 
91-20-164 


91-09-033 


91-24-023 
91-20-164 
91-01-020 


91-20-164 
91-20-164 
91-02-011 


91-20-164 
91-04-033 


91-05-089 
91-10-041 
91-08-078 
91-13-002 
91-05-089 
91-10-041 
91-05-089 
91-10-041 
91-01-020 
91-05-089 
91-10-041 


91-08-078 
91-13-002 
91-19-037 
91-20-015 


91-19-037 
91-20-015 


HEALTH, DEPARTMENT OF—cont. 
definitions 


discipline, standards of conduct 


documents indicating authorization 
to practice 


licensing requirements and procedures 


rules coordinator’ 
transfer of rules to Title 246 WAC 
Prenatal tests, provision of information 
on 
Psychology, examining board of 
continuing education 
license fees 


licensing requirements and procedures 


meetings 


rules coordinator | 
transfer of rules to Title 246 МАС” 
Radiation protection programs 
fees 
Radiation protection, general provisions 


Radioactive materials 
license fees 


Radiologic technologists 
x-ray technicians, registration 


Rules coordinator 
Rules, housekeeping changes 


Rules, transfer to Title 246 WAC 


: Rural health care 
facilities, licensing standards 
rural health system project 


Sex offender treatment providers 


Standard certificates of live birth 
and fetal death 


Temporary worker housing standards 
Uranium mills regulation 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-19-037 
91-20-015 
91-19-037 
91-20-015 


91-19-0237 
91-20-015 
91-09-014 
91-13-023 
91-01-020 
91-01-078 


91-11-024 


91-04-021 
:91-08-078 
91-13-002 


91-04-021 
91-06-024 
91-08-030 
91-17-035 
91-21-021 
91-01-020 
91-12-035 


91-08-059 
91-11-024 
91-24-097 


91-18-056 
91-22-027 


91-21-114 
91-21-119 
91-01-020 
91-21-130 
91-22-028 
91-22-057 
91-24-049 
91-02-049 
91-03-095 
91-04-020 
91-05-028 
91-05-029 
91-05-030 
91-05-031 
91-06-027 
91-06-028 
91-06-058 
- 91-07-048 
: 91-11-030 
91-15-003 
91-19-028 


91-02-014 
+ 91-13-093 
* 91-16-108 
: 91-06-091 
91-11-062 
. 91-11-063 
91-16-106 
91-19-022 
91-19-036 
91-21-035 
91-23-076 


91-16-105 
91-18-075 
91-18-077 
91-20-073 
91-23-026 
91-22-103 
91-11-083 
91-16-109 


HEALTH, DEPARTMENT OF—cont. 


Veterinary board of governors 
animal technicians 
board investigations 
examinations 
licenses 
retired active 
specialty 
rules coordinator 
rules numbering 


transfer of rules to Title 246 МАС 
Water recreation facilities 
Water safety teaching stations 
Women, infant, children program 
client access 
X-ray machine use regulation 


X-ray technicians 
registration 


HIGHER EDUCATION COORDINATING BOARD 


American Indian endowed scholarship 
program 


Athletic gender equity tuition and 
fee waiver program 


Award for excellence in education 
program, administrative procedures 


Contract issuance procedures, 1991-93 


* Displaced homemaker program administration 


Environmental Policy Act (SEPA) 
notice of action taken 


Health professional loan repayment 
and scholarship program 


State need grant program 
cost of attendance 


HIGHER EDUCATION, JOINT CENTER FOR 


Meetings 


HIGHER EDUCATION PERSONNEL BOARD 
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Appointments 


Bereavement leave 

Eligible lists 

Fair Labor Standards Act, federal 
preemption 


Hearing examiners 


Leave of absence without pay, excepted 
work period 


Locality special pay plan increments 
Meetings 


Military active duty leave 


91-21-116 
91-21-1143 
91-21-113 


91-21-113 
91-21-113 
91-01-020 
91-19-021 
91-20-118 
91-24-098 


,91-02-060 


91-21-115 
91-21-115 


91-06-029 
91-11-082 
91-15-083 


91-21-114 
91-21-119 


91-03-087 
91-11-073 
91-22-097 


91-24-029 


91-409-061 
91-12-005 


91-15-073 
91- 16-088 
91-20-070 


91-04-045 
91-01-053 
91--14-009 


91-01-124 
91-01-125 


91-20-141 
91—23-005 


91-24-005 


91-03-002 
91-20-075 


91-02-039 
91-05-055 


` 91-05-060 
'91-10-002 


91-10-060 


‘91-13-012 


91-20-140 


91-10-059 
91-13-011 
91-02-039 
91-05-055 
91-05-060 
91-10-002 


91-10-059 
91-13-011 
91-15-032 
91-02-041 
91-06-014 
91-11-035 
91-17-072 
91-13-013 
91-13-095 
91-16-054 


HIGHER EDUCATION PERSONNEL BOARD—cont. 


Overtime 


Reemployment, reasonable accommodation 


Rules coordinator 
Salary reallocation 


Schedule changes 
Shared leave 


Supervisor, definition 
Temporary workers, remedial action 


University of Washington hospitals 
special pay plan 


Work period designations 


Workers' compensation 
return-to-work policy 


HIGHLINE COMMUNITY COLLEGE 
Rules coordinator 


HISPANIC AFFAIRS, COMMISSION ON 
Meetings 


HORSE RACING COMMISSION 
Claiming races, next start requirements, 
horses claimed but not processed 
Entry wager, short field of entries 


Jockey suspension, temporary 


Owner's license, use of facsimile 
application and trainer as agent 
* Satellite locations, daily fee 


Veterinarians, platers, and dentists 
as trainers 


HOUSING FINANCE COMMISSION 
Housing finance plan review 


HUMAN RIGHTS COMMISSION 
Meetings 


Subject/Agency Index 


91-20-140 
91-21-044 
91-02-040 
91-05-052 
91-06-077 
91-10-003 
91-10-061 


91-13-012 


91-13-096 
91-16-054 
91-07-060 
91-13-014 


91-13-095 


91-16-054 
91-20-133 


91-02-038 
91-05-054 
91-05-059 
91-10-001 


91-08-031 


91-13-088 
91-15-015 
91-17-044 


91-03-064 
91-19-055 
91-21-104 
91-24-084 
91-08-073 
91-15-036 
91-17-074 


91-03-033 
91-08-073 
91-15-036 
91-17-074 


91-19-056 
91-21-103 
91-24-085 


91-20-143 
91-20-144 


91-01-087 
91-01-088 
91-02-002 
91-02-035 
91-02-102 
91-04-063 
91-04-064 
91-06-072 
91-08-046 
91-08-047 
91-11-080 
91-11-108 
91-13-084 
91-14-076 
91-14-103 
91-15-043 


(Citations in bold type refer to material in this issue) 


HUMAN RIGHTS COMMISSION—cont. 


INDETERMINATE SENTENCE REVIEW BOARD 


Non-APA rules publication 
Public records 


Rutes adoption requirements 


Rules coordinator 


INDUSTRIAL INSURANCE APPEALS, 
BOARD OF 
Practice and procedure 


INFORMATION SERVICES, DEPARTMENT OF 


Public records access 


Rules coordinator 


INSURANCE COMMISSIONER 
"Allowable expense” defined 


Annuities 
two-tier 


Chemical dependency treatment providers 


Chief hearing officer, duties 
Fees and assessments, clarification 
Foreign and alien insurers, service 
of process 

General agents 

applications from nonappointed agents 

unfair practice with respect to use of 
Insurance contract and policy transfer 


"Involuntary termination" defined for 
purpose of high risk health pool 


Life and disability insurance, out-of-state 


group contracts, unfair practices 
Prelicense education curriculum 


Prelicense education requirement 


Rate standards 
Rules coordinator 


Surplus line broker and agent, relationship 


between 


INTEREST RATES 
(See inside front cover) 


INVESTMENT BOARD 
Meetings 


JUDICIAL CONDUCT, COMMISSION ON 


Meetings 


Public records access 


Rules coordinator 
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91-17-067 
91-19-040 
91-19-041 
91-20-116 
91-22-084 
91-22-085 


91-14-029 
91-10-009 


` 9]-14-028 


91-10-009 
91-14-028. 
91-03-067 


91-09-062 
91-13-038 


91-04-090 
91-07-033 
91-22-059 


91-15-110 
91-18-026 


91-19-050 
91-22-012 
91-16-068 
91-14-064 
91-17-013 
91-04-057 


‚ 91-07-053 


91-17-050 


2 91-14-064 


91-19-051 
91-23-032 
91-19-051 
91-23-032 
91-19-092 
91-22-062 
91-23-064 


91-13-076 
91-16-012 
91-16-052 


91-03-073 
91-09-049 
91-12-033 
91-09-048 
91-12-032 
91-01-073 
91-02-009 


91-19-051 
91-23-032 


91-02-015 
91-21-002 


91-19-043 
91-21-106 
91-23-003 
91-01-126 
91-04-060 
91-01-002 


Subject/Agency Index 


(Citations in bold type refer to materiał in this issue) 


LABOR AND INDUSTRIES, js ` : LABOR AND INDUSTRIES, 
DEPARTMENT OF i DEPARTMENT OF—cont. 
Agricultural safety standards 91-04-077 Occupational health standards 
91-11-070 generał standards 
91-17-068 
91-20-069 
91-24-017 
Apprenticeship and training council 
meetings 91-04-038 
Boiler rules, board of Passenger vessel safety standards 
condemned boilers or unfired 
pressure vessel, inspection 91-09-047 
91-11-107 
meetings 91-01-107 Prevailing wage 
91-03-086 filing fees 
91-05-062 terms and procedures used to determine, 
91-09-047 for public works projects 
91-11-107 
new constructions standards 91-09-047 
91-11-107 
nuclear repairs/replacement 91-09-046 Pulp, paper, paperboard mills, finishing 
91-11-106 : and converters 
nuclear safety devices repair 91-09-046 safety standards 
91-11-106 
Cash deposits, periodic review of 91-15-108 д 
91-15-109 Reassumption of jurisdiction 
91-20-078 Š 
Construction 
safety standards 91-04-077 Recordkeeping and reporting 
91-11-070 
91-17-068 
91--20-069 Right to know assessments 
91-24-017 
Crime victim compensation 
repressed memory of criminal act, Rules: coordinator 
rights of victim with 91-01-065 Safety and health standards 
91-04-027 general 
Electrical board 
meetings 91-03-076 
91-23-002 
Electrical work safety rules 91-17-068 
91-20-069 
91-24-017 
Elevator safety standards 91-10-091 Sawmills and woodworking operations 
91-22-019 safety standards 
Employer's surety bond І 91-15-108 
91-15-109 
91-20-078 Travel expenses 
Explosives injured workers 
safety standards 91-01-026 
Fire fighters Worker's compensation 
safety standards 91-01-026 definitions 
91-04-077 
91-11-070 health care services, payment for 
91-17-068 
91-20-069 
91-24-017 labor/management cooperation program 
Grain handling facilities i medical aid rules 
safety standards 91-04-077 
91-11-070 
Industrial insurance Ë rates 
labor/management cooperation program 91-22-092 
Longshore, stevedore operations rules, classifications, rates and 
safety standards 91-04-077 rating system revisions 
:91-11-070 
91-17-068 
91-20-6609 LEGAL FOUNDATION OF 
5 қ WASHINGTON 
Medical services Meetings 
coverage 91-12-060 
91-17-038 
nursing services and attendant care 91-24-090 LICENSING, DEPARTMENT OF 
reimbursement 91-12-060 Aircraft fuel tax rules 
91-17-038 ‘mitigation of penalties and interest 
Architects 
fees 


license renewal 
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91-01-026 
91-03-043 
91-09-004 
91-17-068 
91-20-069 
91-24-017 
91-01-026 
91-17-068 
91-20-069 


: 91-24-017 


91-01-017 


91-03-113 
91-10-092 
91-14-104 
91—20—068 


91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-18-064 


91-01-026 
91-03-044 
91-04-077 
91-11-070 
91-17-068 
91-20-069 
91-24-017 


91-17-068 
91-20-069 
91-24-017 


91-03-114 
91-12-010 


91-18-076 
91-24-057 
91-01-123 
91-07-008 
91-14-098 
91-22-092 
91-02-063 
91-02-064 
91-02-114 
91-20-158 
91-24-053 
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"Persons of disability” defined 
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Promotional testing 
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Reduction in force 

employee rights 
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91-11-017 
91-15-014 


91-01-021 
91-01-022 
91-05-01 1 
91-11-016 
91-11-017 
91-15-014 
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SOCIAL AND HEALTH SERVICES, 


DEPARTMENT OF—cont. 
hospital inpatient and outpatient 
payments 


hospital premium insurance enrollment 
for working disabled 


institutionalized recipient, allocation 
of income 


limited casualty program, emergency 
medical expense requirement 


medical care outside state 
medical care programs 
definitions 


services provided 


medical provider agreement 


medical services requests 
medical vendors, billing 


time period 


Medicare hospital premium payments 
for working disabled 


medica] care services 
administration 


income levels 
medically indigent 


scope of care 


medically needy 
scope of care 


nursing services, special duty 


prescription drugs, payment 


refugees 


requests for services 


services requiring approval 


spousal transfer rules, incorporation 
of federal rules 


91-06-044 
91-06-049 
91-06-056 
91-14-067 
91-14-072 
91-17-062 
91-18-050 
91-18-052 
91-21-123 


91-08-035 
91-08-036 
91-11-086 


91-14-068 
91-14-071 
91-17-061 


91-14-067 
91-14-072 
91-17-062 
91-16-018 
91-16-023 
91-20-050 


91-19-059 
91-19-060 
91-24-036 
91-24-040 
91-16-038 
91-16-040 
91-20-053 
91-22-040 
91-22-048 


91-16-017 
91-16-022 
91-20-054 


91-08-035 
91-08-036 
91-11-086 


91-02-090 
91-02-091 
91-07-011 
91-02-090 
91-02-091 
91-07-0111 


91-24-036 
91-24-040 


91-24-036 
91-24-040 
91-20-103 
91-20-107 
91-23-079 
91-19-002 
91-19-003 
91-20-100 
91-20-104 
91-24-046 
91--22-040 
91-22-048 
91-20-102 
91-20-108 
91-23-081 


91-12-022 
91-12-029 
91-15-085 


SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF—cont. 
transportation costs 


Mental health facilities 
schedule of charges 


Mental health service provider 
license and certification fees 


Mental health status examination 
payment rates 


Mentally ill 
juvenile involuntary treatment 


transfer of patients between state— 
operated hospitals 


treatment and evaluation 


Nursing facility 


accounting and reimbursement procedures 


terminology change from "nursing 
home" to "nursing facility" 
Nursing homes 
accounting and reimbursement 
system 


license fees 


subscription to adjudicative orders 


terminology change from "nursing 
home" to "nursing facility" 


Patient rights 


involuntary administration of 
antipsychótic medications 


Patient transfer between state- 
operated hospitals 


Pregnant women 
Medicaid/eligibility 


Psychiatric hospitals 


Public records 
availability 


disclosure exemptions 


fees 


Subject/ Agency Index 


(Citations in bold type refer to material in this issue) 


91-20-101 
91-20-106 
91-23-082 


91-18-048 
91-18-05} 
91-21-122 


91-20-096 
91-20-111 
91-23-089 


91-20-089 
91-24-045 


91-13-103 
91-16-060 


91-16-057 
91-16-067 
91-20-047 
91-21-024 
91-22-044 
91-13-102 
91-16-061 


91-17-088 
91-17-089 
91-22-025 


91-12-067 
91—16-059 


91-09-066 
91-12-026 
91-15-061 
91-15-064 
91-19-025 
91-20-091 
91-24-047 


91-12-067 
91--16-059 


91-16-013 
91-16-025 
91-20-048 
91-21-025 


91-16-057 
91-16-067 
91-20-047 
91-21-024 
91-22-044 


91-06-043 
91-06-047 
91-10-100 
91-06-041 
91-06-045 
91-18-048 
91-18-051 
91-21-122 


91-20-091 
91-24-047 
91-20-091 
91-24-047 
91-20-091 
91-24-047 


SOCIAL AND HEALTH SERVICES, 


DEPARTMENT OF—cont. 
Refugee assistance 
earned income tax credit 
as resource 
eligibility 
work and training eligibility 
"Repatriates" defined 


Repatriates, eligibility requirements 
and program standards 


Rights of patient 
involuntary administration of 
antipsychotic medications 


Rules compliance with Title 71A RCW 


Rules coordinator 
Standards of assistance 


State hospitals 
schedule of charges revision’ 


transfer of patients between 


Supplemental security income 
assistance standards 


state income disregard 


medical programs eligibility 


supplementary programs 
Support enforcement, office of 
address disclosure hearings, procedures 


birth costs liability 


confidentiality 


fifty dollars disregard payments 
residential parent or payee, grievance 
resolution 


support obligation 


Temporary housing program 


91-10-074 
91-10-078 
91-01-122 
91-23-099 
91-14-119 
91-17-060 


91-14-119 
91-17-060 


91-16-013 
91-16-025 
91-20-048 
91-21-025 
91-10-035 
91-15-013 
91-17-005 
91-17-025 
91-24-079 
91-01-118 
91-02-072 
91-02-075 
91-06-041 
91-06-045 
91-10-028 
91-14-122 
91-14-124 
91-17-065 
91-20-093 
91-23-085 


91-04-034 
91-04-037 
91-08-014 
91-14-065 
91-14-069 
91-17-064 
91—16-057 
91-16-067 
91-20-047 
91-21-024 


91-02-072 
91-02-075 
91-05-008 
91-05-009 
91-09-017 
91-05-008 
91-05-009 
91-09-017 
91-01-046 


91-14-121 
91-14-123 
91-17-063 
91-06-040 
91-06-048 
91-10-027 
91-14-121 
91-14-123 
91-17-063 
91-06-097 


91-04-002. 
91-04-003 
91-09-018 
91-18-049 
91-18-053 
91-12-066 
91-15-087 


SOCIAL AND HEALTH SERVICES, 
DEPARTMENT OF—cont. 
Time loss payments to dependent child, 
recovery by office of financial 
recovery 


Vendor payments 
Women, infants, and children (WIC) program 
food vendor participation 


transfer of rules to Title 246 WAC 


SOUTH PUGET SOUND COMMUNITY COLLEGE 
Meetings 


Rules coordinator 


SOUTHWEST AIR POLLUTION 
CONTROL AUTHORITY 
Fee schedules 


SPOKANE, COMMUNITY COLLEGES OF 
Adjudicative proceedings 


Athletes, loss of eligibility for 
unlawful drug use 


Meetings 


State Environmental Policy Act compliance 


Student records 


SPOKANE COUNTY AIR POLLUTION 
CONTROL AUTHORITY 
Asbestos handling and disposal standards 


Fee schedules 


STATE AUDITOR 
Rules coordinator 


SUPREME COURT 
Admission and certification to limited 
practice 
Rule 18 for APR 12 
Rule 19 for APR 12 
Admission to practice 
Rule 11 for APR 11 


Attorney fees 
Bailiff, appointment and duties 
(SAR 19) 
Communication of fields of practice 
(RPC 7.4) 
Dependents, separate cause numbers 
(AR3 and CrR 4.4 (c)(4)) 
Discovery, scope and limits (CR 26(b)) 
Investigations confidential 
Legal interns (APR 9) 
Local rules 
filing and effective date 
Motor vehicle infractions 
penalty schedule 
Presiding judges, more than one judge in 
superior court district (AR 4) 
Probable cause determination for warrantless 
arrests (CrR 3.2A and СТЕ 3.2B) 
Rules and amendments 
Summer court recess (CR 77(h)) 
Trial or stay proceedings (CrR 3.3, CrRLJ 3.3) 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


91-01-031 
91-01-048 
91-02-070 
91-21-068 


91-01-079 
91-01-119 
91-01-097 
91-01-098 


91-06-002 
91-11-021 
91-11-022 
91-13-006 
91-15-044 


91-22-054 


91-14-058 
91-17-076 


91-14-057 
91-17-075 
91-02-036 
91-10-017 
91-14-016 
91-20-125 
91-24-064 
91-14-059 
91-17-077 
91-14-060 
91-17-078 


91-14-015 
91-21-047 
91-13-091 
91-19-045 


91-14-019 


91-01-036 
91-13-007 


91-13-008 
91-15-012 
91-01-059 
91-23-015 
91-23-014 
91-01-038 
91-01-040 
91-13-009 
91-23-016 
91-13-010 
91-20-017 
91-01-034 
91-23-013 
91-13-010 


91-23-012 
91-23-018 


SUPREME COURT——ont. 
Trust accounts (RLD 13.4, RPC 1.14(c), RLD 
1.10) and RLD Title 13) 
Wildlife offenses, forfeitable 
(CrR 3.2 (p). (q) and (г) 


Wildlife offenses, forfeitable 
(CrRLJ 3.2 (p), (q) and (r)) 


TACOMA COMMUNITY COLLEGE 
Meetings 


Rules coordinator 


TAX APPEALS, BOARD OF 
Formal hearings, practice and procedure 


Informal hearings, practice and procedure 
Meetings 
Rules coordinator 
TOXICOLOGIST, STATE 
Blood alcohol test regulations 


Breath alcohol test program 


TRADE AND ECONOMIC DEVELOPMENT, 
DEPARTMENT OF 
Business and job retention 
advisory committee 
meetings 


Child care facility fund 
Community economic revitalization board 
meetings 


Economic development finance authority 
meetings 

Hardwoods commission 
meetings 


purposes of commission, election of 
board members, procedures, and 
collection of assessments 


Rules coordinator 


TRAFFIC SAFETY COMMISSION 
Mectings 


Procedures 


Public access to information 
and records 


Rules coordinator 


TRANSPORTATION COMMISSION 
Limited access hearings 


91-01-037 


91-23-017 
91-24-033 


91-24-033 


91-01-025 
91-12-037 
91-14-017 


91-04-083 
91-04-084 
91-07-038 
91-07-039 
91-04-083 
91-02-104 
91-02-103 


91-03-124 
91-16-077 
91-18-033 
91-03-123 
91-06-022 
91-18-034 
91-21-040 


91-03-032 
91-12-015 
91-22-089 


91-02-055 
91-06-017 
91-13-027 
91-23-045 


91-01-070 


91-01-127 
91-03-026 
91-07-052 
91-10-021 
91-11-072 
91-14-034 
91-15-010 
91-19-015 
91-21-052 
91-23-059 


91-11-034 
91-14-055 
91-03-008 


91-03-059 
91-09-022 
91-13-032 
91-21-036 
91-24-076 
91-19-066 
91-23-101 


91-19-066 
91-23-101 
91-16-030 


91-12-031 
91-18-023 


TRANSPORTATION COMMISSION—cont. 
Meetings 


Rules coordinator 


TRANSPORTATION, DEPARTMENT OF 
Contractors, prequalification of 
county ferry franchises, tolls 
and financial assistance 
Dishonored checks, recovery of 
collection costs 
Ferry fares, effective date 


Motorist information signs 


Oversize load signs on vehicles, 
standards 


Rules coordinator 
Tow truck operations 


Traffic control devices, adoption of 1988 
edition of uniform manual on (MUCTD) 
Urban arterial trust account monies 


TRANSPORTATION IMPROVEMENT BOARD 
City hardship assistance programs 


Meetings 


Public records, accessibility 


Road jurisdiction transfer 


Rules coordinator 


TREASURER 
(See also inside front cover) 
Rules coordinator 


UNIVERSITY OF WASHINGTON 
Admission and registration procedures, 
continuing education 
Alcohol and other prohibited substances 
possession and use on campus or 
at university-sponsored events 
prohibition 


use and possession at athletic events 
and concerts, inspection procedures 


Board of regents 
meeting schedule 
Continuing education 
admission and registration procedures 


Subject/Agency Index 


91-02-042 
91-04-023 
91-04-075 
91-07-035 
91-10-019 
91-11-067 
91-14-023 
91-14-061 
91-15-054 
91-18-008 
91-20-041 
91-22-018 
91-03-078 


91-04-014 


91-02-007 
91-14-031 
91-14-032 
91-18-022 
91-13-024 
91-17-012 


91-06-079 
91-10-022 
91-03-009 
91-06-078 
91-10-023 
91-10-054 


91-02-008 
91-02-006 


91-20-055 
91-20-056 
91-23-091 
91-02-079 
91-04-059 
91-08-042 
91-10-052 
91-11-071 
91-14-062 
91-18-066 
91-20-087 
91-22-015 
91-10-037 
91-13-056 
91-20-055 
91-20-056 
91-23-091 
91-04-051 


91-03-077 


91-11-057 


91-05-069 
91-09-012 
91-10-030 


91-01-004 
91-11-025 


91-22-093 


91-11-057 
91-16-001 


(Citations in bold type refer to material in this issue) 


UNIVERSITY OF WASHINGTON—cont. 


Meetings 


Parking and traffic regulations 


Public records access 


Rules coordinator 
Smoking prohibition specifications 


USURY 


(See inside front cover) 


UTILITIES AND TRANSPORTATION COMMISSION 
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Administrative hearing guidelines 

Auto transportation companies 

Budget reporting for major capital 
projects 


Common carriers 
fees 


preservation of records of 
communications 


regulatory fee card 


Contract carriers 
fees 


new contracts 
regulatory fee card 


Cost of copying and supplying public 
records š 


Electric safety code, national 

Extended area service routes 

Failure to file sufficient copies, 
cost of copying 


Interstate tariff filings, repeal of 
requirement 

Log road classification 

Log shipments, intrastate rates 


Low-level radioactive waste 
disposal sites and site operators 
Motor carriers 
regulations 


Passenger charter carriers 


91-01-085 
91-02-100 
91-03-010 
91-03-021 
91-03-022 
91-03-029 
91-03-030 
91-03-031 
91-03-042 
91-04-005 
91-04-065 
91-05-014 
91-06-073 
91-08-006 
91-09-011 
91-15-033 
91-18-062 
91-18-063 
91-23-010 
91-06-092 
91-11-029 
91-12-047 
91-19-080 
91-04-058 
91-10-031 
91-17-051 
91-03-056 
91-10-086 
91-14-024 


91-22-107 
91-21-110 


91-03-099 
91-08-026 


91-06-009 
91-09-038 
91-16-090 
91-19-089 


91-06-095 
91-09-0239 
91-16-090 
91-19-089 


91-16-090 
91-19-089 
91-21-094 
91-16-090 
91-19-089 


91-03-098 
91-07-025 
91-06-095 
91-03-052 


91-03-100 
91-07-026 


91-06-071 
91-01-080 
91-08-060 
91-21-091 


91-23-109 
91-21-109 


91-22-101 
91-21-110 


UTILITIES AND TRANSPORTATION 
COMMISSION—cont. 
Procedures before the commission, 
procedural rules 


Public records access 
Public service companies 
construction budget 
Recycling 
commodity rate adjustment 


transportation of recovered materials 


Refusal of service 
Solid waste 
collection companies 


accounts, uniform system of 
annual reports 
service agreement certificate 


temporary certificates 


Telecommunications 
abbreviated proceedings for competitive 
classification 


access charges 


alternate operator services 


enhanced 911 services 

interexchange telecommunications 
companies deposit or security 

mandatory cost changes 


operations accounting statements 


refusal of service 
Uniform system of accounts 
Water systems 

budget filing 


VOCATIONAL EDUCATION, BOARD FOR 
Meetings 


Private vocational schools 


VOCATIONAL EDUCATION, COUNCIL ON 
Meetings 


VOLUNTEER FIREFIGHTERS, BOARD FOR 
Meetings 

WALLA WALLA COMMUNITY COLLEGE 
Meetings 


Subject /Agency Index 


(Citations in bold type refer to material in this issue) 4 


91-02-105 
91-06-010 
91-10-081 
91-13-077 
91-17-092 
91-22-034 
91-21-142 


91-22-100 


91-10-080 
91-14-013 
91-01-081 
91-03-101 
91-20-042 


91-03-053 
91-21-092 
91-21-093 
91-24-008 
91-24-008 
91-11-048 
91-21-095 
91-09-015 
91-17-093 


91-03-097 
91-07-024 
91-03-051 
91-03-120 
91-03-121 
91-13-003 
91-17-045 
91-21-111 
91-03-122 
91-13-078 
91-17-091 
91-20-162 
91-22-102 


91-20-043 
91--03-096 
91-07-023 
91-07-024 
91-15-052 
91-19--090 
91-20-042 
91-06-095 


91-22-100 


91-04-052 
91-06-076 
91-12-046 
91-18-037 
91-20-063 
91-01-056 
91-03-037 
91-05-077 
91-08-029 


91-04-004 
91-05-051 


91-24-089 


91-07-010 


WASHINGTON INSTITUTE OF 
APPLIED TECHNOLOGY (See also 
SEATTLE VOCATIONAL INSTITUTE) 
Meetings 


Name changed to Seattle Vocational 
Institute, July 1, 1991 

Student financial aid 

Tuition and fees 

Tuition waivers 


WASHINGTON STATE LIBRARY 
Library commission 
meetings 


WASHINGTON STATE PATROL 
Approved traction tires 
Chains or traction devices, when use 
required 


Criminal records 
conviction records requests 


report time limitations 


DNA identification systems and procedures 


"Emergency tow truck" defined 
Motor carrier regulations 


Motorcycle helmets, exemption for operators 
and riders of antique motorcycles 
Motorcycle helmets, headsets or 
earphones 


Private carriers, adoption of 
federal standards 


School buses 
hazard strobe lamp use 
Sex offender registration 


Snow removal vehicles, department 
of transportation 
traction tire use exemption 
Tow truck firms 
driver qualifications and 
hours of service 


‚ Traction devices or chains, when use 
required 


Traction tires, approved 


WASHINGTON STATE UNIVERSITY 
Meetings 


Rules coordinator 


WENATCHEE VALLEY COLLEGE 
Rules coordinator 


WESTERN WASHINGTON UNIVERSITY 
Bicycle traffic and parking regulation 
Meetings 
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91-03-072 
91-04-018 
91-05-023 
91-06-013 
91-08-005 
91-13-085 


91-13-036 
91-13-036 


` 91-13-036 


91-13-036 


91-01-014 
91-05-061 
91-09--002 
91-11-097 
91-18-019 
91-22-031 


91-24-004 


91-10-053 
91-14-004 


91-19-012 
91-23-033 
91-24-099 
91-16-099 
91-22-055 
91-07-045 
91-07-046 
91-11-046 
91-10-015 
91-14-003 
91-16-098 
91-19-107 


91-05-019 


91-16-100 
91-22-056 


91-01-105 
91-06-050 
91-06-066 


91-24-003 
91-15-045 
91-20-045 


91-24-004 


91-16-098 
91-19-107 


91-10-053 
91-14-004 
91-24-004 


91-11-036 
91-11-078 
91-16-097 
91-17-034 
91-05-022 


91-15-057 


91-04-082 
91-22-005 


Subject/Agency Index 
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WESTERN WASHINGTON UNIVERSITY—cont. WILDLIFE, COMMISSION AND DEPARTMENT 
Parking and traffic 91-04-082 —cont. 
Rules coordinator 91-14-043 Hunting seasons 
91-24-024 bear and small game seasons, 
WHATCOM COMMUNITY COLLEGE 1230591 еси 
Meetings 91-08-048 Е. 
91-12-018 bear 1991—92, 1992-93, 1993-94 91-03-138 
91-13-044 ROYA 
91-14-018 Canada goose season, early closure 91-02-022 
91-16-003 coyote hunting, area closure 91-19-052 
А deer hunting seasons, 1990-91 91-06-084 
Rules coordinator 91-14-042 91-13-062 
WILDLIFE, COMMISSION AND DEPARTMENT deer hunting seasons, 1991-92 91-06-087 
Area closures 91-21-071 91-13-067 
91-21-074 91-14-107 
Bullfrog, classification 91-11-007 91-19-032 
Burning restrictions 91-21-048 91-22-003 
Coyote, classification 91-03-133 deer hunting seasons, opening 1991, š 
91-11-007 1992, апа 1993 91-06-016 
Deleterious exotic wildlife deer 1991-92, 1992-93, 1993-94 91-03-138 
additions to list 91-03-082 91-11-009 
Endangered species program elk 
classification review process 91-23-110 seasons, opening dates, 1991, 
Field identification, sex evidence 1992, and 1993 91-06-016 
definitions 91-06-080 seasons, 1990-91 91-06-084 
91-13-064 91-13-062 
Fire hazards seasons, 1991-92 91-06-087 
area closures 91-21-071 91-13-067 
91-21-074 91-14-107 
91-22-002 91-19-032 
burning restrictions 91-21-048 91-22-003 
Fishing elk 1991-92, 1992-93, 1993-94 91-03-135 
game fish seasons and catch limits, 91-11-008 
1990-92 91-14-108 
Castle Lake 91-17-040 91-19-033 
Skykomish River 91-21-061 game fishing seasons, 1990-92 91-14-109 
game fish seasons and catch limits general hunting seasons and rules 
adoption of 1992-94 regulations 91-12-048 1991-92, 1992-93, 1993-94 91-03-134 
Cedar River 91-05-001 91-08-061 
Columbia River, emergency closure 91-08-009 migratory waterfowl seasons 91-14-106 
Lake Sammamish 91-05-001 91-19-034 
Lake Washington 91-05-001 mountain goat, sheep, moose, cougar, 
repeal of 1990-92 regulations 91-12-049 and lynx seasons 91-06-085 
Sammamish River 91-05-001 91-13-068 
Skykomish River 91-19-053 91-22-004 
Snake River 91-05-002 pelt sealing, river otter, cougar, 
Snoqualmie River 91-03-136 lynx, and bobcat 91-06-082 
Toit River 91-03-066 91-13-063 
91-03-136 ring-necked pheasant seasons 
91-08-074 1991-92, 1992-93, 1993—94 seasons 91—08-076 
Forest grouse, classification 91-03-131 91-13-065 
91-11-006 small game seasons 
Game bird release for dog training and 1991-92, 1992-93, 1993-94 seasons 91—08-076 
hunting 91-17-022 91-13-065 
91-24-015 91-19-004 
Game bird use for dog training and snow goose season, early closure 91-01-064 
hunting, marking requirements 91-17-024 special closure areas, 1991-92 91-06-086 
91-24-014 91-13-066 
Game farm licenses 91-17-021 turkey seasons 
91-24-016 1991 spring season 91-06-015 
Game management units 91-03-130 upland game bird seasons 91-02-113 
91-11-059 91-14-106 
Hunting upland game bird seasons, opening dates, 
blind and visually handicapped hunters 91-01-109 1991, 1992, and 1993 91-06-016 
91-06-083 Meetings 91-21-029 
91-15-056 Rules coordinator 91-12-001 
firearm restriction areas 91-06-084 Shooting preserves operation 91-17-023 
91-06-086 Upland birds, classification 91-03-131 
91-13-062 
hours, closure notices, and hound 
hunting areas 91-06-084 
91-13-062 
hunter orange clothing requirements 91-03-137 
91-08-075 
restrictions 91-06-08 1 
91-12-050 
91-13-06! 
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WASHINGTON STATE REGISTER Subscriptions 


To: Subscription Clerk 
WASHINGTON STATE REGISTER 
Code Reviser’s Office 
Legislative Building 
Olympia, WA 98504 


I would like to order subscription(s) to the WASHINGTON 
STATE REGISTER, at an annual rate of $161.85, sales tax included ($150 for state 
agencies). Enclosed is my check or money order for $ . Please start my 
subscription with the January issue of 19 . 


NAME 


ADDRESS 


TELEPHONE 


THE WASHINGTON STATE REGISTER, published pursuant to RCW 34.08.020, is distributed on the first and third 
Wednesdays of each month. The Register contains the full text of proposed, emergency, and permanently adopted rules of state 
agencies, executive orders of the governor, notices of public meetings of state agencies, rules of the state supreme court,.sum- 
maries of attorney general opinions, and juvenile disposition standards which have been filed in the code reviser’s office prior 
to the pertinent closing date for that issue of the Register. A cumulative table of existing sections of the Washington Adminis- 
trative Code (WAC) affected by a particular agency action guides the user to the proper volume of the Register. 


The code reviser’s office has established an annual subscription price of $150 for the Register, and single copies will cost 
$7. Sales tax of 7.9% now applies to all sales other than to state agencies. State law requires payment in advance. To subscribe 
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